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Air Brake Association (see Meetings). 


Air brake hose, Device for mounting...... 
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Air brake maintenance, M. C. B. conven- 
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Air brake system, Effect of moisture in. 
Air brakes, Handling of, T. E. A. conven- 
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Air pump, Repairing 9r,-in. cylinder heads. 


Air pump repairs, Social chuck for....... 
Air pump rcversing rods, DUE worn, 

by J. A. Jesson......... 
Air pumps, Cleaning, by W. E. Johnson.. 
Air pumps, Device for placing, by W. S. 
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(see Mectings). 
American Society for Testing Materials (see 
Meetings). 
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Ball joint connection, Main reservoir, Frank- 
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Ball joint connection for main reservoir, 
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Ballantine, N. D., The Mikado vs. the con- 
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Baltimore & Ohio, Staten Island lines, Ap- 
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Band saw, Metal cutting. (see ‘machine tools) 
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Barnum, E. S., Road tests for determining 
front end conditions................ gac 
Barnaby, Robert, Inspection and mainten- 
ance of freight car brakes........ 
Barometric condenser as an open water heat- 
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Tests of lubricants......... 
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Becker, E., Some factors in locomotive main- 
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Belt shifter, Dearborn Steel & Iron Co. 
Belt stick, Safety, Ready Tool Co..... m 


Benners, r wr Cast steel truck side frame.. 


Bentley, F a Jr., Bell yoke bearing ream- 
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Bentley, F. , Jr., Jig for drilling dry pipe 
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Bentley, F. W., Jr., Post cluster for exten- 
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Bentley, F. W., Jr., Reclaiming worn lubri- 
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Berdan, E. G., Brake rigging............. 
Bessemer & Lake Erie, nop kinks, Black- 
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Betton, J. M., Sand blast helmet.......... 
Betts, E. E., E handling of equipment 
Beyer, ©. S, Jr., Tonnage rating, T. E. A. 

convention. PI 
Billing machine, M. €. B., Burroughs...... 
Blackburn, H. E., Helping the apprentice.. 
Blacksmiths’ Association (see International 


Railroad Blacksmiths’ Association). 
Blossom, H. F., Freight car stencilling out- 
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Blower fitting, Smokebhox, 
Blower, High speed, De Laval.......... ze 
Blower pipe drain fitting, Watertown...... 
Blueprints, Waterproofing .......... ses 
Boiler check bodies, Chuck for finishing.. 
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Boiler feed Water, Treating locomotive, 
Boiler Makers’ convention. .........0.006 
Boiler inspection campetition. .439$, | 4968, 
Boiler inspection law, Results of the, by 
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Boiler inspector and his job, The.......... 
Boiler inspector's facilities and methods of 
working, by W. J« Gillispie coe ake s 
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Boiler Makers’ Association. (see Master 


Boiler Makers’ Association), 


Boiler patch bolt. by Peter E. McIntosh.... 
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Boiler shell, Reduction of strength in cor- 
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Boiler shop, Piece work and bonus systems 
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Boiler tube cutter, Apparatus for driving, 
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Boiler tube cutter, by Lewis Lebovitz. 
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Design, Good features of tank............ 224* 
Design, Improved locomotive.............. 440$ 
Design, Locomotive, for fuel economy, M. 
o> CONVENTION 65 $e aor been eee e AR 1275 
Design of reciprocating and pevolving 
DONS 25 ois e851 a Es ad E S Los 106§ 
Design of a standard M. C. B. box ‘car, 
M. C. B. convention.............eee ee 1370* 
Design of steel passenger equipment, by 
Victor W. Zilen.............. 459*, 515*, 625* 
Design, Practice versus theory m y F. 
M. Brinckerhoff............... PIA er Sh 108t 
Deum Refinement in locomotive.......... 331$ 
Designs Spring rigging, A study of, by 
Sliambértgét. vaa suis dda rs 15* 
Design, jd car, om a protection stand- 
point, foba D . Wright..... Doe air Us 525 
Design, SA car, from a protection stand- 
at Painters’ convention............. 540 
Detroit Lubricator Co., Automatic force 
feed flange oiler................... . 1283* 
Diagram for determining percentage "of 
maximum tractive effort, by L. R. Pome- 
TOV. "Odo us euo dco dua PRA A M SÉ (es w^ 4539 
Diamond, The, in steel boring........... 20t 


Diaphragm curtains, Improvements to Rex. 
Diaphragm, Reverse unifold, Acme, asesi es 13539 


Dabo Ri Rex metal.................. . 1321* 
Dickert, C. L., Clips for date tags or 

steam E and safety valves..... : 131* 
Dickert, Turning engine bolts....... 193* 
Dies, Forging machine, by J. Lee........ 37* 
Disinfectant arrangement for passenger cars, 

Can." INOPS ws oa pues CUI Doe Ce d ova inui 466* 
Distributing valves, Grinding, C., N. O. & n 

Vus dus dd quer ace matis a sau $ s 39 
Doctor of cars, The, LA G. C. Slarrow. 628 
Door, End, for box car by Geo. E. McCoy.. . 173" 
Door, Flush box car, Ralston..... dpa bad. 1354* 
Doors; Box at... vae «haan 1355$ 
Doors, Specification for outside hung for 

new box cars, M. C. B. convention.... 1368 
Draft arms, Wooden.........cccceecceces 1383$ 
Draft gear construction, M. C. B. conven- 

tiOn 1141 os eee eae eae E e ud 1369* 
Draft gear, M. C. B. convention........ . 1390 
Draft gear problem, by E. A. Murray.... 498f 
Draft rigging, Friction spring, Cambria 

Steel 00, C saec kg eade art as » 259% 
Drain fitting blower pipe, Watertown.... 45° 
Drain valve, Exhaust passage, Can. Nor. 586* 
Drifting valve, Automatic, M., St. P. 

Oo, WSS ia: Esa NO Sx Ura Ne: ASI QR 593* 
Drifting valve, Automatic, Nathan........ . 372° 
Drill, Close quarter, Ingersoll-Rand...... 1322* 
Drill device for firebox work, Tool Fore- 

men's convention ....... eese enn 412* 
Drill post, Angle, Tool Foremen's conven- 

HON, oes eva dee see TS own ATI V retenta Cae 409° 
Drill motor extensions by V. T. Kropid- 

LOWSKA S ns Wise Raye ie oma n card 579* 
Drill (see Machine tools). 

Drilling attachment, Horizontal, for a radial 

drill, T. Kropidlowski PAM Sig ape eames 40* 
Drilling o] Adjustable...............u. 42* 
Drinking fountain, Sanitary, for passenger 

cars, Henry Giessel & Co.............. 47* 
Driving box brasses, Jig for setting up in 

shaper, by Lewis Lebovitz............. 370* 
Driving box wedge, Automatic, Franklin. 546* 
Driving boxes, Boring and facing, by M. 

Flanagan eh. wake ee cake eee Gg NO ee e A 239* 
Driving boxes, Machine for boring, by E. 

C. GINES asee deste cane da cedat bx dale qoi 138* 
Driving boxes, Repairing, bv P. F. Smith. 527° 
Driving wheel hub-plate, Adjustable, mp 4R6* 
Drop forging, Blacksmiths’ convention. . 476°% 
Drop handle and ratchet, Brake shaft...... 43* 
Dry kiln, Norfolk & "Western, humidity 

controlled, by W. H. Lewis............. 462* 
Dry pipe collars, Jig for drilling, by F. 

W. Bentley, Tr. condos ova x CoscoPed 81* 
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Dry pipe joints, Jig for grinding, Tool 
Foremen's convention.......... Ss d EI 
Duffey, Paul R., Water gage cocks. ........ 
Dyaamometer car, Japanese railways, by 
Edward C. Schmidt......... Pew 2 Vds 
Dynamometer car, Swiss railways. Dia ur dus 
E 
Eccentric cranks, Tool for locating, Tool 
Foremen’s convention......... us equa oed 
Eccentrics, Jig for planing. Sape a RE 
Economy, Car department officers and.. : 
Economy Devices Corp., Radial buffer..... : 
Economy Devices Corp., Piston valves ap- 
plied to slide valve cylinders....... eue 
Economy Devices Corp., Rectangular ex- 
haust nozzle... eo ri ros boss 
Economy Devices Corp., Universal valve 
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Economy, Enginemen and.......... n 
Economy, The, of good workmanship...... 
Education of locomotive firemen.......... 
Edwards Co., Inc., O. M., Sliding vestibule 
trap door...... exa pius a qu E MS S iue 
Efficiency engineer, An experience ‘with the, 
by Harvey De Witt Wolcomb............ 
Efficiency, ngine house, General Foremen’s 
convention 4.1... 6 9 ecsococsvíe 
Efficiency, Machine tool.............. A 
Emciency, Measuring, by H. L. Gantt... . 
Efficiency in railroad shops............... 
Efficiency, Relative, of samy gas and ‘oil 
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Emciency, Shop, by Robert N. Miller...... 
Erciency, Shop, General Foremen's con- 
vention ee ee ee ee ee ° 


Ejector, Squirt hose, Ohio Injector Co.. 


Electric ontroller & Mfg. Co., Safety 
limit stop for electric cranes........ 
Electric furnace for reheating, heat treat- 
ing and annealing, by T. F. Bailey...... 
Electric furnace, empering tools with the 
Electric hand lantern, Delta............... 
Electric headlight equipment, Sou. Pac 
&x-volt ce eek aeris eve GO ChE ALER ws 
as headlight, Incandescent equipment, 
yle uc» c EA GC eR e S OC 
Electric lighting of passenger cars......... 
Electric lighting system, Car.............. 
Electric process for safe-ending tubes, by 
L. OIDelOY. i26 Cere os RR. 
Electric reamer, Cincinnati Electric Tool Co. 


Electric welding (see Arc welding). 

Electrical oui Maintenance and op- 
eration o M. convention.......... 

Electrical operation, Steam railway men and 


Electro-pneumatic brake, T. E. A. convention 
Elfe, W. W., Chuck for finishing Boer 
check bodies......... eee eene 


Elfe, W. W., Chuck for air pump repairs. 
Elíe, W. W., Finishing tank valve castings. 
p. Ww. W., Special chucks for a turret 
athe '< caress. wesc mee ae e AES E M 
Elliott, Edward O., Brake beam | safety 
hanger 
Emerson, Harrington, Analysis of dependent 
sequence as a guide to fuel economies.. 
Ename! color, Flat color vs., Painters’ con- 
vention 
Enamel color, Maintenance of, versus var- 
nish, Painters’ convention.............. 
Endsley, L. E., Experiments to determine 
stresses in truck side frames............ 
Endsley, L. E., Impact between cars in 
switching service, B. convention. 
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Engine bolts, Turning, by C. L. Dickert. 
Engine failures................ E à 
Engine failures, Prevention Oli dei 


Engine failures, Relation of engine house 
oR nizatipn to, by Harvey De Witt Wol- 
comb 

Engine ta failures, their cause ane cure, by y 
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Engine, High compression oil, Nordberg.. 

Engine house efficiency, General Foremen's 
convention 
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Engine house foremen, Training.......... 
Engine house organization. ......... eere 
Ergine house repair work, by M. Vallen. 
Engine OM" Soggestions or a properly 
kept, b letoti-- i rens 
Engine Vd “work, est practices in...... 
Engine houses, Handling locomotives at..... 


Engine terminal, Getting results from a bi 


Engineers’ Society of Western Pennsyl- 
vania (see Meetings). 

Enginemen and economy ............. e... 

Enginemen, Educating in smoke elimina- 
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Engineering Foundation, The (see Meetings) 


Engineers’ and firemen's demands, Western. 

Ennis, J. B., Possibilities of the future, 
A. S. M. Ë. 

Equipment, Dead weight in passenger..... 

Equipment, Government inspection of rm 
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Erie Railroad, Model locomotives built b 
apprentices 
Erie Railroad, Steel suburban cars........ A 
Erie Railroad, Turning commutators in the 
power house 470* 
Exhaust nozzle, Rectangular, Economy..... 1192* 
Exhaust nozzle, Variable, F. Mertsheimer.. 1319* 


Exhaust nozzle with internal projection.. 198* 
Exhausts, Variable, by J. Snowden Bell, 

M. M. convention 4.6 ise se csc ces es es 1290° 
Exhibit, Railway Supply Manufacturers’ 

Association at flante City ...cesesss... 1200* 
Exhibit, This year's ............ .s......- 1183$ 
Exhibit, Track, at Atlantic Cty vs .... 1311 
Exhibitors, With the 5 1r es eO. . 1308$ 
Expansion joint for water heater........... 628* 
Extension cord plugs, Post cluster for, by 

E; W. Bentley, Jr... ey eres 192* 
Eye protectors for machinists and grinders, 

T. A. Willson & Co. €. 6 6 € 6 9 9 * 9* 6 9? 6 9 €? 6 9 eee 
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Facing, tool, Atomatic; Mummert-Dixon..  48* 
Fan, eiling, Safety ioo ee. ed puos es... Looe” 
Fan drafting as applied to locomotives, by 

H. B. MacFarland, at A. S. M. E.. 6* 
Feed water, Treating locomotive, Boiler 

Makers’ convention .......... cere 
Feed water heater on geared locomotive, 

by Harold S. Johnson ................. 226* 
Feed water heating, by H. H. Vaughan, 
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Feed valve testing clamp, by B. N. Lewis.. 134* 
Filter, oil, Richardson-Phenix Co........ soi. 2539 
Fire hazards at coaling stations. ........... 562 
Fire losses in the mechanical depart- 

ment Moss 9x E er CER A Ko o aen SUR d del 554$ 
Firebox crown sheet, Standard slope of, 

Boiler Makers' convention ........... : 314 
Firebox, Riegel water tube ............... 222* 
Firebox sheets, Movement of ............. 1267$ 
Fireboxes, Cross stays in, Boiler Makers' 

convention uussscesues ek EVA RU RR s wa 314 
Fireboxes, Removing and replacing, Boiler 

Makers’ convention. ............ eee 
Fire door latches, Chucks for threading 

in à turret: lathe 4.2... ear re ra hr 196* 
Fire door pedal, Adjustable, Franklin..... . 144* 
Firemen, Education of locomotive........ 4968 
Firemen, Performance of ............... 346* 
Firemen, Training, T. E. A. convention. 508 


Firing, Smokeless, and passenger revenue.. 2218 


Fitzmorris, James, Car control ........... : 
Flanagan, M., Boring and facing main rod 

brasses and driving boxes .............. 239* 
Flange oiler, Automatic force feed, De- 

COI: ieee te eww a baa ea eae se wee 1283* 
Flanging clan, Pneumatic, Niles-Bement- 

Pond C: i e ERR AG P Ra OR vac S. 145° 
Flaws, Locaüng. in metal surfaces..... ee. 642 
Flue cutter, Pneumatic..............e eee 86 
Flues (see Boiler tubes) 
Foremen, Developing car ........... esi aie Pee 
Foremen, The training of ............... 
Foremen, Training engine house, by R. G 

Gilbride« (22: 45 959 vC ES E E «x^ 8I 
Forge, Oil burning blacksmith............. 633* 
Forge, Portable rivet and blow torch, by 

W.'S S. Whitford i2. obe ae wees 191* 
Forge, Portable rivet, Mahr Mfg. O EU 1283* 
Forging, Drop, Blacksmiths’ convention. 476* 
Forging hammer, Pneumatic light, H. Ed- 

sil Barr mE EA SUR . 147° 
Foreing machine dies, by J. Lee.......... 37* 
Forging specifications, M. convention.. 1296 
Forms for handling work reports at engine 

houses colour a RA A EAE. eR e ER 31* 
Fosdick. Machine Co., High speed radial 

drill, scan wear pochi cp ea a EA wats 595* 


Foundry and Machine Exhibition (see Meetings). 


Fowler, Geo. L., Tests of exhaust ventilators 235* 
Franey, M. D., New York Central smoke- 
washing plant oso Rete a bs dou See Sce a 511° 
Franklin Institute (see Meetings) . 
Franklin Railway Supply Co., Adjustable 
fire door pedal os65 coe bene cee eee mee . 144* 
Franklin Railway Supply Co., Automatic 
driving box wedge ............. eee 546* 
i es Railway Supply Co., Hard grease — 
Franklin Railway Supply Co., Main reser- 
voir ball joint connection .............. 254* 
Franklin Railway Supply Co., Single lo- 
comotive water joint .............. een 201* 
Freight, Car dapariment and expediting 
preferred e Gal ae E RE RR ICE 516 
Freight, Loss and “damage to .......... «+ 13246 
Frogs and crossings, aking and repair- 
ing, Blacksmiths’ convention .......... 471 
Front end conditions, Road tests for deter- 
mining, by E. Barnum ............. 454* 
Front end and draft appliances, Locomo- 
tive, by C. D. Young at ap oc 9 
Front ends, Fuel convention ...........- 281 
Fry, Lawford H., Compounding superheater 
locomotives, M. M. convention......... 1220 
Fuel Association (see also [International 
Railway Fuel Association) 
Fuel convention, Railway ............... . 2688 
Fuel economv, comotive ....... cee eves 1268$ 
Fuel economy, M. M. convention ........ 1275 
Fuel economies, Analysis of dependent se- 
quence as a ide to, Fuel convention. 273 
Fuel, Pulverized.. for locomotives..... 2118, 213* 
Fuel stations, Fuel convention......... wi. eden 
Funk, G. H., Abatement of smoke in 
Cincinnati 63.66 20 RR ws EE EE e. 566 


t short non-illustrated article or note; 


EDITION—Index. 


Furnace, Gas brazing, C. & N. W......... 
Furnace, Simple, for melting brass......... 
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Gage for we coupler, by H. C. Spicer.... 
Gages, W elabi) and locomotive....... 
Gaines, E , Machine for boring driving 
boxes 
Gaines 
M. 


F. F., Feed water heating, A. S. 
Gaines, F. F., President’s address at M. M. 
convention 2d x ewe 
Gamble, H. E., The best methods of deal- 
ing with MON i e Us oe. 
Gantt, H. L., Measuring Efficiency........ 
Gardner, Henry H., repared paints for 
metal surfaces ................ —— 
Gardner, Henry, Railway repair shop or- 
ganization vss va des ee caw eS ee 
Gas valve, A high pressure, ' International 
Oxygen Co. ; R E au E 
Gaskets, Reinforced asbestos, for air pump 
cylinder heads, by J. A. Jesson........ 
Gear case Seamless drawn steel.......... 
General Foremen's Association (sce Inter- 
national Railway General Foremen's As- 
sociation 
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bbona, W., Protection of ron and 
ic. > foe ois soil VR 
Giessel & Co., Henry, Sanitary _ drink- 


ing fountain for passenger cars ....... 
Gilbride, R. G., d engine house fore- 
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Givin F. See caboose with steci 
eunt —— Fale ae —— bsawn 
Golden-Anderson Valve Specialty Co., "Au 
tomatic non-return valve .............. 
Goodwin, Geo. S., Economic value of a 
locomotive ulus. v due Easui wc Saw ee 
Goodyear Tire & Rubber Co., . Air brake 
OSE: “saws Saree hs os nae eee oe ek eee 
Grady, Benjamin, ' Repairing tea in. air 
pump cylinder heads ................ as 
Grain, Saving waste............ — 
Grand Trunk suburban coaches ..... — 
Grate, Hulson locomotive. «ioo o crar ees 
Grates, Fuel convention ............. eR os 
Grease cups, Compressed air, Hunter...... 
Grease press, Franklin Railway Supply Co. 
Great orthern, Device for forming sill 
SEPS ocv dio rale anes Puce urs aeos 


Great Northern, Reclamation plant. ps i 
Greenfield Tap & Die Corporation, Internal 
ide for pipe threading tools........... 
Grinder, Portable, Ingersoll- Rand. Psy: 
Grinding and distribution of tools, ‘Tool 
Foremen's convention ............. E 
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planing, by B. O. 
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Hack saw (see Machine Tools) 

Hammer, Morr drive for Bradley helve, 
by W. E. Johnson ............... APA 

Hammer, Motor driven 3 at ts 

Hammer, Pneumatic light forging, H : "d 
sil -Bart lilii tio etek. 

Hammett, H. 
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oung, at A. S. M. E.................. 
eat treating, The “electric furnace for, 
by F. F. Baily uus coat oe ec open 

Heat treatment of metal, Blacksmiths’ con- 
vention 
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Hedeman, Walter R., 
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Helmet, Sand blast, J. M. Betton......... ; 
Hettenbaugh, R. JT e apprentice school.. 
Hoist for loading scrap wheels............ 


Hose, Air brake, Goo Pu 
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als connectors, automatic, Service tests 
D Acc 
Hose clamp, Safety, Mahr Mfg. Co....... : 
Hose coupling, National............. -— 
]llub plate, Smith. adjustable ........... " 
Hulson Grate Co., locomotive grate........ 
Hunter Pressed Steel Co., Compressed air 


grease cup 
Huntley, W. P., Enyine house organization 
Hydraulic Press Mfg. Co., Pipe bender. 


Hydraulic Press Mfg. Co., Small triplex 
DUAE o sy cep ok ie eae ae eae eee pe ea ee ets 
Hydraulic press Portable attachment for 
operating, by B. N. Lewis ............. ; 
I 
Illinois Central, Steel frame box car..... 
]llinois Central tool system, by Owen D. 
Kinsey ooieoe Eee: V aed xad d ac RE ` 


Impact between cars in switching service, 


L. E. Endsley, M. C. B. convention. 
Imperial Brass Mfg. Co., Oxy-acetylene 
oo eduipment aeres PET aa E wees 
Imperial Brass Mfg. Co., Oxy -acetylene 

welding and cutting torch... eececeees 
Indicator reducing motion, by Hueh G 

Boutell. esee iacu n lee ch SER a EA we 
Ingersoll-Rand Co., Close quarter drill..... 


es Condenser vacuum 
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Ingersoll-Rand 
PUMP uersu vs 
Ingersoll- Rand Co., Piston valve with auto- 
matic cut-off for air compressors......... 
Ingersoll-Rand Co., Portable grinder...... 
Ingersoll-Rand Co., Small air compressor 
Injector pipe couplings, Expanding and 
eading machine for, H. G. Hammett... 
Tajectors: Exhaust, by Robert W. Rogers. 
Injectors, Exhaust steam, for locomotives. 
Injectors, Flange and screw couplings for, 
M. M. convention 
Inspecting boilers, A few facts about...... 
Inspection and maintenance of air brakes 
on freight cars, by Robert Barnaby...... 
Inspection, Freight car 
Inspection, Government, 
HC eda cle op CANO Ca a esp e Aen au e 
Inspection, Locomotive boiler 
Inspection, Locomotive boiler, competition.. 
Inspection of locomotives and tenders...... 
Inspection, Overhead, of box cars, M. C. 
convention 
Inspection, Uniformity in car, by M. Marea 
Instruments for measuring the hardness and 
elasticity of rubber, Shore.............. 
Interchange Car Inspectors’ and Car Fore- 
men’s Association (see Chief Interchange 


Car Inspectors’ and Car Foremens’ As- 
sociation) 

Interchange, Discussion of rules of, Car 
Inspectors’ convention. ............6. 
Interchange service, Eliminate old equip- 
ment from sos oS wooed w xU oh wees ee 
Interchange, Trifling defects in, Car In- 
spectors' convention 2.2... ce eee ee eee 
Interchange, M. C. B. rules of......... 
Interchange, Revision of the rules of, M. 

o B. convention  ovevezxevse exa s siars» 
International Association for the Preven- 
tion of Smoke 2212.9 soa aes ek ees 
International Engineering | Congress (see 
Meetings) 
International Oxygen Company, A high 
pressure gas valve .... ccc eee eee eee eee 
International Railroad Master Blacksmiths’ 
Association convention Loc eee eee eee ee eee 


International Railroad Master Blacksmiths’ 
Association (see Meetings) "E 
International Railway Fuel Association..... 


International Railway General Foremen's 
Association convention Lo... eee eee eee ee 
International Railway General Foremen’s 
Association (see Meetings) 
Investigator, A field for the special........ 
J 
Jack, Emergency, with adjustable base, 
DUM PICK ouibus a E eR eae ` 
Jack, Parsons Journal ................. cok 
Jacks, Emergency, Buckeye cour es 
James. W. F., Stenciling gage for freight 
Cars UES ce ha teed ae hikes te ah eta eae co 
Japanese Railways, Dynamometer car...... 
Me Bros., Swing check valve ......... 
erome-Edwards Metallic Packing Co., sub 
livan piston and valve stem packing.. 
lor . A., Care of lye tanks ......... 
esson, J. A., Reboring air pump cylinders 


Jesson, J. A., Reinforced gaskets for air 
pump cylinder heads. ccc. ee eere eae 
Jesson, J. A. Repairing worn air pump 


oeme rods ev ee 
Jesson, . Removing gaskets from bulls- 
eye libricators TOPIC eh eat 
Jigs. Special, for locomotive repair shops, 
ool Foremen's convention............. 


Johns-Manville Co., H. W., Slack adjuster 
for brake equipment 
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Johns-Manville Co. H. W., Manual slack 
adjuster for freight cars............005. 
Johnson, Harold S., Feed water heater on 
cared locomotive .....- 2 n aes wee 
Johnson, Otto B., Roof construction for 
passenger CAFS roles. eR veo RT ERU 
Tohnson, W. E., Cleaning air pumps...... 
ohnson, W. E., Packing iron for journal 
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Johnston, W. E., Motor drive for Bradley 
helve hammer 
Johnston, W. E., Proposed Gantry crane for 


car repair yards VAL reg nm E waxes Sa 304° 
Journal bearing, Brake hanging and the 
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Journal bearing, Roller, Anti-Friction Roller 
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neering (0. uns EDS ararsa ee dae E 
Sand blasting steel cars, Plant for, Mott... 
Sand dryer, Oil burnin ; by F. G. Lister.. 
Sander, Locomotive, White ............... 


Schlafge, . Wm., The mechanical side of 
railroading . evden ne eva eet i v CU Tee 
Schmidt, dward C., Japanese Railways 


: dunemome er CAP vols mee uod iE: 
choenen, Herman, The special apprentice.. 
Schultz, F. C., Joint car repair shops at 
large terminals ..................... ee 
Schum Bros., Positive nut lock 
Scott, W. W., J 
tons 
Scrap and scrap classification, Storekeepers' 
convention 
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material, Accounting for, 
Storekeepers’ convention ............... 
Selection of men, by R. V. Wright........ 
Selection of men, Scientific ............. 


Sequence, Analysis of gependent as a guide 


esi 
Shearin 
Shinn 
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Shop efficiency, some methods of securing, 


by Harvey De Witt Wolcomb........... 
Shop Kinks 

Aadustable drilling stand, Canadian 
Government Railways............... 
Air pump rack, B. R. & P............ 
ar pump, Reinforced asbestos gaskets 
Of aioe eed Moe ae od T 

Air pump, Repairing 9'4-in. cylinder 
heads, "e DENEN 
Air pump repairs, Special chuck for, 
i Wu E E ET 
Air pump reversing rods, Repairing 
worn, by J. A. Jesson. ............. 


Air pumps, Device for placing, C. & 
N.W p g 
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Pennsylvania ............... eee 
Arc-welding a locomotive cylinder, New 
York Central 2... gc oasis oo ese 
Babbitt furnace for driving box hub 
liners, C., St. P., M. & O.......... 
Beading tool, Michigan Central........ 
Bell yoke bearing reamers, Chicago & 
North Western............. eese 
Bench arrangement for cleaning triple 
valves, C., B. & O..... UT ES 
Blacksmiths’ convention............... 
Boiler tubes, Using old as pipe, Mor- 
gan’s RY kein acd eae 


Brake beam safety strap, Former for, 
Mich. 
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Shop Kinks—(Continued) 
Chuck for finishing air pump packing 
rings, by F. R. Stewart......... ls 
Chuck for finishing boiler check bodies, 
Ce Ok (cus oo aes we oder Sete See eee 
Chucks for threading fire door latches 


and front end main rod keys in a 
turret lathe, C. of Gad eck ccs saw wads 
Cleaning carpets by compressed air, 
(uw. Fide tones bere eee dee ee 
Commutators, Turning in the power- 
houses (Rites oj.5 7s use nbus 
Coupler yokes, Tools for removing, 


forming and riveting, C, B. & Q.. 
Crane, Pillar for machine tools, Can- 


adian Northern oves o LX AREA ee 
Crosshead shoes, Jig for babbitting, C., 
M. Ww Ost Puls preRia ete ax 
Crown setting up in 


brasses, Jig for 
the sharper, by iouis Lebovitz...... 
Cylinder cocks, Finishing, A. C. L... 
Cylinder heads, Attachment for grind- 


ing. Soo LIN teses tase te wee sae Y 
Device for determining height of crown 
sheets, HL Cents vere rn 
Device for straightening bent axles, 
E E I E E be Oe Re 
Dies for forming large castle nuts, C. 
m MP Se ""xc m 
Drill motor extensions, by V. T. Krop- 
idlowski - Gee ocak hv Rer NE eh 
Drill post, Angle, Ill. Cent............ 
Drilling device for firebox work, Wa- 
Dash uasa ed D Nd x ted ween 
Driving boxes, Machine for boring, N. 
E. NW areca eho pad NS eire Esci rer adi 
Dry pipe joints, Jig for grinding, Wa- 
DUES acp euo som IS Ed RE P WR IR 
Eccentric cranks, Tool for locating, lll. 
(ent Ash Sis ee washed Wo qr te cic RN TC 
Eccentrics, Jig for planing, Erie...... 
Engine bolts, Turning, Central of 
GEOrgIA usdoex eee eae sw CERERI E Rie 


Feed valve testing clamp, Soo Line... 
Finishing car and engine truck brasses 

by grinding, A. C. px TE" 
Finishing tank valve castings, C. of Ga. 
Flue cutter, apparatus for driving, Ill. 

Cent. 
Flue cutter, by 
Flue cutter, Superheater, lll. Cent.... 
Forging machine dies, by J. Lee...... 
Frames, Method of arc welding........ 
Furnace for melting brass, Rock Island 

Lines 
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Guide bars, Jigs for grinding, A. C. L. 
Hoist for loading scrap wheel, C. & O... 
Horizontal drilling attachment for a 
radial drill, by V. T. Kropidlowski. 
Index head for holding rod brasses.... 
Jig for drilling dry pipe collars, by F. 
Ay Bentley, JT. 425 oes oye hate 
aa box packing iron, C. & N. W. 
ifting hook for placing work in lathe, 


Soo THES steer hl hae aad MA eS ae 
Link trunnion, Dies for forming, Penn- 
Sy IVanid - 4955 youre tant s anes 
Lubricator choke plugs, Reclaiming 
worn, by W. Bentley, Jr........ 
Main rod brasses, Boring front end, 
Pennsylvania eec Feta Ex Erde doa 
Motor drive for Bradley helve hammer, 
Western “PaGca in on gins Bae ee oa 


Oil burning blacksmith forge, S. P. & S. 
Oxy-acetylene welding and cutting out- 


fit N: Yoe Cerewet sos e rae S 
Pilot coupler gage, A. C. L.......... 
Pneumatic flue cutter, C. & N. W 
Pneumatic hammer, C., B. & Q...... 
Pneumatic hammer for reclaiming track 

SPIKES vence X a4 eas eke ETETE 
Portable attachment for operating hy- 


draulic press, Soo Line............. 
Post cluster for extension cord plugs.. 


Press for closing crown brasses, C., 
St. P, M. & Ong eu cy ks UE 
Pump for machine tool lubricant, M., 
E NOD uxo issus at aan wae db. 
Reboring air pump cylinders, by J. A. 
WESSON: GAs waco osa endo ee qa doe ce 
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Removing gaskets from bullseve lubri- 


cators, Louisville & Nashville....... 
Removing indentations in superheater 
smoke tubes, C. & O............... 


Repairing worn tail braces, A. C. L.. 
Rings, Dcvice for forming under steam 


hammer, Pennsylvania.............. 
Rivet forge and blow torch, Portable, 
(UE Ne M qr 
Rivet set, Combination, Erie........... 
Rotary four-way valve, by E. H. Wolf. 
Sand Dryer, Oil Burning, Spokane, 
Portland & Seattle.......... ethene 
Shoe and wedge chuck for milling ma- 
chine table, A. C. L................ 
Shoes and wedges, Quadruple tool for 
planing, piove n Bidet 
Sill steps, Device for forming, Great 
Northern  ...:.-. eee ees ge oa Kes ee 
Sill steps, Device for forming, Mich 
(enis uu os See Se MR I ee RR UR 
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Shop Kinks— (Continued) 


Spring banding machine, L. I........ 
Spring hangers, Dies for forming driv- 
ing, Pennsylvania. ... 2.0... eee ees 
Steam gage and safety valve clips for 
date tags, €. of Ga..... cc... e ee eee 
si uc cba method of securing, C. & 
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Stenciling outfit, Freight car, Boston & 
Maine 
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Throttle valve scat. reamer, Wabash.. 
Tire flanging tool, Double, A. C. L... 
Tire lifting hook, Soo Line.......... 
Tools for facing air hammer connec- 
UOS. Ns (Oo Wei anew ties ds e X 
Tools tipped with high speed steel. ..... 
Turnbuckles, Dies Por forming, Penn- 
Sylvania seen eius Gerke cae Row RELATES 
Turret head for planing guides, shoes 
and wedges, Virginian .......... s. 
Valve chamber bushings, Gear train 
used in pulling in............ sees. 
Valve motion links closed with oxy- 
acetylene torch, Lehigh Valley...... 
Valve packing rings and bull rings, 
Chuck. for finishing.......... eese. 
Valve scat port miller, Wabash........ 
Y-ntting or washing out boilers, 
Michigan Central.......... cece eee ee 
Shop operation, Economy in........... les. 
Shop organization, by Henry Gardner.... 
Shop output, quality of... ...... eee eee 
Shops, Efficiency in railroad............ LL. 
Shops, Keeping clean........... lees 
Shops, Jersey Central freight car repair.. 
Shops, Joint car dl JM 
Shops, Safety first in railway......... 


Shore Instrument & Mfg. Co., Instruments 
for measuring hardness and elasticity of 
rubber 
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Signal material, Handling, Storekeepers’ 
CONVENTION. Aon cto eet we e ruri eae A 
Signal, Operation of the pneumatic train, 


Air Brake convention 
Signal and train brake equipment, M. C. B. 
CONVENON 2: suo EISE Ue Sie ee eee 
Silberberg, Mortimer J. Time study watch 
Sill step, Device for forming, Blacksmiths’ 
COUVehHon: dos o x een ie oy ble Bw eee YT 
Sillcox, L. K., Considerations affecting type 
of center sills in steel passenger equip- 
MENE PC 
Sitterly, W. H., Improper loading of box 
cars 
Sill steps, 
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Device for forming, by John 
Tred6y “524, hots ey a usce b AEN Gard Raed T 
Slabbing machine (see Machine tools). 
Slack adjuster for brake equipment, Johns- 
Manville oso tn aca Seow wen wee Sep wee Sx 
Slack adjuster, Manual, for freight cars, 
Johns-Manville 
Slarrow, G. C., “The Doctor of Cars’’..... 
Smith, Joseph, Helping the apprentice by 
sympathy and co-operation, .........008% 
Smith Locomotive Adjustable Hub Plate 
Co., Adjustable hub plate............... 
Smith, P. F., Repairing driving boxes...... 
Smoke, Abatement of locomotive, in 
cinnati, by G. H. Funk................ 
Smoke elimination, Educating enginemen in. 
Smoke prevention, Fuel convention........ 
Smoke prevention, Locomotive............ 
Smoke prevention, M. M. convention...... 
Smoke prevention. with oil burning loco- 
motives, T. E. A. convention. .......... 
Smoke prevention without special apparatus, 
by H. H. Maxfield: 2.4622 sessed ca e 
Smoke washing plant, 
IPAE V 1s diei ache XIX EGRE Go EUR Mae a 
Smokebox blower fitting, Barco........... 
Southern locomotive valve gear, Kinematic 
diagram of 
Southern Pacific six-volt electric headlight 
equipment, by A. H. Babcock........... 
Southern Railway, Steam tender locomotive. 
Southern valve gear, Laying out the, by 
Harry -Coritell sod esos ioe Gees ta ee ees 
Specifications, Forging, M. M. convention.. 


| 
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Specifications and tests for materials, M. 

C. B. -CONVENNON sva ex x re ws ences a 
Specifications and tests of materials...... 
Spicer, C., Gage for pilot coupler...... 


Spicer, H. C., Repairing worn tail braces.. 
Spidy, E. T.. Grinding wheel protection.. 


Spokane, Portland & Seattle, Olil-burning 
blacksmith forge 5:22. n rk Rn 
Spokane, Portland & Seattle, Oil burning 
sand AP OE. iua iis 4d ur E eaves ndr AN 


Spring banding machine, Blacksmiths’ con- 
vention 
Spring design, Plate 
Spring forming machine, Universal elliptic, 
Ryerson 
Spring making and repairing, Blacksmiths’ 
convention 
Spring rigging design, A study of, by J. 
P. Shain bere es. da iced tk aoa ens 
Springs, Characteristics of plate, by Geo. 
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Springer, J. F., A possible substitute for 
acetylene in welding and cutting....... 
Springer, J. F., Welding copper and copper 
alloys by acetylene methods............ 
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Standards, revision of, M. €. B.......... 1331* 
Stark Car Coupler Corp., Automatic coupler 

with movable guard arm.........cce cee 1382* 
Stationery, Storcekeepers’ convention...... 288 
Stay bolts, Driving, Boiler Makers’ con- 
dient wori eere acct dt DEG a we nun pee d Yaa e S 315 
Stay bolts, Uniform rule for load on, Boiler 

Makers’ convention... 313 
Stays, Cross, in fireboxes, Boiler Makers’ 
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Storekeepers’ Association (see Railway 
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Street, C. F., What the stoker has done 

for the locomotive, A. S. M. E.......... 11 
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Acme Supply Co................... 493, 649 
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American Blue Print Paper Co...... 265 
American Can Co. sevi ores ers 326 
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American Locomotive Co.......326, 436, 650 
American Manganese Steel Company.. 326 
American Spray Coli... sen 493 
American Steel Export Co............ 436 
American Vanadium Co........ 265, 493, 649 
Anderson, "Lartze seen oe serex deeds 326 
Baker ML. Gash rV yeh edd eos 265 
Baldwin Locomotive Works.53, 327, 436, 601 
Hut He sau ey des Sine 6 had hae ee VES 265 
Ballitan, B. Cerro oo eta EE à 326 
Ballman-Witten Manufacturing Co.... 326 
Barret Go Usos du e ranea urs RE 152 
Bartlett-Hayward Co.................. 493 
Paver. Ws, aos, 6 Seka Sond exu ee edes 53 
Bayonne Steel Casting Company...... 326 
Beckert, Louis FR... rr XA . 436 
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Belknap: Ro Eileen 602 
Best; H We ones x ie nce dont RADO ees 326 
Best, Leigh noeh TER COP mE 436 
Bethlehem Steel Co. ............eeee. 493 
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Biggs, P. H., Machinery Co........... 326 
Bird-Archer” (0... every kr E es 153* 
Booth Co, L. Mov wath eae 551 
Boss Nut COS. i rye xx Ure eh REO dw 206 551 
Boston Belting Co................ Les. 601 
Bouton C: Bos svi SO P CR Cede ci eR 551 
Brier Hill Steel Co.............. ee 436 
Brown, Edward C....... f onu Qu S 265 
Brown, R: S oer oy rure RE SR RAUS NON 381 
Buck, H. Mises icr X 644 REX 436 
Buda. CO. ecb a he GR ARS E eR aedis 326 
Buffalo Brake Beam Co.............. 436 
Burnett, R. Mus euuo c re ir RA EY OE (Row 649 
Butwell ^L; T daa Rr m wx ect Race 649 
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C & C Electric Co....eeese rnt 551 
Cambria Steel Co......... 152, 381, 436, 437 
Campbell, H. Ac Essere es 436 
Canadian Car & Foundry Co........ 152, 493 
Cantley, ThoS. socle d eA RR ORE 493 
Carliss, Thomas E................ Le. 436 
Carnes, W. Biase ues bau cR Yd a 265 
Carpenter Steel Co... eese 206 
(ate T M oue nt or bie o EX sane 650 
Caughey, E. Bosse ey xac EFT 326 
Central Iron Works............ Lese. 326 
Chambers Valve Co.......... lees 382 
Chapman, W. (Caos Xeon eR eror RR 206 
Charbono, F. H....... eaput ling EET 381 
Chicago Malleable Castings Co........ 152 
Chicago Pneumatic Tool Co.......... 265 
Chicago Railway Signal & Supply Co.. 649 
Cincinnatt Gear Cutting Co........... 326 
Cincinnati Milling Machine Co........ 326 
Cincinnati Shaper Co............. se. 326 
Clark, Walter Dox i oon eeu xw erta xs 327 
Coffin, Joel S., Ito sucer) to ER 265, 55] 
Cohen. Di Diete oed o ES Rcx 265 
Collette, HS a eos eo cra e naX he 326 
Columbus Bolt Works Co............ . 436 
Conover-Overkamp Machine Tool Co... 326 
Consolidated Car Heating Co......... 153 
Continental Car & Equipment Co..... 326 
Continental Car Co.............. Ls. 326 
Continental Piston Ring Co........... 436 
Cook, Thomas R.................. es 436 
Crawford, H. € scooters te EEER EIS 381 
Davis Manufacturing Co............. 326 
DeRevere, A. W.... cc cece cee cecees 326 
Dearborn Chemical Co............. 152, 265 
Dearborn Steel & Tron Co........... 206 
Detrick & Harvey Machine Co....... 53, 493 
Detroit Graphite Co...... cee. ee eee eee 436 
Dilley Foundry Co............... ees. 326 
Disston & Sons, Henry........ Sc aid 265 
Disston, William... 0... 0.eccceeee eee 265 
Dixon Crucible Co., Joseph........206, 265 
Dixon, Joseph F., Jr............ ee 326 
Doty, H. Misuse peace ti as vera 327 
egar Allen American Manganese Steel " 
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(Tintin Railway Supply Co....551, 649, 650* 
shia Signal Oil Ceres or. 265 
AED PERG MIDI MTM 326 
general Lead Batteries Co............ 152 
wenger, J. Douglas. .......cc cece eee 327 
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With “a, considerable part of the five per 
cent rate increase granted, the eastern 
roads will surely derive some relief from 
the period of- depression. The public has 
shown that it believes the railways need assistance and has so 
vigorously expressed this feeling that the - Interstate Commerce 
Commission has granted a large part cf the requested increase 
in rates. Everything possible should be done by the railroads 
to keep the cost of operation to a minimyim consistent with 
safety and efficiency. The shop men are in an excellent position 
to assist substantially in this respect. The careful use of ma- 
terial, careful workmanship and economical use of supplies are 
all factors that will materially contribute towards the srecessary 
economies. Retrenchment in the mechanical department has a 
direct effect on the employees, and they should be made .to 
realize that by their help money can be saved to the end that 
the shops will be kept in operation. 


Economy 
in 
.- Shop Operation 


A most interesting feature of the figures for 


Car UT : : ] 
C . car construction in 1914 is the increase in 
pesci the number of all-steel box cars built, the 
in 1914 


greater part of which is due to the adoption 
of the all-steel type of construction on the Pennsylvania Rail- 
road. There is also a considerable increase over 1913 in the 
number of steel underframe box cars built, while the num- 
ber of steel frame box cars falls off materially. On first con- 
sideration it might seem that the steel frame construction is 
losing in popularity, but there may be other explanations for 
the falling off. In a year of depression like the one just past 
many of the railroads order little or no equipment, so that 
the cars built are for a comparatively few roads and it is 
difficult to point to any definite tendency which is indicated 
by the construction figures. There is also an increase in the 
number of steel underframe passenger cars built, but most of 
these were built for a comparatively few roads, some of 
which favor this type of construction. The all-steel car pre- 
ponderates, although there is a falling off in the total num- 
ber of cars built. Of the wooden passenger equipment cars, 
the greater proportion were milk, refrigerator, and cars for 
other special service.— (From our Weekly Edition.) 


The ever pressing need of greater train- 
loads has increased locomotive dimensions 
and capacities so rapidly that the large 
locomotives of a few years ago, which the 
more modern equipment replaces, have developed a serious prob- 
lem for the motive power and operating departments to solve. 
There are numbers of these locomotives which possess more ca- 
pacity than is needed for way-íreight or branch line service, 
yet in many cases it has been necessary to place them in 
such service, as well as in switching. Many of these engines 
are capable of developing a maximum tractive effort which 
will start very heavy trains, but are deficient in boiler ca- 
pacity and are therefore incapable of economically hauling 
such trains for any distance. If there were some way of in- 
creasing the steam making capacity of such locomotives they 
could take their place in heavy main line service; in fact, such 
an increase in boiler capacity could very casily obviate the 
necessity of a road's making considerable expenditures for 
new locomotives of greater capacity. The difficulties attend- 
ing the use of superheated steam with slide valves and the 
expense necessary in applying piston valve cylinders have 
prevented the use of superheaters in many such instances. 
Of the past year's locomotive development, therefore, per- 
haps the one of most direct interest to railways is that which 
has shown the possibilities of increased capacity obtainable 
from existing locomotives. It is now possible to apply piston 
valves without going to the extent of entirely new cylinder 


Increased Capacity 
in Existing 
Locomotives 
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and saddle castings, and the Qs. of the superheater and the 
brick arch, even on narrow. fifebox locomotives, has given 
remarkable results in increased hauling capacity. It is there- 
fore probable that the “unmédiate future will see the mod- 
ernizing of the large ldsomotiv es of a few years ago, in con- 
siderable Rule CUM our Weekly Edition.) 


Riveting Eoo e and riveting are matters of 
Steel Càr. the utmost importance in steel car con- 
struction and should be of general interest 
Constriction to all who are in any way connected with 
che building or repairing of steel cars. The article by H. A. 
Hatfield; the first part of which is published in this issue, while 
cqntaisting much of general interest, should be particularly in- 
teresting to those who are called upon to inspect the various 
*.protesses in the construction of steel equipment. As pointed 
out by Mr. Hatfield the strength and rigidity of a steel car de- 
pend primarily upon the tightness of the rivets. The securing 
of tight rivets under the conditions usually existing in the con- 
struction of steel freight cars demands eternal vigilance on the 
part of the inspector, whose troubles would undoubtedly be con- 
siderably decreased if the author's suggestions relative to the 
proper heating of rivets and maintenance of tools were more 
generally observed. While the article in general does not fit the 
conditions found in boiler shop practice, it contains several 
practical suggestions which might be applied there with as good 
results as in the car shop. It will be published in two parts. 


A western road which is carrying on a 


Enginemen ; : . 
d progressive campaign in fuel economy is 
n LJ . . 
s making use of a diagram, in lectures to 
Economy the enginemen on fuel economy, showing 


the amount of money spent during the past fiscal year for loco- 
motive fuel, locomotive repairs, freight car repairs, enginemen's 
wages, enginehouse expenses, water, lubrication and supplies. 
It shows clearly the relation between each item and gives an 
idea of the magnitude of the different items. As an example, 
the cost of the fuel consumed is 175 per cent of the enginemen's 
wages, the cost of locomotive repairs is 116 per cent, and the 
cost of freight car repairs is slightly over 100 per cent. The 
men are shown that aside from their own wages, which are 
about 1814 per cent of the total amount of the items mentioned, 
they are more or less responsible for the expenditure of over 
177^ million dollars. They are thus made to feel that they have 
an important part to play in the railroad game from an econoniic 
standpoint in addition to the running of the locomotives. By 
making a saving of only 1 per cent of this total they will save 
the company very nearly 4/4 per cent of their wages. Economy 
brought home to them in this way makes a strong impression, 
and they all seem to be interested in the fact that they are 
responsible in some considerable degree for these large ex- 
penditures. 


Many railway men have the idea that rail- 


Naonine way shop work is so entirely different 
Tool from that performed in industrial plants 
Bfficiency that no comparison can be made between 

the two. To a certain extent this is true. In almost every 


case the railway shop finds it necessary to perform a number 
of different jobs on the same machine, whereas the large in- 
dustrial shops have a sufficient amount of regular work so that 
individual machines can be kept busy on one, or at most, a few, 
specific jobs. By doing this it is possible for them to experi- 
ment sufficiently to find the speed and feed that will give the 
most economical results. But it is also true that the railway 
shop can, to some extent, profit by these experiments. It can 
apply the rate of metal cutting in many cases to its own works; 
it may obtain information that will show how the increased 
cost of new and improved machinery will be more than justified 
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by increased production, and, to some extent, new methods of 
doing work will be suggested. The manufacturers of new ma- 
chines purchased should always be consulted as to how the best 
results. may. be obtained from their machine tools. Occasions 
have been known where high grade machines have been grossly 
underrated simply on account of a lack of knowledge as to 
what the machines will stand. The tool builders are willing to 
demonstrate their machines thoroughly, as it is to their best 
interests to have their products produce economical results and 
the railway shops should take advantage of this opportunity 
in studying how to secure more effective results in shop 


production. 
Dosnoüve The number of locomotives ordered in the 
Devel calendar year 1914 was 1,265, which con- 
Ai opment stitutes a marked falling off from 1913, 
in 1914 when there were 3,467 ordered. The fall- 


ing off in building was of course due to the general business 
depression, but the poor business conditions have by no means 
eliminated developments tending toward the improvement of the 
locomotive. | 

A year ago we referred to what is without doubt the highest 
development of the Atlantic type locomotive, embodied -in the 
latest engine of that type built by the Pennsylvania Railroad. 
These locomotives were largely the result of long continued 
experiments along the lines of refinement in design and increase 
in boiler capacity. A number of them have been built and are 
in daily service hauling very heavy trains on extremely fast 
schedules. The same policy which resulted in the production of 
this Atlantic type locomotive has, during the past year, produced 
on the Pennsylvania a Mikado and a Pacific type locomotive 
which are especially noteworthy. Interchangeability of parts has 
been carried out in these two locomotives to a considerable ex- 
tent, the boilers of the two engines being identical. On the test- 
ing plant at Altoona the Pacific type locomotive recently de- 
veloped approximately 3,200 horsepower, a truly remarkable 
figure, and in this connection it is interesting to note that this 
horsepower was obtained when the locomotive was equipped 
with a tvpe of exhaust tip having four internal projections, and 
that the horsepower obtainable with the ordinary form.of ex- 
haust tip was considerably less. 

Heat treated steel takes a prominent place in the design of 
the Pennsylvania locomotives, and of locomotive design in gen- 
eral it may be said that alloy steels continue in favor for such 
parts as axles, crank pins, main and side rods, frames and springs. 

The large locomotive is again to the fore in 1914. The 
Pacific type locomotives built by the American Locomotive Com- 
pany for the Chesapeake & Ohio lead in point of total weight for 
this type, this being 312,600 Ib., while the maximum tractive effort 
of 46,600 Ib. developed by these engines is also the greatest for 
this type. The heaviest locomotive of the Mikado type of which 
we have record is also a Chesapeake & Ohio engine and weighs 
322,500 ib. The Baldwin Locomotive Works built during the 
year for the Baltimore & Ohio, a 2-10-2 type locomotive which 
has a total weight of 406,000 1b., and is the heaviest locomotive 
ever built on a single set of drivers. The world’s record for 
large locomotives was again broken by the construction for the 
Erie Railroad by the Baldwin Locomotive Works of a 2-8-8-8-2 
type, Triplex compound articulated locomotive using the weight 
of the tender for adhesion and having a total weight of 853,000 
lb. This locomotive has a theoretical maximum tractive effort 
of 160,000 Ib. and has hauled a train of 251 loaded cars weighing 
17912 tons. A few locomotives of the Mountain, or 4-8-2 type, 
were built during the year, but they are intended for service 
under special conditions and there does not seem to be any gen- 
eral tendency to go beyond the Pacific type for hauling heavy 
passenger trains. 

The mechanical stoker has taken a prominent place in increas- 
ing locomotive capacity, and there are a number of locomotives 
now in service which would not have been built had it not been 
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possible to fire them by mechanical means. On large hand-fired 
locomotives the use of coal pushers in the tender, for moving the 
coal forward within the reach of the fireman, has greatly in- 
creased. 

During the year experiments have been completed resulting in 
the successful use of powdered coal in locomotive fireboxes, 
and while the results of these experiments are not yet available 
it is probable that when published they will prove of very con- 
siderable interest and value. 

The large locomotive is likely to continue in favor in new 
construction, although it may be doubted that the two-cylinder 
type can be carried much beyond present dimensions because of 
limitations in clearance. The possibilities in the use of three 
cylinders were brought out recently in a discussion before the 
American Society of Mechanical Engineers by J. B. Ennis, chief 
mechanical engineer of the American Locomotive Company, and 
it would not be surprising to see steps taken in the near future 

toward developing large locomotives with this cylinder arrange- 

ment. With few exceptions the compound locomotive has gained 
nothing in favor during the past year, although the Mallet type 
continues in use for the particular classes of work for which it 
is suited, and it is of special interest to note that a large loco- 
motive of this type which was built by the American Locomotive 

Company in 1912 for the Virginian Railway has developed in 

service a horsepower somewhat over 3,000. This power is note- 

worthy when it is considered that it was necessarily developed 
at low speed. 

For the future it may be said that further economies will 
probably develop írom superheating, and while the use of feed 
water heaters in America has thus far been only of an experi- 
mental nature, the results obtained are promising and would seem 
to indicate its development before long toward an extensive use. 
Considered from all standpoints the locomotive development of 
the immediate future will probably continue along the lines of 
increased capacity through the means of refinement in design and 
the application of economy producing features and those which 


tend directly to increase boiler capacity.— (From our Weekly 
Edition.) 


At this time of the year, about midway 
between the annual conventions of the vari- 
ous railway mechanical associations, atten- 
tion of the members of the committees ap- 

fomted to prepare reports for the 1915 meetings should be 
called to the fact that, if they are not already doing so, it is 
time for them to take an active interest in the work which has 
been assigned to them. Too often the tendency is to postpone 
Such matters until the last minute, a report then being hur- 
riedly compiled just in time to present to the convention. Usu- 
ally in such cases it is based on an incomplete investigation. 
Railway men are very busy, and this is just the reason such 
matters should be started early. The life and standing of any 
ralway association depends entirely on the quality of the work 
it does, and the members of committees are under definite obli- 
gations to the other members of the association to submit re- 
ports that will be of material benefit to them and to the asso- 
ciation as a whole. 

The higher railway officers watch the progress and work of 
the associations in order to know whether or not it is worth 
While to send their men to the conventions. The larger asso- 
ciations are finding it necessary to rely on some of the minor 
associations for investigations that they have not now time to 
handle. The responsibility of the minor associations is there- 
fore increasing, and it is the duty of every committee member 
to assume his share of this responsibility. In too many cases 
the chairmen of the committees do all the work. This is not 
fair to them, nor is it fair to the association, for under such 
circumstances the report gives only one man's point of view. 
Every committee member should give the best he has and feel 
the same responsibility as the chairman. Carefully study the 


To Committees 
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subject assigned and get all the information possible from every 
available source. Get busy now; send your letters of inquiry 
out so that there will be sufficient time to carefully analyze the 
replies and get additional information when necessary. Make 
your 1915 convention the best.in.the history of the association. 


NEW BOOKS 


Proceedings of the American Railway Tool Forcmen's Association. Com- 
piled and published by Owen D. Kinsey, secretary of the association, 
Chicago, Ill. 145 pages, 6 in. by 9 in. Bound in paper. 

This book is the official report of the sixth annual convention of 

the American Railway Tool Foremen's Association, which was 

held in Chicago, July 20 to 22, 1914. Among the most important 
subjects considered are Tool Room Grinding, Safety as applied 
to Grinding Wheels, Distribution Systems of Shop Tools, and 

Special Tools for Drilling, Reaming and Milling, the latter sub- 

ject including considerable information regarding the work that 

is being done at the Burnside shops of the Illinois Central. The 
book is neatly illustrated and contains valuable information. 


Proceedings of the International Railroad Master. Blacksmiths’ Association. 
Compiled and published by A. L. Woodworth, secretary and treasurer, 
Lima, Ohio. 296 pages, 6 in. by 9 in. Bound in cloth, 

The twenty-second annual convention of the International Rail- 

road Master Blacksmiths’ Association was held in Milwaukee, 

August 18 to 20, 1914. This publication of the proceedings of 

that convention includes papers on Frame Making and Repairing, 

the Heat Treatment of Metals, Spring Making, Oxy-Acetylene 
and Electric Welding, and other subjects of interest to black- 
smiths. A number of shop kinks were also included which show 
economical methods adopted by various members for performing 
routine railroad blacksmith work, Addresses by H. E. Man- 

chester, J. F. DeVoy, and J. J. Hennessey, of the Chicago, Mil- 

waukee & St. Paul, are also included. 


Compressed Air. By Theodore Simons, E. M., C. E., Professor of Mining 
Engineering. Montana School of Mines. 167 pages, 6 in. by 9 in. 
Illustrated. Bound in cloth. Published by the McGraw-Hill Book 
Company, 239 West Thirty-ninth street, New York. Price $1.50. 

The author's purpose in the preparation of this treatise was to 

give the student and general reader such an insight into the 

principles underlying the production, transmission and use of 
compressed air as to enable him to comprehend the operation 
of the various appliances and to judge of their merit. The book 
is divided into four parts, the first three dealing with the pro- 
duction, transmission and use of compressed air, the fourth 
containing descriptions of compressors and accessories. The 
whole subject is treated theoretically, the development of the 
various formulas which form the basis of compressed air calcu- 
lations being gone into in considerable detail. Interspersed 
throughout the text are concrete examples which are worked 
out in detail. By carefully following these through the student 
has a means not only of checking his understanding of the 
principles involved, but is in a measure brought to a realization 
of the physical conditions represented by the symbols in the 
formulas. Higher mathematics has been sparingly used, its 
principal application being in the development of horsepower 
formulas for air compression and expansion. In Part IV sev- 
eral compressors and compressor appliances are described, this 
part of the text being well illustrated with photographs. It is 
not extensive enough, however, to do more than give the reader 

a general knowledge of the various methods of applying the 

principles set forth earlier in the book. A number of tables are 

contained in an appendix for convenience in the practical appli- 
cation of formulas. 

While the book is elementary throughout, containing bricf 
statements of all the fundamental laws involved, its greatest 
field will be found among engineers or engincering students 
whose previous education has given them a knowledge of these 
laws. Such readers should be able to obtain a thorough und'r- 
standing of the problems involved in air compression and its use. 


un 
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COMMUNICATIONS 


MECHANICAL DEPARTMENT SALARIES 


CouNciL Buurrs, lowa. 
To THE EpitTor: 


There are railway mechanical department officers in the 
United States having under their charge as many as 4,000 shop 
men, S00 locomotives, 40,000 cars, as well as monthly pay rolls 
of $100,000, besides many other responsibilities, and as compen- 
sation they receive the munificent salary of $300 a month. 

Now to be reasonably competent to hold such a position, a 
man must start as a lad of 15 or 16 years of age, work hard, 
read much, and be especially intelligent. Then, if he is fortu- 
nate enough, he may be appointed, at, say, 40 years of age to such 
a position. He must be familiar with all branches of railroad 
work, must furnish advice on all technical subjects and his work 
is a constant grind with little or no opportunity for promotion 
but decided possibilities of "losing out" for reasons beyond his 
own control. 

Such inadequately compensated mechanical officers are among 
the sources of greatest extravagance of railroads today. The 
better class of men go to other livelihoods, where not only 
more money and glory are to be obtained, but greater peace, 
happiness, and satisfaction as well. 

Such niggardly compensation of railway officers is very ex- 
pensive in the end. F. J. Muer. 


MELTED BOILER TUBES 


Cuirton Force, Va. 
To THE EDITOR: 


I have read with a great deal of interest the communications 
concerning melted boiler tubes in the August and November num- 
bers of the Railway Age Gazette, Mechanical Edition, and it calls 
to my mind a similar experience with which we were con- 
fronted some time ago. 

The locomotive in question had been in yard service in a dis- 
trict where the boiler feed water contained a great deal of 
scale-forming matter, and when placed in the roundhouse for 
repairs it was decided to build a light wood fire in the firebox, 
with the idea of possibly ridding the firebox sheets of the heavy 
scale. In a very short time my attention was called to the red 
hot condition of the barrel of the boiler. The front was re- 
moved, and we found that the tubes had melted in two and that 
the inside of the boiler, particularly the front end, resembled 
an iron furnace. 

Someone has advanced the theory that this tremendously hot 
fire is accounted for by using wood which contained a great 
deal of rosin, which, when the fire was built, passed up and 
was deposited in the tubes, and did not ignite until the fire in 
the firebox attained a high temperature. There being no water 
in the boiler, and the tubes being thin, it did not take a great 
deal of heat to burn them in two. It is also said that cases are 
on record where coal running high in volatile matter, such as 
Pocahontas, would deposit a soot on the inside of the tubes, 
which, when the temperature became sufficiently high, would 
ignite amd burn fiercely. This deposit is more noticeable in 
stacks on stationary plants, where flames 40 or 50 ft. high are 
often seen issuing from the stack. 

I do not attach much importance to the former theory, as 
the wood used in building the fire in this engine contained very 
little, if any, rosin, and granting such as being the case I do not 
believe that it could have been deposited in the tubes, as it 
would surely have burned, being of a low flash point. The lat- 
ter explanation does not seem reasonable, as I do not believe 
‘that the tubes in this engine contained enough soot to create 
such an intenselv hot fire. It is my opinion that the fire was 
caused bv a great quantity of wood pulp igniting in the boiler, 
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this pulp having been placed there by the engine crew to stop 
leaks. 

If anyone has any suggestion to offer as to what caused the 
tubes to burn in this engine I would be glad to hear from him. 


E. A. Murray, 
Master Mechanic, Chesapeake & Ohio. 


TRUSS RODS ON STEEL MEMBERS 


a 


Harvey, Ill. 
To THE EDITOR: 


The editorial on British Steel Coaches in the October number 
contains a criticism of the. use of truss rods on steel under- 
frame sills. No doubt there are good reasons why truss rods 
are not to be desired on steel members, but the reason given 
in the editorial does not appeal to the writer. When applied to 
a sill the truss rod and sill together become a truss, the sill 
being the compression member and the rod the tension member, 
both being without tension or compression with no load, and 
the tension and compression being equal when a load is applied. 
An initial tension in the rod is not necessary in order that it 
do its share. Truss rods are frequently used on steel members 
in other lines of work to good effect. A truss rod would be 
more effective on a steel sill than on a wooden one for the 
reason that the compression member of the truss would not 
shorten, due to drying out or by compressing at the truss rod 
anchors, as is the case with a wooden sill. 

Tuero. F. H. ZEALAND. 


PAINTING PATTERNS.—The practice of painting patterns to in- 
dicate the parts of a casting which are to be machined and those 
to remain rough has been followed in steel foundries for some 
time. It is learned that a similar practice is gaining application 
in gray-iron foundries. The parts of a pattern corresponding 
to parts requiring no machine work are tinted gray, while the 
parts which are to be machined are painted yellow, with the 
parts of the pattern indicating the location of cores in red. 
Castings are sometimes spoiled because the molder does not 
know what part is to be finished in the shop. 


CHEMICAL PROPERTIES OF RAIN Water.—It is believed that 
water as it leaves the clouds is in a practically pure condition, 
and that the first opportunities for its contamination arise im- 
mediately following the beginning of its descent to the surface 
of the earth. In falling through the atmosphere, either as rain 
or otherwise, it takes up certain substances. Naturally these 
substances taken up are dependent upon the substances con- 
tained in the atmosphere through which it falls, which in turn 
are to a large extent due to the industrial conditions existing 
upon the suríace of the earth. But there is one substance al- 
ways present in the air, and that is carbon dioxide (CO,) or 
carbonic acid gas. In a district where bituminous coal is the 
chief fuel, and where this fuel is largely impregnated with sul- 
phur, which is the case generally with the middle states bitumin- 
ous coal, the sulphur, in the process of combustion, is also con- 
verted into another gas just the same as is the carbon into CO, 
gas. This sulphur gas naturally impregnates the atmosphere 
and is dissolved by water falling through the air, and eventually 
converted into sulphuric acid. Sulphuric acid is of such a char- 
acter that when in even a weak solution in water it will dissolve 
metallic iron very rapidly. There is also present in the at- 
mosphere, at all times, another class of substances commonly 
known as the ammonia class. The atmosphere carries some of 
this in practically all neighborhoods at all times, consequently 
more or less of this class of substances becomes a part of the 
impurities contained in natural waters. Assuming now that the 
water has passed down through the atmosphere and has reached 
the immediate surface of the earth, it has taken up some carbon 
dioxide, some ammonia, undoubtedly some sulphur gases, and 
probably some oxygen.—W. A. Converse, before the Railway Club 
of Pittsburgh. 
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Discussion at Annual Meeting of the American So- 
ciety of Mechanical Engineers, December 2, 1914 


‘TODAY 


On page 571 of the November, 1914, issue we published the 
report of the sub-committee of the Railroad Committee of the 
American Society of Mechanical Engineers which was presented 
at the annual meeting of the society, held in New York, Decem- 
ber 2, 1914. In the following pages are given extracts from the 
discussion on Boiler Design, Fan Drafting of Locomotives, Front 
Ends and Draft Appliances, Combustion, What the Stoker Has 
Done for the Locomotive, Superheaters, Feed Water Heating, 
Heat Treated and Alloy Steels and Possibilities of the Future. 


BOILER DESIGN IN RESPECT TO HEATING SURFACE 


F. J. Cole, Consulting Engineer, American Locomotive Com- 
pany :—In recent years, locomotives have increased so much in 
dimensions, weight and power that methods employed in the 
past are no longer adequate in proportioning the grate, heat- 
ing surface, length and diameter of tubes, etc, or to prede- 
termine how best a locomotive boiler may be designed to suit 
certain requirements, the type, tractive effort and limitations of 
weight being known. 

The size of cylinders is usually fixed by the permissible axle 
load allowed upon the track or bridges, in connection with the 
type, the diameter of the driving wheels, the boiler pressure 
and the factor of adhesion. After these fundamental features 
are decided upon, the boiler proportions must be outlined to see 
whether the required amount of heating surface can be obtained 
without exceeding the limits of weight. 

There are two general questions involved in the considera- 
tion of this subject, namely, how many pounds of steam per 
hour are required to supply the cylinders in order to develop 
the maximum horsepower; and what proportion of grate, fire- 
box and tube heating surface will best produce this amount of 
steam. 

The locomotive, unlike most steam plants, varies in the speed 
and power developed. It must be able to run at any inter- 
mediate speed between starting and its full velocity and at the 
same time develop all degrees of tractive effort within its ca- 
pacity. At slow speeds the maximum pull must be exerted in 
order to start the trains easily, and for this reason the live steam 
is admitted to the cylinders during 80 to 87 per cent of the stroke. 
As the speed increases it is necessary to reduce the admission 
period, thereby increasing the expansion of the steam; there- 
fore for any speed there is some point for the valves to cut off 
the live steam, at which the engine will develop its maximum 
power. There is also some minimum velocity at which the full 
horsepower of the locomotive is attained; after this velocity is 
reached the horsepower remains constant or slowly decreases. 
This critical point may be taken at 700 ft. to 1,000 ft. per minute 
piston speed. 

Instead of the old arbitrary method of designing locomotive 
heating surface by cylinder ratios, the idea of using the cylin- 
der horsepower suggested itself as forming a very desirable 
basis for the heating surface, grate area and tube area. Curves 
were prepared from the most recent available data showing speed 
factors or drop in M. E. P. in relation to velocity. With satu- 
rated steam the average maximum horsepower is reached at 
about 700 ft. piston speed per minute, speed factor .412; constant 
horsepower is obtained at 700 to 1,000 ft. piston speed, and the 
horsepower decreases slightly at higher velocities for average 
conditions when engines are especially constructed for the high- 
est speeds. For superheated steam the average maximum horse- 
power is reached at 1,000 ft. piston speed, speed factor .445, and 
constant horsepower at higher speeds. Because the horsepower 
is based on piston speeds, the stroke and diameter of wheels are 


omitted in the following figures, the calculation becoming by 
cancellation : 


85 P X .412 X 1,000 X 2A 1.7P x .412X A 
——  ———————— = 0212 X PX A 


33,000 33 
HP. = .0212 X P X A 
in which A — area of one cylinder in square inches. 
P the boiler pressure. 


.412 = speed factor. 


In a similar manner the horsepower calculation for super- 
heated steam becomes: 

HP. = .0229 X PX A ^. 
using .445 as the speed factor. M 

The maximum horsepower can sometimes be increased when 
the locomotive is operated under the most favorable conditions. 
It is considered safer and better practice, however, to take 
figures which represent average conditions rather than the ab- 
normal and unusual figures obtained when all conditions are 
most favorable. 

The horsepower basis affords many additional advantages in 
designing locomotives. For instance, in determining the maxi- 
mum amount of water and coal required per hour, the size of 
the grate is found to be proportional to the amount of coal that 
can be burned to the best advantage, to be varied according to 
the quality. Knowing the amount of coal required per hour 
directs attention to the question of hand firing or the use of a 
mechanical stoker. Knowing the amount of water evaporated 
per hour determines the location of water stations, size of tender 
tank, the size of injectors and safety valve capacity, also the size 
of steam pipes and other features of the boiler. Through the 
stack a mixture of gas and exhaust steam is ejected at sub- 
stantially the same velocity for all locomotives in similar service, 
and proportional to the amount of coal burned. For this reason 
the area of the stack may be taken as proportional to the maxi- 
mum amount of coal burned per hour in the firebox. 

As a result of the investigations, conclusions have been ar- 
rived at as follows: 

Firebox Evaporation—An evaporation of 55 Ib. per square 
foot of firebox heating surface, combustion chamber and arch 
tubes has been adopted. The greater absorption of heat by 
the firebox than by the rear portion of tubes per unit of 
area is largely due to radiant heat. This varies as the square 
of the distance from the surface of the fire to the sheets 
separating the gases from the water. Again, it is probable 
that within certain limitations the amount of heat absorbed 
is independent of the heating surface and is a function of the 
grate area or the area of the bed of live coals. Assuming 
that there is sufficient heating surface to absorb the radiant 
heat, it is probable that very little additional heat will be ab- 
sorbed by increasing the firebox heating surface. It therefore 
follows that the relatively greater area of the fire in proportion 
to the absorbing surface in wide firebox locomotives is more 
efficient than in the old narrow firebox. 

Diameter, Length and Spacing of Tubes.—The evaporative 
value in pounds of water per square foot of outside heating 
surface has been approximately calculated for 2 in. and 2% 
in. tubes, and for superheater flues 53g in. and 5% in. The 
range of length is 10 to 25 ft., and the spacing 9/16 in. to 1 in. 
The best data available shows that the evaporative value of a 
tube or flue varies considerably with differences in length, 
diameter and spacing. The curves of temperature compared 
with length have been used as a basis for determining the 
evaporation for different lengths of tubes and flues. The rate 
of evaporation on this basis will vary directly as the difference 
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of temperature of the tube or flue gases and that of the steam 
contained in the boiler. 

Tubes and flues from 10 to 24 ft. long, spaced 9/16 in. and 
l in. apart, outside diameter 2 in, 214 in. and 5% in. will 
evaporate from 7.50 to 14 lb. of water per square foot per hour. 

Grate Area.—The grate area required for bituminous coal is 
based on the assumption that 120 Ib. of coal per square foot 
of grate per hour is a maximum figure for economical evap- 
oration. While 200 and 225 lb. have at times been burnt in 
small deep fireboxes and the engines made to produce sufh- 
cient steam, it is wasteful of fuel and it has been found after 
numerous and careful tests that the evaporation per pound of 
coal under these conditions is very low. If, on the other hand, 
the rate of combustion is too slow, economical results will not 
be produced owing to the fact that at least 20 per cent of the 
coal burned produces no useful work in hauling trains, but is 
consumed in firing up, waiting at roundhouses or terminals, on 
sidetracks, or to the fact that the greater portion of the time 
locomotives are used at considerably less than their maximum 
power. 

For hard coal the grates should be proportioned for a 
range of from 55 to 70 lb. of coal per square foot per hour, 
according to the grade of the fuel. 

Complete tables of horsepower for saturated and super- 
heated steam, evaporation of tubes and flues of various 
lengths, diameters and spacing, as well as diagrams of tem- 
perature for different flue lengths, have all been prepared to 
facilitate the calculations in determining the proportions of 
grate, firebox, tube and flue heating surface. 

It must be remembered, however, that the boiler capacity 
for a locomotive when other things are in proportion cannot 
usually be made too large within the permissible limits of 
weight, and it can be shown by numerous tests that such in- 
crease in boiler capacity makes for considerable economy in 
the use of fuel and steam. For passenger service the boilers 
may often be made with advantage over 100 per cent. 

In a general way, a boiler will have ample steam making 
capacity if proportioned by this method for 100 per cent, 
provided the grate is sufficiently large and deep so that the 
rate of combustion at maximum horsepower does not exceed 
120 lb. of coal per square foot of grate per hour for bituminous 
coal of average quality. For gas coal a smaller grate may 
be used, but it 1s better practice to use the larger grate and 
brick off a portion at the front end in order to obtain suffi- 
cient volume of firebox for proper combustion, because nearly 
all modern locomotives are deficient in firebox volume. 

C. D. Young, Engineer of Tests, Pennsylvania Railroad.— 
On the Pennsylvania Railroad it is believed that the tend- 
ency at the present time should be to increase the firebox 
heating surface, as it should be realized that it is of com- 
paratively greater effectiveness at mean and low rates of 
working than the remaining surface of the boiler. Some few 
years ago when large boilers were designed the tendency was 
to make the ratio of the firebox to the total heating surface 
less than 6 per cent. This resulted in locomotives which, al- 
though efficient in evaporation, were not free steaming, as 
they lacked capacity unless very heavily drafted. It is my 
opinion that the firebox heating surface should be at least 
7 per cent of the total heating surface of the boiler, in order 
to provide a free steaming locomotive, and that when this 
ratio is satisfied, good results will follow, provided the tube 
heating surface has been properly proportioned. When work- 
ing the boiler at high rates of evaporation, however, the 
tube surface is fully as effective as firebox surface, and for 
large capacity a large tube heating surface is necessary. 

We do not agree with the recent tendency toward ex- 
cessively long tubes, as beyond a certain length of tube there 
is too great a sacrifice of boiler capacity in the interest of 
economy in coal. The long tube presents a very serious ob- 
struction or resistance to the flow of the gases, and beyond 
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a length which appears to be about 100 internal diameters, 
this obstruction increases without a corresponding increase 
in evaporation. The locomotive with a long tube is a slow 
steamer and a higher draft must be furnished in order to 
create an active fire. This rule that the length of tube should 
be 100 times the internal diameter has been applied to three 
new classes of our locomotives with exceedingly gratifying 
results, and confirms the earlier experiments which were made 
by us upon this subject, as well as those made by M. A. 
Henry, of the Paris, Lyons & Mediterranean Railway of 
France. 


FAN DRAFTING AS APPLIED TO LOCOMOTIVES 


H. B. MacFarland, Engineer of Tests, Atchison, Topeka & 
Santa Fe.— The method of draíting a locomotive with its ex- 
haust steam has varied in detail only during the long period 
of development of the steam locomotive. The basic prin- 
ciple is exactly that of 50 or 60 years ago. The exhaust 
from the engine was early utilized to produce the necessary 
draft and is commonly so used today. 

The magnitude of the loss due to back pressure as it ex- 
isted in representative locomotives on the Atchison, Topeka 
& Santa Fe was shown in a paper presented by the writer at 
the fourth annual convention of the International Railway 
Fuel Association* in May, 1912. The material was collected 
from a large number of locomotives in actual service operat- 
ing under greatly varying conditions and showed conditions 
existing at that time. A general statement is drawn based on 
tests conducted on 18 different locomotives representing as 
many different types, working under such varied conditions 
as are encountered upon the Santa Fe system, with territory 
extending from Chicago to the Pacific Coast, and presenting 
at one place or another most of the conditions encountered 
in railway service. This statement shows that for every 100 
horsepower used as actual tractive effort, there are 66 horse- 
power wasted through the exhaust, over 70 per cent of which 
may be credited to the excessive back pressure necessary to 
produce draft for the locomotive boiler. A study of the facts 
has led the writer to the consideration of a more economical 
method of drafting locomotive boilers. 

Comparative power performance curves for locomotives 
1,700 and 1,962 are shown in one of the illustrations. These 
curves are plotted as a result of data obtained during com- 
parative tests on these locomotives on the third district, Ari- 
zona division, between Barstow and Bakersficld, Cal, a dis- 
tance of 140 miles, in the winter of 1909. Locomotive 1,700, 
a Mallet compound (2-8-8-2), fitted with a Jacobs-Shupert 
firebox, Buck-Jacobs superheater, and feed-water heater, cyl- 
inders 26 in. and 38 in. by 34 in., had a tractive effort of 
108,000 Ib. Locomotive 1,962 was of the simple consolidation 
(2-8-0) type. fitted with Baldwin superheater, cylinders 24 in. 
by 32 in., and had a tractive effort of 49,500 Ib. These curves 
are presented because they show the enormous back pressure 
horsepower loss which is an inherent defect in the Mallet type 
locomotive. The curves show that the maximum power of 
the Mallet was developed at a speed of approximately 17 
miles an hour and that drawbar horsepower and back pres- 
sure horsepower equalized at a speed of approximately 25 
miles per hour, showing that at this speed the locomotive 
exerted 950 drawbar horsepower and that an equal power was 
required to draft the boiler. The curves for the consolidation 
type show that the maximum power of the locomotive was 
developed over a wide range of speeds and that back pressure 
horsepower was not appreciable except at high speed. 

The data accumulated from a great many tests conducted 
over the various divisions of the Santa Fe system, have 
shown the desirability for some other method of furnishing 
draft for locomotives to supplant that now commonly used. 


* Reported in the American Engineer, June, 1912, page 300. 
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These tests have forcibly demonstrated the inefficiency of 
the present arrangement when viewed from a thermodynamic 
standpoint. The chief advantage in favor of the present ar- 
rangement is that it is very efficient, speaking from a purely 
mechanical standpoint; that is, it is free from any complicated 
parts which are liable to get out of adjustment and does its 
work when once it has been set up with very little attention 
other than minor adjustments to keep it in good working 
order. It is this feature alone that has enabled the present 
front end arrangement to exist to the present day. In view 
of existing conditions, attention was attracted to the pos- 
sibility of drafting a locomotive by some method of forced 
or induced draft, but because of the impracticability of in- 
stalling a system of forced draft on a locomotive, except pos- 
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sibly in the case of stoker-fired locomotives where it is not 
necessary to open the fire door, this form of draft was aban- 
doned and attention directed to the adaptation of induced 
draft for the purpose. It is a well known fact that induced 
draft has been successfully applied in stationary and marine 
service, and its development in these fields has been rapid 
during the past few years, so that we now have many installa- 
tions of this character. The development of the steam turbine 
and progress in the theory .and construction of centrifugal 
fans for this work has added much to the progress made and 
it seemed logical that if the system could be so successfully 
applied to other fields, it would find ready application to the 
locomotive. 
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The problem, however, was not as simple as it at first ap- 
peared. Although there were many existing installations of 
induced draft, and several manufacturers making a specialty 
of these installations, yet they were not readily adaptable to 
the locomotive. In power plant and marine service the space 
occupied by the draft apparatus is not as important an item as 
with the locomotive. When the problem of furnishing draft 
apparatus of this character was presented to the manufac- 
turers, they were able to calculate the size of the fan and 
the horsepower necessary to drive it to burn the required 
amount of coal per hour, but when the space that such an 
apparatus would occupy was taken into consideration, they 
were astounded, and were not able to furnish either data or 
apparatus satisfactorily to meet the requirements. For this 
[Comparative Power Ferfermance. Curves | 
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| [962 |- Simple Consolidation 
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reason it was absolutely necessary to start in at the begin- 
ning and develop such an apparatus. 

The first step in the development was to secure data showing 
just what could be expected in draft obtainable, in fuel con- 
sumption, in boiler efficiency, and in power requirements to 
operate a fan draft system. Locomotive 932 was secured for 
experimental purposes and an experimental plant constructed 
to secure the data. The test was confined to the boiler of 
the locomotive with a 48-in. ventilating fan attached to the 
smokebox. No attempt was made at this time to run the 
engine on the road. Connection was made between the inlet 
of the fan and the smokebox of the locomotive so that the 
exhaust was through the fan rather than through the ordinary 
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stack. The fan was driven by means of a 25-horsepower 
constant speed motor, belt connected. The variation in speed 
at which the fan was driven was accomplished by changing 
the diameter of the pulleys. The power necessary to drive 
the fan at various speeds was accurately determined by meas- 
uring the current necessary to drive the motor. With this 
arrangement a series of tests were made in Topeka, Kan.. 
in February, 1912. A maximum of 3,350 1b. of coal was burned 
per hour, and a maximum of 830 boiler horsepower was de- 
veloped: This was accomplished at an expenditure of 20 
horsepower required to drive the 48 in. fan at an average 
speed of 715 revolutions per minute; the maximum draft in 
the smokebox was 27$ in. of water. The first tests in the 
series were made with the diaphragm in place in the smoke- 
box, but this was removed during the later runs and it was 
found: that with the fan draít it was possible to get a very 


With Induced Draft 103 Inch Nozzle 


Average Conditions forced Conditions 


Average BP 0 Average B.P 3275 Lbs. 


With Standard Front End Sx Inch Nozzle 


Average Conditions Forced Conditions 


Average 8.P //. 75 Lbs. Average B.P 24.0 Lbs. 


Exhaust Cavity Diagrams 


uniform distribution of the draft without employing deflector 
plates of any kind. It was not possible to develop anywhere 
near the maximum boiler horsepower with this installation, 
but valuable data were secured for use in the construction 
of an experimental unit for drafting purposes. 

From the data obtained from these preliminary tests with 
the 48 in. fan applied to both coal and oil burning locomo- 
tives, an experimental unit adaptable to locomotives was 
furnished by the manufacturers and delivered to Topeka in 
September, 1912. This unit consisted of a stock 24-in. fan 
with special provision for direct connection to a 40 horse- 
power steam turbine, the entire apparatus being so con- 
structed as to be a compact unit suitable for application in 
the ordinary smokebox of a locomotive. Preliminary tests 
were made with this unit, during which the volume of air at 
atmospheric pressure and temperature, discharged at various 
turbine speeds, was determined when the fan was operated 
against various resistances simulating locomotive service. 
These tests indicated that the fan was of sufficient size for 
the locomotive for which it was ordered, so that application 
of the apparatus was made to locomotive 1,302 at Topeka 
shops in January, 1913. The first actual test of the apparatus 
installed on this locomotive was made on January 12, 1913. 
It was soon apparent that the 24-in. fan did not have the 
capacity to furnish the necessary draft, and it was not until 
atter a great deal of experimental work, during which it was 
necessary to design and build three fan rotors and make 
modifications of the fan casing, that a fan of sufficient capacity 
was secured to permit of actual road tests. During the de- 
velopment of these fans, however, several stationary and road 
tests were made with the locomotive, during which valuable 
data were secured. 

Prior to tests with the fan draft apparatus, complete tests 


of the locomotive with the standard front end arrangement 


had been made for a basis of comparison of results obtained 
with the two arrangements. "Typical indicator cards secured 
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under the various conditions show the possibilities of the fan 
draft in eliminating the back pressure of the engine. While 
the fan used during the later series of tests was not me- 
chanically correct or of sufficient capacity to develop the 
maximum power of the locomotive, it was of sufficient capac- 
ity to bring out many valuable points relative to the general 
performance to be expected from a system of this kind. The 
locomotive burned its fire as satisfactorily with the fan draft 
arrangement as with the standard front end arrangement, 
and there was no more tendency for the fire to bank or 
clinker. A uniform draft varying from 4 in. to 6% in. of 
water was maintained with the fan draft. 

The capacity of the fan was limited to the maximum safe 
speed at which it could be run, and when the demand upon the 
boiler was such that it could be supplied with the draft avail- 
able within the maximum speed of the fan, there was an 
economy shown. This was evident when the locomotive was 
working on grades, where, although more steam was used per 
stroke, the relatively low speed of the locomotive made the 
total steam consumption lower than on the level stretches 
where less steam was used per stroke, but the higher specd 
and consequent increase in the number of strokes per unit 
of time, placed a demand for steam on the boiler which could 
not be supplied by the draft available with the fan. For 
this reason, it was not possible to maintain full boiler pres- 
sure at all times with the fan draft arrangement, so that the 
initial pressure available in the cylinders was from 12 lb. to 


Speed,- 28.5 M.P./. Drawbar Pull, Standard 8560 Lbs. 


Induced 9 200 (bs. 


Dynamometer H.P. Standard 651 Indicated HP. Standard 847.3 
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Draw bar Pull, Standard 11,000 Lbs. 
Induced 12,800 Lbs. 

Dynamometer MP Standard 807 Indicated A.P Standard 10/3.7 

Induced 1085.1 
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Full lines represent cards with standard frontend. 
Dotted lines represent cards with induced draft. 


indicator Cards Taken with Standard Front End and with Induced 
Draft 


13 1b. lower from runs with the fan draft than runs with the 
standard front end arrangement. Analyses of the indicator 
cards show that although there was a gain in power as indi- 
cated by an increased area at the bottom of the cards, there 
was a corresponding decrease at the top of the card. This 
was due to the difference in initial pressure, so that the gain 
in power due to the elimination of the back pressure was 
just about sufficient to operate the fan draft apparatus, and 
there was no apparent gain in the over-all efficiency of the 
locomotive. This is demonstrated by the indicator cards 
shown. 

A comparison of the performance of the locomotive under 
the two systems of drafting during periods in the runs when 
such comparison is at all possible, that is, when working con- 
ditions are similar, is favorable to the induced draft arrange- 
ment. Such a comparison based upon the actual power de- 
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livered at the drawbar shows a saving of nearly 20 per cent 
in fuel for the fan draft, and it is entirely possible to effect 
a marked saving in indicated horsepower with it. 

Typical exhaust cavity cards are shown in one of the en- 
gravings. These pressure readings were taken in the exhaust 
cavity of the valves by means of an independent indicator 
fitted with a 20-lb. spring. They were chosen to cover the 
entire field as nearly as possible. 

The conclusions drawn from these comparative tests were 
that it is entirely possible to draft a locomotive boiler by 
means of an induced draft fan to replace the exhaust tip 
commonly used; that it is possible to entirely eliminate the 
cylinder back pressure under normal conditions and greatly 
reduce it under forced conditions of operation of the loco- 
motive; that with equal steam chest pressures, cut-offs, and 
speeds there is an appreciable increase in indicated horse- 
power due to the elimination of the cylinder back pressure, 

and that it is entirely possible to successfully operate an in- 

stallation of this character at the necessary high speed during 


Arrangement of the MacFarland Fan Draft 


intervals of time representing a run over the average division 
of a railroad. 

The logical field for locomotive mechanical draft is upon 
compounds in general and Mallet compounds in particular, 
where the excessive back pressure results in more pronounced 
cylinder losses. The development of this branch of locomo- 
tive engineering will necessarily be gradual, on account of the 
absence of data or lack of experience on the subject. 

The experience with the fan draft gained from actual tests 
led to the development of an automatic control system to 
govern or regulate the speed of the turbine, and consequently 
regulate the intensity of the draft. It was found that it was 
highly desirable to make the operation of the fan as nearly 
automatic as possible and not have to depend on the engineer 
or fireman to regulate its action. At the same time, its op- 
eration should be under the control of the fireman at all times 
should he choose to exercise control. The essential features of 
the automatic control system which have been developed are the 
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provision of both maximum speed and pressure governors and 
an arrangement which insures the starting of the turbine at the 
time the main locomotive throttle is opened, and shutting off 
when the throttle is closed. In addition to these features, an in- 
dependent steam line is provided which makes possible the oper- 
ation of the turbine at nearly its maximum speed when the loco- 
motive is standing. 

The maximum speed governor is made a part of the steam 
turbine itself and is designed to automatically throttle the sup- 
ply of steam into the turbine when the pre-determined maximum 
safe speed has been reached. The maximum pressure governor 
is fitted into the steam line supplying the turbine and is so con- 
structed that the flow into the turbine is automatically throttled 
when the locomotive boiler pressure has reached within a few 
pounds of the normal working pressure. This governor is also 
fitted with an attachment which makes possible the control of 
steam through the valve from the locomotive cab. 


LOCOMOTIVE FRONT ENDS AND DRAFT APPLIANCES 


C. D. Young, Engineer of Tests, Pennsylvania Railroad.— 
There has been a tendency of late to use exhaust nozzles having 
other than circular openings. The plain circular nozzle forms 
a steam jet which is too nearly cylindrical, or the shape of 
the stack, and the use of such a shape as the rectangular ap- 
pears to break up the continuity or the form of the jet and 
cause it to draw out a larger volume of gases. Both rectangular 
nozzles and nozzles of the dumb-bell shape have been used with 
success, and with an increase in evaporation over that with the 
circular form. There has recently been developed on our loco- 
motive testing plant a nozzle having four internal projections 
which appears to be more satisfactory than some of the irregu- 
larly formed nozzles. With these nozzles, having other than a 
circular outlet, an increase in the evaporative capacity of the 
boiler of from 15 to 25 per cent has been obtained and in recent 
tests on a large Pacific type locomotive a nozzle with four in- 
ternal projections has given a maximum capacity in equivalent 
evaporation from and at 212 deg. of 87,414 Ib. per hour. In the 
locomotive in question, this is an evaporation of 180 lb. of 
water per square foot of heating surface per hour and with this 
quantity of steam an indicated horsepower of 3,184 was obtained; 
whereas, the circular nozzle on this same locomotive developed 
a maximum equivalent evaporation of but 62,719 lb. of water per 
hour, resulting in an indicated horsepower of 2,501. It should 
be understood that no change was made in the locomotive other 
than in the exhaust tip. 

It has been the practice on the Pennsylvania to require that 
the air openings into the ashpan be at least 15 per cent of the 
area of the grate, and when the openings are of this size, the 
ashpan vacuum will be considerably less than one inch of water 
at the maximum evaporative rates. We have found, however, 
in the case of some switching locomotives, that this area of 15 
per cent of the grate area has been too large for the require- 
ments of their service and to provide for this condition upon 
shifting locomotives, ashpan dampers have been installed along 
the air inlets at the mud ring. This arrangement very nicely 
takes care of these locomotives, which stand a great deal of the 
time, and if the air inlets in the ashpan were not reduced, it 
would be difficult for the firemen to prevent a large amount of 
steam from escaping from the safety valves. 

C. E. Chambers, Superintendent of Motive Power, Central Rail- 
road of New Jersey.—T wo or three years ago we had a new 
type of locomotive which gave us some trouble. After a number 
of trials of various expedients it occurred to me that the stack 
might be too small, so I took up with the locomotive builders the 
question of the relation of the diameter of the stack to the 
diameter of the cylinder, and it was admitted by them that the 
stack was smaller than it should be. We increased the diameter 
from 15 in. to 18 in. at the choke. We had perhaps one hundred 
or more engines with the same size stack, and about the same 
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cylinder volume, but not in the same kind of service, so that 
they did not give us much trouble. But after making these 
changes on this particular type we made the change on the other 
engines and found a decreased consumption of coal. 

One small improvement we have made in smokebox fronts 
where there is trouble from overheating is the placing of a liner 
about 4 or 5 in. away from the smokebox door, and filling the 
space with asbestos. This entirely eliminated the overheating. 


COMBUSTION IN LOCOMOTIVE FIREBOXES 


J. P. Neff, vice-president American Arch Company.—All 
modern locomotives, or at least practically all those built in the 
last few years, have been built to haul heavy steel passenger 
trains on hard schedules or to meet exacting conditions in 
other kinds of service. As the locomotive itself has been greatly 
improved and refined in the last ten years, so has this special 
device, to the end that it has been shorn of many of its original 
faults, leaving its never disputed virtues standing out all the 
more prominently. The brick arch insures more nearly complete 
combustion. The combustion of high volatile coal at the rapid 
rates necessary to meet the demands for large hauling capacity 
today is fraught with considerable losses due to incompleteness. 
That represented by the CO content in front end gases is only 
a part of it. The losses from the incomplete combustion of 
hydro-carbons may easily be four times that represented by the 
CO per cent in the gas analysis. Anything that wiil mitigate 
these losses without introducing too high air excess reflects at 
once in higher furnace temperatures. The introduction of the 
combustion chamber helps by lengthening the flame travel, but 
the introduction of the arch, especially the arch on water tubes, 
not only doubles the average length of the flame travel, but 
possesses the more important virtue of being a mechanical mixer. 

By fostering or enhancing combustion above the fuel bed in 
this way considerably more heat is evolved and higher fircbox 
temperatures result. Authentic tests have shown that with cer- 
tain coals this increase in firebox temperature may be 15 per 
cert; yet, as a rule, these higher firebox temperatures are not 
accompanied by higher íront end temperatures. This is ex- 
plained by the fact that the tube supported arch by virtue of its 
position performs another important function, that of forcing 
these higher temperature gases to sweep or brush at consider- 
ably increased velocity a considerably greater area of evaporating 
surface; not only the added area of the arch tube surface, but 
much surface of hitherto unswept firebox plate, so that the 
double result is accomplished, of creating more heat, and causing 
to be absorbed this increased amount of heat, giving a net re- 
sult of increased boiler output for the same amount of coal 
consumed, a distinct advance or rise in the boiler efficiency. 

The circulating tubes or arch pipes play no small part in this. 
Not only do they present by far the most effective heat-trans- 
mitting surface, but the circulating effect in itself is very im- 
portant, especially at high rates of evaporation. Just as the 
particles of gases must quickly touch the heat absorbing surface 
and give way instantly to other particles, so must the water, 
or steam film, on the opposite side of these surfaces give way 
quickly to other particles of water, if a high rate of heat transfer 
is to be accomplished. Expedited circulation. will insure this 
favorable condition. A locomotive boiler can no more give 
high duty per pound of weight or square foot of heating surface 
when the gases move leisurely over its surfaces and through its 
tubes than can the locomotive as a whole give high horsepower 
in a slow turning of the wheels. 

J. T. Anthony, Manager Service Department, American Arch 
Company.—High firebox evaporation means high boiler ef- 
ficiency, for the high heat absorption by the firebox reduces the 
temperature of the gases entering the tubes; and for any one 
boiler, the temperatures of the gases entering and leaving the 
tubes are directly proportional when reckoned above steam tem- 
perature. Hence a lower temperature of entering gases means 
lower front end temperatures and an increase in efficiency. 
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A large percentage of the bituminous coal burns above the 
grate as gas. The rapidity and completness of the combustion 
of these gases depends on the amount of oxygen present and 
the thoroughness of the mixing. In a firebox with 60 sq. ft. of 
grate, with a rate of combustion of 60 Ib. of coal per square 
foot of grate per hour, an air supply of 20 lb. per pound of 
coal and an average firebox temperature of 2,000 deg., the 
volume of the gases evolved is about 1,200 cu. ft. per second. A 
firebox of this size would have a capacity of about 200 cu. ft., 
and would have to discharge and be refilled with gases about 
six times per second. The average time available for combustion 
of each particle of gas would then be about one-sixth of a second, 
and this is insufficient for complete and proper mixing by diffu- 
sion. With the short time allowed, it is necessary to mix the 
gases by mechanical means, and this is generally accomplished 
by an arch or baffle which forces the gases to pass through a 
restricted area, this area being not less than the net tube area. 

It is evident that mere firebox volume is not sufficient of 
itself, and it is necessary to have a flameway of such cross 
section and length as to intimately mix the gases and provide 
sufficient space for burning before the gases reach the tubes. In 
an ordinary firebox, without baffle or combustion chamber, the 
average length of flameway is only 5 to 6 ft. By the intro- 
duction of batfles and combustion chambers, this length can be 
increased to from 10 to 15 ft, which results in not only more 
complete combustion but also in increased radiating suríace, 
with a corresponding increase in firebox evaporation and a 
lowering in temperature of the escaping gases. 

A Pacific type locomotive with 55 sq. ft. of grate area, a tube- 
supported arch and an average flameway of 8 ft. had an aver- 
age firebox temperature, covering a range of 25 tests, of 2,100 
deg. This temperature was taken at the center of the firebox 
at about the end of the arch. The gases entering the tubes showed 
an average of 1,725 deg., or a drop in temperature of 375 deg. 

Another Pacific type locomotive with the same size grate and 
a tube-supported arch, but with a combustion chamber 3 ft. 
long, giving an average flameway of 11 ít, showed over the 
same range of tests an average firebox temperature of 2,185 
deg. with the temperature of the gases entering the tubes of 
1,485 deg, or a drop of 700 deg. between the center of the 
firebox and the tube sheet. 

We obtain high efficiency at low rates of combustion in spite 
of the large air excess which generally accompanies. This is 
due to the fact that at low rates the firebox absorbs a larger 
percentage of the total heat evolved, and the amount so received 
for any one firebox depends primarily on the temperature of 
the fuel bed. It is possible that this temperature is higher with 
large air excess than with the lower, as the temperature is due 
to the rapidity of combustion which in turn depends upon the 
scouring and cutting action of the air blast. 

The firing clearance, or the vertical distance between the fuel 
bed and the lower tubes, or arch, has been materially increased 
by the introduction of modern tvpes of locomotives with trailing 
trucks, as this has permitted the firebox to be placed behind 
the drivers and the grates dropped lower. This one step has 
probably offset to some extent the high ratios between heating 
surface and grate area which are found in modern locomotives. 
The extent of the firebox heating surface is determined largely 
by the size and location of the grate; but there is no fixed 
relation between heating surface and grate area, or between fire- 
box and boiler heating suríace. 

As stated above, the firebox evaporation depends primarily 
upon the extent and temperature of the radiating surfaces and 
not on the extent of the firebox heating surface. Increasing the 
firebox heating surface without increasing the grate area or 
flameway will result in very little increase in evaporation. Its 
only effect is to reduce the amount of heat absorbed by each 
unit of surface, with a slight reduction in the temperature on 
the fire side of the surface. An evaporation of 60 lb. of water 
per square foot of firebox heating surface per hour requires a 
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difference of less than. 100 deg. between the water and the fire 
side of the sheet, and if sufficiently high firebox temperatures 
or sufficiently large radiating surfaces could be obtained, it 
would be possible to materially increase even this high rate of 
evaporation without forcing the heating suríace to its capacity. 

In the Coatesville tests, conducted by Dr. Goss, the two fire- 
boxes gave an evaporation as high as 58 Ib. of water per square 
ioot of heating surface per hour; but there was practically no 
difference in the total amount of water evaporated by each of 
the fireboxes when working at the same rate of combustion and 
with the same grate area, notwithstanding the fact that one of 
them had 12 per cent more heating surface than the other. 

Judging from the past, we are not apt to see any radical 
departures from the present type of firebox in the near future, 
unless the nature of the fuel is materially changed, and the 
writer believes that any improvement in the efhciency of this 
part of the locomotive will be obtained by providing for ample 
grate area, firing clearance, gas mixing, flameway or combustion 
chamber space, and air supply. 


WHAT THE STOKER HAS DONE FOR THE LOCOMOTIVE 


C. F. Street, Vice-President, Locomotive Stoker Company.— 
The most important accomplishmenis of the mechanical stoker 
as applied to locomotives, are the increasing of the earning 
power of existing locomotives, and the removal of all limitations, 
irom a fuel quantity standpoint, on the size of locomotives. 

The locomotive designer should always keep in mind the fact 
that every dollar earned in the operation of a railway must be 
earned by its locomotives, and, therefore, I have, in the above, 
given nrst place to the increase in the earning power of existing 
locomotives. I could cite many instances to prove this state- 
ment, but as an illustration, will take one: 

A locomotive having about 54,000 1b. tractive effort when run- 
ning with saturated steam, had a tonnage rating over a certain 
division of 4,750 tons. Superheaters were applied to this loco- 
motive, and the tonnage increased to 5,000; stokers were ap- 
plied, and the tonnage increased to 5,250; then 5,500; then 5,750, 
and finally 6,000 tons. In the meantime, the tonnage rating of 
the shovel-fired, superheated steam locomotives was increased 
to 5,500 tons. This shows an increase of over 20 per cent 
in the tonnage rating of this locomotive after the stokers were 
applied, and the locomotive today, stoker-fired, is hauling 10 per 
cent more tonnage than when shovel-fired. 

The increase in the tonnage rating of the shovel-fired loco- 
motives is very interesting, and brings out strongly one of the 
indirect advantages of the stoker. Before stokers were applied, 
the shovel-fired locomotives were not doing anywhere near what 
they should do, and as soon as the stoker came into use, it in- 
creased the earning power, not only of locomotives to which it 
was applied, but of all others on the division. 

The stoker is making it possible to come much nearer to 
theoretical conditions in regular operation. We all know that 
there is a wide difference between the earning power of a loco- 
motive under test conditions and under average road conditions. 
l have in mind one case, in which, under test conditions, it was 
found that a certain locomotive could haul 4,000 tons comfort- 
ably over a certain division. When put in regular service, how- 
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ever, it was found impossible to operate it with more than 3,500 
tons over this same division. With the stoker, these locomotives 
can easily haul 4,000 tons in regular road service. . 

The fact that the stoker has removed limitations in the size of 
locomotives can be brought out by reference to several of the 
locomotives referred to in the committee’s report. The Moun- 
tain type locomotives referred to were fitted with stokers when 
they were built, have always been stoker-fired, and. no attempt 
has ever been made to shovel-tire them. One of the locomotives 
referred to would never have been built had it not been known 
that a stoker could be secured which would fire it. There are 
30 of the locomotives of one class referred to now in regular 
operation, and they would never have been built had it not been 
known that a stoker could be secured which would fire them. 
A number of other locomotives, notably the most powerful Pa- 
cific type as yet built, are now in regular operation, and would 
never have been contemplated without a stoker. 

There are today, very few, if any, shovel-fired locomotives in 
this country having a maximum tractive effort of 50,000 Ib. or 
over, which are being worked to their full capacity. Wherever 
stokers have been applied, the earning power of the locomotives 
on which they have been placed has been increased from 10 to 
20 per cent. There is no instance where stoker-fired and shovel- 
fired locomotives are being operated under identical conditions. 
The stoker-fired locomotives are hauling increased tonnage, using 
a cheaper fuel, or working at higher average speeds than the 
shovel-fired locomotives, and are, therefore, earning more money. 

E. A. Averill, Engineer of Operation, Standard Stoker Com- 
pany.—Although the proper firing of a locomotive by hand has 
reached the stage of a skilled operation and. some remarkable 
records have been made in certain instances, the progress of loco- 
motive development has now almost entirely passed the point 
where skilled manual firing can properly do the work if the full 

capacity of the locomotive is to be used. 

At a speed in miles an hour equal to about one- -halí (.476 to 
€36) the diameter of the drivers in inches, the capacity of most 
modern freight locomotives is fixed by the boiler capacity. In a 
report of a test on a large locomotive at the Altoona test plant 
of the Pennsylvania Railroad, it is stated that the results in- 
dicate that the capacity of the boiler was limited by the ability 
to burn the coal on the grates and not by any failure of the 
heating surface to absorb the heat supplied. While in this case 
the limit was marked by the impossibility of supplying sufficient 
air through the grates to properly burn the fuel, there are a 
reasonably large number of locomotives operating in this coun- 
try today which are running at less than full boiler capacity 
because of the physical inability of the fireman to supply the 
amount of fuel that can be burned. These locomotives are 
giving to the drawbar the pull which the man can supply but not 
what the locomotive is capable of supplying at the desired speed. 

] have selected at random ten classes of locomotives built 
during the past three years which are typical of the general size 
and capacity of all the larger freight engines built in that time. 
These are shown in the accompanying table. The American 
Locomotive Company's standard practice in connection with 
steam per horsepower hour and evaporation per pound of coal 
has been used; also the percentage of tractive effort and maxi- 


On grade of .05 per cent 
Hs NN 


Coal Speed 


——————— 
Max. Normal per Hr. for Coalat Water per 
Steam Diam.  Tractive Max Hp. from at Max. Max. Tons Coal rd ft., Hi t., 
Cylinders, Pres, Driv., ud. Cyl., Heating Hp.t Hp Speed in Hp. per hr., Nes Oe 
Type. In. Lb. In. Hp.* Surfacet Lb. Mi. m.p.h. Train Req' Lb. Lb. Lb. 
2-8-2 25 x 32 180 63 n. 600 2,027 2,210 6,587 25 1,930 1,945 6,320 112 9.88 
2-8-2 28 x 32 170 63 57,460 2,400 2,310 7,507 35 25 2,382 2,290 7,440 106 11.5 
2-8-2 27 x 30 175 63 51.700 2,296 2,269 7,374 37.5 25 2,183 2,160 7,020 100 11.05 
0-8-8-0 26 & 41 x 28 200 51 105,000 NS 3,032 8,7591 32.5 15 6,050 2,860 8,240$ 82.4 10.6 
4-8-2 8 x 28 185 6 50,000 2,613 2,451 7,965 44 35 1,403** 2,390 7,767 124 12 
2-6-6-2 21% & 34x 32 200 57 67,500 2,533 2,312 7,514 32 15 3,820 1,940 6,300 111 9.2 
2-8-2 8 x 180 64 60,000 2,542 2,418 7,858.5 36 25 2,470 2,410 7,840 100 10.8 
2-8-0 26 x 30 185 57 55,900 2,251 2,167 7,242 34 15 3,210 1,765 5,750 86 10.4 
2-8.8-2 26 & 40 x 3Q 200 57 87,600 ipsus 2,942 9,561 34 15 5.060 2,390 7.800 92 9.2 
2-3-0 x 180 $7 50,328 2,027 1,848 6,006 34 13 2,920 1,510 4,900 87 11 
‘Horsepower + .01798 Pd? at 1,000 ft. piston speed. tNormal horsepower from heating surface = evaporation, lb. per hour + 20.8 Ib. 


$3.25 Ib. coal per horsepower hour. 


$7.2 lb. water per Ib. of coal. 


** Passenger train. 
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mum horsepower at various piston speeds and-the evaporation 
per square foot of heating surface for the firebox and tubes. 
It is assumed that each locomotive is working at the speed in- 
dicated on a .5 per cent grade, and that the cars in the train each 
weighs with lading 70 tons. 

When delivering the power each of these locomotives is easily 
capable of giving, if in good condition, it will be seen that they 
require from 4,900 Ib. to over 8,000 Ib. of good quality coal an 
hour. Similar calculations for grades of less rise will show a 
higher speed and greater coal requirements per hour. 

It is evident that these engines, with the possible exception of 
the last one, are not being supplied with this amount of coal, 
although they could use it if they were. They are actually get- 
ting from 4,500 to 5,000 Ib. an hour and handling trains of a 
proportional size. The last one on the list is included to show 
the size that lies near the dividing line between hand and stoker- 
firing. These ten examples are typical of the ones referred to 
as giving the drawbar pull the man can supply, but not what the 
locomotive is capable of supplying. 

A number of locomotives like these, all of the same class and 
operating on the same division, will have a tonnage rating in 
proportion to the ability of the average poorest fireman that is 
assigned to them rather than of the average best fireman. 
While there may be a few firemen on the division who are ca- 
pable of developing the full boiler capacity, the group of engines 
as a whole may be daily working much below their actual ca- 
pacity. The acceptance of the opportunity to supply the desired 
quantity of coal at all times to these locomotives, that is offered 
by the stoker, will have the same practical effect on operating 
expense as would a new order of more efficient, larger loco- 
motives. A reduction in the cost of conducting transportation 
follows this increased locomotive capacity in a number of the 
principal items when presented on a ton-mile basis. The stoker 
itself offers an opportunity for further saving, particularly in the 
cost of fuel, reduced claims for damage or accident, and the 
recruiting of men of higher caliber for locomotive service. 

An instance of the possible savings in the cost of conducting 
transportation through increased locomotive capacity following 
the application of a stoker, is found on a certain division where 
ten tonnage trains are sent one way over the road each day with 
hand-fired locomotives. Application of stokers has permitted an 
increase of over 11 per cent in the tonnage of a train. The re- 
turn movement is largely empties. The application of stokers 
will give a direct saving in wages and train supplies alone of 
about $100 per engine a month on this division. If advantage is 
taken of the increased capacity of the division for tonnage with- 
out adding locomotives, the saving will be larger. 


FEED WATER HEATING 


H. H. Vaughan, assistant to vice-president, Canadian Pacific, 
stated that considerable has already been heard as to the experi- 
ments made on feed water heating by Mr. Trevithic on the Egyp- 
tian railways, in which he used not only exhaust steam heaters, 
but waste-gas heaters in the front end. With the latter he has 
been able to put the water into the boiler at 230 deg. and obtain 
22 per cent economy. In this country the Central Railroad of 
Georgia has done a little with feed water heaters, as well as the 
New York Central, the Canadian Pacific, and the Central Rail- 
road of New Jersey. 

“On the Canadian Pacific we have been experimenting with 
feed water heating for six years. We have tried open heaters 
in a tank with fairly good satisfaction. We also applied ex- 
haust steam injectors, and got fair results. We have since been 
advised by the manufacturers that our troubles were because 
of our having applied an injector of too large size for ordinary 
work on the engine. However, I am of the opinion that while the 
exhaust steam injectors would work fairly well under certain 
conditions, yet there would be some difficulties where the amount 
of water consumed is large. We found on experiments with an 
open heater that the temperature obtained was due to the exhaust 
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steam from the feed pump, so, assuming a temperature of 200 
deg. in the feed water, it would really be the equivalent of 160 
deg. when the water was put into the boiler by an injector with 
100 per cent efficiency. By heating the water at the injector suc- 
tion to 120 deg., we got 6 per cent economy, and used injectors 
as against 10 or 12 per cent economy with the feed water heater, 
and using a pump. We thought 6 or 7 per cent with the in- 
jector was preferable to 10 or 12 per cent with the pump, and 
we have been experimenting on that in recent years with 
reasonable results. Lately we have experimented with an 
ordinary closed feed water heater, and it is giving fair results. 

“This is a subject which American railroad people have 
largely neglected. It has the advantage of not only saving 
in coal, but increasing the capacity of the boiler. In careful 
experiments we found an economy oí 12 per cent in the use 
of the heater, and we feel that that justifies our going into the 
device more thoroughly. I feel that we will see feed water 
heating coming into larger use, not only with exhaust steam, 
but with waste gas." 

F. F. Gaines, superintendent of motive power, Central of 
Georgia, said in part: Feed water heating in this country is 
confined to a limited number of cases, and cannot be said to 
be generally recognized as a factor in fuel economy. Experi- 
ments made on several engines show that about 10 per cent 
economy can be expected; there have been, however, offsetting 
difficulties in maintenance. 

The feed water heater in question was made up of two 
elements. The first consisted of a pair of condensers in the 
form of long drums applied underneath the running boards. 
The steam from air pumps, boiler feed pumps, and some of 
the main exhaust was condensed in them and the heat taken 
up by the feed water. The second element consisted essen- 
tially of a double nest of tubes in the smokebox, similar to a 
Baldwin type superheater. The feed water from the tank was 
forced through the condensers and smokebox heater, and 
from the heater through the regular boiler checks. 

Some trouble was experienced with operation of the pump, 
end it was also found that the type of pump used was not alto- 
gether suitable for the purpose, wearing very rapidly and 
having considerable slippage. The smokebox heater tubes 
were objectionable from the standpoint of obstructing draft 
and filling up with soot and cinders between the tubes, also 
cutting out very rapidly by the action of the exhaust. There 
was a further objection due to the fact that the condensed 
steam from the air pumps and boiler pump exhaust was still 
at a temperature that, in cold weather, would give off con- 
siderable clouds of steam, and as this water had to be wasted, 
the result was a cloud of steam around the engine, which was 
objectionable because of obscuring the view of the engine- 
man in looking back over the train. 

These heaters were used some two or three years, however, 
and tests were made which showed them to have a fuel econ- 
omy somewhere in the neighborhood of 10 per cent. 


LOCOMOTIVE SUPERHEATERS 


Geo. L. Bourne, Vice-President Locomotive Superheater Com- 
pany.— The locomotive boiler, when considered for the applica- 
tion of a superheater, presented many limitations that neces- 
sarily have an important bearing on the design and construc- 
tion of the superheater. These limitations are more readily ap- 
preciated when it is remembered that the development of the 
locomotive, within certain fixed side and overhead clearances, has 
been dependent on the size of the boiler; that is, as the size of 
the locomotive has grown, each pair of wheels has been added 
to obtain proper weight distribution in order to accommodate 
increased boiler sizes. As a natural consequence of these con- 
ditions, the boiler is no larger than is absolutely necessary; in 
fact, in the majority of cases it is insufficient in evaporating 
surface. 

The application of the superheater to this boiler, frequently 
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inadequate as to heating suríace, necessitates a reduction of 
about 15 or 20 per cent in the tube heating surface. This is 
occasioned by the use of the large flues in which the super- 
heater units are located. Furthermore, a certain percentage 
of the gases which formerly were all available for evaporation 
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of the water must now be used for superheating the steam, 
since the superheater does not provide for any increase in the 
maximum rate of combustion. Taking this boiler with its de- 
ficencies, the superheater designer has been able to produce an 
economy of 25 per cent in fuel, as a direct result of saving one- 
third of the total water evaporated per unit of power developed. 
This has resulted in greater locomotive capacity. 

As an illustration of this fact, the accompanying diagram is 
presented. It shows cylinder tractive effort in per cent plot- 
ted against piston speed. The lowest curve, No. 1, very fairly 
represents the speed factor for an average saturated steam 
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locomotive. Curve No. 2 similarly represents the average 
modern superheated steam locomotive, using between 200 and 
250 deg. of superheat. The greater tractive effort available 
is due to the fact that a longer cut-off is possible with the super- 
heater engine at comparative speeds. The limiting factor at the 
usual speeds is the ability of the boiler to furnish steam. 

These results have been accomplished in the face of boiler 
limitations, parts of the locomotive not adaptable to the use 
of highly superheated steam, and lack of experience in the 
organization which must handle the locomotive. The prob- 
lems incident to these conditions are rapidly being worked 
out, and results shown by the superheated steam curve will 
soon be as basic as the saturated steam locomotive curve was 
a few years ago. The future then holds a possibility for further 
saving by increasing the degree of superheat. 

The superheater engineer has only made use, thus far, of 
the same variety of flue sizes as was used by the locomotive 
designer for tube sizes. If the superheater designer is per- 
mitted the use of a size different from the two present stand- 
ards, it is possible to obtain in a superheater boiler an evapo- 
rating surface practically as great as in the saturated steam 
boiler. The superheating surface in this case will be a net gain 
to the heat absorbing surface of the boiler. With a boiler and 
superheater thus arranged, a greater capacity may reasonably be 
expected, and a curve approximately that shown as No. 3 may 
be confidently looked forward to in the near future. For some 
time past large passenger locomotives have been operated very 
successfully with steam chest temperatures running between 750 
and 800 deg. F. Curve No. 3 is representative of locomotives 
using this degree of steam chest temperature, which means 350 to 
400 deg. of superheat. 


HEAT TREATED AND ALLOY STEELS 


C. D. Young, Engineer of Tests, Pennsylvania Railroad.—With 
the ordinary annealed carbon steel as used generally for loco- 
motive forgings, such as axles, crank pins, side rods, etc., the 
minimum physical properties may be considered to be as follows: 

Tensile strength. .... ccc cccce cece cane ee 80,000 Ib. per sq. in. 


Elastic limits i cicse cw dye oa Mee ean es iy the tensile strength 
Elongation in 2 10 3546065. o wx ose sana ee . ee 22 per cent 
Reduction of dfea.. sis 604 eorr RARE ee wae 30 per cent 


With properly quenched and tempered carbon steel we may 
expect an increase in the elastic limit of 30 per cent or more, 


Working Fiber Stress, 


Lb. per sq. in., in Minimum 
pa A LI E n Zan 
Tension or Ultimate Elongation in 2, in. 
Compression Bending Tensile Strength ——~, 
8,000 10,000 80,000 1,800,000 20 per cent 
T. S. 
10,000 14,000 85,000 2,000,000 20 per cent 
T. S. 
12,000 18,000 100,000 PA VENAE 20 per cent 
9,000 rm 80.000 1,800,000. 20 per cent 
T. S. 
10,000 85,000 2,000,000 20 per cent 
T. S. 
12,000 Tasata 100,000 ETER 20 per cent 
18,000 80,000 1,800,000 20 per cent 
Combined ———— 
bending T. S. 
and 20,000 85,000 2,000,000 20 per cent 
torsion in ————— 
starting T. S. 
25,000 100,000 "——M 20 per cent 
eod 13,500 80,000 1,800,000 20 per cent 
T. S. 
as 16,000 85,000 2,000,000 20 per cent 
3 T. S. 
20,000 100,000 Tnt 20 per cent 
- 8,000 (Tension) 60,090 1,400,000 22 per cent 
T. S. 
10,000 (Tension) 75,000 1,800,000 20 per cent 
T. S. 
Transverse Strength Bend Test 
70,000 A 25 deg. 
90,000 120,000 25 deg 
100, ,000 150,000 50 deg 


Note.—Maximum figures for working fiber stress may be 20 per cent in excess of those shown. 
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about 15 per cent increase in tensile strength, the elongation 
remaining the same and the reduction of area increasing about 
50 per cent. These are conservative figures and a great deal 
better elastic limit and tensile strength may be obtained, depend- 
ing upon the chemical composition and the heat treatment. . 

From alloy steels, such as chrome-vanadium or chrome- 
nickel, we may expect to obtain the following minimum physical 
properties after heat treatment: 


l Tensile strength..............L lues. 95,000 Ib. per sq. in. 
Elastic IIS ae ERES RH EAR Y WQULDPES 75,000 lb. per sq. in. 
Elongation in 2 dno. E e XAR REESE 20 per cent 
Reduction of area... .. ccc sec ccccesencuccecvececes 30 per cent 


On an average these alloy steels will show an increase in physi- 
cal properties over those of annealed carbon steel of 20 per cent 
or more in tensile strength, 80 per cent or more in elastic limit, 
with elongation in 2 in. about 9 or 10 per cent less than that of 
the carbon steel, and the reduction of area 75 per cent or more 
greater. These figures are also subject to considerable variation. 

In carbon steel castings approximately the same per cent in- 
creases in physical properties as were given for carbon steel forg- 
ings may be obtained after proper heat treatment. The experi- 
ence with alloy steel castings has been too limited to furnish any 
satisfactory data. 

Up to the present the majority of users of heat treated steels 

seem to have made but little, if any, use of the increased physical 
properties as determining the fiber stresses used in design, 
though some of the larger builders of locomotives have made 
such increases in fiber stresses for both heat treated carbon and 
alloy steels. In certain parts where heat treated carbon steel has 
been used, the fiber stress has been increased about 25 per cent 
above that used for annealed carbon steel, and in the case of heat 
treated alloy steels an increase of as much as 50 per cent has 
been made. In some cases, depending upon the design and serv- 
ice for which the forging is intended, it is preferable to allow 
no increase in the fiber stress, but to consider the excess strength 
as contributing to increased life in service, or to safety. 
' Recent practice has indicated that it is desirable, when using 
heat treated designs, to carefully study the sections, so as to 
avoid abrupt changes, and also in the case of larger shafts, such 
as axles or crank pins, that they should be hollow bored in 
order to provide for better treatment and to relieve shrinkage 
strains which occur during the quenching process. 

While there is no objection to the change of the present 
standard section, it would seem, with our present knowledge 
of heat treated material, that it would be entirely safe to use 
certain increases in the fiber stresses when designing the loco- 
motive parts, and, as a suggestion as to what could be done in 
this respect, the accompanying table shows what is recom- 
mended for three grades of steel as to working fiber stresses 
and the minimum ultimate strength and elongation. This has 
been tabulated for .45 annealed carbon, quenched and tempered 
.52 carbon, and quenched and tempered alloy steels. 

Results seem to indicate that heat treated carbon and alloy 
steels will show greater resistance to wear and to the fatigue 
stresses in service than annealed carbon steel, and it is our opin- 
ion that the increase in resistance to wear is about in proportion 
to the increase in Brinell hardness. 


POSSIBILITIES OF THE FUTURE 


J. B. Ennis, Chief Mechanical Engineer, American Locomo- 
tive Company.—The large steam locomotive of the fu- 
ture will probably: not be the locomotive of the past. Today 
we can see possibilities toward further refinement in design and 
further economies that may be obtained. 

For freight service on easy grades where the capacity of 
the articulated type is not required, we already have excep- 
tionally large locomotives of the six, eight and ten-coupled 
types. Simple cylinders operating at 200 lb. pressure have 
reached a diameter of 30 in., and in order to transmit this 
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power a main axle 13 in. in diameter has been used. Main 
crank pins, connecting rods and other details are of enormous 
size. With the increase in the diameter of cvlinders, the 
cylinder centers have gradually been increasing, and frame 
centers decreasing. This has resulted in higher stresses than 
those caused by piston thrust only. The weight of revolving 
and reciprocating parts has reached the point now where, in 
some cases, proper counterbalancing becomes very difficult. 
It is doubtful whether much more capacity can be obtained 
in these types if designed along the present lines, and attention 
could profitably be given to refinement in design and its relation 
to the careful selection of materials. 

The modern passenger locomotive has reached a high state 
of development, but there is one problem still to be solved 
that has been recognized for many years, that of the effect 
on the rail of the vertical unbalanced forces in a two-cylinder 
engine. At present, our largest and most powerful passenger 
locomotives have two simple cylinders, 27 in. to 29 in. in diam- 
eter, giving maximum piston thrusts of approximately 117,- 
000 lb, with static wheel loads higher than ever before and, 
with few exceptions, reciprocating parts of much greater 
weight. The four-cylinder balanced compound was intro- 
duced about ten years ago as a possible solution, and for a 
few years large numbers of these locomotives were built. 
There is no doubt as to the results obtained, as far as balanc- 
ing is concerned, but recently very few have been con- 
structed.  Four-cylinder simple locomotives have also been 
tried out, but in both of these types the capacity is limited 
on account of the available space between the frames, mak- 
ing it practically imposssible to provide the power now given 
by the largest simple two-cylinder engines. 

Little consideration has been given to the advantages of 
the three-cylinder arrangement, although a few locomotives 
of this type are in successful service today. As compared 
with the four-cylinder engine, either simple or compound, 
the three-cylinder type offers the possibility of increased 
power. With one cylinder located between the frames ample 
room is provided tor a properly designed crank axle and 
main rod which cannot be arranged for in the four-cylinder 
type beyond a certain limit. As compared with the two- 
cylinder engine, the advantages are, briefly, a more even 
turning moment, an ideal counterbalance condition, and the 
opportunity to furnish maximum power with the minimum 
destructive effect on the rail. The power obtained in a two- 
cylinder engine with cylinders 27 in. in diameter and a maxi- 
mum piston thrust of 117,000 lb. can be obtained in a three- 
cylinder engine with cylinders 22 in. in diameter and a maxi- 
mum piston thrust of 78,000 lb. This decrease of 33 per cent 
in thrust means a corresponding reduction in the individual 
weights of all of the machinery. 

It is true that considerable progress can yet be made in 
the two-cylinder engine toward reducing the weights of 
reciprocating parts by the careful selection of materials and 
proper design. The three-cylinder engine, however, offers 
advantages possessed by. no other arrangement, and it would 
seem that for high speed passenger service, at least, this 
type is well worth considering for the future. 

G. R. Henderson, Baldwin Locomotive Works.—There is 
one subject which has not been referred to except by the 
committee, and that is the question of powdered coal I 
think in a few years we will have largely extended its use. 
Powdered coal will also assist in lengthening the firebox and 
give a greater amount of evaporative surface in that way. 
These things must be considered as increasing the length 
of the locomotive. In increasing the length, fortunately, we 
can put a heavier engine over the present bridges without 
having to remodel their construction. By lengthening, I think 
it is possible to build a locomotive of 250,000 to 300,000 Ib. tractive 


effort. 


A STUDY OF SPRING RIGGING DESIGN 


Discusses the Probable Causes of Failure and 
Gives Suggestions for Designs to Overcome Them 


BY J. P. SHAMBERGER 


A prominent road in the middle west has been having trouble 
with failures of the spring rigging on large power. The most 
trouble has been experienced on Mikado locomotives, having a 
weight on drivers of 238,200 lb., and a weight on the leading and 
trailing trucks of 29,000 Ib. and 52,000 Ib., respectively. These 
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determining the reason why these hangers should fail in this way. 

Evidence that the hangers do not fail by direct tensile strain 
was obtained when comparing the stresses in the equalizers and 
the hangers. The section of one of the intermediate equalizers 
8 in. back from the pin hole is 2 in. by 6 in., and it is loaded to a 
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Fig. 1—Mikado Type Locomotive Spring Rigging That Has Given Trouble from Failures 


engines have a tractive effort of 57,000 ib. The arrangement of 
the spring rigging is shown in Fig. 1. The chief trouble has been 
experienced with the spring hangers breaking in the fillet at the 
upper bosses. A study of the design was made with a view of 
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stress of about 8,000 Ib. per sq. in, while the stress on the hanger, 
which transmits the load to the equalizer, is only 2,740 lb. per sq. 
in., which would indicate that the equalizer should fail first. 
Hangers which have worn 20 per cent below size on account of 
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rubbing on the frame have also shown indications of falling at 
the fillets at the upper boss. From the engine failure reports and 
from an inspection of the hangers taken from a roundhouse scrap 
pile, it has been found that all hangers have broken close to the 
boss; that hangers with bosses of different lengths have broken 
at the end of the longer boss, and all hangers not completely 
broken off show a bending at the cracked section, the crack be- 


Fig. 3 
Bending of Spring Hangers Due to Side Motion of the Rigging 


Fig. 2 
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bending of a beam fixed at both ends. Fig. 3 shows the probable 
manner of bending when the pin is a loose fit. The action here 
is similar to that of a beam fixed at one end and loaded at thc 
other. In Fig. 3 the bending moment from the side motion is op- 
posed to the bending moment due to the eccentric loading. It is 
plain that the hangers do not fail from this side bending, because 
this is greatest at the frame, whereas the hangers fail at the upper 
boss. The effect of this side motion is to produce an eccentric 
loading, the moment from which is a maximum at the upper boss, 
the point where the failures occur. The same reasoning applies 
to the hangers whose lower ends are fastened to the equalizer. 

Conditions which will give rise to bending moments great 
enough to produce stresses far above the material's elastic limit 


ginning on the inside of the hanger. This would seem to clearly 
indicate that the hangers are broken by bending, as the failures 
occur at the section having the largest bending moment. In 
comparing these hangers with those of other engines of approx- 
imately the sanie weight, and whose spring rigging is of the same 
design and material, it was found that the hangers on the Mikado 
locomotives had a longer boss. Since the other engines have not 
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Fig. 5 
- Designs of Hangers to Resist Bending 
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Fig. 4—Diagram of Stresses In Middle Connection Hanger 


had this same trouble, it seems right to assume that the long boss 
is responsible for the failure. 

A condition which may produce large bending stresses in a 
hanger is the sidewise motion of the rigging. This motion is 
caused by the moving of the driving box upon which the spring 
saddle rests, or by the elevation of one driver above its mate, rel- 
ative to the frame. Fig. 2 shows the probable manner of bend- 
ing when the pin is a tight fit. The bending here is similar to the 


are, when the center line of the pin is inclined to the center line 
of the hole; when the pin fit in the hanger is tapered; when the 
pin is bent and when the hole in the hanger is tapered. The 
stress in the body of a spring hanger is the resultant of a direct 
tensile stress and of a stress due to bending. The bending oc- 
curs whenever the reactive forces at the top and bottom bosses 
have lines of action displaced from the neutral axis of the hanger. 

The middle connection hanger which fastens to the frame is the 
‘one whose stresses will be determined here. This hanger is shown 
in Fig. 4, the component bending moments being taken from 
forces taken below the section. Distances to the right of the ver- 
tical axis represent counter-clockwise, and to the left clockwise, 


moments. Three conditions will be considered. 


Fig. 9 


Fig. 8 
Front Center Hanger Under Eccentric Loading 


Case I— The lines of action will be considered as passing 
through the neutral axis of that part of the hanger exclusive of 
the bosses. This represents the most favorable condition. 

Case II.—The lines of action will be considered as passing 
through the middle points of the two bosses. 

Case III.—This case represents the most unfavorable condi- 
tions—lines of action on the inside edges of the bosses. 


The reactive forces as shown in Fig. 4 are equal and are desig- 
nated by F; at both top and bottom. In cases II and III these 
forces form a couple. Since the algebraic sum of the horizontal 
forces must be zero, the forces of the opposing couple are equal, 
so they are designated by F, at both top and bottom. 


January, 1915 


Value of F;—For case I, F, equals zero. For cases II and III, 
by equating opposing couples we have, 


F; h = F, k, where h and k are moment arms. 


k 
Therefore, Fa = Fi m "PEU E (A) 


The bending moment at any section distant hı, from the center 
line of the lower pin hole is: 
M = Fi ke + Fe hı 
Substituting the value of F, from (A) 


kh 
.M = Fi ke + Fi 


CASE I 


Value of F:—The force transmitted to each spring hanger 
equals the weight per driver minus the weight of the wheel in- 
cluding the weight of the side rods, one-half the weight of the 
axle, the weight of the box, the weight of the saddle and the 
weight of the spring, the remainder to be divided by the number 
of hangers per spring. In the present case this force is 6,000 Ib. 
or 2/40 Ib. per sq. in. The distribution of stress at section X X, 
Fig. 4, is shown at K. 

CASE II 
For this case there is a tensile stress and a stress due to bending: 


t) 


The bending moment — Pik: + 


h 
Substituting: F, = 6,000 ke = 0.25 in. 
hi = 11.5 in. ky = 0.75 in. 
0.5 X 11.5 
M — 6,000 0.25 + ae EF 3,530 in. Ib. 


Since the section is symmetrical about its I-axis, the section 
modulus in tension will be the same as that for compression: 


Z = 1/6 bd? b = 3.5 in. d = .625 in. 
3.5 X .6251 
Z z—————-.22 
Let Sec — compressive stress due to bending 
Sot = tensile stress due to bending 
M 3,530 
Then Sve and Set = — = ——— = 15,500 lb. per sq. in. 
Z .228 


As in Case I, the direct tensile stress — 2,740 lb. per sq. in. 
The resultant stresses are: 


Tensile = 15,500 + 2,740 = 18,240 Ib. per sq. in. 
Compressive — 15,500 — 2,740 = 12,760 Ib. per sq. in. 
The distribution of stresses at section XX for this case is 
shown at N, Fig. 4. 


CASE III 
For Case III we have: 
F, = 6,000 Ib. k; — 1.8125 in. 
hy = 11.5 in. ke = 0.8125 in. 
h = 14 in. 


Substituting in (B) and solving: 
M = 5,560 inch-pounds, bending moment, 


5,560 
and Sve and Set = ——— = 24,400 Ib. per sq. in. 
0.228 


Resultant tensile stress = 24,400 + 2,740 = 27,140 Ib. per sq. in. 
ultant compressive stress = 24,400 — 2,740 = 21,660 Ib. per sq. in. 
The distribution of stresses for this case is shown at M, Fig. 4. 
hangers having a narrow boss, the bending moment may be 
neglected when a generous factor of safety is used. But with a 
Wide boss the usual factor of safety is not great enough to 
Provide for the stress not considered in the design. The length 
of the boss on the Mikados is 2% in.; this is 34 in. greater than 
on the next size below. It seems improbable that these hangers 
should fail by direct tension, as case I gives a factor of safety in 
tension of about 12. An increase in hanger stress means an in- 
crease in driving box reaction and an increase in reaction be- 
tween the driving wheel and rail. Any force on a driver great 
enough to break a spring hanger would also break a rail if ap- 
plied between the ties. 
Two general methods suggest themselves for overcoming the 
difficulty: First, design the hanger so that it will be able to resist 
the bending moment, as shown in Figs. 5 and 6; and second, use a 
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construction which will practically eliminate the bending moment, 
and still design the hanger for tension, as in Fig. 7. 

The usual construction brings a bending moment on both the 
sword and the long hanger. They should both, therefore, be 
made to withstand bending. In Fig. 7 practically all the bending 
comes on the sword hanger which is made to resist it, while the 
long hanger is subjected to tension and is designed accordingly. 

Fig. 8 shows how an eccentric loading may be brought on the 
front center hanger by an inclination of the hanger or equalizer. 


Fig. 10—Showing Restricted Movement of Sword Hanger in Spring 


The vertical load on this hanger is 24,000 Ib. If the load is sup- 
ported 1 in. from the center the bending moment will be: 


24,000 Ib. X 1 in. = 24,000 in. Ib. 
r D T X 2.53 


32 32 

M 24,000 

Z 1.4 

The tensile stress will be increased by the direct tension, 
which is: 


1.4 


= 17,000 Ib. per sq. in. 


r D 
Area of hanger = = 


24,000 


T X 2.5? 
4 


= 4.9 sq. in. 


= 4,800 lb. per sq. in. 


11—8uggested Arrangement of Spring Hangers to Provide 
Flexibility 


Fig. 


Therefore, the maximum tensile stress = 17,000 + 4800 =- 
21,800 Ib. per sq. in. As this hanger is free to move sidewise it 
would probably assume the position shown in Fig. 9 under an ec- 
centric loading. That is, the hanger would swing until the line 
of action of the loading would pass through the center of the 
upper supporting pin. The bending moment would then be 
greatest at the bottom. An inspection of the front equalizing 
beams on the Mikado engines shows a great manv of them ap- 
parently inclined. But if there is an even bearing of the center 
hanger on the beam for some particular position of the rigging, 
any side movement must necessarily produce an eccentric loading. 

Fig. 10 shows how a restricted movement of the sword hangers 
in the spring will cause eccentric loading on the front center 
hanger. Under a large vertical movement of the spring the 
sword hanger will strike at the point .4. This brings a bending 
moment on the hanger. but the force producing it is compara- 


18 RAILWAY AGE GAZETTE, MECHANICAL EDITION 


a 
o?? ' 


tively small and the hanger is strong against bending in this di- 
rection as its section is deep. Its serious effect is to prevent the 
pin from alining itself with the front center hanger, and in forc- 
ing the front transverse beam forward, while the center hanger 
tends to force the other transverse beam backward. Inspection 
of these hangers shows ‘indentations, indicating that they have 
borne against the spring. The wearing of the holes into an ob- 
long shape is probably due to the high bearing stress. 

The short hangers which fasten to the frame have a boss 1% 
in. long, with a hole 2 in. in diameter, giving a projected area of 
2% sq. in. As each hanger bears 6,000 lb., the unit pressure 
will be: 


— = 2,700 Ib. per sq. in. of projected area. 


This stress is great enough to actually crush the metal out- 
ward, and as these bearings are practically free from lubrication, 
very slight movements will produce rapid wear. 

Fig. 11 shows an arrangement which might be used to advantage. 
Here the hanger pins are placed lengthwise with the frame in- 
stead of across it. This will permit the hangers to adjust them- 
selves to the side motion of the rigging without subjecting them- 
selves to bending or to eccentric loading. In this arrangement 
the movement of all the members is such as to eventually wear 
for themselves the longest possible bearing. This is in contrast 
to the present rigging, where the spring hanger cannot have a 
bearing along the entire length of its boss except in one position 
of the rigging. The side movement of the present rigging does 
not tend to wear the broadest possible bearing for the boss. 

The lack of what might be termed “transverse flexibility” in 
the present spring rigging is probably its greatest defect. There 
is no question about the side movement of the hangers. The ex- 
cessive wear on the frame shows this. Furthermore the side mo- 
tion of the drivers and the elevation of one above the other is con- 
sidered in the design of the driving boxes. The spring saddle 
rests upon the driving box and the spring upon the saddle, so 
that any movement of the box must be transmitted to the spring. 
The box is designed for tilting, but the spring rigging for no 
side motion. This seems inconsistent. There is a certain amount 
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Fig. 12—Another Spring Hanger Suggestion 


of play at the hanger pins, but this will produce a bending 
moment which the hanger is not designed to resist. 

One end to be sought in designing a spring hanger is to make 
one which will last the life of the locomotive. 
impossible at present. Even were a hanger made which would 
not be bent by side motion as in Fig. 11, or which would resist 
an eccentric loading, its life would be limited by wear on the 
frame or on the frame protectors, when in place. Frame wear 
cannot at present be avoided because of the small clearance be- 
tween the frame and the drivers. The defects of the present 
arrangement may be summed up as follows: Poor oiling facili- 
ties; frame wear cannot be avoided because of the small clear- 
ance between the frame and the inside of the driver; non-flex- 
ibility in a transverse direction, except at the expense of bending 


This is utterly 
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the hanger directly and by eccentric loading; side motion of the 
rigging will not tend to wear flat bearing surfaces, and the life 
of the hanger is limited by wear on the frame. 

In the arrangement shown in Fig. 12 the present tension ar- 
rangement is abandoned and a single member is placed on the 
inside of the frame, being subjected to direct tension and bend- 
ing. The pins are placed lengthwise with the frame to permit 
side movement. The wear of the members in Fig. 12 is such as 


Fig. 13 
Suggested Designs for Short Hangers 


Fig. 14 


to eventually give a bearing as long as the boss. As the hanger 
is placed inside of the frame, the clearance between itself and 
the frame can be made large enough to avoid wear. The stress 
in such a hanger would be: 


12,000 x 8 = 96,000 in. lb. bending moment 


2x6 
Section modulus — — = 12 
6 


96,000 
12 


M 
p = r = = 8,000 Ib. per sq. in. from bending 


12,000 


2X 6 
8,000 + 1,000 = 9,000 1b. per sq. in. maximum tension 

If an I-section were used in Fig. 12, a larger section modulus 
could be obtained, giving a lower stress for the same section area. 

Fig. 13 shows an arrangement which would give transverse 
flexibility to the short hangers when using the usual sword 
hanger. A ball bearing should be used on the front equalizing 
beam, and the sword hangers connected to the transverse equal- 
izing beam should have freedom of movement. Fig. 14 shows 
an arrangement for using a ball bearing at the spring and at the 
equalizer. The possible objections to this would be: Liability 
to unseat; liability to turn and be subjected to bending in a 
direction in which it is weak; high bearing stress; great weight, 
and that it does not hold the spring on its seat by restricting its 
side motion. 

However, the ball bearing arrangement would no doubt be as 
frm on its seat as is the spring on its pin. It could be prevented, 
from turning by a forked member thrown loosely over opposite 
hangers. The bearings could be removable, and made of spe- 
cially hardened ‘material so as to stand a high bearing stress. 
The weight should be no objection 1f they did not fail and need 
to be replaced in roundhouses. 

The advantages of the arrangement shown in Fig. 14 are: 
Good oiling facilities; simplicity; will eliminate wear of itself 
or the frame by proper selection of clearance; ideal flexibility 
without subjecting itself to bending or eccentric loading; stresses 
can be accurately computed, and as a result of the previous ad- 
vantage there should be no engine failures from broken hangers. 

Possibly the greatest objection to a single hanger used to 
connect the spring with the equalizer is its weight, but this 
objection should disappear if it will eliminate hanger failures 
and wear on the frame. An inspection shows that the frame is 
worn because only about one-half of the frame protectors are 
in place. The others are either torn loose from the frame or 
else have the side broken off. But heavy as it must be, it would 
harmonize with the design of a heavy locomotive. 


= 1,000 Ib. per sq in. in direct tension 
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LUBRICATION OF CAR JOURNALS* 


BY W. A. CLARK 
General Car Foreman, Duluth, Missabe & Northern, Proctor, Minn. 


The lubrication of car journals should be investigated sys- 
tematically, the results summarized and used as a guide in prac- 
tice. The bearing surfaces of both the journals and brasses must 
be smooth and true, the brasses being large enough and of suf- 
ficient strength to resist spreading or closing, when they are sub- 
jected to the maximum pressure of the service in which they are 
used. The wedges should be of correct dimensions. If they are too 
large, having a crown bearing only, the load will be concentrated, 
causing excessive friction. which, in turn, will cause the rapid 
heating of the brass and journal Under high capacity cars, 
wedges with only a side bearing will cramp the brass to the 
side of the journal and cause excessive heating. 

Oil boxes are a factor in lubrication. There are a variety of 
designs, shapes and sizes. Different results are obtained from 
the extremes in either case. Some boxes are very narrow, mak- 
ing it dificult to place or keep the sponging in its proper position. 
There are other boxes considerably larger that allow the spong- 
ing to become disarranged to such an extent that it soon works 
away from the journal. Then, again, there are boxes in which, 
when properly packed, the sponging will have very little move- 
ment. 

When excessive journal friction develops, trouble manifests 
itself when the temperature rises more rapidly than it can be 
dissipated by the metals in the box. This causes the oil to vola- 
ulize, preventing it from reaching the parts under pressure. 
This increases the friction, thus increasing the heat until the 
brass breaks or melts. With the journal bearing surface de- 
stroved the heat will increase until the journal is burned off or 
broken, The trucks should be square and true, otherwise the 
brasses may be forced against the box or fillets, or against or on 
top of the collars. The box may be out of line with the result 
that heating will occur in proportion to the freedom that the 
brass has, or the amount that the truck is distorted. 

There are a number of causes with a combination of conditions 
other than a lack of oil that will produce hot boxes. One of the 
Principal causes is the moving of the sponging or packing away 
from the journal. The lateral movement of the axle forces the 
packing away from the inside or fillet end of the journal. It 
must follow that a surface in contact, under pressure and re- 
volving, will generate heat at the point where the packing and oil 
do not touch the journal. This heat is conducted to the full 
length of the bearing and in time causes a hot box. This is a 
dificult condition to detect from an outside examination of the 
box. Tt can be corrected by using the packing spoon to replace 
the Packing in the back end of the box and in contact with the 
full length of the journal. 

The oil box as used on railway equipment cannot be even one- 
quarter filled with oil as the hole in the back of the box is about 
là in. from the bottom. This should show the necessity of hav- 
mng a good grade of saturated waste placed and kept in the 
Proper position in the oil box. It should be a practice when 
examining boxes, or when they show signs of heating, to use a 
Packing spoon to put the sponging back in contact with the 
journal. The most important element in the lubrication of car 
brasses is that the oil be conveyed to every part of the journal. 
Axles and journals as now made from steel give little trouble. 

The percentage of hot boxes originating from journal defects is 
small. The brass or bearing has a direct influence on the man- 


*From a paper presented before the Missabe Railway Club, Proctor, 
Minn., November 30, 1914. 
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ner in which a journal will run. Every precaution should be 
taken to procure a perfect fit with a grade of bearing metal suit- 
able to withstand severe service. In following up and investigat- 
ing hot box reports a number of brasses that caused trouble were 
examined. In nearly every case the lining had worn away at 
the center and not at the ends of the brass, due to a variation 
in the structure. On breaking the brasses longitudinally for ex- 
amination they were found to consist at the center of a mixture 
different from that at the ends. Others were found that were 
not solid, or had longitudinal fissures or flaws. The difference 
in the rigidity of the metal produced an unequal distribution of 
the pressure. The question of foundry practice, or the care ex- 
ercised in manufacturing car brasses, 1s one of the most im- 
portant features in furthering perfect lubrication. Dross or sand 
when mixed with the bearing metal causes unequal hardness, or 
what are termed “hard spots.” As the soft metal wears away, 
concentrating the pressure on the hard spots, excessive friction 
will be caused, producing a rapid rise in temperature and ul- 
timately a hot box. The only remedy for this trouble is to 
change the brass. It would seem proper to use a high grade 
of metal for the lining of car brasses. A more general investiga- 
tion of this subject would undoubtedly be the means of showing 
the importance of the proper mixtures for journal bearings in 
heavy capacity car service. 

The linings in use on the European railways are made from 
copper, tin and antimony, and may be considered as having tin 
as a base. The general American practice is to use lead and an- 
timony or lead, antimony and tin or a lining with lead as a base. 
A dynamometer car test of from 65 to 80 cars with bearings with 
lead linings, as against tests of cars with bearings made from 
babbitt, or of copper, tin and antimony, or copper, tin, antimony 
and lead, would probably show some surprising results in an 
increase or decrease in journal friction, abrasion and fuel, thus 
showing the advantage of a tough homogeneous anti-friction 
car brass lining. It is my opinion that a field is open for in- 
vestigation in the matter of the comparative wearing and fric- 
tional qualities of different mixtures of metal. With a 70-car 
train we have 560 car journals. With a small decrease or in- 
crease of friction per journal, a noticeable loss or saving on 
brasses, journals and fuel would be effected. There is one point 
that would have to be considered in a test as suggested, and that 
is, that the trains be equipped with anti-friction side bearings 
of the same pattern in order that flange friction may not be 
confused with journal friction. 

The road track conditions, or even yard tracks with high or 
low joints affect the condition of the packing. There will be 
fewer hot boxes on cars moved over good tracks than on those 
that travel over rails not in as good alinement. The handling of 
cars also has an effect on the trucks and inasmuch as the brass 
is affected by every movement of the truck, it must follow that 
all shocks are transmitted to the brass. 

Trouble will also occur when the packing has become ground 
up and reduced to a pulp, or when the strands have become so 
short that proper capillary action cannot take place to convey the 
oil from the bottom of the box to the journal. When boxes are 
packed too tight so as to shut off the flow of oil it causes a wiping 
action instead of lubricating the journal. When the packing is 
too loose it falls away and settles down below the journal. Also, 
when the packing has become glazed from dirt the flow of oil 
to the journal is retarded, or when the packing has too large a 
percentage of oil it becomes heavy and soon settles away from 
the journal. 

After.hot box compound that has been used on a hot journal 
becomes cool it will make the packing a hard, solid mass like 
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grease, shutting off the flow of oil from the bottom of the box. 
Packing in this condition invariably causes trouble if it is not 
removed at destination. Hot box compound is intended to be 
used only when journals show signs of heating beyond the point 
where car oil will not lubricate (a certain temperature, about 
300 deg. F., at which car oil vaporizes or passes off in the form 
of a gas or smoke). It is made from mixtures that do not 
volatilize at as low a temperature as car oil. However, on ac- 
count of its damaging effect on the packing after the journal 
has become cooled, it should be used sparingly and only on jour- 
nals that car oil will not lubricate. 

Many train delays would be avoided if prompt attention could 
be given to journal boxes when they first show signs of heating, 
thus saving broken brasses, cut journals and the setting out and 
picking up of cars. Delays and hot boxes can be reduced to a 
minimum by al! concerned giving attention to the details, par- 
ticularly to the condition of the packing. The oil boxes on this 
road are being systematically repacked. The waste and oil re- 
moved is cleaned, special attention being given to retaining the 
oil in the box. The packing is in better condition and more oil 
is in the boxes than at any time heretofore. 

In view of the possibility of a box or boxes having some 

or all of the packing removed, a brass or wedge cracked or 
broken, and the large number of other causes that bring on the 
heating of journals, it would seem that, from an operating and 
safety standpoint, no train should be allowed to run very many 
miles from its starting point until the crew are given an op- 
portunity to satisfv themselves that all the journals are running 
cool. 
The suggestions as outlined are intended to bring to the notice 
of those who may be interested in this subject the fact that the 
lubrication of modern railway cars is worthy of more than a 
passing interest if a reduction of train resistance is desirable. 


NO "GREATEST DEFECT" IN BOX CARS* 


BY CHARLES E. WOOD 
Foreman Freight Repairs, Union Pacific, Armstrong, Kan. 


What is the greatest defect in box cars and how can it best 
be remedied? The answer depends entirely on the point of 
view. The train and engine men, if asked, would without any 
hesitation refer to our old friend, the draft gear problem; the 
claim department would say leaky roofs; the freight house men 
and those having to do with loading and unloading would swear 
by and at the side doors which will not open or close; while 
the air brake inspector thinks he has all the trouble in his effort 
to maintain his 85 per cent of efficient brakes. Each branch 
has its own particular complaint to register, but when we get 
to the car repair foreman, who gets the cars in the shop for 
each and every ill that the box car is heir to, he is at a loss 
to place his finger on any defect and say it is the greatest. 

During the past few years great strides have been made in 
freight car construction, and as each succeeding sample car 
comes to us, we look it over and try and locate the weak spots 
and say, "At last we have the car that will stand; it is hard 
to see wherein it could be improved." But after a few months 
service we find a faulty piece of designing and consequent 
trouble developing at a point where we least expected it. 

lt was suggested in the announcement of the competition by 
the Railway Age Gazette, Mechanical Edition, that the draft 
gear question be left out, and it has been very thoroughly cov- 
ered in recent issues. I would just state in passing, however, 
that the champions of the friction gear are not found among 
the freight repair men. H. C. Priebe, in the September issue. 
page 453, voices, I believe, the sentiments of 75 per cent of the 
car foremen of this country. 


I believe that next to the draft rigging the roof is the greatest. 


source of trouble. Designs which were thoroughly satisfac- 


*Entered in the car department competition which closed October 15, 1914. 
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tory 15 years ago are now worthless and do not last over a year 
or so. We will have to get away from the combined wood and 
metal roof and develop the all-metal roof until we have 
brought it to the required state of perfection. There are a 
number of good all-metal roofs now being tried out, and after 
a litle more experience with them we should have a roof 
which will be thoroughly satisfactory. 

Unfortunately, the side door and its stubborness is a feature 
on which we do not appear to be making much progress. It is 
true, we have more elaborate and costly fixtures than we had in 
the old days, but it is also true that we have more trouble with 
the side doors than we did then. It is admitted that the size 
of the doors has increased considerably, thus making the de- 
signing of efficient hangers a much more difficult matter; but 
the fact remains that in spite of all the inventive genius which 
has been brought to bear on this subject, we are far from 
having a satisfactory door on our box cars. If anyone doubts 
this statement, he has, in order to be convinced, only to go into 
any freight yard and try to open a few doors unaided. It 
would appear that we will have to sacrifice the most desirable 
feature of having a water tight and dust proof door to providing 
one which can be operated without the use of pinch bars, rely- 
ing upon temporary stripping for protection when the contents 
are of such a nature that this action is necessary. 

The air brake is now in such a highly perfected condition that 
it would appear almost sacrilegious to offer any criticisms upon 
this, but so much of its efficiency depends upon proper mainte- 
nance that it is imperative that it should receive our best at- 
tention. The regular and systematic draining of main reservoirs 
will go a long way toward keeping the triple valves in better 
condition. "Water in triple valve" is too often the cause of de- 
fective and inoperative brakes. Piston packing leathers, too, 
should be renewed as soon as defective; they are too often over- 
looked and investigation will show that fully 50 per cent of our 
defective brakes are due to packing leathers being worn out. 

The end construction of box cars in general has left a great 
deal to be desired. Broken end posts, ends bulged out, etc., are 
prolific causes of bad order cars. A great many remedies have 
been tried out; end posts have been reinforced with iron plates; 
end truss rods have been applied, but the shifting load was ir- 
resistible and all our best designs went down to defeat. But the 
advent of the all-steel end bids fair to overcome this difficulty. 
and the increased first cost will be more than justified in the 
saving on repairs. 

The improvements in truck designs have kept pace with the 
car body. The arch bar truck has had a long reign, and cracked 
arch bars have caused many a bad derailment. The maintenance 
of nuts on column and journal box bolts has always been dif- 
ficult, but very necessary from a safety standpoint, and their 
elimination by the solid cast steel truck sides, which are now in 
general use on new cars, has lifted a heavy burden from the car 
inspectors and foremen. 

In conclusion, the many improvements being made show that 
the car department is not behind the locomotive department in 
its effort to keep pace with modern requirements, but is always 
on the alert to overcome the weak spots, and if each railroad will 
do its share of ridding our rails of the light wooden underframe 
cars, and also reinforce the earlier steel underframe cars, some 
of which are proving to be entirely too light, it will become 
increasingly difficult for anyone to pick out the greatest defect. 


Tue DIAMOND IN STEEL Borinc.—In extending the use of the 
diamond to boring hardened steel it was found that the diamond 
seems to act equally well at almost any ordinary boring speed, 
as long as the depth of cut is not sufficient to cateh-the cutting 
edge and spring the bar. The speeds'and feeds seem to be about 
the same as in using a steel tool on soft steel, although it 1s pos- 
sible that a higher speed might be maintained should it be found 
desirable.—.4 merican Machinist. 


STEEL COACHES FOR THE SANTA FE 


New Passenger Equipment 70 Ft. Long Over End 
Sills; Day Coach Seats 83 Passengers, Chair Car 76 


The Atchison, Topeka & Santa Fe has received from the 
Pullman Company 76 coaches and 49 chair cars of all-steel con- 
struction, which were designed in the office of the engineer of 
car construction of the Santa Fe, and represent distinctly Santa 
Fe practices. The principal details are practically identical for 
both types of cars. The interior arrangement is the same, with 
the exception of the seats and an additional sink opposite the 
women's saloon in the chair cars, which is provided with hot 
and cold water and was installed for the convenience of women 
passengers traveling with children. The coaches will seat 83 
passengers and the chair cars 76. The chair cars are used in 
the transcontinental service. Both types of cars measure 70 ft. 
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a top and bottom cover plate 4 in. by 8 in., the top cover plate 
extending entirely across the car, while the bottom cover plate 
extends only from the center sill to the side sill on the center 
crosstie. A pressed steel gusset plate is used in the center cross- 
ties, as shown in the illustration, to stiffen the lower connection 
with the center sill. A triangular %-in. gusset plate is used at 
the junction of the top cover plate and the side sill at each cross- 
tie. This gusset also connects the crossties with the diagonal 
braces, which are of %-in. by 8-in. steel plate. Diagonal braces 
4-in. by 8-in. extend from the side to the center sills. 

The double body bolsters are made up of double diaphragms 
of ™%-in. pressed steel, placed back to back and located 21 in. 
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Floor Plan of the Santa Fe Steel Chalr Car 


«ver end sills and 77 ft. 8 in. over buffers. The chair cars weigh 
13,600 Ib. and the coaches 13,400 lb. The inside length is 69 ft. 
4 in. and the width is 9 ft. 1 in., the width over side sills being 
9 ft. 6 in. The only wood used in the cars is the 7$-in. pine 
flooring and the window capping. The exterior is painted the 
new Pullman standard body color, and the interior is finished 
in imitation dark mahogany, which is enameled and baked. 

The construction of the underframe is shown in the accom- 
panying drawings. It is made up entirely of structural steel 
shapes and steel plates. The center sill is of the fish-belly type, 
being 2 ft. 8 in. deep at the center for 7 ít. 6 in. each side of 
the middle of the car. These sills then taper for 16 ft. 434 in. 
to a depth of 12% in. at the body bolster. They extend through- 


on each side of the truck center. Similar diaphragms are inserted 
between the webs of the center sill, as in the case of the cross- 
ties. At this point each of the center sill girders is reinforced 
by a 34-in. by 6-in. bottom cover plate, extending 4 ft. back and 
3 ft. 6 in. forward from the center line of the bolster. The 
bolsters themselves are strengthened by 7-in., 9.75-Ib. channels, 
located 3 ft. 934 in. on each side of the center line of the car. 
These braces also support the side bearing of the car body, 3-in. 
by 3-in. by %-in. angles 19 in. long, and a bottom cover plate 
L4 in. by 6 in. by 15 in. long being applied at the bottom of the 
channel in the center for this purpose. The body bolsters are 
further reinforced by a top cover plate of %-in. steel 4 ft. 3 in. 
wide, which extends between the side sills in one piece. <A 


Steel Passenger Equipment for the Atchison, Topeka & Santa Fe 


out the length of the car between the vestibule end sills. The 
sirders are 14 in. apart and are made up of 5/16-in. plates with 
two Sin. by 3-in. by }-in. angles at the top and two 3-in. by 
Sin. by 14-in. angles at the bottom. A top cover plate 14 in. 
thick and 24 in. wide extends the full length of the car. Two 
center and two intermediate crossties are located 5 ft. 3 in. and 
ID ft. 234 in., respectively, on each side of the middle of the 
car. They are made up of single V4-in. pressed steel diaphragms 
which extend between the webs of the center and side sills; a 
diaphragm of the same material is placed between the webs of 
the center sill at these points. The crossties are reinforced by 


bottom cover plate 1⁄4 in. by 8 in. is riveted to each set of dia- 
phragms, and large triangular gusset plates of 14-in. steel con- 
nect the bolster with the side sill at the side nearest the end 
of the car. 

The end sill is made up of a !4-in. pressed steel diaphragm, 
extending between the center sill and the side sill. This dia- 
phragm has a 3-in. flange to which is riveted a g-in. by 8-in. 
top cover plate and a %-in. by 6-in. bottom cover plate, the 
latter extending across the car from side sill to side sill. The 
top cover plate is reinforced by a 3-in. by 4-in. by '4-in. angle, 
located 3% in. back from the face of the end sill. and to this 
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are riveted the end posts. Large 14-in. gusset plates are used 
to tie the end sill to the side sills. An 8-in., 11.25-Ib. channel is 
located 2834 in. on either side of the center line of the car and 
extends between the end sill and platform end sill, which is a 
steel casting. 

The side sills are made up of a 17%-in. by 5/16-in. web plate, 
reinforced at the top by a 3-in. by 2 11/16-in. by %4-in. Z-bar 
on the outside and a 3-in. by 3-in. by 5/16-in. angle on the in- 
side, and at the bottom by a 3-in. by 3-in. by 3$-in. angle on the 
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Section E-F. 
Arrangement of Body Bolster on the Santa Fe Steel Cars 


Outside. These sills extend between the end sills. The side posts 
have a Z-shaped cross-section, the through posts being pressed 
from 3/16-in. steel and the short ones from $-in. steel. The 
belt rails are %-in. pressed steel of Z-shaped cross-section, the 
inside and outside sheathing being riveted to the flanges. The 
side plates are of Y4-in. pressed steel, and also of Z shape, ex- 
tending through between the vestibule ends. 

The end construction is of an anti-telescoping design, two 
sets of 6-in., 23.9-lb. I-beams being riveted to the end sill, and 
the platform end sill 22 in. on either side of the center of the 


car. In addition to these I-beams there are six intermediate end 
posts made up of 4-in., 5.25-Ib. channels. The corner posts are 
made up of 3-in. by 2 11/16-in. by %-in. Z-bars, which are re- 
inforced by 5/16-in. by 2 11/16-in. plates, and %-in. pressed steel 


Center Crosstie for Santa Fe Steel Passenger Cars 


channel-shaped members, with flanges 134 in. and 3% in., a 134- 
in. by 114-in. by %-in. angle being riveted to the longer flange. 
The end posts are secured to the end sill by pressed steel 
gussets. The end plate consists of a 6-in., 8-Ib. channel bent 


Intermediate Crosstie for Santa Fe Steel Passenger Cars 


to a radius of 9 ft. from the side plate to the I-beam end post, 
then continuing straight across to the other I-beam. The upper 
and lower deck carlines and the deck posts are pressed in the. 
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shape of a channel from '%-in. steel. The deck sill is a 3/16-in. 
by 1%4-in. by 812-in. pressed steel angle. The deck plate is a 
3/16-in. pressed steel channel, with flanges 274 in. and a 5-in. 
web, the sheathing being riveted to the flanges. The side plate 
is pressed steel and of Z shape. 

In addition to the side and center sills, the floor is supported 
by a 5-in., 6.5-Ib. channel, located 2 ft. 15/16 in. each side of the 
center line of the car. The underírame is entirely covered by 
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lead. Flexolith pieces, covered with No. 14 sheet copper, are ap- 
plied to the sides and ends of the car, except at the toilet rooms. 
The insulation between the inside and outside sheathing for a few 
inches above the side sill consists of four courses of 34-in. Flax- 
linum. The sides, ends and roof of the car are insulated with 
34-in. Flaxlinum, tightly fitted and held in place between the 
frame members by No. 20 pressed galvanized iron bands, sprung 
in place and fastened by %-in. stove bolts. The frame tnem- 
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Arrangement of the End Framing of the Santa Fe Steel Chair Cars and Coaches 


1/16-in. galvanized steel, which is riveted to the underframe 
members under the diagonal braces and gusset plates. On top 
of this is placed a layer of 34-m. fireproof Flaxlinum, fitted in 
between the nailing strips and secured with cleats with 1%-in. 
fireproof Flaxlinum under them. A 1!Z-in. air space is left be- 
tween this insulation. and the floor proper, which is built of 
26-im. by 314-in. tongued and groved yellow pine laid in white 


bers themselves are insulated with !Z-in. Flaxlinum, cemented at 
the edges. 

The outside sheathing of the car is %-in. open hearth steel 
plate, and the inside consists of No. 18 steel plate. The roof 
sheets of the upper deck are of No. 14 galvanized steel, while 
those of the lower deck are of No. 16. The roof and hood 
covering is No. 16 open hearth galvanized steel. The roof sheets 
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are given one coat of metal roof primer and two coats of metal 
preserving paint. This is the only part of the exterior of the 
car that is not sand-blasted before it is painted. 

The trucks used on these cars are the Santa Fe standard six- 
wheel cast steel type, having a 10-ft. 6-in. wheel base and 
3734-in. wheels with 3Yé-in. steel tires. The trucks are pro- 
vided with Barber rolling center plates and side bearings, 
Symington journal boxes and L. N., Creco brake beams. Other 
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Framing of the Santa Fe Steel Passenger Cars 


specialties applied to these cars are McCord window fixtures and 
weather stripping, two North Pole sanitary drinking fountains, 
Utility ventilators, Gould axle lighting system with Electric 
Storage Battery Company's batteries, Miner friction tandem 
draft gear, type A-19 B, and Westinghouse air brakes. Nut 
locks are applied to all bolts where possible, and where this 
ts not possible the bolts are riveted over. The Chicago Car 
Heating Company’s system of steam heat is used, and as a 
special feature, two risers of 1%4-in. pipe 16% in. long extend 
up inside the panels, between the windows, from the longitudinal 
heating pipe. Holes are made in the belt rail, and openings 
left in the top and bottom of the car to provide a circulation 
of air at these points. 
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ERIE CABOOSE WITHA4STEEL CENTER 
SILLS 


There have recently been placed in service on the Erie a 
number of cabooses with wooden superstructure and six wooden 
longitudinal sills, but equipped with steel center sills, body bol- 
sters and end sills. These cars are 28 ft. 6 in. long over body 
end sills, but the center sills extend through between the strik- 
ing plates, the distance over the latter being 33 ft. 8 in. 

The center girder consists of two 10 in., 35 Ib. channels placed 
12% in. back to back, and a Y4 in. top cover plate extending the 
full length. The platform end sill is a 10 in., 15 1b. channel and 
is connected to the top of the center sill by angles. The body 


End View of the Erle Caboose 


bolsters are built up of 34 in. web plates, with 2v; in. by 2% in. 
by % in. angles acting as top and bottom flanges on both sides. 
and a 1⁄4 in. top cover plate extending the width of the car. 
There is also a 1⁄4 in. bottom cover plate extending just beyond 
the side bearings. The truck centers are 22 ft. 2 in. apart. 

The wooden sills are 5 in. by 9 in.. and rest directly on the cen- 
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The Steel Members of the Underframe of the Erie Caboose 
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Floor Plan of the Erie Caboose 
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ter girder and body bolsters, while two truss rods, one on either 
side of the car at the outside, pass over wooden needle beams 
placed 3 ft. 7 in. on either side of the center line. The draft 
gear stops are riveted directly to the 10 in. channels which 
form the center sills. The wooden center and intermediate 
sills are carried through to the platform end sills, these exten- 
sions forming sills for the platform which is 2 ft. 1 in. wide. 
The steps are of steel construction with wooden treads. 

The car is 32 ft. 8 in. long over the roof and 8 ft. 11 in. wide 
over the eaves. The cupola extends nearly the full width of 
the car at the base, tapering to a width of 7 ft. 74% in. over the 
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and the steel roofs whenever conditions warrant it. In most 
cases, no attention is given to the metal parts underneath a car, 
whereas they should be well protected. 

Next in point of importance is the steel or semi-steel roofing. 
It is very important that this should be kept in first class con- 
dition in order to preserve it. The underside as well as the out- 
side should be well painted when the car is being constructed, 
for the most deadly enemy to steel is moisture and there is no 
place where it is more apt to lurk than in the hidden parts of 
car construction. 

One of the most expensive operations in painting cars is 


Wooden Caboose with Steel Center Silis and Body Bolsters 


eaves; it extends 6 ft. 634 in. lengthwise of the roof. The car 
is 14 ft. 8% in. high over the cupola roof at the center. Special 


attention has been given to making the interior arrangement 
as comfortable and convenient as possible for the trainmen. 
The weight of the car is 38,700 Ib. 


RELATION OF THE PAINT SHOP TO 
THE REPAIR YARD* 


BY WM. BUCHANAN 
Foreman Painter, Delaware, Lackawanna & Western, East Buffalo, N. Y. 


There is no money expended in the maintenance of railway 
equipment that gives more value than that used in protecting a 
car well with paint. On the steel car, rust and corrosion soon 
take place, caused from sulphur, dripping, etc., and the car be- 
comes weakened and is a source of danger in transit. 

On the road with which I am connected it is considered neces- 
sary to repaint stcel cars once in three or four years, covering 
all portions of the car, and as far as my observation has gone 
the stenciling is always legible and most of the exterior of the 
car is in good condition. We employ a system of painting the 
cars in series, so that no haphazard painting is resorted to. Our 
wooden cars give a longer term of service. However, those 
which have steel underframes require closer checking and if 
we discover the frames are rusting we scrape and paint them 


“From a paper read before the Niagara Frontier Car Men’s Association, 
Buffalo, N. Y., December 16, 1914. 


stenciling, and it should be done with a desire to convey as 
plainly as possible the information desired. First, the names 
and numbers of all cars should be in a uniform place, so that 
any one may know at all times just where to look for them. 
I am glad to say that a movement is at last under way to get 
the car owners to adopt a system of uniform standards of let- 
tering. 

The officers of some roads have advanced the idea that the 
painting of freight cars cannot be done during the winter months, 
especially in this climate and out of doors. During the year 
1907, when we started the work at our East Buffalo shops, we 
painted, 1,413 cars. Nine cars were painted in January, three in 
February and two m March, so that we were practically at a 
standstill for three months. During 1909 we painted 2,198 cars; of 
these we painted 156 in January. 128 in February and 182 in 
March. In 1914 we painted over 3,000 cars, of which 177 were 
done in January, 158 in February, 165 in March and 122 in April. 
I think these figures show that we have been wrong in assuming 
that work of this nature could not be done during the winter 
months. Previously our year's total output was reduced, and we 
were obliged to lay off men of some experience who were of 
more value than new men, due to the fact that in working to- 
gether, they become more efficient and can accomplish more work. 

As most of the work done is in the open air, tracks should 
be assigned for this special purpose so as not to interfere with 
the repair men. The weighing of cars is no small item and 
should be entrusted to a reliable man who, after the cars are 
weighed, can put on the new weight, giving a report of the old 
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as well as the new weights so that the proper reports can be 
made. 

The men who are assigned to look after the repair yard must 
at all times be on the alert, for whenever cars are undergoing 
repairs, more or less of the sheathing is ripped off, destroying 
the stenciled information which should be replaced before the 
car goes back into service. One item is wrong door numbers, 
due to the fact that an old door from some other car has been 
used instead of a new one. This is a source of confusion to 


those who are obliged to take numbers, as often the number is 
taken from the door instead of the side of the car. 

The reclaiming of paint skins and settlings is an item that 
should be thoroughly looked after, for considerable money can 
very soon find its way to the scrap pile if the stock man is not 
He should also be responsible for tools and brushes 


watchful. 


‘te ji] aS | oT a 
«| EI íi 


—— — —— —— =  — — coe — —PÀ — — — — — ge ‘Ml 


a 
ake am am an am a an ae 


^j^ 


---8'5 


-4 


f 


mw "up 
| araroa EZ 
| 837” 


MECHANICAL EDITION 29 


END CONSTRUCTION OF CANADIAN 
PACIFIC STOCK CARS 


The fact that stock cars are used for many other kinds of 
freight, such as lumber, rails, ties, etc., seems to have been 
ignored by many designers and builders. As a matter of fact. 
if a careful check were made on some roads it would probably 
be found that stock cars are used for this class of traffic con- 
siderably more than for livestock. Even though the percentage 
of this traffic does not run high, the ends of stock cars will, on 
the average, receive more severe end shocks than box cars be- 
cause, with the exception of rails or similar loads of steel, the 
majority of the materials loaded in them are piled high in the 
car and some of them, particularly pipe and pulpwood, are slip- 
pery, which causes them to produce heavy shocks; on the other 
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End Arrangement Used on Canadian Pacific Stock Cars 


sven out each day and see that they are returned at the end of 
the days work and placed where they belong. A suitable build- 
ing for the storage of oil and paints is essential as well as 
modern devices for mixing paint, and sanitary quarters should 
be provided for the workmen. 

Oxygen iN BLasr Furnace Practice.—If oxygen is added to 
the air-blast for a blast furnace, so that it is present to the extent 
of 23 per cent in the air instead of the normal 21 per cent, there 
'5 a saving of from 110 to 130 Ib. in the amount of coke required 
to smelt a ton of iron, and the iron produced is said to be of a 
higher quality.—Scientific American. 


hand box cars, being used for a greater variety of lading, do not 
so frequently have a load of this description. 

This condition is not taken care of in many designs, and for 
this reason the end arrangement of the latest type of car built 
by the Canadian Pacific may be of interest, as illustrating how 
a substantial end may be easily and economically applied to a 
car of otherwise standard construction. This car is a standard 
design that has given excellent service for some years, but the 
newer cars have been constructed with steel center sills in con- 
nection with reinforced ends to eliminate draft gear troubles. 

The end construction consists of two 5 in. 11.6 Ib. Z-bar end 
posts, heavy angle corner posts, a 5 in. 11.6 Ib. Z-bar end plate 
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securely attached to the end posts, and corner posts securely 
attached to the wooden side plates by means of gussets with 
several bolts through the timber. The lower ends of the end 
posts are connected to a sill plate passing over the top of the 
wooden end sill and riveted to the steel center sill, firmly 
uniting the center sill construction and the end framing. , The 
end lining consists of 234 in. tongued and grooved pine or 
spruce for a height of 4 ft. above the flooring, with 134 in. thick- 
ness the balance of the height. 

This construction produces a car that is economical in first 
cost and will satisfactorily withstand ordinary service conditions 
either for stock or other lading. 

The last order of these cars was equipped with socket cast- 
ings inside of the slats to support temporary decks. This tem- 
porary deck is so designed that if similar castings are applied, 
the same deck will be interchangeable in any 36 ft. car. When 
these castings are applied to a car, the sheathing board immedi- 
ately below the fascia is removed to provide ventilation for 
lading carried on the upper deck. 


JOINT CAR REPAIR SHOPS AT LARGE 
TERMINALS* | 


BY F. C. SCHULTZ 
Chief Interchange Inspector, Chicago, Ill. 


Joint repair shops should be established in districts in which a 
large number of industries are located, so that after bad order 
loaded cars arriving in these territories are unloaded, they can 
be repaired and reloaded. This avoids hauling the car back empty 
to the delivering line, and also creates a supply of good order 
ears for loading at industries in such districts. If such cars were 
repaired, it would also avoid the necessity of the hauling of a 
large number of empty cars into such districts for loading. 

The available cars for such joint shops in Chicago, for ex- 

ample, would amount to about 250 cars per day, including 
both light and heavy repairs. In addition to the cars that ac- 
cumulate in these territories, provision should also be made 
for forwarding to such shops, foreign bad order cars which 
accumulate in the terminals of railroads in the vicinity so as 
to entirely relieve the railroad companies’ shops from the neces- 
sity of repairing foreign equipment. It is far more economical 
to carry such necessary foreign material as is needed at a joint 
shop than it is to carry a supply at each of the shops of the 
various railroads entering a large terminal. 
. The M. C. B. Rules which went into effect on October 1, 
1914, and in particular rules 1, 2 and 120, have brought about 
the accumulation of a large number of foreign bad order cars; 
if such repairs were made at a joint shop, a great deal of the 
material removed from the cars which the car owner orders dis- 
mantled under rule 120 could be used when making repairs to 
foreign cars. If joint car shops were established, an organi- 
zation should be created to supervise as follows: 

First: To authorize repairs that are necessary by making an 
inspection of the cars. 

Second: To see that the repairs are properly made. 

Third: To see that bills are properly rendered for the work 
done. 

One of the great advantages to be gained by having a joint car 
shop would be the creation of a car supply, thereby saving a 
large amount of money, both in intermediate switching charges 
and per diem which accumulates while such cars are being moved 
back and forth. The delay of moving such cars to repair tracks 
for repairs should also be considered. 

To illustrate, if a car moving under load from one railroad to 
another via a switching line to an industry is found in bad order 
on unloading, it is returned to the switching line for delivery to 
the originating line where the repairs are finally made. A joint 


men's Association of Chicago. l . 2 


"From a paper puneo at the December meeting of the Car Fore- 
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car shop would reduce the switching and make the car available 
for loading more quickly, as well as reduce the liability of dam- 
age due to accident on account of handling bad order cars. 
Another matter that would have to be looked into, would be 
the question of the proper amount to be allowed to the terminal 
line for switching charges to and from such shops. When a 
car is delivered to a switching line under load, a switching charge 
is made which carries with it the return of the empty car to the 
originating line. The movement of cars from industries, after 
they are unloaded, to the shops for repairs would be about the 
same as though the cars were returned to the originating line 
empty, and switching charges should only be allowed for the 
service of switching the car from such shops after the repairs 
had been completed. This, however, would not apply to cars 
delivered empty to such lines by railroad companies for repairs 
at such shops; in such cases separate rates should be made. _ 


DEFECTIVE BOX CARS* 


BY L. BROWN 


The most important defects in box cars are those which 
cause a lack of thorough protection to lading. A box car is 
housed for the definite purpose of protecting freight against 
loss and damage and any car which is built for this purpose 
should be so designed that under ordinary wear and tear, with 
reasonable maintenance, all parts should combine to give 
thorough protection during the full life of the car. The box 
car has been developed and used on this continent much 
more than elsewhere and even today foreign countries are 
moving their freight largely in open-top cars covered only 
with waterproofed cloth. 

The superstructure of a box car is an expensive article 
compared with that on a gondola car and much more is 
expected of it in the way of protection of lading. The defects 
which cause this lack of protection can usually be attributed 
to faulty design, poor workmanship. rough usage or lack of 
maintenance. Designers are, too írequently, not in close 
enough touch with the cars they have designed, and are work- 
ing on new designs before the defects in the previous ones 
have been developed far enough, or discovered at all. This 
condition is more liable to occur when railroads want cars 
in a hurry, which is usually the way they want them. À car 
often shows weaknesses after several years of service which 
were not apparent when it was new. Much poor workmanship 1s 
caused by men working under the piecework system; under 
these conditions they will not waste a minute to make good 
a defect which can be hidden, and this frequently occurs when 
the system of inspection is lax. Rough usage is something 
for which the operating department is chiefly responsible, 
but the car designer, builder and repairer can each do their 
share to prevent its bad effects. 

The most common defects which cause loss and damage 
are in roofs and doors. The remedy for these defects lies in 
eternal vigilance and a constant lookout should be kept for 
signs of weakness. Much good information can be obtained 
by inspecting cars in rainy weather and by watching cars 
traveling when loaded; by car designers getting in touch with 
operating conditions and obtaining information from those 
in a position to regularly observe cars in service and on re- 
pair tracks. Any part of a car should be of such a nature 
that with reasonable maintenance it will give satisfaction 
during the whole life of the car. Designs should be simple 
but efficient and a few dollars spent in careful designs may 
save many times as much money later. The railroads can- 
not spend money to better advantage than to see that the de- 
signs of their box cars are carefully made and thoroughly 
considered in the smallest details and, if necessary, thor- 
oughly tested before the building of large numbers of cars. 


*Entered in the car department competition which closed October 15, 1914. 


HANDLING WORK REPORTS AT ENGINE 
HOUSES* 
BY JESSE E. TEFFT, 


Chief Clerk, Motive Power Department, New York Central & Hudson River, 
Peekskill, N. Y. 


The report of work required on locomotives at engine houses 
on one of the main line divisions of a large eastern railroad is 
handled with the use of three forms. That shown in Fig. 1 is 


SHOP PRACTICE 


sary repairs made the book is also signed in the proper column by 
the workman who cares for this class of work. This renders 
it easy to place responsibility for failure of this equipment if such 
failure is due to neglect in maintenance or to the engineman not 
reporting the defects. 

The form shown in Fig. 2 is in book form, containing either 
150 or 300 pages, according to the size of the terminal where it 
is in use, and entries are made in black ink by the work report 
clerks from the dictation of the engineman on arrival. Each 


Condition of Locomotives at end of 2 and of Air Brake Equipment before leaving terminal. 


on le | WIS 


AIR BRAKE EQUIPMENT 
INSPECTED BY ME AND 
FOUND IN GOOD CON- 
DITION BEPORE LOCO. 
LEFT THIS TERMINAL 
(To be signed by A. B. Insp.) 


SIGNATURE 
OF 


ENGINEMAN 


Fig. 1—Form Showing Condition of Engine at End of Trip 


used for reporting the condition of the locomotive at the end 
of the trip and of the air brake equipment when leaving the 
terminal. The form in Fig. 2 is used to indicate the condition 
of the locomotive at the end of the trip and that in Figs. 3 and 4: 
is the locomotive work card. The practice is uniform at each 
point on the division. 

The form in Fig. 1 is in book form containing 150 or 300 pages, 
according to the size of the terminal at which it is used, and shows 


item of work reported is shown separately and numbered in con- 
secutive order, commencing with No. 1, for each locomotive. 
For example: 


Right injector does not prime. 550-6 ibs ce eRe 6 eRe ks eens EE No. 1 
Clean out tank wells... crs re e and xx wk awe altas Ve No. 2 
Repack right trailer box or examine brass.............0eee00 es... NO. 3 


The numbers of each item are shown in the column at the 
extreme right-hand side of the page. 


— of Locomotives at end of Trip. 


The Locomotive is in good condition, with following exceptions 


(To be signed by ENGINEMAN and INSPECTOR) 


Fig. 2—Form for Reporting Locomotive Repair Work 


the condition of the air brake equipment, also of the injectors on 
locomotives arriving. Entries are made in black ink by the work 
report clerks from the dictation of the engineman who signs the 
book with his full name in ink before leaving the office, each 
Item being marked “O. K.” or “Not O. K.” as the case may be. 
After the air brake equipment has been inspected and the neces- 


ae in the competition on Engine House Work, which closed July 
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It might be said here that a vigorous campaign of iastruc- 
tion is conducted by the road foremen and assistant road foremen 
of engines among the enginemen to educate them along the lines 
of rendering clear and concise reports covering the existing de- 
fects as nearly as possible. This means a saving in time for 
the engine house force as it relieves them of the necessity of 
searching for the cause of the trouble. 

Each engineman signs his full name in ink under the items 
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reported by him on his locomotive. If an engineman has nothing 
to report his locomotive number is entered, and he signs the 
book over the words "No Defects." Any work not reported by 
the engineman, and found necessary by any of the inspectors, is 
also entered in this book in red ink by the clerk and signed for 
by the man making the report. 

The small work slips shown in Figs. 3 and 4 then come into 
use. Work reported on the form in Fig. 2 is transcribed by the 
clerk to these slips, a separate slip for each item reported, the 
numbers of the slips corresponding with the numbers of the 
items shown in Fig. 2. The slips are distributed to the sub- 


Fig. 3—Work Report Slip 


foremen by the engine house foreman, being given out according 
to the nature of the work, boiler work to the foreman boiler- 
maker, oiler’s and doper’s slips to the head oiler, machine work 
to the gang foreman, etc. These foremen distribute the slips to 
the men who actually perform the work. 

The work slips are divided into three classes, as follows: 

1—Includes all forms showing defects which were remedied 
before the engine was despatched. 

2.—Includes all forms for repairs which in the judgment of 
the foreman are not necessary. 

3.—Includes all forms covering defects that were not remedied 
before the engine was despatched. 

First-class slips must be properly dated and signed with the 


Fig. 4—Reverse of Work Report Slip 


full name of the workman who makes the repairs. Second-class 
slips are marked with the words “not necessary" by the engine 
house foreman, who signs and dates them across the face. Third- 
class slips must show on the back why the work was not done 
before the engine was despatched, over the engine house fore- 
man's signature and the date of signing. As soon as each slip 
is completed it is deposited by the workman in a box provided 
for the purpose in the engine house. These slips are collected 
bv a messenger and taken to the work report clerk who checks 
them off in the book, Fig. 2, as follows: 

For first-class slips a figure 1 is placed opposite the item in 
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the column headed "Disposition of each item of work reported," 
Fig. 2. For second-class slips, a figure 2 is placed in the book, 
and for third-class slips a figure 3 is used. 

After being thus checked off the slips are filed in a separate 
cabinet provided with two compartments for each locomotive 
number, a large one for first and second-class slips and a small 
one for third-class slips. This cabinet is shown in Fig. 5. This 
keeps the slips covering unfinished work separate, and they are 
again delivered to the workmen on each subsequent arrival of 
the locomotive until the work reported is completed, when the 
figure 3 in the book shown in Fig. 2 is circled and a figure 1 is 
placed opposite it, indicating that the repairs have been made. 
Slips covering work reported on engines going to the main 
shops, or sent for permanent assignment to some other point, 
are forwarded by mail to that point and after the work is done 
are returned, checked off, and filed away, thus making the 
record complete. Before the 15th of each month all first and 
second-class slips for the preceding month are removed and filed 
in packages properly listed, together with the completed books, 
Figs. 1 and 2, for further reference. 

It will be noted that a perusal of the book shown in Fig. 2 
will show just what was done with each item reported, and while 
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Fig. 5—Work Report Filing Cabinet 


it may seem that this system is too intricate for practical pur- 
poses, actual practice proves that such is not the case, as it has 
been in use for three years with very good results. With this 
method it can be very quickly determined just what work was 
reported on any locomotive by referring to Fig. 2 and then from 
the number of the slip listed therein, the work slips can easily be 
located from which the signature of the workman who made 
the repairs and the date they were made can be obtained. The 
fact that such an absolute record is possible with this system 
has a tendency to make the workmen more careful as they 
know that they can be closely checked up for each item of work 
done. The form shown in Fig. 2 also furnishes a rapid and 
accurate means of determining the number of arrivals and the 
number of engines repaired at a given point for any period de- 
sired, which is something that required a great deal of time to 
complete before this system was inaugurated. The cost of in- 
stalling this system is not great, because, except at large terminals 
where a great many engines are handled, the system can be taken 
care of by the regular engine house clerks in addition to their 
other duties. 


Toot MAxers.—Until a manufacturer reaches the stage where 
he can employ steadily the minimum number of tool makers, a 
toolroom is a rather expensive proposition.—American Machinist. 
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RIVETING IN STEEL CAR CONSTRUCTION 


A Brief Discussion of Rivet Manufacture; Opera- 
tions Which Are Necessary to Secure Tight Rivets 


BY H. A. HATFIELD 
General Foreman, Canadian Car and Foundry Company, Montreal Que. 


I 


One of the prime factors upon which the strength of a stecl 
car depends is the riveting and its appearance may be perma- 
nently marred by careless workmanship or the use of improper 
tools, Tight rivets of uniform shape and size, without collars 
op marked plates. can only be had by studying the details of 
every operation in the history of the rivet. This history begins 
with the ordering of the stock and includes the arrangements 
made for storing it from the time it is rolled till the rivets are 
driven as well as the operations of manufacturing and driving. 


THE RIVET 


Stock for rivets should be purchased to specifications and 
carefully checked by the purchaser's inspector. Particular atten- 
tion should be paid to the diameter of the bars as a very small 
variation over size will make them too large to go through the 
dies without leaving heavy fins on both sides of the shank of 
the rivet, while if the stock is undersize, the dies will not grip 
it and the header will shove it back instead of upsetting it. 
Rivet material should be stored in a dry place under cover, and 
should be stocked in small quantities in order that it may be 
used beiore being damaged by rusting. The rust comes off in 


Rivet Heading Machine with Overhead Crane and Storage Bins 
in the Background 


the dies, making it impossible to produce clean rivets from very 
old stock. It also spoils the bottom of the furnace. Poorly 
made steel rushed through the various operations in manufac- 
ture and steel made by rerolling or "bushelling" scrap are par- 
ticularly liable to corrosion and pitting. If the bars are very 
hadly pitted. the shanks of the rivets made from it will appear 
to have been overheated, and they may be scrapped as burnt by 
Ue heater boys in the riveting gangs. Difficulty will be found 
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in heading stock that has rusted very badly because it will be 
under size and the dies cannot grip it. There will also be trouble 
in driving, due to a lack of material to make a full head ; and 
because of the weakened cross section, pitted stock has a tendency 
to bend rather than to upset. For the same reason the supply 
of rivets kept on hand should be small. Open rivet bins collect 
a great deal of dust and this, together with moisture, stray elec- 
tric currents, and the gases in the shop, is the source of rapid 
corrosion. 

Broken rivets, though generally attributable to poor mate- 
rial, are sometimes the result of improper heating of the rivet 
stock. Very few machine hands really know how to heat, and 
tend to get too much material into the furnace at one time. 
Before it is worked up the last few bars have soaked so long 
that the metal will be soft and spongy. Rivets made from such 
metal have a very crystalline structure and are very brittle 
when cold. This should be explained to all operators and they 
should be particularly warned to shut down the furnace when 
delays occur for slight repairs, etc. Another prevalent practice 
is to make rivets before the stock is heated hot enough to flow 
properly, and as a result the edge of the rivet head is cracked all 
around. The reason neither of these conditions causes very 
much trouble lies in the fact that the heating for driving really 
acts as heat treatment for metal not too greatly changed in 
structure, the hammering completing the cure. Those previously 
heated to excess waste so rapidly that thev are scrapped. 

If the volume of work justifies it, the best and cheapest method 
of handling the stock and product is to install an electric crane, 
though provision should be made for handling by hand in event 
of any accident to this equipment. [t may also be handled by 
means of an industrial railway and an elevator for lifting the 
trucks to the top of the bins. This method takes more labor 
for handling purposes and considerable floor space that with the 
crane svstem can be utilized for other purposes. Whatever sys- 
tem is used the boxes can be arranged close enough to the ma- 
chine for the rivets to fall directly into them, and save the 
time and labor necessary for shoveling. A small jib crane near 
the machine may be used to lift the boxes and to change dies. 

In choosing a heading machine a multiplicity of parts is to be 
avoided; the die gripping mechanism should be positive and the 
attachments easy to adjust. The output may be seriously affected 
by the time required to change dies after the machine has been 
used for some time because of the time lost in packing out dies 
and otherwise trying to correct the wear on the slides. No 
amount of packing will compensate for worn slides. The rivet 
heads may be of center owing to the header rising or swerving 
to one side, or the shanks out of true because of the Jost motion 
in the gripping slides. For these reasons the machine chosen 
should be designed with some arrangement enabling accurate 
alinement to be maintained. It is preferable that scale and wa- 
ter should not fall on the slides, as this is the cause of a greater 
part of the wear. 

Rivet machine dies should be made of a good alloy steel or- 
dered specially for this purpose. Carbon steel may serve for 
rivets made in small quantities, but for long runs on the larger 
sizes the edges of the passes will fail, the temper being drawn 
by the hot work. Such a pair of dies will outlast several pairs 
of carbon steel and repay the higher first cost not only in re- 
placement, but in machine time saved and in the quality of the 
output. 

Unless special precautions are taken, some difficulty may be 
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had in getting the two dies to line up in the machine owing to 
the variation in the distance from the center of the passes to the 
face resting on the slide. A method which prevents such trouble 
is to clamp the two die blocks together and machine them up 
square, then put them on a surface plate and lav off the center 
of the passes from the plate, so that this important dimension 
is always the same. The most economical dies are made with 
two passes on the side; if only a small number of rivets are re- 
quired of one diameter and length, the bore of the different 
passes nced not be the same. Worn dies can be redrilled for 
rivets of a larger diameter, and they may be planed down for 
shorter lengths as the ends of the passes wear. The bore of the 
pass is material size, it being the usual practice to roll rivet stock 
1/64 in. below size, the expansion due to heating being sufficient 
to hold the stock under the impact of the header after it has been 
cut off from the bar. The sharp edge should be taken off the 
end of the pass next the header to leave a small fillet between the 
head and shank of the rivet. Different makes of machines re- 
quire different sizes of die blocks, but the length of the pass 
equals the length of the rivet plus 1/16 in. 

With the exception of the shank the header must be hardened 
or it will upset, bend or break. Great care should be taken when 
setting the dies that the hcader is not off center, as a lop-sided 
head detracts greatly from the strength and appearance of the 
rivet. The size of the cup should be gaged frequently, as a 
worn cup will make big heads and ragged riveting will result. 

Every shop has its own standard proportions for rivet heads, 
and it is unusual to find any two agreeing exactly in size. After 
a company has tried and adopted certain standard sizes, however, 
they should be firmly adhered to. A complete set of master gages 
should be made and kept with the shop records and duplicate sets 
for machine shop use placed in the tool room. Every department 
foreman concerned should have a male gage for all the sizes in 
general use, so that he may know that his tools are 1n good con- 
dition. That the strength of the work, especially single riveted 
joints, is increased by any addition to the weight of the rivet head 
is true; but it is not advisable to go beyond the usual sizes given 
in the hand books on structural steel, as the increased strength 
is obtained at an increased cost for rivet stock, the output from 
each riveter is decreased, owing to the trouble in keeping the 
greater lengths from bending in the machine, and a greater num- 
ber of rivets are driven loose because of the increased difficulty 
in getting the shanks to upset in the hole. On the other hand the 


Cars 


Wrenches for Use in Assembling Steel 


head should not be made too shallow as it is liable to snap off in 
tension, nor should it be spread so that the diameter is out of 
proportion to the height, or the material be distorted in forming. 


ASSEMBLING 


Granting that the forming is well done and the punching is ac- 
curate so that the holes match well, it is of the greatest im- 
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portance that all parts be bolted together so closely that the 
rivet cannot spread and form a collar between them which will 
hold the two surfaces apart. All work should be lined up by 
mcans of gages and straight edges and bolted so solidly that the 
reaming will not disturb it. Wrenches for assembling should 
be made similar to those shown in the engraving, the pointed 
ends serving as pins which may be used to pull the parts into 
line. The handle may seem long but as it is positively neces- 
sary to have the parts of the work drawn close together, short 
handles should only be used when space does not permit the use 
of long ones. Medium weight sledges with smooth faces and no 
sharp edges to mark the work may be used to drive the parts to 
place. Denches or trestles for assembling purposes should be 
strongly made. A light rail spiked to the top will facilitate 
handling heavy work. Jigs for the sides, ends, etc., should be 
of heavy construction so that they will retain their accuracy 
under rough handling. 

All work should be assembled with bolts the same size as 
the rivets to be driven; punching not allowing for this should 
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Brace and Clamp for Use In Assembling Steel Cars 


not be accepted. Bolts with special coarse threads should be 
made for assembling, 7 threads per inch for $$ in. bolts and 6 
threads per inch for ¥% in. bolts. The standard thread wears 
too rapidly for this work and the bolts cannot be rethreaded 
as many times, nor can they be tightened up as quickly. Wash- 
ers for assembling may be made cheaply from scrap of various 
thicknesses. Nuts that are too big to be retapped are suitable 
if used with a plate washer next the work. The supply of 
bolts should be plentiful and include a number of lengths as 
it is often necessary, in case of a projecting flange or two bolts 
coming close together, to use a long bolt and a number of 
washers in order to get the nut in such a position that the 
wrench can be used to advantage. Numerous attempts have 
been made to get away from the bolt and nut as a means of 
fastening, and various kinds of clamps tried, but those found 
powerful enough to close up the work are expensive to make 
in the quantities required. 

Drift pins are best made of a good tough steel high enough 
in carbon to make them stiff but not enough for them to fly 
under the impact of the sledge. Old reamers or dies drawn 
down are dangerous for this reason. Braces should be made 
of 114 in. round stock, the threaded end being upset for a 114 
in. turnbuckle. Spreaders may be made of pieces of pipe in 
which a fork threaded to the head, with one nut on it, is in- 
serted. Jacks of various sizes and kinds, a number of strong 
clamps and several chains of different sizes complete the as- 
sembler's outfit. 

REAMING 

It is quite usual to find the reaming handled by the least 
intelligent men in the shop, for the air motor is heavy and the 
work monotonous, but no man should run one of these machines 
until he has had its principles explained to him and he knows 
enough to see that it is properly taken care of. It is good prac- 
tice to use one make and size of machine throughout the shop, 
since then it is only necessary to keep one type of repair parts 
on hand and all tools are interchangeable. The non-reversible 
motor is preferable because it is impossible to run the tool in 
the wrong direction, and the power may be cut off positively 
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in case of accident. A good air machine weighs about 50 Ib., 
and uses from 30 to 40 cu. ft. of free air per minute at 80 Ib. 
pressure. The work of reaming is carried on under condi- 
tions that are far harder on the machine than any drilling with- 
in its capacity. Unfortunately it appears that these machines 
are developed for conditions favorable to drilling; the higher 
speeds, heavier cuts and lack of positive support—conditions 
that must be met in reaming—greatly increase the repair bills 
and necessitate more than ordinary care to keep the machines 
always in first class order. The prime requirement is to keep 
them well oiled. There are several makes of grease for use in 
air motors. Each machine should be partly filled at intervals 
and one man should be detailed to oil every machine at least 
once a day. 

For car work it is cheaper to make reamer tools than to buy 
them. Extreme accuracy not being called for, they may be 
l/ó4 in. over size to allow for grinding. The shanks for all 
sizes should be made for No. 3 Morse taper sockets. By this 
practice the larger sizes may be recut for the smaller sizes with- 
out touching the shanks, and it is necessary to remove the 
socket from the machine only when replacing it by a new one. 
Care should be taken with the tang and taper, since a bad ft- 
ung tool means time lost in the shop trying to get it to stay in 
the machine. If the tool is loose in the socket it may drop 
partly out when the machine is started, break the corner off 
the tang and spoil the socket; for this reason it is best that 
all sockets and shanks should be fitted to standard gages and 
that worn sockets be scrapped. A drift pin should be pro- 
vided for removing the tools from the socket. The sockets 
should always be removed from the machine by the last turn 
oi the feed screw. or by a hardened steel rod which is passed 
through the spindle after the feed screw has been removed. 
Reamers should be made of high speed steel, as in most cases 
it is impossible to have water at hand for cooling purposes, 
and carbon reamers burn up unless water cooled. 

It has proved the best practice to use 34 in. air hose, and as 
llexibility is not of as great importance as with the riveting 
hammers, the heaviest kind of armored hose will be found the 
cheapest for this work; 1⁄4 in. hose connections should be used 
lor all pneumatic tools. 

The following facts should be impressed upon the reamer 
operator: That a reamer is a high priced machine, not to be 
` subjected to unnecessarily rough usage; that the parts operate 
at a high speed under pressure, and unless plentifully supplied 
with lubricant, the cost for repairs and lost time will be heavy; 
that there is a critical speed at which the tool works best which 
is very near the stalling point; that drilling is a different propo- 
sition from reaming, the drill being run with the lowest pos- 
sible speed and the greatest feed up to the stalling point. 

The development of the electric drill has been so rapid that 
it is only a question of time before it replaces the air machine. 
It is cheaper to install, and costs less for upkeep. There is 
Practically no loss from leakage and no drop in pressure, two 
thngs greatly against the air machine; nor do changes of 
Weather and temperature affect it. It has been stated that 
drilling with compressed air is approximately two to three times 
more expensive than with electrically operated drills, and the 
same holds goods for reaming. The two great reasons for not 
installing electric reamers are the fact that it is still necessary 
to use air to drive the rivets and that the machines operated 
by alternating current are not as successful as those using di- 
rect current. Since alternating current is largely used for power, 
the use of direct current accessories would require the installation 
of a converter set and special wiring. 


MACHINE RIVETING 


Rivets can be driven by a pneumatic riveter at a lower cost 
than bv a hydraulic riveter or a pneumatic hammer. Space in 
the present article is not available to do more than state the 
fact, but it amounts to about 25 per cent saving over the hy- 
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draulic machine and nearly 50 per cent over the pneumatic 
hammer. In addition the rivets are tighter because the toggle 
effects a gradual application of the pressure which constantly in- 
creases as the stroke advances and the shank of the rivet is up- 
set so that it completely fills the hole. It is therefore seen that 
any work which can be handled to a machine or on which a 
portable riveter can be employed, should be machine riveted. 

There are a number of makers with both stationary and port- 
able riveters on the market, several different types of which are 
designed especially for car shop purposes. When buying this 
equipment it 1s a mistake to get larger sizes than the greater 
part of the work calls for. The majority of the rivets used being 
54 in. and 34 in., machines to drive these sizes and no larger 
should be purchased. An inch increase in the diameter of the 
piston and an inch or two added to the length of the stroke 
may greatly increase the number of cubic feet of air used. This 
is decidedly expensive, for according to Hiscox a two stage 
compressor under the best conditions develops 14.5 hp. in com- 
pressing 100 cu. ft. of free air per minute to SQ Ib. pressure. 
This means that a machine using 5 cu. ft. of free air per rivet, 
driving 20 rivets per minute, allowing for leaks the uses 16 hp. 
Since a little over half this volume of-air at this pressure is 
required to drive a 34 in. rivet it 1s obvious that the best policy 
is to buy only enough large machines to take care of the rivets 
in the draft gear, the draw bar yokes, and the few other large 
rivets that may be required. Unnecessarily large riveters also 
mean further expense for increased compressor and receiver 
capacity. 

Professors Unwin and Kennedy in a series of tests made in 
1881-1883 proved that the shearing resistance of rivets is not 
highest in joints riveted by means of the greatest pressure and 
the ultimate strength of joints is not affected to an appreciable 
extent by the mode of riveting. Very great pressure in riveting 
is therefore not the indispensable requirement that it 1s some- 
times supposed to be. Further tests proved that if the thickness 
of the material which the rivet passes through does not exceed 
the diameter of the rivet plus 1% in. and the rivet is hot, 15 
tons pressure will thoroughly fill the hole and make a good 34 
in. rivet. As the plate thickness increases, the pressure required 
increases approximately in proportion to the square root of the 
increase of thickness. That is, if the total thickness of plate 
is four times the diameter of the rivet we should require twice 
the pressure given above in order to thoroughly fill the hole 
and do good work. It is possible to use so high a pressure as to 
seriously injure the work. The plates are bruised and bent, and 
the holes may be subjected to a radial pressure sufficiently great 
to develop cracks in any but the very best plate. This condition 
is further aggravated, especially on thin stock, by the heat con- 
veyed to it from the rivet and hot die. Stresses are set up be- 
tween the hot and cold parts of the plate, a temperature is de- 
veloped corresponding to a blue heat resulting in brittleness and 
the development of cracks later on. Most manufacturers issue 
a double warning with their machine and in their advertising 
matter. While they point out the impossibility of driving good 
rivets without an ample supply of air at the right pressure, they 
try to impress the user with the fact that the pressure cannot 
be allowed to run above that for which the machines are de- 
signed without injury to the machine and the work. Designs are 
usually based on 150,000 Ib. per sq. in. as the pressure necessary 
to drive rivets. This is the highest value for the crushing 
strength of cold rivet steel. The real value seldom excecds 
100,000 1b. per sq. in., and it has been proved by actual tests that 
it takes only one-fourth the pressure to drive a hot rivet that is 
required to drive a cold one. Therefore the manufacturer's 
rating is very high and the smaller machines will safely take 
care of the riveting through any thickness of plate used in steel 
car construction. In this connection the economy of properly 
heating the rivets should be noted. It saves the machine, saves 
air and results in far better work. 

The operator of a machine riveter is responsible for the ma- 
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chine and for the work turned out. Before driving any rivets, 
he should blow out any water that may have condensed in the 
cylinder and adjust his dies. This is done by letting the ram 
down and turning the screw till the die presses against the work. 
The ram should then be raised and the screw given a half turn 
down. In driving rivets the die should be brought down slowly 
at first until the ram is nearly out before putting on the full 
power. A sufficient number of dies should be kept at each ma- 
chine to allow them to be changed frequently in order to pre- 
vent them from spreading, due to the continued heating. They 
may be paired, a long one with a short one, gradually decreas- 
ing one length and increasing the other in such a manner that the 
space between the dies will remain practically constant and the 
greatest possible amount of work will be obtained from the stecl. 
By this method a die may be used till its thickness is little more 
than the height of the rivet head. Special die steel is made by 
some manufacturers for use without hardening and tempering. 
Where hardened dies are used the heat soon draws the edge of 
the cups, and it is necessary to anneal them before they can be 
recupped. A test is advisable before a selection is made, since 
there is a wide variation in the number of rivets which can be 
obtained without recupping. 


SIMPLE FURNACE FOR MELTING BRASS 


BY R. F. CALVERT 


The illustration shows a design of furnace suitable for melting 
small or medium quantities of brass, which has been used satis- 
factorily at the Horton, Kan., shops of the Rock Island Lines. 
With the furnace one-half to two-thirds full it is possible to melt 
brass in about 30 minutes. 

The shell of the furnace, which is ] in. thick, is made from two 
hemispherical castings about 24 in. in diameter. The upper cast- 
ing has an opening in the top for pouring, about 8 in. in diameter, 
and another opening, a little to one side, for the burner. The 
castings are lined with a 2 in. laver of fire-brick and the brick is 


Furnace for Melting Small Quantities of Brass 


lined with a 1 in. layer of fire-clay, except at the two openings. 
They are then clamped together by means of four lugs and 1 in. 
bolts. Two of these lugs are formed to act as bearings. They 
are 3 in. in diameter and are supported by a 4 in. x 1 in. wrought 
iron frame. Fastened to the outer end of one of these bearings 
are three wrought iron handles which are used for turning the 
furnace when pouring. The burner is supplied with a 2 in. blast 
pipe which has an oscillating joint shown at ^f. This blast pipe 
also has a slide for regulating the blast, which is shown at B. 
The burner consists of a 2 in. blast pipe in which are located 
two other pipes, one for compressed air and one for oil. The 
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compressed air passes through a 14-in. pipe which enters the 
blast pipe about 4 in. from the nozzle and terminates about % in. 
back of the nozzle. The oil pipe enters the blast pipe about 6 in. 
from the nozzle and terminates inside the compressed air pipe at 
a point !$ in. from its end, 

The Mire of air and oil is regulated by valves located as 
shown. Both the compressed air and oil pipes are connected 
with about 4 ft. of hose which allows the furnace to be turned 
when emptying. The nozzle of the burner is about 2 in. from the 
outside of the shell and is formed by reducing the end of the 
blast pipe to 174 in. in diameter. The nozzle is supported bv a 
wrought iron brace bolted to the shell of furnace. 


BELL YOKE BEARING REAMERS 


BY F. W. BENTLEY, Jr. 


There is nothing in connection with the performance of the 
bell ringer that has more influence on its action than the condition 
of the yoke bearings of the bell. The necessity in most shops 
of removing the bell stand and reaming it on a drilling machine 
for correct alinement makes this a piece of repair work that 
is very often slighted, with resultant inconvenience to the 
enginemen. 

The accompanying drawings illustrate a simply constructed set 
of reamers which make this a comparatively short piece of work. 
The reamer in Fig. 1 is for truing up the holes to 1% in.; the 
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Reamers for Truing Bell Yoke Bearings 


reamer in Fig. 2 is for reaming the holes when worn over 174 
in. In either case a bushing is then applied to the wings of the 
stand to take the standard 14% in. yoke pin. Both reamers can 
be used in connection with an air motor and the operation is 
shown in Fig. 3. Owing to the double nature of the reaming 
cutters it is quite easy to'keep the holes in line. The reamers 
eliminate all necessity of removing the stand and on one or two 
Jobs of this kind will effect enough saving to pay for themselves. 

This method of truing bell yoke bearings has been developed 
by W. H. Halsey, general foreman, locomotive department, 
Chicago & North Western, Missouri Valley, Iowa. 


-— -— -- 


Line Loss.—Conditions may readily occur in connection with 
electric wiring where the drop may rot be sufficient to cause any 
diffulty in the operation of lamps or motors, but if the loss over 
these wires is figured, it will be found advisable to use larger 
wire, as the interest on the increased cost of the wire will be 
less than the loss of power by the use of the smaller wire.— 
Power. 
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FORGING MACHINE DIES 


BY J. LEE 


The set of dies for a 1% in. Ajax forging machine, shown in 
the drawing, has a number of small blocks of tool steel let into 
the main dies. These are of standard sizes to provide for in- 
terchangeability, and many jobs of a similar nature may be 
handled with the same main die blocks by changing the smaller 
blocks. This practice materially cuts down die costs. 

The dies illustrated are for the manufacture of lazy cock stud 
handles and brake release handles. These are both made from 
4 m. round stock, cut to length in a shear. In forming the lazy 
cock handle one end is first upset, the stock is then put through 
the hole in the lazy cock stud and the other end is upset in the 
same die, as shown at section DD. This is done in one heat, and 
when necessary the balls can be trimmed up in the swedging die, 
section BB, to take off any fins. The brake release handles are 
nrst upset on one end with the die at section DD and are then 
fattened as shown at section CC. The punching die for these 
handles is shown at AA, the die block being drilled and a pipe 
let into the side to take away punchings. These three operations 
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LOCOMOTIVE RUNNING REPAIRS* 


BY ERNEST CORDEAL?t 


It would be a task of no great difficulty to provide motive 
power of the highest possible efficiency for the movement of all 
trains, if no limit were placed upon the number of locomotives 
owned, if unlimited amounts of money were available for making 
repairs, and if shop and engine house facilities were kept up to 
the highest state of perfection. Such favorable conditions do not 
exist, and if they did would not be conducive to moderate operat- 
ing costs. 

Ultimate economy of operation, so far as the locomotive con- 
tributes, demands: 

(1) That the number of engines owned be no greater than is 
necessary to handle the peak Joad of traffic. 

(2) That shop facilities be sufficient to complete the necessary 
general overhauling without the consumption of excessive time 
in or awaiting shop. 

(3) That engine house work be so planned and conducted that 
locomotives are available for service the maximum number of 
hours per day and days per month, and that their condition be 
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Forging Machine Dies with Insets of Too! Steel 


are done in one heat. The other end of this handle has a right 
angle bend. To accomplish this a slot is cut in the top of the 
Stationary die and a bracket is bolted on the side of the moving 
die. The bracket serves as both gage and bending tool, the part 
at E being the gage and the part at F doing the bending, the 
latter being done cold. 


SPECIAL TooLs.— The making and maintenance of special tools 
and fixtures are costly, and in order to put the toolroom on a 
satisfactory basis, system is an essential.—. American Machinist. 


such as to permit of handling the proper train loads without 
delavs. 

The failure to fully realize the third condition makes impos- 
sible the fulfillment of the first two. Where running repairs are 
not properly made, rapid deterioration of the machine must 
follow. Short periods between general shoppings result. The 
increased number of shoppings necessarily overloads the main 


*Entered in the competition on Engine House Work, which closed July 
15, 1914. 


1310 Frisco Building, Springfield, Mo. 
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shops and leads to a poorer quality of general repairs, excessive 
time in the shop, and long periods of waiting on the hospital 
track. The purchase of new power is the usual expedient to re- 
lieve such a condition. 

Again, inadequate running repairs mean low power efficiency. 
Locomotives will not handle their full tonnage; delays and 
failures are unavoidable; in order that the traffic may be handled 
there must be an excess of power. The failure, therefore, to 
provide for the proper maintenance of locomotives in service is 
responsible for excessive investment in power; high cost of shop 
repairs; inefficiency and heavy expense in train operation. 

That a high cost of repairs per unit of work performed by 
locomotives insures the best power condition by no means follows. 
The contrary is in fact more often the case. "The railroads in 
the United States which handle the greatest amount of traffic 
with the least investment in equipment, with the lowest train 
mile costs, with the fewest engine failures, have without excep- 
tion a moderate unit cost of repairs, while many of those roads 
which expend unusual amounts in the maintenance of equipment, 
obtain a low mileage per locomotive per year, have a train ton- 
nage less than the efficient minimum and register frequent delays 
from power failures. 

The condition of power does not necessarily depend upon the 
amount of moncy expended in its repair. It does depend upon 
the time at which the necessary repairs are made. A man might 
comfortably sustain life with an expenditure of five dollars a 
week for food and lodging, provided he distributed the amount 
equally over the period. If, however, he gorged himself to the 
full extent of his allowance at the first meal he might starve or 
die of exposure before the next installment was due. 

The quality of running repairs, paradoxical as it may seem, 
depends very little upon the adequacy of the engine house facilities 
provided. Up-to-date buildings, machinery and appurtenances 
are a convenience but not an absolute necessity in the proper 
maintenance of locomotives. It appears at times as though the 
mere presence of improved facilities for performing the heavier 
class of repairs leads to a neglect of the minor items. To main- 
tain power in the best condition demands frequent and rigid 
inspection, and immediate attention to minor defects. If these 
two requirements are fulfilled, elaborate and expensive engine 
house layouts will be unnecessary. It is the shoe or wedge not 
properly adjusted that calls in time for the dropping of wheels 
to renew driving brasses and turn journals. It is the loose rod 
key that makes necessary the renewal of a back end brass; the 
broken follower bolt that knocks out the cylinder head; loose or 
ill-fitted bolts that break the frame, and the careless use of the 
beading tool which makes necessary the renewal of tubes. The 
detection of minor defects and their immediate correction is the 
whole secret of high power efhciency and low maintenance 
costs. The usual tendency of engine house forces is to over- 
look or pass over those minor items of repairs which do not 
materially interfere with the operation of the locomotive, post- 
poning their performance until such time as defects of a serious 
nature have resulted. The cost of reducing a brass or setting up 
a wedge is insignificant as compared with the cost of renewing 
the brass, and perhaps turning a cut pin, or of dropping the 
wheels and renewing a driving box brass. The engineer, the 
engine inspector and the wiper are the agents of inspection. If 
they are competent, well trained and conscientious the greater 
number of the small defects, the neglect of which leads to failures 
and expensive repairs, will be found and reported before they 
have developed to a serious stage. 

The engineer's report should cover such defects as develop 
during the operation of the engine, and should be made during 
the progress of the trip and not after arrival at the terminal. 
For this purpose he should be provided with a work report book 
of convenient size and shape to be carried in the pocket, so that 
he may make note of anv irregularities which occur in the run- 
ning of the engine. Many minor defects in the working parts 
of the locomotive are called to the attention of the engineer 
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while the engine is in motion. If note is not made of such 
imperfections at the time their presence becomes known they are 
very likely to be forgotten or overlooked when hurried entries 
are being made in the engine house work book at the end of 
the trip. 

The engineer should not be expected to make an exhaustive 
examination of the locomotive after arrival at the terminal. In 
the first place, he is very infrequently a skilled mechanic and 
is not, therefore, qualified to make a competent inspection. Again, 
few engineers at the end of a trip are willing to give the time 
and attention necessary to complete a thorough inspection, The 
engine inspector's duties should begin where the engineer's 
leave off. The selection of competent men as inspectors is a 
matter of prime importance. Too often the position of engine 
inspector is filled by a superannuated engineer or a mechanic of 
inferior rank. Such practice is entirely wrong; the position 
should be filled by the best mechanic available. The results to 
be obtained from proper terminal inspection, first, to determine 
the repairs necessary, and second to pass upon the quality of 
the completed work, will fully warrant the payment of a salary 
comparing favorably with that of a foreman. 

The inspection of incoming engines should be of the most 
thorough nature. All parts of the locomotive should be examined, 
not occasionally, but at the end of every trip, and all of the 
defects, even to the most insignificant and apparently unimpor- 
tant ones should be reported and given attention. 

The importance of the wiper as a factor in efficient engine 
house work should not be overlooked. Engines which are 
covered with grease and dirt cannot be properly inspecte«l. 
Cracks in frames, rods, blades or other vital parts of the locomo- 
tive may be so effectually covered by a coating of dirt that their 
detection is impossible. Such deíects undiscovered will lead to 
failures in service, possibly entailing the destruction of equipment 
or the loss of human life. Locomotives may be thoroughly 
cleaned and kept clean at the cost of a few mills per mile run, 
and such expenditure is covered many times over by the im- 
proved inspection made possible. The wipers themselves may 
be trained to report to the inspector or foreman defects which 
they discover while cleaning locomotives, and many break downs 
and failures may be avoided by their so doing. 

Clean engines not only permit of more adequate inspection, 
but conduce to a higher efficiency of the labor applied in their 
repair. Almost any mechanic will work with increased energy, 
and with greater pride in the work when the parts which he 
must handle are free from grease and dirt. 

Adequate inspection provided for, the next necessary step is 
to insure that the defects discovered are promptly and effectively 
repaired. The proper performance of running repairs at engine 
houses depends far more upon the organization of force, and 
the qualitv of supervision, than it does upon equipment and 
facilities. The engine house force, no matter how small or how 
large, may be so assigned as to give to each individual workman 
the care of and responsibility for the repairs to certain parts of 
the locomotive. Ample and competent supervision to insure not 
only the performance of all work ordered, but to inspect its 
quality, is a necessity if high power efficiency is to be maintained. 

To summarize, the duties of the engine house are: To provide 
competent and continuous inspection of locomotives in service, 
to insure the discovery of defects in the incipient stage, and 
to promptly and effectively repair all defects so found, preventing 
minor defects from causing, through neglect, the necessity for 
extensive repairs. Simple as this formula appears, many engine 
house foremen will raise the objection that the volume of work 
absolutely necessary to keep the power in service is so great 
that the less important items of repair must be neglected. At an 
engine house where this policy has been employed some difficulty 
may be experienced at first in securing proper attention to de- 
fects of a minor nature. In such case it might be well to start 
with only two or three engines just out of the main shop, giving 
them particular attention to see that careful inspection is made 
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after each trip, and that all defects are corrected before the 
engine returns to service. By the process of gradually taking 
up more and more locomotives on this plan, it will soon be found 
that the volume of heavy running repairs has so decreased, that 
the original force employed will be more than sufficient to keep 
the power in the best of condition. 


REMOVING GASKETS FROM BULLSEYE 
LUBRICATORS 


BY J. A. JESSON 
Air Brake Foreman, Louisville & Nashville, Corbin, Ky. 


The device shown in the engraving was designed to facilitate 
the removal of sight feed gaskets from Detroit bullseye lubrica- 
tors. These gaskets often become stuck in place, and owing to 
their location below the follower threads, are rather difficult to 
remove. The body of the device is shown at 44. It is threaded 
on the lower end to fit the follower threads in the lubricator 
body and the stem is threaded to take the nut D. Before the 
nut is applied the sleeve C is slipped over the stem, the four at- 
tached pins B being placed in holes through the body 4. With 
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Device for Removing Gaskets from Bullseye Lubricators 


the device screwed into position in the lubricator, the nut is 
turned down against the sleeve, thus forcing the pins into the 
gasket F. The whole device is then unscrewed from the lubrica- 
tor body, the gasket being loosened and removed by following 
the threads. The four pins B are % in. in diameter and are 
made from tool steel. It is advisable to provide a ball thrust 
bearing in the sleeve C, in order to insure a free working nut 
and to remove the tendency to bend the pins when forcing them 
into the gasket. 


GRINDING DISTRIBUTING VALVES 


The accompanying illustration shows a home-made air en- 
gine for grinding six different surfaces of the distributing valve 
of the Westinghouse air brake at one time. The device was 
invented by W. L. York, of the Ferguson shops of the Cincin- 
nati, New Orleans & Texas Pacific. It is in reality a small 
engine, equipped with a valve and cylinder, as indicated, the 
cylinder being the barrel shown on the further side of the 
engine. The guides for the crosshead are supported on up- 
rights bolted to the base of the machine. The valve is operated 
by an eccentric on the near side of the flywheel. The crank 
on the front of the engine oscillates a plunger, which is at- 
tached to the application piston. On the back end of this piston 
rod another rod is fastened, which operates a lever, with a ful- 
crum, as indicated in the illustration, which transmits the mo- 


tion to a rod that oscillates the equalizing piston. The device 
will grind the application piston ring, the application valve, the 
equalizing valve, the equalizing piston ring, the graduating valve 
and the exhaust valve all at the same time, and will perform 


Small Engine Used for Grinding Six Surfaces of Distributing Valves 


the job in one and one-half hours, whereas it would require 
four hours to do the grinding by hand in the usual way. The 
smal] engine may be operated by air or steam. 


RECLAIMING BOLTS WITH BATTERED 
THREADS 


BY J. P. NOLAN 
Assistant Superintendent, Morgan's Louisiana & Texas Railroad, Algiers. La. 


It is the general practice in railroad shops when reclaiming 
old bolts accumulated from the dismantling and repair of equip- 
ment to cut of and rethread all those having threads battered 
or bruised so that a nut will not go on. Where the threads are 
not badly worn or the material fractured this practice not only 
wastes a great deal of material but results in a large accumu- 
lation of short bolts for which there is no further use. 


Die Plate and Dies Removed from the Vise 


A simple device for reclaiming such bolts without cutting off 
the ends is shown in the illustration. A die plate or socket is 
fitted to an ordinary parallel vise from which the screw has 
been removed, the movable jaw of which is operated by an air 
cylinder. Dies of different sizes suitable for the bolts to be 
worked on are fitted to the screw plate, the two halves of each 
pair being connected by a flat steel spring as shown in one of 
the illustrations. When air is released from the cylinder and the 
vise opened the dies are thrown open by the spring and the 
bolt to be worked on is placed between the dies at the end of 
the threads next to the head. The air is then applied and the 
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vise closed. A reversible air motor suspended by means of a 
pulley and counterweight and provided with a suitable socket 
is used to unscrew the bolt from the die, thus restoring the 
threads to serviceable condition. This operation requires much 


less time than the cutting off and rethreading of the bolts, and 
since they retain their original length they are suitable for the 
work to which they were originally applied. 

A simple device for restoring the threads on smaller size bolts, 
such as 3% in. and 7/4 in., consists of a screw plate provided with 
Dies of the 


a crank attachment similar to a carpenter's brace. 


Boit in Position to Be Threaded Out of the Dies with an Air Motor 


required sizes are provided to fit the screw plate. For rapid 
work the bolts are held in a vise operated by an air cylinder, 
the die plate being run over the threads by hand. In this way 
the threads of small bolts are restored quicker than they could 
Le reclaimed by cutting off and rethreading. 


REMOVING INDENTATIONS IN SUPER- 
HEATER SMOKE TUBES 


BY H. M. BROWN 
Shop Superintendent, Chesapeake & Ohio, Huntington, W. Va. 


Superheater smoke tubes, because of their large diameter, are 
very readily injured by rough handling. Indentations are formed 
in removing and rattling, especially where coke or old arch brick 
is used in the rattler to assist in removing scale. They not only 
form obstructions which interfere with the insertion of the 
superheater elements but also increase the liability of the tubes 
to collapse under pressure. 

A jack for removing indentations from 53$ in. tubes is shown 
in the engraving. After the tubes have heen rattled and welded 
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they are carefully inspected for indentations, which are marked 
with chalk. The air jack, which is attached to a piece of 3$ 
in. pipe about 30 ft. long, is placed over each indentation on the 
outside of the tube and the pipe marked with chalk at the end 
of the tube. The jack is then inserted in the tube, the chalk 
marks on the pipe serving as guides for its proper location under 
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Device for Removing indentations from Superheater Smoke Tubes 


the indentations. When properly placed air is applied and by 
lightly striking the tube with a hammer the indentation is quickly 
removed and the tube pressed back into perfect shape. This 
work can be done with great rapidity and the tubes are in perfect 
condition when returned to service. 


HORIZONTAL DRILLING ATTACHMENT 
FOR A RADIAL DRILL 


BY V. T. KROPIDLOWSKI 


The horizontal drilling attachment shown in the illustration 
may be used to good advantage on a radial drill for counter- 
sinking holes in the flanges of back tube sheets and many other 
operations of a similar nature. The body of this device, shown 
at .4, may be forged solid from a piece of mild steel, such as 


Horizontal Drilling Device for Use on Radial Drills 


an old axle, and the recess for the gears cut out, or it may be 
made from two pieces of round steel, one end of each being 
split and drawn out flat to the required dimensions, the flat 
portions being welded and shaped so that the two bars are at 
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right angles to each other as shown in the drawing. The bars 
are then finished in a drill press to form the bearings of the 
spindles B and B’. Spindle B has a Morse taper extension C, 
for insertion. in. the drill spindle at one end and a bevel gear 
at the other. Spindle B' has a thrust collar D on the outer 
end, which is fitted with a Morse taper socket. The bevel gear 
on the inner end meshes with the gear on spindle B. A yoke 
G oí flat merchant iron is bent around the body of the device, 
the ends being twisted and extended to support a cross piece 
H which carries à. feed screw. The work is clamped against 
the drill by means of the feed screw, the overhang of the hori- 
zontal spindle being supported by the work. The illustration 
shows the device in use for countersinking holes in the flange 
of a back tube sheet. 


MODEL LOCOMOTIVE BUILT BY ERIE 
APPRENTICES 


The apprentices employed in the shops of the Erie Railroad at 
Meadville, Pa., have designed and built complete a model of a 
Pacinc type passenger locomotive. 

Meadville is one of several points on the Erie where apprentice 
schools are maintained. To test the proficiency of the boys at 
the Meadville school, the work of building a model engine was 
entrusted to them, and after eleven months and one day, they 
completed their task and presented to their master mechanic the 
miniature engine shown in the accompanying illustration. The 


MODEL LOCOMOTIVE 
ERIE APPRENTICES 
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The boiler was tested at 105 Jb. per sq. in. hydrostatic pressure. 
The total weight of the engine, loaded, is 623 Ib.; total weight 
of engine and tender 812 lb.; capacity of tender, coal, 37 1b., 
water, 11 gal.; boiler pressure 25 lb.; the number of parts in the 
engine and tender is 4,511. 

The work was carried out under the direction of F. G. De- 
Saussure, instructor of apprentices at the Meadville shops. The 
model is to be placed on exhibition in the window of the Erie's 
downtown offices at 399 Broadway, New York. 


RUNNING REPAIRS’ 


BY RAILROADER 


From statements that appear quite frequently in the magazines 
it seems that each road has what is considered a fixed charge per 
locomotive for despatching, and if this charge is exceeded there 
has to be an explanation made as to the cause. Sometimes it is 
too much labor at the ash pit, at other times it is due to too 
much supervision and again it may be brought about by using 
too high priced labor in handling the engines. In any event, a 
reduction in forces has to be made. At times extra expenses 
creep in due to causes beyond control of the shop or terminal 
management, such as weather conditions, or a falling off of 
business for a few days, but the reduction has to be made, 
nevertheless. 

Reduction of forces on running repairs should be made only 
after a careful study as to conditions. As a rule comparisons are 
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Group of Erie Rallroad Apprentices and Model Locomotive Built by Them 


locomotive has been named Meadville. The work of building it 
Was begun December 13, 1913, and the engine was completed 
November 14, 1914, There were 26 apprentices engaged in the 
work. including one blacksmith, five pattern makers, two boiler 
makers, one tinsmith and 17 machinists. All drawings were made 
by the boys and the cylinders were designed by one of them. It 
took 350 patterns and core boxes to accomplish the work. On a 
test the engine attained a speed of 572 revolutions per minute. 


made between each month and the preceding one and the same 
month of the previous vear. Sometimes when this comparison 
is made there is no attention given to the condition of the locomo- 
tives at each period. This plays an important part in the running 
repair charges. If the power was in good condition, inspection 
cost less and the number of fires drawn was less, due to little if 


*Entered in the ccmpetition on Engine House Work, which closed July 
15, 1914. 
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any tube trouble; whereas the month with which comparison is 
made may have required much more work and expense due to 
the poor condition of the power. As it begins to get run down, 
engine failures become more frequent and every one is in trouble, 
a good portion of their time being spent in explaining the cause 
of failures. 

Great care must be exercised in organizing the working force 
at a terminal, particularly if it is a large one, handling from 100 
to 120 locomotives each 24 hours. The main thing to be looked 
after is the getting of the engines over the ash and inspecticu 
pits so as to make room for others. At a terminal of this 
nature, a few years ago, there were three divisions entering, 
and passenger trains came in as a rule from each division with 
only an hour's difference in arrival time. This held out freight 
trains, and they afterward arrived in groups. The work was 
successfully handled by the engineers making out their reports 
clearly and using good judgment in the work they reported. The 
shop had information through the despatchers as to any delay 
caused by an engine, consequently, the shop men were prepared 
to either clean the fire or draw it without any question. It was a 
rare case when an engine had to be sent back to the pit from 
the roundhouse to have the fire taken out. The inspectors were 
on hand at the pit, made a thorough inspection and promptly 
notified the roundhouse office of all defects. In many cases they 
did some of the tightening up of loose nuts, applying pins or 
keys that were missing, etc., but for engines on hard runs they 
did not do any of this work but reported it to the office with 
the rest of the work. 

The roundhouse force was so organized that a machinist and 


helper, or a boilermaker and helper were assigned to particular 
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Engine house foremen should study their men and their work, 
place them accordingly and change them at intervals so that 
there will be no favors shown. Because one man may be good 
on valve work does not mean that others cannot learn to do the 
work if given the chance. Try to find out what is in a man; 
give him a trial and nine times out of ten he will come out all 
right. This will be encouragement for others to try. À foreman 
should never call his men to account for mistakes on the floor 
of the shop within sight and hearing of their fellow workmen; 
he should never by any act hold up any man to the ridicule of 
his fellows. If a reprimand has to be given, have the man come 
to the office, where he can be spoken to and corrected without 
his losing his self respect. 


ADJUSTABLE DRILLING STAND 


BY GEORGE E. McCOY 


An adjustable drilling stand for firebox work is in use on 
the Canadian Government Railways, and is the design of an 
employee of that system at Truro, Nova Scotia. The engraving 
shows the application of the device to firebox work, and also 
gives the details. The supporting piece is made up of steel 
tubing arranged so that it can be adjusted for different lengths 
according to the position occupied in the firebox. A double 
center is placed in one end to prevent turning, with an adjusta- 
ble single center in the other to tighten the stand in place. The 
drill center is placed against an arm which is held at right 
angles to the main support of the drilling stand. This is ac- 
complished by means of a boss on the end drilled so that it 
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Adjustable Drilling Stand Used for Firebox Work on the Canadian Government Rallways 


jobs, which they handled for from two to three months when 
they would be changed to other work and another set of men 
took their places. By this method the men got a chance to do 
all classes of work so that if for any cause a man was absent 
there was always some one on hand who was acquainted with 
his work. There was no breaking in of new men on running 
repairs and therefore less chance for poor work. 


fits over the steel tubing, and it is then clamped in the desired 
position by means of a set screw. This arm has center marks 
placed at convenient distances along its length to provide ad- 
justment for the drill. 

While this device is intended primarily for firebox work it 
can be readily seen that it is adaptable to many other positions 
about a locomotive where drilling is necessary. 


AND 


BRAKE SHAFT DROP HANDLE 
RATCHET 


For some classes of cars, such as drop end gondolas and 
cabooses where a hand wheel is objectionable, or for cars of 
great carrying capacity where a leverage is desired at the 
brake shaít greater than that afforded by the standard brake 
wheel, it is customary to employ a ratchet head with a drop 
handle instead of the brake wheel. The accompanying illus- 
tration shows a device of this kind which has recently been 
developed on the Buffalo, Rochester & Pittsburgh for appli- 
ation to the square brake shaít* now in service on its equip- 
ment. 

The drop handle and ratchet head form a complete unit 
which is interchangeable with the brake wheels used on the 
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pawl are three teeth which are held in engagement with the 
toothed disc of the ratchet by gravity when the handle is in 
working position. Projecting from the toothed end of the 
pawl is a tongue, shown at F, which extends into a pocket formed 
in the housing, just above the jaws between which the drop 
lever is pivoted. When the lever is in the horizontal position, 
the pawl engages the teeth on the ratchet wheel, the position of 
the parts being as shown by the full lines. When the lever 
moves from working to release position the cam on its upper 
end makes contact with the lower face of the tongue on the 
pawl, causing the pawl to rotate upward about the pin E to 
the position shown by broken lines and disengaging it from the 
ratchet. The cam end of the lever and the tongue of the pawl 
are so formed that when the lever is swung about halfway from 
its vertical to its horizontal or working position, the contact 
ceases and the pawl is fully engaged. The operator is thus 
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Brake Shaft Ratchet Head and Drop Handie Developed on the Buffalo, Rochester & Pittsburgh 


square shafts. The entire device is composed of four castings 
having a total weight of about 15 lb. The housing and drop 
handle are malleable iron while cast steel is used for the 
ratchet and pawl. Referring to the drawing, the ratchet .4 is 
formed with a socket below the toothed disc and a spindle 
above the disc. The socket fits the end of the square brake 
shaft, to which it is secured by a single bolt passing through 
the shaft; the spindle above the disc serves as a support and 
bearing for the housing B, which may be freely revolved, but is 
locked against vertical movement by the riveted pin C. The 
pawl D surrounds the spindle and is pivoted at one end upon the 
pin E, cast in place in the housing. At the opposite end of the 


"For description 


see Railway Age Gazette, Mechanical Edition, Decem- 
ber, 1914, page 645. 
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safeguarded should power be exerted against the brake before 
the lever reaches the horizontal position. The loop form of 
lever handle protects the operator in case his grip should slip 
when setting the brakes. 

The design of this device is very simple, and it is claimed to 
have proved its reliability and efficiency in service. Aside from 
finishing the ratchet spindle and its bearing in the housing. the 
only machine work required in fitting up the parts is the drilling 
of a few holes; but little skill is required in assembling and 
applying it to the brake shaft. 

This brake shaft handle was designed and has been patented 
by F. J. Harrison, superintendent of motive power, and W. J. 
Knox, mechanical engineer of the Buffalo, Rochester & Pitts- 
burgh. 
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A HIGH PRESSURE GAS VALVE 


To meet the severe requirements of a satisfactory stud valve 
for use in high pressure gas cylinders the valve shown in the 
illustration was developed by the International Oxygen Company, 
115 Broadway, New York, for its own use. lt has now been 
tested in service for several years by this company and other 
gas manufacturers, and is claimed to have proved successful un- 
der all conditions. 

The valve is designed for use with pressures up to 2,500 Ib. 
per sq. in. and is made of metal throughout. The construction 
is such that no packing is required in any part, thus eliminating 
a source of danger when inflammable material is used, as well 
as a cause of loss from leakage. The body is forged from Tobin 
bronze, while the other parts are made of metals which are non- 
corrosive to gases or to weather conditions.. The flow of gas is 
controlled by a diaphragm, as shown in the sectional view of the 
valve, which is made of a tough, springy material that is claimed 
to withstand all the strain put upon it without cracking or 
breaking, even after vears of service. The diaphragm takes the 
place of packing material, and in this way the usual stuffing box 
is entirely eliminated. It is slightly concave. and normally sets 
away from the seat of the valve a sufficient distance to permit 
a full opening without the aid of the gas pressure; this permits 


Stud Valve for High Pressure Gas Cylinders 


all the gas in the cylinder to be used down to atmospheric pres- 
sure. 

The safety plug used in this valve is designed to meet the 
requirements of the Bureau of Explosives of the Interstate Com- 
merce Commission. It is filled with fusible metal melting at, or 
below, the boiling point of water, and is provided with three 
passages, each in a straight line with the direct action of the gas 
in the cylinder, to permit the outflow of the metal. The plug 
has a hemispherical seat which forms a tight joint when screwed 
into the body of the valve by compressing a phosphor-bronze disc. 
No part of the plug projects beyond the body of the valve, thus 
protecting it against breakage. It will not blow when subjected 
to the direct rays of the sun or to any other atmospheric condi- 
tion, but the fusible metal will melt and the valve will blow 
when placed in a lire before the expansion of the gas can do any 
damage to the cylinder. 

The construction of this valve is very simple, and all parts are 
so arranged that they are readily accessible whenever examina- 
tion or renewal is required. The hand wheel is so designed 
that it may be removed or left as a permanent part of the 
valve. 
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SAFETY CUT-OUT VALVE 


G. H. Wilson, a locomotive engineer on the Atchison, Topeka 
& Santa Fe, has invented à cut-out valve to replace the ordinary 
cut-out valve now used in the train line directly under the en- 
gineer's valve for the purpose of cutting out this valve when 
two or more engines are coupled to one train. 'The special fea- 
tures of the new valve are that it can be used in emergency 
if there is an accident to the engineer's valve; it is provided 
with a warning port which gives assurance that there is no 
train line stoppage between the rear engine and the leading 
engine as soon as the leading engine is cut in; it permits the 
rear engineman to instantly assume full control of the brakes 
in double-heading service, provided he finds it necessary to do 
so, and lastly, it is so designed that it will not be possible for 
the helper engine to cut off from the train until the second en- 
gineer takes control of the brakes, without the brakes being set 
throughout the entire train. Its use will eliminate the necessitv 
of having a cut-out cock on the train line leading to the front 
end of the locomotive. 

This valve is in brief a three-way cock with the openings .4 
leading to the engineer's valve, B to the main train line and C 
to the locomotive train line leading to the front end. Fig. 1 
shows this valve in position for operating the train under or- 
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Safety Cut Out Valve for Locomotives 


dinary conditions. When an extra engine is connected to the 
front of the train and the air cut in, air escaping through the 
warning port D informs tlie engineer of the second engine that 
the engineer of the leading engine is ready to assume control 
of the brakes. By turning the handle of the valve through one- 
quarter of a revolution, the valve will assume the position shown 
in Fig. 2, and thus cut out the engineer's valve of the second 
engine, giving control of the train to the engineer on the first 
engine. If the engineer of the second engine desires to assume 
control of the train he will turn the handle of the valve through 
another quarter turn, placing the valve in the position shown in 
Fig. 3, which will place his engineer's valve into operation, con- 
trolling the brakes on the leading engine as well as on the train. 
When it is desired to pick up cars on the head end of the engine 
it is possible to charge the train line by placing the valve in the 
position shown in Fig. 4, the openings E and F charging the 
train line of this string of cars without disturbing the pressure 
in the train line of the train itself. After charging the valve is 
placed in the position shown in Fig. 3. 

When a pusher engine is used on the rear of the train these 
same features obtain with that engine. By the escaping of air 
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through the warning port D the engineer of the rear engine will 
know that there is no obstructed passage in the train line, and 
will place his valve in the position shown in Fig. 2, so that the 
brakes on the helping engine may be operated by the leading 
engineer. In cases where it is necessary for an engine to haul 
a tran running backwards, the position of this valve will be 
that shown in Fig. 3, the cut-out cock at the rear of the tender, 
of course, being closed. Fig. 5 shows cross section through 
this cut-out valve. Further information regarding this valve 
may be obtained from Thomas Ogden, Box 252, Rawlins, Wyo. 


BLOWER PIPE DRAIN FITTING 


Much annoyance is caused to persons standing near a locomo- 
tive when the blower is started by the spraying from the stack 
of dirty water which has accumulated in the blower pipe while 
the blower valve was closed. Trouble is also experienced from 
the same cause in cold weather by the freezing of the blower 
pipe. The blower pipe fitting, a sectional view of which is shown 
in the engraving, is designed to overcome these conditions by 
automatically draining the blower pipe at all times when the 
blower valve 1s closed. 

The device consists of a body of malleable iron in which is 
inserted a very tough Tobin bronze bushing to form a seat for 
the ball check. The ball is of gunmetal 1% in. or 1 3/16 in. in 
diameter, depending upon the size of the fittings, and is care- 
fuly ground to form a perfect sphere. The gunmetal mixture 
i$ especially adapted to resist the corroding action of steam at 
high temperatures. The ball may be easily removed by discon- 
necting the blower pipe nipple and is kept in place by means of 
the lugs in the smokebox connection. 

When not in use the ball is unseated by gravity and all con- 
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Automatic Drain Valve for Blower Pipe 


densition is free to drain from the pipe through the elbow 
connection from which it may be piped to any convenient point 
of discharge. As soon as the blower valve is opened steam 
Pressure seats the ball, thus closing the drain port and permitting 
the entrance of steam to the blower nozzle only. Where fires 
are started by attaching a hose from the roundhouse steam line 
to a blower pipe connection on the engine this device is espe- 
cially useful. In such cases the drain pipe may be arranged for 
connecticn to the roundhouse hose and the blower operated 
merely by opening the valve in the steam line. The pressure in 
the drain pipe causes the ball to scat against the end of the 
blower pipe nipple, shutting off connection with the blower pipe 
and preventing the possibility of the steam backing up in tbe 
boiler should the blower valve in the cab be leaky. The use 
of a valve or plug in the connection for the roundhouse hose is 
thus made unnecessary. 

This device was developed by the Watertown Specialty Com- 
pany, Watertown, N. Y., and is claimed to have rendered effect- 
ive service in tests conducted during a period of several months. 
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It is usually made with fittings for l-in. and 14%-in. blower pipes, 
but modifications of the general design of the body can be made 
to suit special requirements. 


RADIAL DRILL 


A radial drill in the design of which is incorporated a new 
type of drill head and arm has been placed upon the market by 
the Willmarth Tool Works, Cleveland, Ohio. The most promi- 
nent feature of this machine is the manner of moving the head 
and arm for locating the holes to be drilled. The head rotates 
about a large circular bearing on the arm, and the arm rotates 
about the column as in the usual type. This produces a double 
swiveling motion, so that any hole within the capacity of the 
machine may be easily located. A self-locking spiral gear and 
rack are provided for moving the head. The bearing of the head 
on the arm is 17 in. in diameter, and is provided with an annular 
rng inside for holding it central and a heavy pivot bolt for 
holding the two together. An eccentric clamp locks the head to 
the arm. l 

The column is of the post and sleeve type. The post has a 
large and heavy lower portion, and extends up to the top mem- 


Wiimarth Radial Drill 


ber, which is bolted to it, making a braced construction and add- 
ing materially to the stiffness. The column sleeve telescopes the 
post, and has bearings at both the top and bottom, also a large 
ball thrust bearing at the bottom. The sleeve has a binding clamp 
at its lower end. The arm is of cylindrical box section, and 
heavily ribbed on the inside. It is elevated or lowered by means 
of gears at the top operating a coarse pitch screw hung on hall 
bearings. 

There are eight changes of speed, from 35 to 375 r.p.m., ar- 
ranged in geometrical progression. Four changes are Dnd 
by the cone pulleys and four more by the back gearing, which is 
provided in the spindle driving gears. The tapping mechanism 
is operated through a jack shaft in the head, running at high 
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speed, and driving through ring clutches, which are self adjusting. 
They are operated by means of a lever in front of the machine, 
enabling the workman to easily start, stop or reverse the spindle. 

The spindle is of special steel, and is provided with an ample 
ball thrust bearing. It has a No. 5 Morse taper socket and is 
3'4 in. in diameter at its large end and 134 in. at its smallest 
section. The feeding mechanism is of the selective gear box 
type. Six changes of feed are provided, ranging from .006 in. 
to .027 in. per revolution of the spindle. These are instantly 
available by operating the dial on the front of the feed box. A 
quick return hand wheel is attached to the feed pinion shaft, and 
the engagement of the worm to it is made by means of a friction 
ring controlled by a nut in front of the hand wheel. Both depth 
gage and automatic trip are incorporated in the feed mechanism. 

The bearings throughout are bushed with high grade special 
bearing bronze, and ample oiling facilities are provided. No cast 
iron gears are used in this machine. In accordance with their 
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Rotating Head for Wilmarth Radial Drill 


requirements the gears are of steel, bronze or a specially high 
grade semi-steel. All gears are fully guarded. 
The principal dimensions of the machine are as follows: 


Range of drills oe eea t 3 ae wA ACE ETUR Bec ioo de da AUR € 481; in. 
Grealesc distance from spindle to base.... 2... ee eee eee 521, in. 
Greatest distance from spindle to table... 00.0... 0. eee ee 27 iàn. 
Vertical traverse: of spimlles sus axe oes wx vas E A E OE E eis 11!4 in 
Vertical traverse of arm on column.........lellleleeee lee 238 in. 
Height of machins vineae EN XO Qa ob ERAT S ob Rees 96 an. 
WEEN OF Iiechifie:caques eso Edi NO Ecce Eodem eade Heaven _... 3,500 Db. 


SERVICE Test or AUTOMATIC Hose CONNECTORS.—A service test 
of the automatic hose connectors manufactured by the Robinson 
Coupler Company, Washington, D. C., has been in progress on 
the Canadian Northern since June 10, 1914. The cars equipped 
are in ore service on a branch line 165 miles long and it is under- 
stood that under varying weather conditions the equipment has 
required no attention for renewals or repairs, tight joints having 
been maintained with temperatures as low as 35 deg. below zero. 


MACHINE Recorps.—Some method of recording the location and 
movements of machines 1s necessary, particularly in large plants 
and those in which an appraisal is to be kept up to date.— 
American Machinist. 
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METALLIC SALTS PYROMETERS 


A method of measuring high temperatures wherever heat is 
applied has been developed by the Carl Nehls Alloy Company. 
Detroit, Mich., and is based upon the melting points of various 
mixtures of metallic salts. Molecular mixtures of metallic salts 
are made up which have melting points ranging between 220 deg. 
and 1,330 deg. Centigrade. Practical means have been devised for 
using these mixtures in place of costly instruments. They are 
also very useful for checking other pyrometers. 

The mixtures are made up in two forms, the solid and the 
paste. In the solid form they are cast into cylinders, 7/16 in. in 


diameter and 34 in. long. Each cylinder is wrapped in paper 
on which is printed its correct melting temperature in degrees 
Centigrade. 


For all temperatures below 500 deg. Centigrade 


Method of Temperature Indication in Metal or Salt Bath Furnace 


(932 deg. F.) the cylinders, which are known as Sentinel pyrom- 
eters, may be used in air-tight glass tubes, especially provided 
for that purpose. The same cylinder may thus be used repeat- 
edly. For other purposes where the use of the tubes is not prac- 
ticable small porcelain saucers are provided which prevent the 
wasting of the salts and the littering up the place where they are 
used. This also enables the same salts to be used several times 
before renewal is necessary. 

In the paste form the mixtures are packed in tins, each of which 
contains enough to make several hundred determinations. The 
temperature at which furnaces, ovens, retorts, steam pipes, etc.. 
are operating may be determined by placing a steel bar on which 
a small amount of the various pastes has been daubed, in the 
furnace or against the part. The temperature will be between the 
melting points of the last paste to melt down and the one having 
the next higher melting point. By using a long bar one can 
determine whether the temperature is uniform in the front and 
back, top and bottom, or the corners of a furnace, oven or kiln. 

This method of determining temperatures is especially useful 
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in connection with the hardening of tools in a forge fire. A 
paste is selected that represents the correct hardening tempera- 
ture for the tool and a small amount daubed on the tool. The 
melting of the paste clearly indicates the time when the tool can 
be taken out of the fire and quenched. Surrounding the tool with 
a piece of sheet steel or inserting it in a piece of gas pipe will 
add to the accuracy of the results by keeping the paste from 
coming in contact with the fuel. 

A method of using the Sentinel cylinders is shown in the illus- 
tration. Two tubes or pipes with plugs in the bottom ends are 
placed in the furnace. Sentinel cylinders from different melting 
temperatures are dropped into the tubes and metal rods are 
stood on top of the cylinders. When the cylinders melt the 
rods will drop to the bottom of the tubes. When one rod is 
lowered and the other is not the temperature is between the 
melting points of the two cylinders. These need be only 10 
degrees apart. This is very useful for finding the temperature 
of molten metals, salt bath furnaces, etc. 


SANITARY DRINKING FOUNTAIN FOR 
PASSENGER CARS 


A combined drinking fountain filter for passenger cars has 
been brought out by Henry Giessel & Co., Chicago, and has 
been giving good results in service on one of the western roads. 
It is known as the “North Pole" sanitary drinking fountain, and 
is made up of a filter, a storage tank for the filtered water, a 
cooling pan and an ice box. The fountain occupies a space 
14 in. by 17 in. by 48 in, and all parts are accessible for in- 


Sanitary Drinking Fountain Applied to a Passenger Car 


spection. Water from an overhead tank flows to the filter at 
the top of the fountain and is filtered through Tripoli rock, 
then passing to the storage tank directly below. From this tank 
it passes to the cooling pan in the ice box, which is a small 
vessel of watertight construction. The ice surrounding the cool- 
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ing pan lowers the temperature of the drinking water to a de- 
sirable degree without permitting any of the ice water to mix 
with the drinking water. 

The metals used in the construction of the fountain are non- 
corrosive throughout. The filter case is made of galvanized 
malleable iron and heavy tinned sheet brass. The storage tank 
and cooler are made of heavy galvanized iron sheets. The cool- 
ing pan is made of galvanized gray iron. All the pipes and fit- 
tings are also galvanized and the parts exposed to view are fin- 
ished in German silver. The filter is in the shape of a cylinder 
with its core removed; the water seeps through from the out- 
side to the inside and passes directly to the storage tank. The 
liter material does not absorb the impurities of the water, and 
may readily be cleaned by scrubbing in water with a stiff brush. 
It may be removed and cleaned in about five minutes and should 
be cleaned every few days. 

Aside from its sanitary characteristics, the principal features 
of this drinking fountain are the cheap grade and small quan- 
tity of ice that may be used. Comparative tests between this 
and an ordinary water cooler in passenger cars between Chicago 
and Kansas City showed a saving of 73.6 per cent in the amount 
of ice used and 80 per cent in the cost of the ice in favor of the 
sanitary fountain, the temperature of the drinking water averag- 
ing 49 deg. for the sanitary fountain and 38 deg. for the ordi- 
nary water cooler. Less care is required in the maintenance 
of this cooler than of the ordinary cooler, a general cleaning 
being necessary only when the cars are shopped. Provision is 
made for draining the entire system when the car is out of 
service and without heat in cold weather. 


CHASER GRINDER 


A machine for grinding thread cutting dies, especially de- 
signed to meet the requirements of users of dies made by the 
Landis Machine Company, Waynesboro, Pa., has recently been 
brought out by that company. The machine is of a duplex na- 


Chaser Grinder and Disc Sharpener for the Cutters of Roller Pipe 
Cutting Machines 


ture, one side being fitted with an attachment for handling all 
sizes of Landis chasers and the other with a device to sharpen 
the disc cutters of roller pipe cutting machines. It may also 
be used to grind tools, for lathes, planers, shapers, etc. 

The chaser grinding attachment has adjustment in both hori- 
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zontal and vertical planes with suitable graduations for con- 
trolling the lead and rake angles of the dies. Both the trans- 
verse and longitudinal feeds are in horizontal planes, a feature 
which insures accurate grinding. The table is gibbed at both 
slides and furnished with an overhang to protect the guides from 
emery dust. The disc cutter grinding attachment 1s operated by 
hand and has both vertical and horizontal adjustments. An 
adjustable rest is also provided to facilitate the handling of 
miscellaneous tools. 


AUTOMATIC FACING TOOL 


The facing of bosses and other similar work with the ordinary 
flat spot facing tool has always been a troublesome operation 
owing to the difficulty of getting the tool properly started into 
the work. The cutting edge of the tool is usually ruined in 
scraping off the scale so that it must be either reground or re- 
placed by a sharp tool before the operation can be completed. 
A facing tool designed to overcome these difficulties has recently 
been introduced by the Mummert-Dixon Company, Hanover, Pa. 
This tool is provided with a Morse taper shank and is readily 
applied to a drilling machine spindle whenever work of this 
kind is to be done. 

By referring to the illustration it will be seen that the tool 
takes an ordinary lathe tool bit, which has a radial movement 
from the center outward controlled by means of a feed screw. 
The operation is therefore the same as facing on a lathe. The 
tool gets beneath the scale at the start and breaks it away as it 1s 
fed across the work. The feed is effected by means of the 


Facing Tool for Drill or Milling Machine 


knurled ring on the upper face of the tool, which is either 
gripped with the hand or held by means of a pin inserted in 
one of the holes in the knurled edge, and placed against the 
frame of the machine. The pilot fixture attached to the bottom 
face of the tool is designed to enter the hole in the center of 
the boss and steady the tool. Thimbles of various sizes may be 
placed on the pilot spindle in order that it may be used in holes 
of any size. In case there is no hole in the boss when the facing 
is done the cone center and drill pilot may be used. After the 
work has been centered the drill attachment is removed and the 
tool steadied by means of the cone center. When the tool 1s 
used on a boring mill or other machines with rigid spindles, the 
use of either guide is unnecessary. 

This tool is claimed to increase the rapidity with which work 
of this kind may be done. The tool bit may he readily removed 
for sharpening and replaced by another with no more trouble 
than is required to remove the bit from an ordinary lathe tool. 
The Morse taper shank is furnished in three standard sizes to 
fit any drill spindle. The tool is made in 4-in. and 6-in sizes, 
indicating the maximum diameter which it will face. 
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EYE PROTECTORS FOR MACHINISTS AND 
GRINDERS 


A goggle especially designed to meet the requirements of 
machinists and grinders has recently been placed on the market 
by T. A. Willson & Co., Inc., Reading, Pa., in the construction 
of which considerable attention has been given to comfort as 
well as to eye protection. By the use of a special frame design, 
the weight is made very light without sacrificing the ability to 
withstand rough usage in the shop. An adjustable bridge en- 
ables the wearer to easily fit the goggles to his face. This bridge 
is pliable, strong and securely attached to the eye wire. The 
bridge does not touch the top of the nose at all, but the weight of 
the glasses is distributed over the sides of the nose and cheeks. 
This construction makes it possible for the goggles to be worn 
over other glasses. 

It is of the greatest importance that grinders and machinists 
be protected from emery dust and grit which whirl around the 
sides of glasses. The light fine-mesh wire sides of these goggles, 
it is claimed, give complete protection at the sides without being 
uncomfortable to the wearer. Comfort is further assured by the 
flexible half cable temples, which easily conform to any face and 
do not pull or cut into the ears. A fine quality glass is used to 
insure freedom from eye strain, and lenses may be easily and 
quickly replaced by simply loosening one of the screws of the 
end-piece. Being made entirely of rust-proof metal, the goggle is 
perfectly sanitary and can be thoroughly sterilized at any time. 

Several types of goggles are included in the line being placed 
on the market by this company, each designed to meet the re- 
quirements of a certain class of service. For chipping, a frame 
is used which is especially adapted to prevent glass flying inward 
should a lens be broken. 


STRENGTH OF BaLL Bearincs.—In an accident due to high wa- 
ter the car lighting dynamo of a Santa Fe combination coach and 
mail car was badly damaged, the armature shaft, which was 1% 
in. forged steel, being bent and the dynamo pulley entirely 
broken up. The dynamo was a Bliss type O; equipped with two 
No. 412 S. K. F. ball bearings. The dynamo suspension and the 
generator frame were both badly sprung, the latter being suf- 
ficiently out of round so that two of the pole faces bound on 
the armature. The armature itself was not injured, but the force 
which caused the bending of the shaft was great enough to 
break up both the end housings which enclose the bearings. 
The bearings themselves, which acted as fulcrums, over which 
the shaft was bent, were entirely uninjured and will be returned 
to service without any repairs. 


Bronze JouRNAL Bearinc.—The American Metal Company, 
Pittsburgh, Pa., has recent tested a 22-lb. bronze journal bear- 
ing placed under the tender of a Pacific type locomotive on the 
Baltimore & Ohio. This engine ran 51,000 miles with only 
1/32 in. wear of the bearing, while the other bearings on the 
tender were rebabbitted six times each. The composition of 
these bearings is 65 per cent copper, 30 per cent lead and 5 per 
cent tin; they are heat treated in crucibles and are solid bronze 
castings, requiring no babbitt surface. An extreme test of this 
metal was made under a rolling table of a 108 in. plate mill at 
the Jones, Laughlin Steel Company's plant at Pittsburgh. The 
minimum weight on these bearings was estimated at 10,000 Ib. 
Two 75-Ib. brasses gave continuous service for four weeks, or 
twice as long as the ordinary phosphor bronze bearing. and on 
account of the position of the bearings it was impossible to 
lubricate them during the test. The graphite in the lead acts as 
a lubricant and thus reduces the amount of lubricant required. 


GRINDING WHEELS.—In many cases, as a grinding wheel wears 
down the speed of the wheel is allowed to diminish. When 
this is the case the grain depth of cut will be increased on ac- 
count of the diminished wheel speed, as well as because of the 
smaller wheel.—A merican Machinist. 


lhe large roundhouse of the Duluth, Winnipeg & Pacific at 
Duluth, Minn, was destroyed by fire December 25. Several 
locomotives were damaged. 


The shops of the St. Louis, Iron Mountain & Southern at 
Argenta, Ark., which were closed recently were reopened on 
December 1, 1914, putting 600 men back at work. 


The Baltimore & Ohio Chicago terminal repair shop at East 
Chicago. Ind., was seriously damaged by fire recently. Some 
damage was also done to the cars in the shop. 


The Southern Pacihc Co. issued an order effective Decem- 
ber 21, 1914, calling back to work 1.600 men who were laid 
off at the Los Angeles shops during the latter part of 
October. 


The safety supervisor of the El Paso & Southwestern an- 
nounces that the number of employees injured during the 
month of October, 1914, was less than half the number reported 
in October, 1913. 


President Kenly, of the Atlantic Coast Line, announces 
that reductions of from 6 per cent to 10 per cent have been 
made in the salaries of all persons in the employ of the com- 
pany receiving $200 or more a month. 


l'oty or more railroad employees arrested recently at 
Pinner's Point (Norfolk) Va., for working at the freight sta- 
ton on Sunday, were fined five dollars apiece. The South- 
ern Railway, acting in behalf of its employees, appealed the 
case to the Norfolk County Circuit Court. 


The safety and efficiency bureau of the San Pedro, Los An- 
geles & Salt Lake reports a reduction of 33.9 per cent in the 
number of injuries to employees for the year ending October 
31, 1914, as compared with the preceding year. Three employees 
were killed, the lowest record in the history of the road. ex- 
cept that for 1909, when three were killed. 


The new car shops for the Chicago & Eastern Illinois at 
Oak Lawn, near Danville, Ill., adjoining the locomotive re- 
pair shops, were completed December 1, and the new build- 
mg was put into use at once. At the same time the old shops. 
which had been closed for some time, resumed operations 
with a full force working 40 hours a weck. 


In the vard of the Boston & Maine at Somerville (Boston) 
Mass, about 2 o'clock in the morning of December 17 last. the 
police took into custody 118 tramps, who were found in pas- 
senger cars, where they had expected to spend the night in the 
comfortable atmosphere of the cars, which were being kept 
warm for use early the next morning. On being searched at 
the police station, not a cent of money was found among the 
whole crowd. 


The Bureau of Mines, of the Interior Department, has 
tight mine-rescue cars traveling through the different min- 
Ing districts, giving instructions to miners in rescue, first aid 
and safety methods. The bureau also has five mine-rescue 
stations in different coal fields from which it is carrying on 
similar work, Legislation now pending in Congress will, if 
enacted, provide for continuous operation of cars throughout 
the year. Most of the railroads haul the cars free. 


At the evening session of the annual meeting of the Ameri- 
can Society of Mechanical Engineers in New York, Decem- 
her 2, 1914, the John Fritz Medal was awarded to Prof. John E. 
Sweet, honorary member and past president of the society. 
‘tor his achievements in machine design and for his pioneer 
work in applying sound engineering principles to the con- 
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struction of the high speed steam engine." This medal is 
awarded by the four national engineering societies. 


Work was resumed on December 1, 1914, at the shops of the 
Wheeling & Lake Erie at Brewster, Ohio, and Ironville, in 
compliance with an order by Judge John H. Clarke, of Cleve- 
land, to the receiver of the railroad. The shops had been 
practically idle for two months and repairs to cars had been 
reduced for reasons of economy in order to meet certain 
interest payments. This policy the court criticized, as neither 
wise from an economical standpoint nor just írom a social 
point of view. 


Although it was reported recently that the members of the 
shop craft unions had voted to call off the strike which was 
declared in September, 1911, on the Illinois Central and the 
Harriman lines, announcement has since been made by the 
railway department of the American Federation of Labor 
that the boilermakers voted in favor of calling off the strike, 
but that their vote was not large enough to offset the vote of 
the machinists, blacksmiths, car men and sheet metal 
workers. 


The Brotherhood of Railroad Trainmen has filed a state- 
ment with the Missouri recorder showing that a total of 
$16,056 was expended in the campaign for the passage of the 
full crew bill, which was defeated by referendum vote at the 
election on November 3, 1914. The Missouri Legislative Commit- 
tee of the brotherhood, according to the statement, collected 
$15,880, leaving a deficit of $176. It is stated that the mem- 
bers of the Brotherhood of Railroad Trainmen contributed 
$14,680 and that $1,200 was contributed by the Order of 
Railway Conductors. 


Mr. Love, chairman of the Oklahoma Corporation Commis- 
sion, is reported as proposing to ask each high school and 
higher educational institution of the state to offer, as a part 
of its course of study, instruction in the making and adjust- 
ment of freight rates. He wants to give the next generation 
in Oklahoma a general knowledge of railroad rates, their ap- 
plication and adjustment, which, he savs, are all Greek to the 
average citizen. Mr. Love must be of an optimistic tempera- 
ment. It he really wishes success he should begin by giving 
the boys a couple of years of real Greek, as a preliminary 
training. 


The Baltimore & Ohio recently sent four superintendents 
on a trip of inspection to the Pacific coast, to be gone ten 
days; and on the return of the party, four other superintend- 
ents will be sent on a similar journey but by a different route. 
The men going on the first trip are H. B. Voorhees, G. D. 
Brooke, J. C. Hagerty and E. W. Scheer; and those on the 
second trip, R. N. Begien, F. B. Mitchell, E. T. White and 
M. V. Hynes. It is expected that all the general and division 
superintendents of the company will make trips of this kind, 
occasion being taken to send them now while business is 
below normal. 


The executive committee of the Chicago Association of 
Commerce has adopted a resolution in favor of setting the 
clocks throughout the nation ahead one hour in order to 
secure more daylight aíter working hours in the summer 
months. The resolution also asked the United States Cham- 
ber of Commerce to consider the question at its annual meet- 
ing in February, in Washington, with the idea of bringing 
about a nation-wide movement in favor of the change. A 
special committee of the association held a meeting last weck 
to consider a plan for adopting Eastern time for Chicago in- 
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stead of Central, but so much opposition was expressed by 
railroad men present, on account of the confusion which 
would result if Chicago made the change, that it was decided 
to push the movement along national lines. 


The Nashville, Chattanooga & St. Louis has recently placed 
orders for additional machinery to be used in the equipment 
and enlargement of its shops at Nashville so that 1,000 freight 
cars may be built by the company annually. The impelling mo- 
tive in this decision on the part of president John Howe Peyton 
and general manager D. B. Carson was not alone the economy, 
but in order that employment might be given to some of the 
old and efficient employees of the company and that the: unem- 
ployed in this section might have an opportunity to secure work. 
It is estimated that between 400 and 500 additional men will be 
used in the car-building department of the road and that work 
will begin early this year. The new equipment necessary will 
cost $30.000 and the shops will eb rearranged and thoroughly 
modernized. 


The House Committee, at Washington, has reported the 
Post office appropriation bill for the next fiscal year, with a 
rider in which are embodied the provisions of the Moon bill 
ior changing the basis of railway mail pay; and Mr. Peters, 
the chairman of the Railways’ Committee, says that an at- 
tempt is being made to secure from the Rules Committee a 
rule to facilitate the passage of the proposed new legislation. 
Mr. Peters reiterates his declaration that the provision of 
the Moon bill for payment to the railways on the basis of 
space occupied is not only unfair in principle, but embodies 
rates per mile very much too low. With the space in a car 
fully loaded, the compensation would amount in many cases, 
to less per ton per mile than ordinary rates for the trans- 
portation of coarse commodities by freight train. The rail- 
roads are now losing not less than eight millions annually 
because of the parcel post, and if the space rates are adopted 
this loss will be still greater. The small railroads, which are 
now the worst sufferers from inequitable rates, would lose 
from 25 per cent to 65 per cent additional if the plan should 
be adopted. 


CORRECTION 


In the article in the December, 1914, issue, page 614, describ- 
ing the Chesapeake & Ohio Pacific type locomotives, reference 
was omitted, through an accident, to the fact that the locomo- 
tives are equipped with the type C Street stoker manufactured 
by the Locomotive Stoker Company, Schenectadv, N. Y. 


INTERNATIONAL RAILWAY CONGRESS POSTPONED 


Word has been received from Berlin that because of the war 
all preparations have been broken off for the ninth session of 
the International Railway Congress, which was to have been 
held there next June. The congress, whose membership con- 
sists of governments and companies operating more than half 
of the earth’s railway mileage, is perhaps the most important 
railroad association in the world. Its sessions are held every 
five years, the last having occurred at Berne, Switzerland, in 
1910. They are devoted to the discussion and interchange of 
ideas on questions of railway maintenance, equipment and oper- 
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ation. The German government was to have acted as host, and 
it was understood that Kaiser Wilhelm would have opened the 
convention. Some of the American "reporters" have already 
prepared their papers for the congress. 


SUPPLY MEN'S GIFTS DISAPPROVED 


President Ripley, of the Atchison, Topeka & Santa Fe, pub- 
lished in the December issue of the Santa Fe Magazine the 
following letter addressed to all employees : 

"Most individuals and companies dealing in railroad supplies 
have given up the practice of sending Christmas presents to 
railroad employees and officials. Ilowever, to a certain extent 
the practice was in evidence last year. I have always been 
opposed to this practice, have discouraged it, and am glad that 
it is decreasing. I want Santa Fe men to take such action as 
seems proper to eliminate it entirely. I appreciate that many 
of the presents given are tokens of friendship extending over 
many years; nevertheless the practice is bad, and certainly so 
where the presents have any value. The high standing enjoved 
by Santa Fe men makes it all the more desirable that the prac- 
tice cease." 


RESEARCH FELLOWSHIPS AT UNIVERSITY OF 
ILLINOIS 


The engineering experiment station of the University of Illi- 
nois announces that four vacancies will be filled at the close of 
the current academic year in the research fellowships, ten of 
which have been maintained since 1907. These fellowships, each 
of which carries an annual stipend of $500, are open to gradu- 
ates of approved universities and technical schools, appointment 
being made for two consecutive collegiate years. Not more than 
half the time of a research fellow is required for the work to 
which he is assigned, the remainder being available for graduate 
study, and at the end of the two vears, if all requirements have 
been met, the master's degree 1s granted. The subjects covered 
in this research ‘work include architecture, chemistry, civil en- 
gineering, electrical engineering, mechanical engineering, mining 
engineering, municipal and sanitary engineering, physics, rail- 
way engineering and theoretical and applied mechanics. Nomi- 
nations to these fellowships are based on character, scholastic 
attainment and promise of success, preference being given to ap- 
plicants who have had some practical engineering experience 
since completing their undergraduate work. Applications for 
nomination must be received by the Director, Engineering Ex- 
periment Station, University of Illinois, Urbana, Ill, not later 
than February 1. 


MEETINGS AND CONVENTIONS 


International Railway General. Foremen’s Association.—At a 
recent meeting of the executive committee of the International 
Railway General Foremen’s Association, it was decided to hold 
the 1915 convention at Hotel Sherman, Chicago, July 13-16, in- 
clusive. 


International Engtnecring Congress.—Some confusion seems 
to have arisen between the International Electrical Congress, 
which it was proposed to hold in San Francisco in September. 
1915, and the International Engineering Congress, which, as 


RAILROAD CLUB MEETINGS 


Nex : 

Club i OF Title of Paper i Author | Secrctary Address 
Canadian ....... Jan. 12 ' Preventing Damage to Freight........... "Various authors ....' James Powell .. .ISt. Lambert, Que. 
Central ......... Jan. 8 | Electric Railway Night............ eese. pO NEP PM NE Harry D. Vought..95 Liberty St.. New York. 
New England...., Jan. 12 | Making Friends ................ esee. R. V. Wright....... l Wm. Cade, ]r...16083 Atlantic Ave.. Boston, Mass. 
New York....... Jan. 15 | Practical Methods of Tonnage Rating..... qoNIScCDalVssvexicex Harry D. Vought.|95 Liberty St., New York. 
Pittsburgh ...... Jan. 23 ! Prime Movers: i... si Awe oie we ee iH. P. Herr......... _J. B. Anderson..|207 Penn. Station, Pittsburgh, Pa. 
Richmond ...... Jan. 1! | General Electric Electric Cars............ bie F. Layng......... iF. O. Robinson.. |C. & O. Ry., Richmond, Va. 
St. Lonisea cent a8 h aae ted E E E ala — preteen enne B. W. Frauenthal Union Station, St. Louis, Mo. 
South n & S wm |. Jan. 21 | Electric Welding ccitoREe e Ib RR RR PERIERE EPI A. J. Merrill..... 218 Grand Bldg., Atlanta, Ga. 
Western ........ Jan. 19 | Economies in Freight Car Repairs........ | H. H. Marvey...... | Jos. W. Taylor..|1112 Karpen Bldg., Chicago, Ill. 


January, 1915 


previously announced in these columns, is to be held during the 
same month. Owing to the unfortunate situation existing abroad, 
it has been decided by the governing body of the American In- 
stitute of Electrical Engineers to indefinitely postpone the hold- 
ing of the Electrical Congress. This does not affect the Inter- 
national Engineering Congress, which is to be held as originally 
planned. 


American Society of Mechanical Engineers.—At the annual 
meeting of the American Society of Mechanical Engineers, held 
in New York, December 1-4, John A. Brashear, Pittsburgh, Pa., 
was elected president, and Henry Hess, of Philadelphia, Pa., 
George W. Dickie, New York Shipbuilding Company, Camden, 
N. J, and James E. Sague, Poughkeepsie, N. Y., were elected 
vice-presidents. Charles T. Main, Winchester, Mass., Spencer 
Millr, The Lidgerwood Manufacturing Company, New York, 
and Max Toltz, St. Paul, Minn., were elected managers. Morris 
L. Cooke, Philadelphia, was elected manager to fill an unexpired 
term, and William H. Wiley was elected treasurer. 


American Society of Mechanical Engineers.—The second meet- 
ing of the season of 1914-15 of the Chicago Section of the 
American Society of Mechanical Engineers will be held in the 
La Salle Hotel, Chicago, January 8, 1915. The following papers 
will be presented :—Locomotive Superheaters, by R. M. Oster- 
mann, assistant to the vice-president, Locomotive Superheater 
Company; Locomotive Stokers, by Clement F. Street, vice-presi- 
dent, Locomotive Stoker Company, and Railway Economics, by 
Willard A. Smith, president, Railway Review. The first two 
papers will be discussed by Robert Quayle, general super- 
intendent of motive power and car departments, Chicago & North 
Western; H. T. Bentley, superintendent of motive power, Chi- 
cago & North Western; D. F. Crawford, general superintendent 
of motive power, Pennsylvania Lines West, and Dr. W. F. M. 
Goss, past-president of the society and chief engineer of the 
Chicago Association of Commerce Committee on Smoke Abate- 
ment and Electrification. The last paper will be discussed by 
H. H. Vaughan, assistant to the vice-president, Canadian Pacific, 
and W. H. Marshall, president, American Locomotive Company. 

All members of the Western Railway Club are invited to 
attend and all persons desiring to attend the dinner at 6.30 p. m. 
should notify the secretary, H. M. Montgomery, 316 Home In- 
surance building. Chicago. immediately. Those wishing to at- 
tend the reading of the papers only will be admitted at 8 p. m. 
The dinner will be served at $1.50 per person. 


; The following list gives names of secretaries, dates of next or regular 
leetings, and places of meeting of mechanical associations. 


AR Braxe AssociatTIoN.—F. M. Nellis, 53 State St., Boston, Mass. Con- 
vention, May 5-7, 1915, Hotel Sherman, Chicago. 


CAN RaiLway Master Mecnanics’ Association.—J. W. Taylor, Kar- 
pen building, Chicago. Convention, June 9-11, 1915, Atlantic City, 


AMER; 


AMERICAN RarLway TooL ForeMen’s AssociarioN.— Owen D. Kinsey, Ili- 
nois Central, Chicago. Convention, July 1915, Chicago. 

Can Society FOR Testing Marteriacs.—Prof. E. Marburg, University 

n of Pennsylvania, Philadelphia, Pa. 

AMERICAN Society oF MECHANICAL ENcINEERS.—Calvin W. Rice, 29 W. 

C hirty-nirth street, New York. 

OREMEN'S ASSOCIATION OF CHicAcO.—Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

InteRCHANGE CAR INSPECTORS’ AND Car FOREMEN's ASSOCIATION.— 
. Skidinore, 946 Richmond street, Cincinnati, Ohio. 

TERNATIONAL RAILWAY FuEL Association.—C. G. Hall, 922 McCormick 
Ix building, Chicago. Convention, May 17-20, 1915, Chicago. 

NATIONAL RAILWAY GENERAL FOREMEN’S AssociATION.— William Hall. 

1126 W. Broadway, Wi:onra, Minn. Convention, Jaly 13-16, 1915, 

Hotel Sherman, Chicago. 
“TERNATIONAL RAILROAD Master BLACKSMITHS’ AssOCIATION.—AÀ. It. Wood- 
M worth, Lima, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

ASTER Borer MAKERS’ AssociatTion.—Harry D. Vought, 95 Liberty street, 
Mas New York. Convention, May 26-28, 1915, Chicago, Ill 
TER Can Buitpers’ AssociaTIon.—J. W. Taylor, Karpen building, Chi- 
Cago. Convention, June 14-16, 1915, Atlantic City, K. J. 
ER Can AND Locomotive PAINTERS’ Assoc. oF U. S. AND CaANaDA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September, 14-17, 
N 1915, Detroit, Mich. 
Ucara Frontier Car MEN's ASSOCIATION.—E. Frankenberger, 623 Bris- 
Ra bane building, Buffalo, N. Y. Meetings monthly. 
way STOREKEEPERS’ AsSOCIATION.—J. P. Murphy, Box C, Collinwood, 
1 Ohio. Convention, May 17-19, 1915, Hotel Sherman, Chicago. 
MYRttxG ExGINEERS' AssociATION.—W. O. Thompson, N. Y. C. & H. R., 
East Buffalo, N. Y. Convention, September 1915, Chicago, IN. 
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PERSONALS 


It is our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring thts about. 


GENERAL 


T. U. Brown has been appointed supervisor of locomotive 
operation on the lines north and west of Columbia of the Sea- 
board Air Line, with headquarters at Hamlet, N. C. 


W. GiLLEsPIE, master car builder of the Central Vermont at 
St. Albans, Vt, has been appointed mechanical superintendent 
in charge of motive power and car departments, and the position 
of master car builder has been abolished. 


H. C. Oviatt, whose appointment as assistant mechanical 
superintendent of the New York, New Haven & Hartford, in 
charge of the newly established bureau of fuel economy, with 
headquarters at New 
Haven, Conn, has al- 
ready been announced in 
these columns, was born 
on December 5, 1871, at 
Milford, Conn., and was 
educated in the gram- 
mar school of his native 
town. He began rail- 
way work on May 23, 
1889, as a locomotive 
fireman on the New 
York, New Haven & 
Hartford. Iu July, 1894, 
he was promoted to lo- 
comotive engineman, and 
in February, 1900, was 
appointed air brake in- 
spector. Three years 
later, he was appointed 
foreman of engines. and 
in August, 1904, was 
promoted to master me- 
chanic on the same road. He subsequently served as general 
inspector of the mechanical department, and in May, 1913, was 
appointed assistant mechanical superintendent. The following 
September, ke was appointed superintendent of the Old Colony 
division, which position he held until November 9, 1914, when 
he was appointed to his present position. 


H. C. Oviatt 


C. H. SEABROOK, superintendent of machinery of the Inter- 
national & Great Northern, with headquarters at Palestine, Tex., 
has resigned, effective January 1. 


Irwin A. SxipERs has been appointed fuel inspector, a position 
recently created by the Philadelphia & Reading, with head- 
quarters at Reading, Pa. Mr. Seiders has been continuously 
in the service of the Philadelphia & Reading for 33 years, hav- 
ing entered the Tamaqua shops as a laborer early in the year 
1882. He served in various capacities in the shop, station. and 
train service until September, 1888, when he entered the engine 
service as fireman. He was made road foreman ofí engines in 
April, 1907, in which capacity he served until his recent ap- 
pointment as fuel inspector. 


S. S. Stirrey has resigned as superintendent of motive power 
of the Toledo & Ohio Central and the Zanesville & Western, 
and that office has been abolished. 


T. A. SUMMERSKILL, superintendent of motive power of the 
Central Vermont at St. Albans, Vt., has been assigned to other 
duties and the office of superintendent of motive power has 
bcen abolished. 
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MASTER MECHANICS: AND ROAD FOREMEN OF 
ENGINES 


N. M. Barker has been appointed master mechanic in charge 
of locomotive, car and supply departments of the Copper Range 
Railroad, at Houghton, Mich, succeeding John A. Berg, as- 
signed to other duties. 


J. R. Bissett has been appointed road foreman of engines of 
the South Carolina division of the Seaboard Air Line at Savan- 
nah, Ga., and the River Junction Line, formerly under the super- 
vision of the road foreman of engines of the Florida division, 
is now under the supervision of Mr. Bissett. 


J. A. Cassapy, master mechanic of the Alabama Great South- 
ern at Birmingham, Ala., has been appointed master mechanic 
of the Cincinnati, New Orleans & Texas Pacific, at Somerset, 
Ky., succeeding H. B, Hayes. 


J. J. CLARK, formerly general foreman of the Missouri, Kansas 
& Texas at Walnut Springs, has been made master mechanic 
at Waco, Texas. 


H. Cramer, road foreman of engines of the Seaboard Air 
Line at Savannah, Ga., has been appointed supervisor of loco- 
motive operation of the lines south of Columbia, with headquar- 
ters at Jacksonville, Fla. 


J. E. Fitzsimons, master mechanic of the Central Vermont 
at St. Albans, has been assigned to other duties and the position 
of master mechanic has been abolished. 


A. HarLMAN has been made road foreman of engines of the 
Missouri, Kansas & Texas at Smithville, Tex., succeeding C. E. 
Stanton. 


A. E. HAMLET, road foreman of engines of the North Carolina 
division of the Seaboard Air Line at Hamlet, N. C.. has been 
transferred to the Alabama division in the same capacity, with 
headquarters at Americus, Ga. 


G. W. HENRY has been appointed assistant road foreman of 
engines of the Cleveland division of the Baltimore & Ohio at 
Cleveland, Ohio 


D. W. HiccoiNS has been appointed road foreman of engines 
of the Rock Island Lines at Fairbury, Neb., succeeding W. D. 
Oakford. 


E. J. LANGHURST, assistant road foreman of engines of the 
New Castle division of the Baltimore & Ohio, has been appointed 
road foreman of engines at Parkersburg, W. Va. 


E. H. McCann has been appointed master mechanic of the San 
Antonio, Uvalde & Gulf, with headquarters at Pleasanton, Tex., 
succeeding J. II. Ruxton, resigned, whose title was superinten- 
dent of motive power. 


WiLLIAM McErRATH has been appointed road foreman of en- 
gines of the Rock Island Lines at Eldon. Mo., succeeding J. H. 
Wood. 


W. W. Payne has been appointed road foreman of engines 
of the North Carolina division of the Seaboard Air Line, at 
Hamlet, N. C. 


CAR DEPARTMENT 


A. D. Brice, assistant to the master car builder of the San 
Antonio, & Aransas Pass, has been appointed master car 
builder, with headquarters at Yoakum, Tex., succeeding W. T. 
Cousley, resigned. 


Wirus C. Demrster has been appointed car foreman of the 
Rock Island Lines at Pratt, Kan., succeeding T. J. Butler. 

N. E. Hooker has been appointed assistant foreman of the car 
department of the Erie at Cleveland, Ohio, succeeding J. E. Titz- 
gerald. 


C. E. Stone has been appointed general car foreman of the 
Missouri & North Arkansas, with headquarters at Harrison, Ark. 
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J. ^. WILHITE has been appointed car foreman of the Chicago 
Great Western at South Des Moines, Ia. 


SHOP AND ENGINE HOUSE 


Leon ATWELL, roundhouse foreman of the Southern Railway 
at Birmingham, Ala., has been made general foreman at Selma, 
Ala. succeeding T. S. Krahenbuld. 


J. A. Burton has been appointed night roundhouse foreman 
of the Chicago Great Western at South Des Moines, la., suc- 
ceeding George Bailey. 


G. A. HitLLMAN has been appointed erecting shop foreman of 
the Erie at Galion, Ohio, succeeding H. A. Kinsey. 


W. F. Moran has been appointed roundhouse foreman of the 
Rock Island Lines at Shawnee, Okla., succeeding A. Hamilton. 


F. K. Moses, foreman at the Garrett (Ind.) shops of the Bal- 
timore & Ohio, has been appointed master mechanic of the Balti- 


more & Ohio Chicago Terminal shops, at East Chicago, succeed- 
ing J. W. Fogg. 


S. E. MvuELLer has been appointed general foreman of the 
Rock Island Lines at Rock Island, IIl, succeeding R. J. Mc- 
Quade. 


Bert SMiTH has been appointed general foreman of the Rock 
Island Lines at Eldon, Mo., succeeding W. H. Burleigh. 


J. H. Stone has been appointed boilermaker foreman of the 
Erie at Marion, Ohio. 


F. E. WorrE has been appointed roundhouse foreman of the 
Chicago Great Western at Hayheld, Minn. succeeding A. T. 
Helmbrecht. 


PURCHASING AND STOREKEEPING 


E. J. Burns has been appointed storekeeper of the Albuquerque 
division of the Atchison, Topeka & Santa Fe at Winslow, Ariz. 


L. C. THomson has been appointed general storekeeper of the 
eastern lines of the Canadian Northern, with headquarters at 
Toronto, Ont. 


Eiprep D. Toye has been appointed storekeeper of the Ontario 
Grand division of the Canadian Northern, with headquarters at 
Toronto, Ont. 


OBITUARY 


MATTHEW CHARLTON, formerly master mechanic of the Louis- 
ville & Nashville Railroad, died of infirmities at his home in 
Louisville, Ky., on December 25, at the age of 84 years. 


CoLoNEL Epwarp D. Meter, formerly president of the Ameri- 
can Society of Mechanical Engineers, died on December 15 
in New York City at the age of 73. He was born in St. Louis, 
Mo., and graduated from Washington University in 1858. 
He subsequently spent four years in Germany at the Royal 
Polytechnic College in Hanover, and later became an ap- 
prentice at the Mason Locomotive Works, Taunton. Mass. 
After serving in the United States army during the civil war 
he entered the service of the Rogers Locomotive Works at 
Paterson, N. J. He subsequently was superintendent of ma- 
chinerv of the Kansas Pacific, now a part of the Union Pacific. 
In 1870 he became chief engineer of the Illinois Patent Coke 
Company. and two years later was secretary and construction 
engineer of the Meier Iron Company, and in 1884 organized 
the Heine Safety Boiler Company, of which he was president 
at the time of his death. Previous to 1908 he was president 
of the American Diesel Engine Company and introduced the: 
Diesel motor into this country. He was president of the 
American Boiler Manufacturers’ Association in 1898; presi- 
dent of the American Society of Mechanical Engineers in 
1910, and in 1913 represented that societv in Munich, at a joint. 
mecting with the German Engineering Society. 


Jantary, 1915 


SUPPLY TRADE NOTES 


The Eddystone plant of the Baldwin Locomotive Works has 
been put on full time, at least for the next month. 


H. K. Sheene has been appointed sales engineer of the Union 
Switch & Signal Company, with headquarters in room 2039 
Ralway Exchange building, St. Louis, Mo. Mr. Sheene will 
report to the resident manager at Chicago. 


H. C. Hequembourg, whose election to the vice-presidency 
of the Standard Chemical Company, Pittsburgh, Pa., has been 
announced in these columns, was born in St. Louis, Mo. He 
received his education at 
Dunkirk, N. Y., and 
spent the first 21 years 
of his business life with 
the Brooks Locomotive 
Works of that city in the 
positions, respectively, of 
bookkeeper, cashier and 
assistant secretary. When 
the American Locomo- 
tive Company was incor- 
porated in June, 1901, he 
was made its general 
purchasing agent, and 
has remained. in that po- 
sition up to the accept- 
ance of his new appoint- 
ment. The Standard 
Chemical Company is a 
refhiner of carnotite ores 


P LARA and produces radium, 
H. C. Hequembourg uranium and vanadium, 
Mr. Hequembourg as 


vice-president of the company will be its representative in thc 
tast and will have headquarters at 30 Church street, New 
York. He will also represeut the American Vanadium Com- 
pany in the cast. | 


Alexander Harvey. secretary of the Detrick & Harvey Ma- 
chine Company. Baltimore, Md., died in that city on November 22, 
vf pneumonia. Mr. Harvey was 57 years old, a native of Balti- 
more, and with Jacob N. Detrick organized the company bearing 
his name, in 1884. He leaves three sons and a daughter. 


T. A. Willson & Co., Inc., Reading, Pa., has been awarded the 
grand prize at the Second International Exposition of Safety 
and Sanitation, held at the Grand Central Palace, New York, 
trom December 12 to 19, 1914. The award was given to the com- 


Pany in recognition of the merits of the various Willson eye pro- 
lectors. 


By a recent decision of the directors of the Pullman Com- 
Pany, the work of building one steel sleeping car a day will con- 
"ue throughout the winter months. Because of the small de- 
mand for cars during the past few months a discontinuance of 
this Policy had been considered, but the recent decision will af- 
lord work to the men during the winter. ) 


| On December 10, 1914, Judge Hazel, of the Western District 
» New York, handed down a decision in the suit of the Safety 
SR Heating & Lighting Company vs. the United States Light & 
“ating Company, holding patent No. 747.686, issued to J. L. 
reveling, and owned by the former company, valid and in- 
nged by the apparatus of the latter company. There were 
“ght claims in the suit and all were sustained. The patent 
“Vers regulating devices for regulating the output of a variable 
Peed generator and means for controlling the regulating de- 
“ices to determine the output. 


C 
í 


Arthur E. Jackman has been appointed manager of the ma- 
nery department of the Walter A. Zelnicker Supply Com- 
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pany, St. Louis, Mo., succeeding J. J. Hilpirt, who has re- 
signed to become storekeeper of Cia. Mexicana De Petroleo, "El 
Aguila” S. A. at Tampico, Mex. Mr. Jackman was at one time 
general manager of the Sea View Railroad and the Narragan- 
sett Pier Electric Light & Power Company. He was also for 
years in the railway and lighting department of the Westing- 
house Electric & Manufacturing Company, and left the position 
of superintendent of the East St. Louis, Columbia & Waterloo 
Railway to assume his present duties. 


The fire that destroyed part of the Edison Phonograph 
Works, at Orange, N. J., on December 9, did not in any way 
affect the Edison Storage Battery Company. One end of the 
large concrete buildings of thc battery works is across the 
street from Mr. Edison's private laboratory, which was saved, 
and this as well as the rest of the plant escaped unscorched. 
The fire started about 5:20 in the afternoon and was under 
control by 10 o'clock. The telephone exchange was in one 
of the burned buildings, but through the prompt action of 
the New York Telephone Company a temporary switchboard 
was working in the battery office before business hours the 
next morning and the Public Service Electric Company had 
emergency lines furnishing power nearly as soon. The business 
of the Edison Storage Battery Company, therefore, suffered no 
interruption whatever. 


Eli Stillson Hart, chairman of the board of the Rodger Ballast 
Car Company, Chicago, and one of Chicago's oldest residents, 


. died at his home, 2922 Prairie avenue, on November 23, after 


an illness of several 
weeks. Mr. Hart was 
born in Rochester, N. Y., 
in 1832. In 1855 he was 
graduated. from Hamil- 
ton College in the law 


school. He begen the 
practice of law in Clin- 
ton, la. and came to 


Chicago in 1856, where 
he continued his law 
practice as a member of 
a leading firm of that 
period. In 1874, owing 
to ill health, Mr. Hart 
gave up his legal work 
to engage in business. 
He was one of the 
founders of the Rodger 
Ballast Car Company, 
the success of which was 
due to his ability, and 
until his death he was 
chairman of board of directors. Mr. Hart’s integrity of char- 
acter, sound judgment and kindly humor made him many friends. 
He is survived by three children: Miss Gertrude W. Hart, H. 
Stillson Hart and Mrs. Evan A. Evans. 


Copyright by Moffett, Chicago. 
Ell S. Hart 


William F. Bauer, assistant manager of the railway depart- 
ment of the Edison Storage Battery Company, Orange, N. J., 
has been appointed manager of the Chicago office of that 
company, succeeding Charles B. Frayer, who retired on 
November 30 to devote himself to private interests. Mr. 
Bauer has been engaged in storage battery work for many 
years. In 1889 he was the electrician in charge of the original 
train lighting equipment of the  Pennsylvania's Chicago 
Limited, a lighting system designed by his father, then chief 
electrician of the Pullman Company. He later had experience 
with the Electric Accumulator Company, the Westinghouse 
Electric & Manufacturing Company, the Pullman Company 
and the Wagner Palace Car Company. In 1901 he entered the 
employ of the Consolidated Railway Electric Lighting & Equip- 
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ment Company and two years later was appointed chief electrician 
of the Missouri Pacific, in charge of car lighting. In 1906 
Mr. Bauer became sales engineer of the Electric Storage Bat- 
tery Company. He has been with the Edison Storage Bat- 
tery Company for about a year and is president of the Rail- 
way Electrical Supply Manufacturers’ Association. 


Charles Arthur Moore, president of Manning, Maxwell & 
Moore, New York, died of heart disease on board the steamer 
Rotterdam, on which he was en route for Naples. Aside from 
his position as president 
of Manning, Maxwell & 
Moore, he was president 
of the Shaw Electric 
Crane Company, Consoli- 
dated Safety Valve Com- 
pany, Ashcroft Manu- 
facturing Company, 
Hancock Inspirator 
Company, Hayden & 
Derby Manufacturing 
Company, United In- 
jector Company, and 
was a director of the 
Continental Insurance 
Company, the Liberty 
National Bank, the 
American Bank Note 
Company and the Na- 
tional Machinery Com- 
pany. Mr. Moore was 
born in West Sparta, 
N. Y, in 1845, and was 
educated in the public and private schools of Rochester, N. Y., 
and Lynn, Mass. He enlisted in the navy at the outbreak 
of the civil war and served throughout the war. He then 
became a salesman in New England, and in 1880 joined the firm 
of H. S. Manning & Co, of New York, forming the firm of 
Manning, Maxwell & Moore, manufacturing railroad supplies. 
In 1905 the business was incorporated and Mr. Moore became 
president and a controlling owner. Mr. Moore was a member 
of the Chamber of Commerce, National Civic Federation, New 
York Board of Trade and Transportation, American Society of 
Mechanical Engineers, Empire State Society of Sons of Revolu- 
tion, Ohio Society, St. Andrew's Society, Pilgrims of the United 
States and Society of Genesee. He was a member of the Auto- 
mobile Club of America, Army and Navy, Republic, Union 
League, Lotus, Engineers, New York Railroad, Machinery, Law- 
yers and Transportation clubs, and the founder and for ten 
years president of the Montauk Club. 


Charles A. Moore 


NEW SHOPS 


Missouri Paciric.— This company will build a 10-stall 95-ft. 
frame engine house at Horace, Kan., to replace the one recently 
destroyed by fire. The work will be done by company forces. 


OREGON-WASHINGTON RaitLRoAD & NAVIGATION COMPANY.— 
Work has been begun on the division terminal buildings of this 
company at Spokane, Wash., which consist of an 11-stall round- 
house, a machine shop, 80 ft. by 120 ft., a power house, 40 ft. by 
50 ft., a coaling plant, cinder pit and coach cleaning facilities. 
The power house will be of concrete construction, and the other 
buildings will have brick walls and mill constructed frames. 
Work is being done by company forces and the approximate cost 


will be $150,000. 


SouTHERN RaiLwaAv.— This company has given a contract to 
the Murphy Construction Company, East St. Louis, Ill. for the 
construction of an 18-stall roundhouse, machine shop building, 
store, oil and office building. at Denverside yard, East St. Louis. 
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CATALOGS 


VENTILATED COMMUTATING Pore Rattway Morongs.— The Gen- 
eral Electric Company, Schenectady, N. Y., has issued bulletins 
No. 44,403 and 44,405, describing the company’s commutating pole 
railway motors for 600 volt and 600/1,200 volt service. Both 
motors are described in considerable detail. 


Dust Guarps.—The National dust guard is the subject of a 
12-page booklet issued by the National Railway Equipment Com- 
pany, Toledo, Ohio. This dust guard is made entirely of steel 
and fiber and aside from the adjusting clamps consists of but 
three pieces. It is being tried out on nearly 100 different rail- 
ways. 


PorTABLE ELECTRIC Dritts.—Circular E-2, just issued by the 
Independent Pneumatic Tool Company, Chicago, Ill, deals with 
the Thor portable electric drills which are manufactured by this 
company. It contains four pages and includes illustrations and 
sizes of these tools, as well as tables giving the various char- 
acteristics of each. 


ToRCHES FOR STEEL Car Repairs.—The Mahr Manufacturing 
Company, Minneapolis, Minn., has issued an illustrated booklet 
devoted to the Mahr steel car repairing torches. These torches 
will burn either kerosene or crude oil and are fitted with inter- 
changeable nozzles. They are also made in sizes suitable for 
boiler shop and other work. 


PorTABLE ELECTRIC TooLs.—4AÀ catalog recently issued by the 
Neil & Smith Electric Tool Company, Cincinnati, Ohio, is de- 
voted to this company’s Ideal line of portable electrically-driven ` 
tools. The booklet contains 56 pages, thoroughly illustrated and 
describes a considerable number of types of electric grinders 
and buffers, drills, screw drivers, etc. Several pages are also 
devoted to electrically-driven saws and a table of grinding wheel 
speeds is included. 


RATCHET BRAKE Lever.—A 15-page booklet issued by the Pitts- 
burgh Railway Appliance Company, Farmers Bank building, 
Pittsburgh, Pa., deals with the Acme ratchet brake lever and con- 
tains a number of illustrations showing this type of lever in 
its different forms and applied to different classes of freight and 
passenger cars. Illustrations and descriptive matter are also in- 
cluded dealing with the universal journal box lid manufactured 
by the same company. 


Paint Tests.—An eight page leaflet has been published by 
the Joseph Dixon Crucible Company, Jersey City, N. J., as a 
supplement to the October, 1914, issue of Graphite, which is 
entitled The Atlantic City Steel-Fence Paint Tests. As the title 
indicates this pamphlet deals with the final report of inspection 
of the steel paint test fence which was presented at the meeting 
of the American Society for Testing Materials, held in Atlantic 
City in July of this year. A brief history of the test is given, 
followed by a discussion of the results as reported by the inspec- 
tion committee. 


STEEL PirE.— History, Characteristics and Advantages of Na- 
tional Pipe is the title of National bulletin No. 11-C issued by 
the National Tube Company, Pittsburgh, Pa. The second edi- 
tion, enlarged, was issued in November, 1914. This bulletin is 
a 48 page booklet and goes into the subject of steel pipe very 
fully. It is divided into chapters and is thoroughly illustrated. 
The National Tube Company has also issued recently informa- 
tion regarding the increase in the amount of steel pipe manu- 
factured from 1888 to 1913. In 1888 there were approximatelv 
500 tons of wrought iron pipe manufactured, while the amount 
of steel pipe manufactured was negligible. In 1905 the amount 
of wrought iron pipe manufactured had decreased to 452,797 
tons while the steel pipe manufactured had increased to 983,198 
tons. In 1913 the wrought iron pipe had decreased to 312,746 
tons and the steel had increased to 2,189,218 tons. 
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We print elsewhere in this issue an ar- 


Methods of . 
D i - hd ticle on the handling of men, by If. E. 
ealing With Gamble, foreman blacksmith of the Penn- 
Men 


sylvania Railroad, Altoona, Pa. Mr. 
Gamble has brought out some important points which should 
be carefully considered by all foremen. In substance, he 
advises the foremen to consider the men under them as men, 
and not as mere machines placed at their disposal and out of 
whom they are to extract the greatest amount of labor for 
the least possible cost. That this does not pay has been 
demonstrated many, many times. Fine, elaborate and ex- 
tensive systems of shop administration have utterly fatled sim- 
ply because the men on whom the system was supposed to 
operate were not given proper consideration. The value of 
the most ethcient machine may be entirely lost if the man 
operating it 1s not in accord with his superiors. The contented 
workman ts the dividend producer; his energy, mind and 
thought produce the actual results. The foreman who ob- 
tains the most from his men is the one who treats them as 
men and as he himself would like to be treated. The foreman 
is directly responsible for the work of his men and they have 
his reputation in their hands. Is it not logical, therefore, that 
he should seek to secure their interest and loyalty? 


In an editorial on this subject, page 558 
of ovr November, 1914, issue, aíter out- 
lining the conditions which resulted in 
the failure of a young man when he had 
been appointed to the position of engine house foremon, we 
stated that if the man had had a guiding hand at the terminal 
during the first few weeks, or even days, after he went there as 
foreman, he would probably have made good. In commenting 
on this editorial a correspondent said that it appealed to him 
particularly because of his own experience; he had been sent 
to relicve a foreman who left within a few hours after his 
arrival, giving him almost no opportunity to familiarize himself 
with conditions before the entire responsibility of the work was 
placed upon him. This is an example of the haphazard methods 
commonly employed in the appointment of engine house foremen. 

To thuse who are familiar with the way such appointments are 
very frequently made, and who have endeavored to devise some 
means of providing trained men for the position of foreman, the 
article on Training Engine House Foremen, by R. G. Gilbride, 
which appears elsewhere in this issue, should appeal particu- 
larly. Space does not permit of printing the form of examina- 
tion which accompanied Mr. Gilbride’s article, but it covers the 
general duties of the various classes of men employed in an 
engine house in a manner sufficiently thorough to show plainly 
by the answers a candidate makes to the various questions 
whether or not he is familiar enough with engine house work in 
general to undertake the duties of a foreman. This examina- 
ticn could, of course, be varied to suit the conditions on any 
particular road. If, after serving an apprenticeship, a young 
man were given this course of training, he should be capable 
of successfuliy assuming charge of an engine house, provided 
care were taken when selecting him as a candidate, to make sure 
that he possessed the qualifications desirable in an engine house 
foreman; indeed, if he were to fail after receiving such a train- 
ing it would seem that it must be because of a lack of some 
qualification other than training. 


The Training 
of 


Foremen 


Elsewhere in this issue ts published a paper 


Car 
on “Car Department Correspondence and 
Department " 
Reports," presented at the January meet- 
Correspondence ing of the Car Foremen's Association of 


Chicago. Mr. Claudy points out in this paper some of the im- 
portant items that make unnecessary correspondence. But 
neither he nor any of the members at the meeting spoke of the 
Tack of familiarity with the M. C. B. Rules that exists among 
some of the men employed in the car department. Interviews 
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with mechanical officers who are directly interested in the 
M. C. B. rules and price list have disclosed the fact that this 
is a large source of trouble. Incorrect billing is liable to cause 
more unnecessary correspondence than a wrong car number, 
for in addition to the letters of exception there may be letters 
-of explanation concerning the point at issue. There may be 
some excuse for misinterpretations, but there is little excuse 
for ignorance of the rules. The chief point brought out in the 
-discussion of the paper concerned the delay caused by the undue 
use of technicalities in endeavoring to avoid responsibility. It 
should be remembered that the rules were promulgated to aid 
the roads in maintaining their equipment while on foreign roads. 
They are designed to provide an easy, fair and uniform method 
-of locating responsibility and making charges for work per- 
formed by the handling lines. Their purpose is primarily to 
save time and money for the roads which are members of the 
Master Car Builders’ Association, and until the different roads 
and their employees look on the rules in that light and 
«lesist from trying to evade responsibility by means of techni- 
calities, or what is sometimes called "sharp practice," the rules 
will not fully serve the purpose for which they are intended. 
In the long run there is nothing to be gained in "putting any- 
thing over" another road, for with the great amount of inter- 
change between all the roads there is always an opportunity to 
"get back" and the processes will net both roads a loss, due to 
unnecessary correspondence and possibly traveling expenses, 
with absolutely nothing gained. 


On page 4 of our January issue appeared a 
communication entitled “Truss Rods on 
kn Steel Members," criticising the discussion 
Steel Sills of this subject which appeared in an edi- 
torial on British steel car construction in the October, 1914 issue. 
“There are, no doubt, conditions under which the use of truss 
rods on steel members may be advisable. But it is a fact that 
the use of truss rods with the structural steel sections usually 
employed in steel underframes, the rod being provided with 
turnbuckle adjustment and passing over queen posts, but not se- 
cured to them, not only produces an arrangement the action 
of which under load is very uncertain, but one which is usually 
uneconomical from the standpoint of the best distribution of 
material. Wood sills are always provided with truss rods which 
are so adjusted that the rod is not only under initial tension 
but the sill is given a perceptible upward camber, thus insuring 
the action of the sill as the compression member while the rod 
takes the tension resulting from the direct loading as well as 
from the eccentricity of drawbar pull. This adjustment is en- 
tirely feasible because of the very low modulus of elasticity of 
the wood and the relatively large deflection of the sill within its 
safe working load. 

If the wood sill is replaced with one of structural steel, say 
an eight or ten inch channel, the case is entirely different. The 
deflection of such a sill within the length of span commonly 
found in car construction, under a load corresponding to the 
safe working stress of the material, will never be more than a 
small fraction of an inch. The effect of this deflection trans- 
mitted to a truss rod through the queen posts—assuming the rod 
to have been originally in perfect adjustment without initial 
stress—will be to produce a stress equivalent to a lengthening 
of the rod by an amount much smaller than the deflection of 
the beam. In other words, the beam may be loaded till the 
material has reached its safe working stress with but little 
stress in the truss rod unless the rod is of a size much larger 
than is usually employed, or is sufficiently tight to produce an 
initial compression in the sill, the amount of which is always 
uncertain. Under heavy buffing shocks it may be possible to 
cause a reversal of stresses in the sill due to the eccentricity of 
the draft gear, compression in the sill being greatly augmented 
cand tension eliminated from the lower chord. Under such con- 


Truss Rods 
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ditions thc truss rod is worthless, and may even be detrimental 
if drawn up tight. | 

On the whole it may be said that the truss rod is of relatively 
small value when used in connection with a structural section, 
the shape of which is especially designed to secure the maximum 
stiffness per unit of weight. Its use is a makeshift which should 
find no place in a permanent structure, such as an all-steel or 
steel underframe car. 


This is a time of the year when troubles 
peculiar to locomotive boilers are aggra- 
vated greatly by weather conditions, and 
although the subject is far from’ being new 
it may not be amiss to remind those who have to do with boiler 
maintenance that great care is necessary both in maintenance 
and operation if boiler troubles are to be kept within reasonable 
limits during the winter months. We are further reminded of 
this by looking over an article on the maintenance of locomo- 
tive boilers by J. F. Raps, general boiler inspector of the Illinois 
Central Railroad, which was published in the Illinois Central 
Magazine. Many cases of leaky tubes, perhaps the greatest 
aggravation to boiler maintainers and certainly a cause of many 
trials to the operating department, are started at the ash pit 
by careless use of the blower and the injector. A good, in- 
structive, heart-to-heart talk on this subject by the foreman with 
the ash pit men will do much toward relieving a difficulty of 
this kind. The cleaning out of tubes is another matter of prime 
importance. The winter is a season when a locomotive needs 
every portion of its heating surface, and if tubes are allowed 
to become stopped up, and the condition is not remedied, the 
steam-making capacity is reduced. We know of but one way 
to make sure that a tube is clean; that is to pass an auger com- 
pletely through it and afterwards blow the tube out with air. 
There are many boiler makers who make a practice of using 
a short auger, or else inserting the long auger only a few feet 
in the tube. The work is then entered in the work book as 
done and the engineman cannot understand why the locomotive 
does not improve in steaming and very likely books the steam 
pipes to be examined or reports a leak in the front end at the 
other division terminal, wheu all that 1s needed 1s that the tubes 
be thoroughly cleaned for their entire length. Advantage should 
be taken of days on which a locomotive is being washed out to 
see that the tubes are all in good condition, and more than ordi- 
nary care should be given to the cooling and washing of the 
boiler to avoid sudden changes in temperature and the conse- 
quent sudden contraction of sheets. If these points are kept 
carefully in mind in handling locomotives at engine terminals, 
much needless work can be avoided and many engine failures 
prevented. 


Care of 
Boilers 


in Winter 


It is now about sixteen months since the 
engineers and firemen of the western roads 
presented demands for increases in rates 
of pay and more favorable service rules. 
There were numerous conferences between the representatives 
of the men and the railroads affected, but no definite agreement 
could be reached. Now the arguments are being heard by a 
board of arbitration appointed. under the Newlands act, and 
the findings of this board will decide the issue. The hearings 
were begun on November 30, 1914, the enginemen and firemen 
having the first opportunitv for presenting their case. 

In brief, the men have demanded that the high rates of pay 
in effect on some roads that do not have as favorable service 
rules as other roads, be applied to the favorable service rules 
that are in effect on roads that do not pay the higher rates, 
and hoth rates and rules be applied universally throughout the 
West. This, it may readily be seen, would be a pyramiding 
of the cost to the railroads, and in some cases give exorbitant 
pay to some of the engine crews. As an example, Article 7 
of the men's demands requires that engineers and firemen ar- 
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riving at a terminal or the end of the run shall be automatically 
released, and when used again shall begin a new day. Taking ` 
a specinc case under this rule on the Gulf, Colorado & Santa 
Fe, a certain engineer earned in October, 1913, $202.74 per 
month for working 814 hours per day on a “turn around” run. 
Under the new rule he would have earned $1,435.75, and his 
üreman, $537.79 for that one month. There are many other 
cases similar to this and the roads estimate that this rule alone 
would cause an increase in operating expenses of $621,128 a 
vear. Another instance of the unreasonableness of some of the 
demands is the demand that engineers and firemen deadheading 
on company business shall be paid the same rate and on the same 
basis as the engineer and fireman running the train on which 
they are deadheading. This means full time for absolutely no 
work; the men may even be sleeping in a Pullman or caboose. 

The representatives for the railroads began their testimony 
on January 26. James B. Sheean, counsel for the railroads, 
stated that a comparison of the wages of the men making the 
demands with those of any other craft, or of any other railway 
employees, or of engineers and firemen in other parts of the 
country, show that they are receiving already a higher com- 
pensation in both rates of pay and. rules. He also stated that 
i the wages for about 5,000 typical men in all classes of serv- 
ie for an entire year, there was a maximum of $3,725.20 for 
fassenger engineers, $3,342.30 for freight engineers, $1,752.20 
ijr passenger firemen, and $1,890.32 for freight firemen. As 
compared with these, the governors of seven states receive 
$3000 or less per year, while those of seven other states re- 
cive $4,000, or only slightly above the engineers’ maximum 
earnings. lor the month in which the demands were presented 
the engineers in regular passenger service earned from an 
average of $185 to a maximum of $341.€0 per month, and in 
ireieht. service from an average of $170 to a maximum of 
83:70 per month; remen in regular passenger service earned 
irom an average of $115.54 to a maximum of $209.89 per month, 
and in freight service from an average of $110 to a maximum 
of $221.05 per month; other firemen in combination freight and 
passenver service earned even more than this. 

The testimony of J. H. Keefe, assistant general manager of 
the Gulf, Colorado & Santa Fe. for the railroads, shows in 
considerable detail just what these demands mean in money to 
the railroads. For the months in which the demands were pre- 
sented (October, 1913), separate accounts of what the men 
earned under the present rates of wages and what they would 
have been paid under the schedule demanded by them were 
kept by the railroads affected. From these records Mr. Keefe 
showed that if the demands were granted, approximately 
%0 000.000 would be added to the yearly operating expenses of 
the OR roads affected. For that specific month the enginemen 
would have received $1.759,008 in addition to what they were 
already paid, and the firemen, $1,653,391. The total additional 
compensation to motormen, their helpers, and to the hostlers 
would amount to $263,561, making a grand total additional com- 
pensation of $3,675,960. In addition to this $181,009 would 
have to be expended for new help, making a total of $3,856,969. 
This is an increase of 51 per cent. 

The increase for engineers on passenger trains would amount 
to 37.5 per cent, and for the firemen, 42 per cent. In through 
freight service the increase for the enginemen would amount 
to 41.2 per cent, and for the firemen to 25 per cent. In way 
freight service the increase for the enginemen would be 56 per 
cent, and for the firemen, 67 per cent. In switching service the 
increase for the enginemen would be 38 per cent, and for the 
tremen 51.5 per cent. In other service the increase for the 
cnginemen would be 31 per cent, and for the firemen 35 per 
cent. Taken as a whole, considering all classes of service, the 
increases for the enginemen would be 41 per cent, for the fire- 
men 61 per cent, and for the hostlers 108 per cent. 

These figures speak for themselves and are especially audible 
when the present condition of the railways is taken into con- 
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sideration. Our readers well know to what economies and re- 
trenchments their respective roads have been forced, and the 
anticipation of still greater sacritices for the benefit of a selected 
7 per cent of all western railway employees, who at present 
receive over 12 per cent of the wages paid, cannot be viewed 
with very great enthusiasm. If the demands were granted as 
presented, this favored 7 per cent would be receiving in the 
neighborhood of 17 per cent of the wages paid to the railway 
employees in the western district. 


NEW BOOKS 


The Influence of Smoke on Health. 
paper. 


173 pages, 6 in. by 9 in. Bound in 
Published by the University of Pittsburgh, Pittsburgh, Pa. 
This is smoke investigation Bulletin No. 9 of the Mellon In- 
stitute of Industrial Research and contains the papers repre- 
senting the work done by the physicians and laboratory investi- 
gators on the staff of the smoke investigation. It is edited by 
Oskar Klotz and William Charles White. 


The Origin of Coal. By David White and Reinhardt Thiessen, with a 

chapter on the Formation of Peat, by Charles A. Davis. 378 pages, 

6 in. by 9 in. Illustrated. Bound in paper. Published by the Depart- 

ment of the Interior, Bureau of Mines, Washington, D. C. i 
This is bulletin No. 38 of the Bureau of Mines and constitutes a 
report of studies to learn from microscopic examinations of coal 
how far and in what way the grouping of coal by types depends 
on differences in the kind of plant material from which it was 
formed and on the conditions of its accumulation, or how far the 
special characters or qualities of coal of any type were deter- 
mined by the nature and the state of the plant debris from which 
the coal was formed. 


Graphic Methods for Presenting Facts. By Willard C. Brinton. 363 pages, 
7 in. by 10 in. Fully illustrated. Bound in cloth. Published by the 
Engineering Magazine Company, 140 Nassau street, New York. 


Price $4. 

In the preparation of this book it was intended to produce a work 
which can serve as a handbook for any one who may have oc- 
casional charts to prepare for reports, for magazine illustration 
or for advertising. An etfort has been made to present the sub- 
ject to suit the point of view of the business man, the social 
worker and the legislator. Mathematics have been entirely 
eliminated and very few technical terms are used. It is desired 
to reach those readers who have never had any statistical train- 
ing, and therefore consistent effort has been made to keep thc 
book on such a plane that it may be found reasonable and use- 
ful by any one dealing with the complex facts of business or 
government. It should also, however, prove of use to enginecrs 
and statisticians, 


Proceedings of the Traveling Engineers Association. Compiled and pub. 
lished by W. O. Thompson, secretary of the association, Buffalo, N. Y. 
153 pages, 6 in. by 9 in. Bound in leather. 
This hook is the report of the twenty-second annual convention 
of the Traveling Engineers’ Association, which was held in Chi- 
cago, September 15 to 18, 1914. The important subjects consid- 
ered at this convention and which are included in the report are 
the Care of Locomotive Brake Equipment, the Economical 
Operation of Locomotives, and a paper on the Chemistry of 
Combustion. All the subjects were thoroughly discussed and 
the information published in these proceedings is of value to rail- 
way mechanical men. The paper on the Care of Locomotive 
Brake Equipment is especially useful as it is in suficient detail 
and covers the ground so thoroughly that it may be considered 
one of the best treatises on this subject ever printed. The pro- 
ceedings also contain addresses by J. F. DeVoy, of the Chicago, 
Milwaukee & St. Paul; H. C. Bayless, of the Minneapolis, St. 
Paul & Sault Ste. Marie, and Frank McManamy, chief inspector 
of locomotive boilers, Interstate Commerce Commission. 
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COMMUNICATIONS 


TENDER DERAILMENTS 


Topeka, Kan. 
To THE EDITOR: 


Notwithstanding the numerous reports and recommendations 
that have been made from time to time on the subject of ten:ler 
derailments, we are confronted with periodical epidemics of this 
trouble. These cases, as a general thing, cause very little dam- 
age, but the danger of a bad accident is great and every means 
known should be brought to bear on the subject to reduce the 
tendency. Track conditions are generally blamed for these de- 
railments, but in most cases the trouble can be traced- to other 
causes which, if corrected, will overcome the difficulty. 

In one case of an Eight-wheel locomotive, the tender was being 
derailed entirely too often; and the trouble was completely over- 
come by changing the location of the side bearings from 66 in. 
centers to 43 in. centers. This location was determined by first 
locating the center of gravity of the tender frame, cistern and 
load, and the combined weight of these parts was considered as 
acting from this center of gravity. It was also assumed that 
the forces generated by the weight of the tender and load on an 
uneven track and around curves acted on a line from this center 


40 500(bs. P 


of Side Bearings 
43 Apart 


Change in Location of Side Bearings Which Eliminated Tender 
Derallments 


of gravity to the rail. In this case the intersections of these 
lines with the horizontal line across the top faces of the side 
bearings were 43 in. apart, and the side bearings were moved in 
to correspond with this with the best of results. 

In my opinion, this location divides the load that is transmit- 
ted to the lower side bearing by the upper or body side bearing, 
by conveying a greater proportion to the opposite truck spring 
than would be the case with the old location, and also puts the 
load between the two final points of support, namely the two 
rails. The farther out the side bearings are placed the greater 
the proportion of the side bearing load that compresses the 
springs on this end of the bolster. This tendency is increased by 
the rebound of the springs at the opposite end of the bolster, 
from the previous roll of the tank to the opposite side. These 
forces combine to give a lifting tendency to the opposite or light 
end of the bolster, and this 1s greater if the side bearings are 
located outside the rails, and if the truck springs are too weak 
and compress solid under the load. This will lift the wheels on 
the light side of the truck, especially if there is not enough clear- 
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ance between the top of the bolster and the bottom of the top. 


'arch bar. 


In following up another analvsis a tendency is found in the 
truck to lead toward the side having the heaviest load; in other 
words, the side of the truck having the normal weight from the 
center plate through the bolster plus the thrust of the side bear- 
ing, will not travel as fast with a given pull at the center pin 
as the side having only the normal weight. This tends to turn 
the truck horizontally and is resisted by the wheel flanges, and 
tends to crowd the lead flange of the heavy side of the truck 
against the rail. If the engine is on a curve and curving to the 
opposite side from the way the tank is listing, we have the centrit- 
ugal force due to the speed oí the engine and the above men- 
tioned tendency, both acting to crowd the flange against the 
outer rail, causing a liability to climb the rail. On the other 
hand, it the curve leads to the side of the tank that is down, 
the tendency to turn the truck horizontally 1s not so detrimental, 
as it helps to lead the truck aroand the curve. In this case the 
centrifugal force due to the speed of the engine tends to crowd 
the truck toward the outer rail, which in this case is on the 
light or elevated side of the truck, and it is possible to imagine 
these wheels lifted enough to climb the rail under the conditions 
mentioned. 

‘Lhe greatest trouble I believe is due to the location of the side 
bearings and thc lifting tendency produced by a too wide spacing, 
together with the movement of the tank frame caused by the en- 
gine. This iatter may tend to throw the front truck toward the 
side that is raised at the instant it is raised, on account of the 
rear drivers being on the rebound (after having passed the track 
depression that is just listing the front tender truck), and causing 
the lifted flange to drop on top of the rail. 

The committee on tender trucks, of the Master Mechanics’ 
Association, reporting in 1909 covered this point in their con- 
clusions as follows: 

“We are of the opinion that tender derailments can be prac- 
tically overccme by ihe use of properly designed trucks having 
rigid or swing motion bolsters supported by suitable bolster 
springs, either elliptical or half elliptical, double or triple, and 
when side bearings are properly located, having a spacing of 36 
in. front, where possible, and 48 to 50 in. at the rear end. The 
types of truck may be of the arch bar or steel side frame pat- 
tern, with journal boxes rigid with the arch bars or side frames; 
or of the pedestal type having arch bars or solid frames with 
springs over the journal boxes; or of the pedestal type having 
side equalizers with half-elliptical springs between the equal- 
izers." 

Later experiments with a similar tender that was also giving 
trouble proved that the Master Mechanics’ rule of 36 in. for the 
front side bearings and 48 in. for the rear was perfectly satis- 
factorv. These figures average 42 in. center to center as against 
43 in. determined in the first mentioned case, and no doubt 
closing the front bearings to 36 in. and spreading the rear to 
48 in. 1s also in line with a further steadying of the tank; at 
any rate it works out very well in practice. 

The subject is one well worth careful attention and these few 
thoughts, though not new, are brought out again for what they 
are worth. G. W. LiLLIE, 

Dist. Mechanical Superintendent, Chicago, Rock Island & Pacific. 

[Eprtor’s NorE.— The subject of tender derailments was dis- 
cussed in the Railway Age Gazette during 1912 on pages: 50l 
and 569, September 27; 667, October 11; 723, October 18; 783, 
October 25; 874, November 8; 919, November 15; 1130, De- 
cember 13.] 


TENSION ON BrusHEs.—The tension on dynamo brushes 
should be set by the aid of a small spring balance, so that all 
the brushes will bear with an equal pressure. This refers espe- 
cially to high-speed machines; the pressure will vary from about 
8 to 10 oz. per sq. in. of brush surface in slow-speed machines 
up to 114 lb. in the high-speed types—FPower. 


SOUTHERN LOCOMOTIVE VALVE GEAR 


A Description of the Latest Development in 
Outside Gears, with an Analysis of Its Motion 


BY R. S. MOUNCE 


The Southern lecomotive valve gear is the latest develop- 
ment in outside gears. It is being used to some extent on sev- 
eral railroads and is, apparently, well past the experimental stage. 
. On this account, and also because the gear embodies certain 

principles not heretofore used in outside valve gear construc- 
tion, an explanation of its principles and a detailed analysis of 
its motions will probably be of interest at this time. 

In some respects the Southern valve gear resembles other well 
known types of outside gears: 

l. Motion is imparted to the valve by an eccentric crank, at- 
tached to the main crank pin, the eccentric crank pin being 
located approximately 90 deg. from the main crank pin. 
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Application of the Southern Valve Gear to a Locomotive With in- 
side Admission Valves 


2, It resembles cne other gear in that all the moving parts 
have pin and bushing connections. 

It differs from other outside gears in these respects: 

l. Ehe connection between the crosshead and valve rod ‘has 
been eliminated. The method of obtaining an equivalent move- 
ment will be explained further on. 

2. It has no oscillating link, and, as a consequence, the wear 
between the link and the link block, as well as the so-called 
"slip" of the link block, generally believed to be objectionable, 
has been eliminated. 

3. The links used with the Southern valve gear do not per- 
form the same function as do the oscillating links in other 
gears. Thev are stationary and serve only to guide the move- 
ment cf the point of suspension of the radius hanger, when the 
reverse lever is moved to adjust the cut-off or to reverse the gear. 

4. The small number of parts forming the Southern gear tends 
to reduce the reciprocating weights. The correspondingly small 
number of points of wear should make it attractive from a 
maintenance standpoint, provided the gear remains in reasonably 
accurate adjustment between shoppings of the locomotives. 


ANALYSIS OF THE MOTION 


The descripticn to follow refers wholly to the kinematic 
diagram, which shows the Southern valve gear arranged for 
inside admission valves. The only change in the arrangement 
of the parts for outside admission valves is the location of the 
eccentric crank pin, which is set 90 deg. in advance of the 
main crank pin instead of 90 deg. behind it, as in the case under 
consideration. 

The crank pin circle is divided into twelve equal parts. 
Fach division is numbered and the corresponding number is 


placed on the path of each moving part in order to show its 
position in relation to the crank pin during one revolution of 
the drivers in forward motion. The diagram shows the exact 
path of each part of the gear during one complete cycle in 
full gear forward motion. The position, No. 1, for which each 
part is shown by heavy center lines, was chosen because it 
shows the parts most clearly in their relation to each other. 

The motion imparted to the valve, while coming from one 
source, the return crank, is, in reality, made up of two motions: 
one, which moves the valve a distance approximately as great 
as is required for full valve travel, and which may be decreased 
by "hooking up" the reverse lever; and the other, which moves 
the valve a distance equal to the total lap plus twice the lead, and 
which is constant at all times regardless of the position of the 
reverse lever. The latter motion corresponds to the motion 
obtained from the crosshead in other types of outside gear. 
It is obtained in the Southern gear by using the eccentric rod, 
ABC, as a lever. The fulcrum is at B, and the distance 1-7, 
traced by the point C on the ellipses, equals the total lap plus 
twice the lead. In order to obtain this movement, it is neces- 
sary to so proportion the eccentric rod that the lengths 4B and 
BC are in the same ratio as are the diameter of the return crank 
circle and the total lap plus twice the lead. 

The diagram shows the main crank pin on the front dead 
center, position No. r. The valve is then displaced 1-5/32 in. 
ahead of its central position, which means that the front steam 
port is open 7/32 in., the amount of the lead. lf the crank pin 
were on the back dead center, position No. 7, the valve would 
he displaced the same distance back of its central position. The 
ellipses traced by the point C, for forward, backward and mid- 
gear positions of the reverse lever, intersect at two common 
points, 7 and 7, which clearly shows the function and operation 


Application of the Southern Vaive Gear to a Locomotive With Out- 
side Admission Valves 


of the eccentric rod extension, BC, and also that the lead is con- 
stant at all points of cut-off. 

The upper end of the radius hanger, EB, is attached to the 
link block at E. The position of the link block is controlled by 
the reverse lever through the main and auxiliary reach rods. The 
radius hanger, together with the link, link block, reach rods and 
reverse lever, comprises the reversing mechanism. The lower 
end of the radius hanger is constrained to move in an arc of a 
circle whose center is at E. This arc is controlled by the posi- 
tion of the point of suspension. For full gear forward motion 
the front end of the arc is below the back end, and the vertical 
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distance between the ends is a maximum. For full gear back- 
ward motion, the front end of the arc is above the back end 
au equal vertical distance. As the reverse lever is moved to- 
ward the center, the arc approaches a position tangent to a 
herizontal line, and at midstroke the front and back ends of the 
arc are on a horizontal line. Here the arc has no effect upon 
the movement of the valve, its motion being derived from the 
lever action of the eccentric rod, as was explained in a previous 
paragraph. The path of the front end of the eccentric rod (and 
the lower end of the transmission yoke) C, is, therefore, the 
resultant of the movement of the back end of the eccentric rod 
in a circle, and the fulcrum B, in an arc whose radius is BE. 
The path traced by the point, C, takes the well known elliptical 
form. Motion is transmitted from this point to the horizontal 
arm of the bell crank, GFH, through the transmission yoke, CG. 
The vertical arm of the bell crank is direct-connected to the 
valve rod. 

Attention is called to the design of the bell crank. When it is 
in central position, the "horizontal" arm slants slightly downward 
and the "vertical" arm has a certain backset. This compensates 
ina large measure for the angularity of the eccentric rod and 
main rod, by causing the valve to travel equal distances backward 
and forward from its central position, and tends to "square" the 
valve events with the piston travel. 

The long dash-lined arc and ellipse show the paths of the 
points B and C, in full gear backward motion; and the short 
dash-lined arc and ellipse show them in mid gear position. 


VALVE DIAGRAMS 


Valve diagram No. 1 is drawn to suit the dimensions of the 
valve and ports. It shows the long port opening and free 
exhaust obtained at full gear. Diagram No. 2 shows the valve 
ellipse for full gear plotted from the kinematic diagram. It 
should be noted: 

(1) That the port is fully opened at about 15 per cent of the 
piston stroke, and does not start to close until about 57 per cent, 
the dwell depending upon the overtravel of the valve. 

(2) The cut-off occurs at about 88 per cent of the stroke, while 
the valve is moving at a comparatively high velocity. 

The illustrations show the application of the Southern valve 
gear to a Pacific type locomotive with inside admission valves 
and to a Ten-wheel locomotive with outside admission valves. 


THE BEST METHODS OF DEALING WITH 
MEN"* 


BY H. E. GAMBLE 
Foreman Blacksmith, Pennsylvania R. R., Altoona, Pa. 


Keep your assistant in touch with all your work and cor- 
respondence, so that in your absence he will be able to answer 
any questions which pertain to your shop. Every man, no mat- 
ter what position he occupies, has a sense of personal pride and 
konor. The workman of today is not a machine that can be 
driven. The day for that kind of supervision or generalship 
has passed. Workmen of today are commanding more respect 
and more freedom of thought than ever before. A foreman 


should never be domineering, manifesting a spirit and disposition. 


In doing his work, if a man offers a sug- 
gestion, listen to him. If it answers the purpose quite as well 
as your own, adopt it. It will make him feel good, and will 
draw out the best thought that is in the man, and will encourage 
all of the men to think. Never throw cold water on a good 
suggestion. lf his way is not practicable, tell him kindly why it 
is not. You still retain his confidence and respect. 

Do not get all on fire when the master mechanic or the gen- 
eral foreman visits your shop; do not bustle around, telling one 
man to do this and another to do that—it will create confusion 
in your shop. If the master mechanic is at all keen, he will soon 
detect your weakness and inability to handle men, and your 


— 


that he knows it all. 


—— —— m —————— — 
——— MÀ — MÀ — M e e 


*Read before the convention of the International Reese Master Black- 
smiths’ Association at Milwaukee, Wis., August, 
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men also will be quick to see this failing. I have seen men, 
and so have you, go all to pieces when some one in authority 
came their way. Self-control is one of the very important 
things in handling men. We have seen men who when anything 
displeased them, lost their tempers and, as a consequence, lost 
their heads, and after they went away, have heard the remark 
that “he was a fool.” If possible, do not do anything that will 
lower your standing in the estimation of the men. 

I am aware of the fact that some men may take advantage 
of your kindness. This is the exception and not the rule. Do 
not ill-treat one hundred men because four or five are ungrate- 
ful and do not appreciate your intcrest in their behalf. If the 
master mechanic should find one of his foremen discourteous, 
or gruff to his men, is that any reason why he should issue a 
circular letter in which all his foremen are accused? 

There are two very important factors in getting out work: 
First, the man’s ability to do the job. Second, his willingness to 
do it. Encourage shop kinks and draw out the very best that 
is in the men. To get the best results, the foreman should be in 
close touch with his men. Study, if possible, the character and 
disposition of your men. This will help you to distribute work 
to the best advantage. Religion, politics, or personal friendship 
should have no place in the shop. All men should be treated 
the same. If this principle is carried out, the foreman will have 
the full confidence and respect of all his men, without which he 
cannot be successful. He should be firm, but kind and just, let- 
ting his men know what he wants and what is expected of them. 
Never countenance or encourage tale-bearing. A foreman’s 
character should be such as would appeal to his men in every- 
thing that stands for good, pure and upright manhood. For 
instance, if the foreman patronizes the dram-shop, how can he 
exercise discipline over his men if they do the same? Character 
is a mighty thing, and stands for much in all departments of life. 
When men respect us for our character and not for our repu- 
tation, we have accomplished much. 

If you issue orders, you should see that they are not violated, 
but obeyed. If at any time you have cause to reprove or call 
any of your men to account for neglect of duty, do it privately, 
never publicly or while you are in a bad humor. Never swear 
at your men. To abuse, punish or make unkind remarks to men 
in the presence of others lowers your standing in the estimation 
of the men, and you will not accomplish anything. It will only 
give men an opportunity to criticise you after you go away. 

In getting out work, the co-operation of the individual work- 
man is very essential. You should be in close touch with your 
men, so that they will work just as hard when you are not look- 
ing at them as when you are standing by the machine. The 
same friendly relations should exist between the foreman and 
his men as between the master mechanic and the foreman. 
When a man works hard and does you a good or quick piece of 
work, tell him you appreciate his effort. 

Encourage the men and boys to use their best efforts to be 
useful. It is certainly a matter of gratification and pleasure to 
you to have the master mechanic intimate that he appreciates 
your efforts. Carry this same principle when dealing with your 
men. Method, system and organization are the shop essentials, 
but with all that do not forget that the individual study of your 
men and their co-operation is needed to make any system a 
success. In a shop doing miscellaneous work, the foreman will 
be called upon to use judgment so as not to delay or hold the 
work in changing men from one job to another. At one time 
the foreman was looked upon by the majority of men as an 
enemy. The men claimed that those in charge rushed work, 
using the argument that it was in a hurry in order to cut piece- 
work prices. We should be very careful not to practice deception 
or misrepresentation in any of our shops in this respect. Honest 
dealings with men on the part of those in authority will insure 
success. There is a better feeling existing today between the 
employer and the employee. This 1s evidenced by the pension 
system that is being provided by almost all corporations. 


JERSEY CENTRAL FREIGHT CAR REPAIR SHOPS 


Plant Handles 4,000 Cars a Month; Includes a 
Sand Blast House for Steel Cars and Tenders 


During the vear 1912 the Central Railroad of New Jersey added patented collector and sawdust separator located on the roof of 
to its Elizabethport shops, which then consisted of locomotive the sawdust house, a small building situated near the planing mill 
and coach repair shops, a freight car repair plant designed to but not shown on the drawing of the plant layout.. The sawdust 
take care of both wooden and steel cars. This plant was com- is here automatically separated from the coarse shavings and 
completed and placed in operation during the fall of 1912. It deposited in a bin placed in the upper part of the building, from 
includes a planing mill, a building for the storage of finished which it may be delivered through chutes in the side of the 
freight car lumber, a car repair shop, a sand blast house, a building for loading cars, or into bags from a caute within the 
paint shop and a small building for paint storage, the latter in- building as required, the sawdust being used for various pur- 
cluding a mixing room and a room for cutting and storing poses along the road. The coarse shavings are delivered from 
stencils. The plant has a capacity of about 4,000 cars a month, the collector to the intake of a long distance fan by which they 
and at the present time the greater part of the output is wooden are driven through a 20 in. sheet metal conduit about 700 ft. 


equipment. long to another collector on the roof of an auxiliary power 
This plant required the building of an extension to the power plant near the coach repair shop, where they are used as fuel. 
house to accommodate two 500 hp. Babcock and Wilcox water The planing mill has a well equipped tool room, within which 


tube boilers, two direct connected 400 kw. direct current gen- is provided room for the shop switchboard and other electrical 
erator units and one Ingersoll-Rand, high duty air compressor apparatus. Aside from racks for the storage of small tools 
with a capacity of 3,386 cu. ft. of free air per minute at 100 Ib. and machine tool cutters, the tool room contains complete 
gage pressure. The power house is connected to the planing equipment for the maintenance of cutting tools. This includes 
mill and car repair shop by means of tunnels in which are lo- a band saw filer and setter, a band resaw sharpener, a circular 
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Layout of Central of New Jersey Car Repair Shops at Elizabethport, N. J. 


cated the wiring for electric light and power circuits and the saw sharpener, a planer knife grinder, a resaw roller and 
piping for live and exhaust steam, fuel oil and compressed air. stretcher, and an emery wheel, as well as facilities for the braz- 
The buildings are so grouped that the movement of the cars ing of band saws. 

is practically continuous in one direction from the time of enter- The shed for storing finished lumber lies between the mill 
ing the repair shop until painted and ready for service. The and the car repair shop, and is separated from the mill by 
planing mill, which forms one end of the group, occupies a about 59 ft. Running through the shed are two standard gage 
building 300 ft. long by 80 ft. wide, and is readily accessible tracks, one of which is for shop transportation only. Through 
to both the car repair shop and the outside repair tracks. All a Series of turntables material may be delivered from this track 
machines in the planing mill are equipped with individual motor to the material tracks in the repair yard and inside the car re- 
drive, each machine being connected with a switchboard located pair shop. 


in the tool room by wiring carried in conduits laid in the con- CAR REPAIR SHOP 
crete floor. Sprague clectric trolley hoists of one ton capacity The car repair shop occupies a building 600 ft. long and 80 ft. 
are used to handle heavy timber through the mill. wide which is divided into four longitudinal bays. The south 


The shop is equipped with a shaving exhaust system arranged bay is separated by a brick wall from the remainder of the 
to automatically collect shavings from most of the machines, building and is occupied by the car shop office, the storeroom, 
and having intakes conveniently arranged to receive the sweep- the smith and plate shop and the wheel shop. Adjoining this 
ings from the others. This system was designed and installed side of the building is a storage yard served by a 25-ton Gantry 
by the Meadons Blower & Pipe Works, Brooklyn, N. Y., and crane having a span of 41 ft, one end of which is carried by 
is operated by two single 60 in. Sturtevant exhaust fans, each a rail on the side of the building. A store department stock 
requiring about 25 hp., and driven by direct connected electric of heavy material for use in the car shop is carried within this 
motors. The delivery pipes from these fans are carried to a area and is unloaded directly from the cars on a track passing 
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This stock includes steel 
drawbars, wheels 


bolsters, 


heels and axles are delivered b 
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y the crane to doors in 


the side of the wheel shop directly in front of the wheel presses 
and wheel! lathe, and other material is delivered to doors in the 


axles, etc. 
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addition to its use in handling material the track under the 
being available for this work. 


side of the shop from which it is carried to the erecting shop 
Gantry crane is also used 


on trucks and, to a limited extent, 
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Sawdust House and Separator for Planing Mill 


The three bays in the erecting shop cach contain two repair 


The 


mith and wheel shops is equipped for 
It is served bv two Shaw 15-ton, overhead 


tracks between which is a standard gage material track. 
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electric cranes and the blacksmith shop is readily accessible for 
the repairing and straightening of damaged plates or structural 
sections removed from the cars. All rivet heaters are portable 
oil furnaces, the oil being piped directly to taps conveniently lo- 
cated within the building. At the present time only one track 
's used exclusively for steel car repairs, considerable wood car 
work being taken care of on the other. The two east bays are 
used exclusively for wood car repairs. They are provided with 
overhead lighting by a saw-tooth roof and side light by large 
windows in the north side of the building. 

Compressed air is carried through a 5 in. pipe in the tunnel 
to a point just outside of the west end wall of the car repair 
shop. From this point the pipe is carried up the end of the 
building, passing through the wall at a point about 23 ft. above 
the ground. The distribution system consists of one main and 
three auxiliary pipe lines carried overhead and extending the 
length of the shop. The main pipe is placed between the steel 
car bay and the adjoining wood car bay. The auxiliary lines 
are located along the north and south walls of the erecting shop 
and between the two wood car bays. The main pipe consists 
cf three sections, each extending about one-third the length of 
the shop, the first of 5 in., the second of 4 in., and the third of 
J in. pipe. At the ends of the two larger sections are cross fit- 
tings from each of which 2 in. feed pipes lead across to the 
auxiliary lines north of the steel car bay. The south line is con- 
nected to the main at either end of the shop, the two lines and 
feed pipe thus forming a closed loop. In each of the feed pipes 
is placed a 3014 in. by 96 in. air reservoir from which a 14 in. 
drain pipe leads to the floor. Drop pipes 1 in. in diameter lead 
from the four longitudinal supply pipes at every second column, 
the columns being placed 20 ít. apart. Each drop leads to a 
special wye fitting, the two branches of which are connected to 
34 in. Westinghouse cutout cocks located 3 ft. 6 in. above the 
floor. The erecting shop is heated by hot air furnished by two 


Steel Car Bay In the Car Repair Shop 


fan heating sets located on mezzanine floors over the store 
room and wheel shop. The hot air is distributed along the south 
wall by a continuation of the tunnel from the power house and 
along the north wall by means of a longitudinal and two trans- 
verse air ducts. Outlets from the longitudinal ducts are placed 
at regular intervals about 20 ft. apart, the air being delivered 
through the floor close to the wall. The means by which the 
flow of air is controlled and directed at each outlet is shown in 
detail in one of the drawings. Air for the fans is drawn di- 
rectly from the main shop space through intakes in the south 
wall of the erecting bay. The heating stacks are provided with 
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both live and exhaust steam connections, as well as a return 
connection to the power house. 

The storeroom is about 150 ít. long and contains a store de- 
partment stock of the smaller materials used in the car shop, such 
as malleable castings, coupler parts, rivets and bolts, grabirons, 
washers, nuts, etc. One end of the room is devoted to the re- 
pair and storage of air brake apparatus. 

Adjoining the storeroom is the smith and plate shop which 
extends about one-third the length of the building and is lo- 
cated opposite the middle of the steel car bay. It is equipped 
with a Hilles & Jones No. 2 double punch and shear, one 2,000 


Interior of the Sand Blast House Showing the 
Storage Bins 


Dry Sand 


Ib. and one 500 Ib. steam hammer, a Newton cold saw and a 9 
ft. by 14 ft. oil furnace for reclaiming bent plates and miscel- 
laneous material removed from steel cars in a damaged con- 
dition. The front of the furnace is 3 ft. outside of the shop 
wall, and is located directly in front of a door near the middle 
of the shop. One end of the shop is occupied by the blacksmith 
fires, eight in number, which are conveniently arranged for ac- 
cess to the steam hammers. The 2,000 lb. hammer is placed 
near the middle of the shop and is served by a jib crane which 
also reaches four fires. Forced draft is furnished for the fires 
by a No. 8 Sturtevant blower driven by a 30 hp. motor and the 
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Hot Air Duct Outlet Used in the Erecting Shop 


smoke is exhausted by a Sturtevant multivane exhaust fai 
driven by a 20 hp. motor. At the other end of the shop are 
grouped several machine tools, including a nut tapping machine 
and double head bolt cutter. This shop is designed to salvage 
all serviceable material removed in the car repair shop. 
Sprague trolley hoists of one-ton capacity are used in the black- 
smith shop to a limited extent both for carrying material from 
the erecting shop and from the heavy material storage outside 
of the building. The tracks are arranged to directly serve the 
Newton cold saw and the double punch and shear. 

The space adjoining the smith shop and extending to the end 
of the building is occupied by the wheel shop. The wheel presses 
and wheel lathe are arranged so that mounted wheels may be 
rolled directly to or from each machine on tracks passing through 
doors opening on the Gantry craneway. A standard gaze maie- 
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rial track enters the shop at the end of the building and extends 
down the center, pneumatic lifts being provided at the inter- 
sections with the cross tracks above referred to. The axle lathes 
are ranged along the inside wall of the shop. They are served by 
one-ton Sprague electric trolley hoists operating on a longitudinal 
track, extending over all of the machines. A transverse track 


with a switch connection leads to each wheel press. These are not 
cenerally used, however, as the hoists find their greatest useful- 


Barrel Paint Mixers in the Paint Storage House 


ness in handling axles into and out of the lathes rather than 
in shop transportation since the lathes and wheel presses are 
*ldom operating in synchronism. 


SAND BLASTING AND PAINTING 


The work of sand blasting both steel cars and locomotive 
tenders is carried on in a building provided exclusively for 
that purpose. This building is SO ft. long and has one stand- 
ard gage track extending throughout its entire length. It 
is 28 ft. wide inside and thus provides ample room on either 
side of the track. The construction is of concrete, brick and 
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steel, and the sides are entirely of glass from a point about 
5 ft. above the floor to the roof. Continuous operating 
sashes are provided for the entire area of the glass, with the 
exception of a short distance on both sides at the end of 
the building, where the dry sand storage bins are located. 
On the end of the building toward the car repair shop is 
built a sand drying room of brick and concrete construction, 
and beyond this is a frame sand storage shed. 
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Dry Sand Elevator Used in the Sand Blast House 


The sand drying stove is of very simple construction. It 
is made up of three ring sections and a hemispherical top, 
all of cast iron. The lower ring forms the ash pit and a 
smoke flue connection is provided in the top of the hemi- 
spherical section. A sand hopper surrounds the stove to the 
grate, delivering sand to the floor through gates at the bot- 
tom. 

There are two dry sand storage bins in the sand blast 
house, one on either side of the building. One of these con- 
tains new sand only, used sand being carried in the other. 
Sand from the drying room is elevated to the storage bin 
in the sand blast house by a pneumatic ejector, the essential 


Sand Blast House; the Sides Are Enclosed with Continuous Operating Sash 


details of which are shown in one of the engravings. The 
sand is shoveled from the floor into a screen-covered hopper, 
from which it runs into a steel tank below the level of the 
floor. When the tank is filled the plug cock in the hopper 
connection is closed, and the sand is elevated to the bin by 
means of compressed air. A similar hopper is located un- 
der the used sand bin. It has been found that the sand may 
be used several times before losing its cutting power, and 
this hopper is employed in elevating used sand from the 
floor to the bin above it. A supply of either quality of sand 
is thus always available. 

The paint shop occupies a building 200 ft. long by 50 ft. 
wide, through which extend two tracks. This building is 
well lighted and ventilated by windows of the same con- 
struction as those in the sand blast house. It is provided 
with a loose cinder floor which is much more readily kept 
clean than a hard floor, where pneumatic paint sprays are 
used. The paint storage and mixing rooms are in a separate 
building, near the paint shop. The mixing room contains 
four motor-driven Kent barrel mixers, served by a differen- 
tial trolley hoist by means of which barrels are readily 
handled from the floor and dumped into the mixer tanks. 
In addition to paint storage rooms this building also con- 
tains a stencil room, provided with facilities for cutting and 
storing the stencils for freight car lettering. 


IMPROVED PERFORMANCE WITH OLD- 
TYPE COALING FACILITIES 


BY J. S. WILLIAMS 
General Foreman, Chesapeake & Ohio, Charlottesville, Va. 


The old style coal bin as a means of coaling locomotives is 
still much in evidence on some railroads at points where con- 
siderable numbers of engines are handled. With such facilities 
the mechanical department is confronted with the problem of 
keeping the cost of turning engines within reasonable limits, as 
well as getting engines coaled in time to make the necessary 
running repairs before their layover time is up. 

Where engines are coaled from a bin the usual practice is to 
dump the coal from the car to the floor of the bin, from which 
point it is shoveled into buggies and hoisted to the tender of the 
locomotive. Handling coal in this manner requires considerable 
labor, and where many engines are handled is very slow under 
the best of conditions, A plan has been put into effect on the 
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the width of the car, these being used to close the hoppers when 
the buggies are filled. The coal that runs over is shoveled up 
in order to keep the floor clean, so that the manipulation of the 
buggies will not be hampered. 

By following this method the second handling of the coal has 
been done away with, and not only has a saving in time and 
cost of coaling engines been effected, but there has been noticed 
a marked reduction in steam failures. This is accounted for by 
the fact that a much more uniform grade of coal is now being 
delivered to the locomotives, all engines getting about the same 
percentage of slack and lump. When the coal was dumped on 
the floor a large portion of the lumps rolled to the outside of 
the pile. The first engines coaled after a car had been dumped 
got a large percentage of the lumps, while later engines got a 
large percentage of slack. 


JAPANESE RAILWAYS DYNAMOMETER 
CAR 


BY EDWARD C. SCHMIDT 


Professor of Railway Engineering, University of Illinois, Urbana, lil. 


Some months ago the writer was commissioned by the 
Imperial Government Railways of Japan to design and to 
have built in the United States, a dynamometer car. This car, 
which was completed and shipped during the past summer, 
has recently arrived in Japan. The general dimensions and 
the general specifications of the car were laid down by Mr. 
S. Matsuno, chief of the motive power section of the Jap- 
anese government railways. In the choice of the car de- 
sign and of the type of equipment, as well as in all details, 
the designer was left free to follow hts own judgment. 

The car was designed to measure and to record data need- 
ed in making tests to determine train resistance and tests of 
locomotive performance on steam roads. It is accordingly 
equipped to record drawbar pull, drawbar work, speed, time, 
distance traveled, position of mile-posts and stations, the 
direction and velocity of the wind with respect to the car, 
and the vacuum in the brake cylinders. In addition to these 


records, it is possible on occasion to record also such data 
of locomotive operation as the time of taking indicator cards, 
the position of the reverse lever and throttle, etc. 

The car itself is 47 ft. 10 in. long over the buffers, 8 ft. 
6 in. wide over all and 12 ft. high. 
platforms are of steel and the body of wood. 


The underframe and 
It is finished 


Floor Plan 


Chesapeake & Ohio at Charlottesville, Va., whereby the handling 
of coal has been reduced from 8/5 cents per ton to 54% cents per 
ton, the force required being reduced about onc-third, and the 
engines being coaled with greater despatch. 

Instead of dumping the coal directly onto the floor of the bin 
two buggies are placed under the car at one time and filled by 
opening the hopper doors far enough to facilitate the free run- 
ning of the coal. The flow of the coal is controlled by placing 


under the car four 2 in. by 10 in. oak planks, 36 in. longer than 


of the 


Dynamometer Car 


within in quartered oak. The trucks are of 3 ft. 6 in. gage, of 
all-steel construction and suitable for high speeds, The car 
has the buffers, vacuum brake, and hook and link couplers. 
which are common in Japanese railway practice. A space 
of 13 ft. at the rear end of the car is occupied by a berth 
section, lockers and lavatories, leaving a workroom 7 ft. 9 in. 
wide by 27 ft. long, which contains the recording apparatus, 
work bench, desk and other equipment. The car is equippec 
with an axle generator and storage battery, which furnish 
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current, not only for the lights but for the motor and mag- 
nets incorporated in the recording apparatus, and for other 
electrical equipment. 

Motion for all apparatus within the car is obtained, by 
means of gearing, from the axle of an auxiliary truck, lo- 
cated behind the forward car truck. This truck carries a 
pair of small wheels on a single axle whose relation to the 
car axis remains fixed, thereby permitting a simpler arrange- 
ment of gears than if the motion were derived from one of 
the axles of the regular trucks which have a considerable 
motion with respect to the car axis. Furthermore, since the 
wheels of the auxiliary truck are not subjected to brake- 
shoe action, their diameter changes much less rapidly than 
the diameter of the regular truck wheels, and consequently 
the speed of motion of the apparatus within the car is sub- 


Recording Table 


Transmission Case 
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be changed from test to test to correspond in strength with 
the maximum working pressure in the oil. 

The general design of the dynamometer mechanism is 
shown in the accompanying illustrations. This design has 
been somewhat complicated by the fact that the owners in- 
sisted on retaining the ordinary buffers, even though it 
should prove necessary to separately register on the record 
the amount of the buffer thrust. It has proved feasi.le. 
however, to'avoid doing this. There is provided in the draw- 
bar mechanism an equalizing lever which swivels on a pin 
carried in the central axis of the drawbar yoke. The buffers, 
instead of having their seat in the car frame, deliver their 
thrust against the ends of this lever. The thrusts on the 
buffers, therefore, merely set up in the drawbar mechanism 
internal stresses which are not transmitted to the dyna- 
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Auxillary Truck and Gearing for Driving the Dynamometer Car Mechanism 


ject to less variation and correction than if the motion had 
been transmitted from one of the regular truck whecls. Pro- 
Vision is made for raising the wheels of this truck from the 
rail when the apparatus within the car is not being used. 
The dynamometer for measuring the drawbar pull is an 
oil-filled cylinder mounted on the center sills toward the 
front end of the car. Through a yoke the piston of this 
cylinder is connected to the car drawbar, and consequently 
the whole pull of the locomotive upon the car is received 
against the oil in the cylinder. The pressure built up in this 
oil is transmitted through a 34-in. pipe to a small indicator, 
located on the recording table within the car. The maximum 
pull to be registered by the car is 80,000 Ib. The sectional 
area of the dynamometer cylinder is about 91 sq. in.. and 
the maximum working pressure in the oil, therefore, will not 
exceed 880 ;b. per sq. in. The springs in the indicator may 


mometer cylinder, and the buffer thrusts in mo wise affect 
the pull record. 

All parts of the buffer and drawbar mechanism are carried 
by rollers to minimize friction. For the same reason the 
piston of the dynamometer cylinder is not packed, the piston 
having a ground fit in the cylinder. As a result of this, a 
certain leakage of oil takes place past the piston. To com- 
pensate for this leakage, oil is pumped into the cylinder by 
means of a hand-operated pump. The leakage from the cyl- 
inder is received in a drip tank and is returned thence to the 
oil reservoir by means of compressed air, which is supplied 
by a small motor-driven compressor located within the car. 

AH records are made on a continuous strip of paper 30 
in. wide, which moves over the surface of the recording 
table. When desired, the paper may be driven by means of 
a motor mounted on the table base, in which casc the records 
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are made on a time base instead of on a distance base. When 
driven from the truck below the car, the paper travels either 
1/16 in., 14 in., or 1 in. for each 100 ft. of car travel. When 
driven by the motor, the paper travels at either 5 in., 20 in., 
or 80 in. per minute. As may be seen in the top view of the 
recording table, all the pens for the various records are ar 
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these records being controlled through the medium of elec- 
tro-magnets. 

The speed record is obtained by means of a Boyer speed 
recorder mounted on the base of the table and directly 
geared to one of the spindles of the main gear case. The 
motion of the speed recorder piston rod is transmitted to 
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ranged to travel in the same straight line. Datum pens ar- the upper surface of the table and transformed from a verti- 


ranged in front of these pens draw base lines for the records 
of drawbar pull. speed, wind direction and brake cylinder 
pressure. All other records are drawn as straight lines, with 
offsets occurring in the lines at certain intervals, the pens for 


cal to a horizontal motion by means of a slotted bell-crank 
which moves a small carriage on the top of the table, shown 
at the right in the top view of the recording «able. This 
linkage also increases the normal maximum travel of the 
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Loyer gage from 3 in. to 6 in. Provision is made for driv- 
ing this instrument at twice its normal speed. For low- 
speed tests, the speed recorder is run in high gear, and for 
high-speed tests in the low gear. The shift from high to low 


gear may be accomplished either by one of the operating 
levers or by means of an electrically-operated clutch which 


Front View of the Recording Table 


goes Into action when the speed curve pen reaches the limit 
of its travel. A speedometer, such as is commonly used on 
automobiles, is used for determining the momentary speed. 
These instruments have a range up to 85 m. p. h., and it is 
expected that the car will occasionally be operated at that 
speed. Wind direction with respect to the car axis is also 
recorded on the chart. The spindle of a wind vane mounted 
en the roof of the car projects downward to the recording 
table where. through a crank and a yoke, it is connected to 
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on the chart through the medium of a pen controlled by an 
electro-magnet. 

The pen which draws the record of pressure in the brake 
cylinder is carried on an extension of the piston rod of a 
small indicator similar in design to an ordinary steam engine 
indicator, the cylinder of this instrument being connected 
with the main cylinder of the vacuum brake. The record 


of distance traveled is made by a pair of contact points 
placed on one of the gears of the main gear train, which 
makes one revolution for each 1,000 ft. of car travel. 


These 


instrument for Recording the Amount of Work Done at the 
Drawbar 


contact points control an electric circuit through one of the 
magnets, which in turn controls the distance pen. 

A work recorder or planimeter, whose purpose is to auto- 
matically record the area included between the curve of the 


Top of the Recording Table in the Japanese Government Railways Dynamometer Car 


the wind direction pen. This pen draws a curve whose ordi- 
nate is the sine of the angle made by the wind vane with the 
longitudinal axis of the car. The wind velocity record is 
obtained ty means of an anemometer of the pattern used 
by the Ur, red States Weather Bureau, and makes its record 


drawbar pull and its datum line, is used on this car, the de- 
sign being shown in one of the photographs. It consists 
essentially of an accurately ground steel cylinder, which is 
in contact with and is rolled by a ground spherical surface. 
The spindle which carries the segment of the sphere, shown 
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in the photograph, bears a fixed relation to the table. By 
means of gearing this spherical segn.ent is driven at a rate 
proportional to the travel of the paper. The cylinder, on the 
other hand, is carried in a frame so pivoted that it may be 
turned about a vertical axis. To this frame, ncar the bottom, 
there is attached an arm, a portion of which appears in the 
photograph. This arm terminates in a wheel which plays in 
a slotted carriage carried on the end of the rod attached to 
the drawbar pull pen. The carriage may be seen at the left 
side of the recording table. By means of these connections, 
any movement of the drawbar pull pen results in a corre- 
sponding change in the angle of the frame which carries the 
rolling cylinder. The cylinder is kept continually in contact 
with the sphere by means of a spring attached to the cyl- 
inder frame. The roll of the cylinder, which is directly pro- 
portional to the speed of revolution of the sphere and to 
the tangent of the angle which the cylinder axis makes with 
the sphere axis, is consequently also proporticnal to the 
paper travel and the pull curve ordinate. In other words, 
the roll of the cylinder is proportional to the area included 
under the curve of drawbar pull. The proportions of the in- 
strument are such that for each 3 sq. in. of area the cylinder 
will make one complete revoiution, and for each revolution 
an offset is made by the work recording pen. 

The time record is made at both edges of the chart by 
means of two pens mounted on one rod, which is operated 
by the cam and magnet mechanism shown at the left of the 
recording table. A clock making electrical contacts every 
five seconds controls these magnets, which in turn operate 
the pen rod through the medium of a pair of cams. The de- 
sign is such that the record distinguishes not only tive-second 
intervals, but cne-minute intervals as well. Such other rec- 
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to the armatures of electro-magnets mounted on a bridge 


across the table top. These magnets are controlled by means 


of push buttons, the wiring for which is permanently installed in 
the car. 
As additional evidence of Japanese progressiveness, it may 


Interior of the Dynamometer Car 


be of interest to add that the Japanese government railways 
have also recently installed, near Tokio, a thoroughly- 


Dynamometer Car for the Japanese Government Railways; the Trucks Shown Are Temporary 


ords as the position of mile posts, position at which indicator 
cards are taken, reverse lever position, throttle position, lo- 
comotive boiler pressure, etc., may be made on the chart by 
means of a number of extra pens whose arms are connected 


equipped laboratory for testing locomotives. With this plant 
and the dynamometer car, the Japanese railways have for ex- 
perimental study of the problems of locomotive and train opera- 
tion, facilities equaled on only one American railway 


CAR CONTROL* 


BY JAMES FITZMORRIS 
Master Mechanic, Chicago Junction Railway, Chicago, lll. 


It has been the history of the world that it 1s easy to 
start something, but hard to control what has been started, 
and lack of proper control in the.movement of trains and 
cars has so far-reaching and so wide an effect upon all branches 
of railroading that car control would seem to be an all- 
important consideration. The business of a railroad, of 
course. is primarily that of moving freight and passengers; 
this often seems to be forgotten in the unending multitude 
of things that are necessary for the effective handling of 
trafic. There are millions of dollars invested in right-of-way, 
terminals, freight yards. rolling stock and motive power, but 
they are all subordinate to the one principal business of 
transportation in its primary meaning. 

When the control of the car is mentioned, the air brake, 
because of the intricacy of its design and construction, is 
naturally thought of first, and the brakebeam, apparently a 
much more simple appliance, is lost sight of. An air brake 
is of very little value without a brakebeam of the right de- 
sign, construction and material. I want to call attention to 
the defects in. brakebeams, for the reason that not oaly is a 
brakecbeam’s work important, but that the importance of its 
werk is so often lost sight of. After a brakebeam has been 
placed on a car, the car in a train, and the train is in motion, 
our control of the brakebeam, and so of the car, is limited 
by the construction of the brakebeam. The always and ever- 
present necessity of perfect control of the car, which is a 
enit in the moving train, makes it imperative that a brake- 
beam be right when it is applied first to the new car, and to 
know that it is right means that we have got to know that 
the materials are right, that the design is the result of years 
of experience, and also that the coustruction has been under the 
direction of experts. 

A defect in a brakebeam is a most important defect, for 
the reason that it is liable to make defective all parts of the 
car. À moving car that cannot be controlled because ot a de- 
iect in the brakebeam may, and often does, have most dis- 
astrous results. The modern passenger train or íreight train 
coud be likened to the long end of a lever of which the 
brakebeam is the short end. The brakebeam is one of the 
few items in railroad service which can correctly be termed 
emergency equipment. [t is something which is called upon 
to work at all times, and this work is not always the same. 
Given a fairly good track, most car equipment is called upon 
to do the same kind of work each day, or each trip. but not 
so the brakebeam. When an emergency arises, the strain 
and the work put upon it is multiplied many times. If a car 
root or an underframe, or a draft gear, receives severe usage 
occasionally in the operation of a train, how much more so 
and more constantly does a brakebeam receive severe usage. 
Dangling, as it does, from underneath the car, it is suddenly 
thrust not against some stationary structure, but upon mov- 
ing wheels with tremendous force behind it; in an emergency, 
this force is at the maximum, and the wheels are revolving 
at their fastest speed. It is hard to imagine any service more 
trying tkan that which is given to the brakebeam; yet it is 
Tequired to do n. work with every disadvantage, and, at the 

same tme, even its partiu] ial'ure to do the work required 

of it may mean destruction of Property and loss of life. 


— ey 


* n —————— 
Entered in the car departmert erie tition which closed October 15, 1914. 


A. 


Undoubtedly there is nothing that works at any greater 
disadvantage upon a car than a brakebeam; and the very 
fact of its working at a disadvantage proves that it is working 
at a tremendously high maintenance cost. The Railway Age 
Gazette, in referring to box cars, seems to imply that the 
defects sought are those in the underframe and above. Draft 
gear, box car roofs and ends, and underframes seem to be 
occupying the center of the stage. Their importance is not 
to be questioned, but the importance of the brake beam, the 
vital factor in the control of trains, cannot be overlooked in 
an industry where transportation is the chief business. I do 
not think it will be questioned by prominent railroad men 
that the most expensive item of car repairs, year in year out, 
not excluding couplers of draft rigging. is the brake—that is 
the rigging and the brakebeams. Much of the high cost of 
maintenance is to be explained both by the use of inadequate 
brakebeams and the multiplicity of designs. 

The Railway Age Gazette has asked for suggestions as to 
how the defects may be eliminated. Suggestions for better- 
ment would probably be of more value than criticism, and if 
we are to obtain betterment, so far as the brakebeam is con- 
cerned, we should use brakebeams of established and suc- 
cessful design and of capacity sufficient for, if not in excess 
of, the service in which they are put. The railroads should, 
through the medium of the Master Car Builders’ Associa- 
tion, change or make standards with caution, and then insist 
upon their being respected after they are established. It may 
be that M. C. B. standards cannot very successfully be made 
other than suggestive as they are now, but something could 
be done to make them other than "paper" standards. 

When the railroads went into the use of the solid beams, 
differing essentially only in names and location of rivet holes, 
and being entirely alike in inefficiency, they created a situa- 
tion that will not be corrected until these beams are elimi- 
nated, and the roads are payiug for this every day. The use 
of so many inadequate brakebeams; the use of beams hav- 
ing so many different interchange dimensions; the use of so 
many beams that cannot be successfully kept in service or 
repaired at any reasonable cost—these have developed a situ- 
ation that delays cars every day and adds heavily to the cost 
of railroading. 

The suggestion to make an M. C. B. standard brakebeam is an 
attempt to get away at one long jump from the confusion 
and chaos existing. This cannot be done for manifest rea- 
sons, but the railroads can remedy a very serious difficulty 
in the freight car situation today by never buying brake- 
beams unless they fall within the present established M. C. B. 
requirements. The present requirements classify the beams 
in relation to service, and establish their capacities and tests 
in interchange features and over-all dimensions. If the rail- 
roads would start today to buy only such beams as fall within 
these limits, the situation would gradually and substantially 
improve, and a big source of expense and delay would be 
corrected by evolution, without serious disturbance. Along 
this line it seems to me that if the Master Car Builders’ Asso- 
ciation had some rule that any standard should remain such 
for a term of years and not be subject to constant change, 
the freight car situation might be benefited. 

Too often the brakebeam considered of minor con- 
sequence, and its important function, and particularly how 
much there really is to the subject, is not understood. The 
most general error is to believe inefficient rigging is eff- 
cient simply because failure and accident do not occur in ordi- 
nary work or service stops. Trains are being handled daily 
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where such equipment is used and the ordinary stops made; 
therefore, the equipment is regarded as sufficient and by 
many stamped as efficient. In compliance with the law, public 
buildings are equipped with fire escapes, yet a small per- 
centage of public buildings burn. The law requires that boats 
be equipped with all sorts of life saving apparatus, yet until 
the emergency arises, it rests idle and is of no service. Rail- 
way cars are equipped with the quick action brake primarily 
to take care of emergencies rather than to take care of the 
ordinary stops in the handling of trains. Today the increased 
speed and momentum of the heavier trains has given the 
quick action brake everyday usefulness which was not orig- 
inally contemplated. If, therefore, the clement of emergency 
is likely to arise and the quick action brake liable to be 
required, why impair or practically nullify its cfficiency by 
the employment of inadequate co-operative elements? It 
would seem that the first cost of a brakebeam should never 
be considered, in view of the fact that it is emergency equip- 
ment, and that its value lies chictly in the protection which 
it affords. When we have advanced in the art of railroading 
to that point where we buy one brake beam, not because it 
is ten cents cheaper than another, but because, whatever the 
first cost, this cost will be taken into consideration only in 
its relation to the final cost of the beam and the maintenance 
cost of the box car upon which it is used, we shall have 
accomplished a great deal. 


CAR DEPARTMENT CORRESPONDENCE 
AND REPORTS" 


BY CHARLES CLAUDY 
Chief Clerk to General Car Foreman, Beit Railway of Chicago 


It is generally believed that a considerable volume of the 
work performed in handling the correspondence and reports 
pertaining to the car department could be eliminated if they 
were given more thorough attention at the start. The man- 
ner in which these matters are handled by the car department 
will have a good or bad effect on various other departments 
of the railroad, according to the degree of efficiency in 
handling this work. The car department is called on to 
furnish information affecting such subjects as loss and dam- 
age claims, personal injuries, train accidents and responsi- 
bility for damage to equipment, in order that the responsi- 
bility may be placed where it belongs. If such information 
is not furnished fairly and accurately, it will cause unneces- 
sary correspondence, impairing the efficiency of the depart- 
ment, and often justice will not be obtained. No effort 
should be made to evade responsibility by referring ques- 
tions to another department or to another railroad which 
could be correctly answered by those handling the work. 

If the complete facts are not shown in the original reports 
and records, trouble will surely be experienced when these 
are taken up for consideration. The information should be 
recorded in such detail as may bc essential for a clear under- 
standing of the subject at any time. Brevity is efficiency 
when it is not lacking in the essentials, but the necessary 
details should not be sacrificed for brevity. Too many em- 
ployees make records of important items with only sufficient 
details to reinforce their own memory, forgetting that the 
records they make today are often to be used by someone 
else tomorrow. This is also another source of considerable 
unnecessary correspondence in the car department. 

The lack of the spirit of broadness and fairness in handling 
reports with foreign roads is another source of unnecessary 
correspondence. It is perfectly proper to defend a principle 
that may be involved in solving large questions, but the de- 
fense of wrong principles by technical arguments, with the 


*From a paper presented at the Jaruary meeting of the Car Foremen's 
Association of Chicago. 
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hope of placing the real responsibility where it does not be- 
long, is a waste of time and energy to any department. 

Perhaps the greatest individual source of what may be 
termed unnecessary correspondence is the result of report- 
ing wrong car numbers and initials; While some of these 
errors originate in the office, they are largely due to the car 
inspector or the repair track foreman. A wrong car number 
quoted in a bill for foreign car repairs usually means a letter 
of exception from the mechanical department of the foreign 
road to its auditing department, which, in turn, communi- 
cates with the auditing department of the road making the 
bill. It is then passed to the mechanical department of that 
road and must be investigated by the car accountant and the 
mechanical representative originating the information. When 
the error is corrected, the bill must then retrace its path to 
the mechanical department of the foreign road. The wrong 
initial carries with it even greater detail of investigation than 
the wrong car number, and practically the same detail is 
necessary in handling claims for accidents, ete., when wrong 
numbers and initials are reported. 

The car inspectors and repair men should not be too se- 
verely criticised, as often they perform their work under 
very adverse circumstances. Some roads resort to discipline 
in an effort to overcome these errors, but it is not believed 
that such methods will produce the best results, as the errors 
are not a willful neglect of duty. If a suitable degree of 
efficiency cannot be obtained from the men in the field, a 
more fitting place in the organization should be found for 
them. 

Another means of reducing correspondence and adding to 
the efficiency of the car department is promptness in handling 
reports and correspondence. All well regulated car depart- 
ments have certain reports which are required, and if these 
are furnished promptly and while the subject is fresh, it will 
insure a clearer statement of facts, as well as avoid the too 
frequent necessity of being called upon to furnish them. The 
same is true in handling correspondence. If replies are 
made as promptly as possible the information furnished can 
be presented in better form, in less time and avoid the neces- 
sity of "urgers" being sent out which may require passing 
through a number of offices, adding work to each one. as 
well as increasing the volume of correspondence to be ex- 
amined. 

A defective filing system adds its share to confusion and 
unnecessary labor. [t is often found that the information 
sought is already a matter of record and in the possession 
of the road making the inquiry, but through ineffective filing 
methods the connection is not made, and additional corre- 
spondence is imposed on the offices of both roads interested. 

A brief and concise statement of facts, either in reports or 
in correspondence, is far more forceful than repetition and 
unnecessary details. It consumes less of the time of the per- 
son imparting the information, as well as of the recipient. 
In order to do this. sufficient thought should be given the 
subject under consideration to get a clear conception of it 
in the mind, after which both brevity and detail can be 
rounded into a harmonious combination. Failure, in an- 
swering correspondence, to make proper reference to files. 
often results in confusion and delay which could be avoided 
if this feature was given due attention. 

The reduction in unnecessary correspondence and the 
standard of efficiency is best accomplished through an ef- 
ficient organization, from the head of the department to the 
lowest in the ranks. Often men are employed to perform 
certain. duties, and perfection is expected when thev are 
wholly unqualified through lack of training to perform such 
service. The entire org-7^iza i ^ should be continually stud- 
ied, with a view to dete ng certain qualifications which 
could be readily developed t. €d in performing effective 
service. 


UNION PACIFIC STEEL FREIGHT CARS 


All-Steel Equipment of 100,000 Lb. Capacity for 
Automobile Traffic ; Box Car Has Steel Underframe 


There were placed in service a short time ago by the Union The underframe is of the Bettendorf type, the center sill con- 
Pacific 4,000 steel underframe box cars, 2,000 of which were sisting of a 20 in., 112 Ib. I-section girder, while a cast steel body 
built by the American Car & Foundry Company, and 2,000 by bolster is used. The end sills are 8 in., 13.75 1b. channels and 
the Western Steel Car & Foundry Company, and 600 all-steel 6 in., 8 Ib. channels are used as diagonal braces between the end 
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Union Pacific Stee! Car for Automobiie Traffic 


automobile cars built by the Western Steel Car & Foundry  sills at the center sill and the body bolster near the side sill. 
Company. The side sills are 9 in., 13.25 Ib. channels and the crossties which 
AUTOMOBILE CARS extend between the center sill and the side sill are 8 in., 11.25 Ib. 

The automobile cars are of 100,000 Ib. capacity and weigh 51,900 channels. A 31, in. by 2% in. by 14 in. angle extends in the 
lb. They are 50 ft. 634 in. long over end sills and are 50 ft. form of a bow between points on the center sill just back of the 
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Steel Underframe Box Car for the Union Pacific 


long inside. The height from the top of the floor to the bot- draft arms, the top of this arch being at the side sill on either 
tom of the carlines is 10 ft. 1% in., and the cubical capacity is side of the car. There are 4 in. by 4 in. wooden stringers used 
4630 cu. ft. for supporting the floor and these are carried on the 8 in. chan- 
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nel crossties. The trucks are spaced 40 ft. 4 in. between centers 
and have cast steel side frames of the Vulcan type. One end 
of the car is fitted with steel doors swinging to either side, while 
double side doors of wooden construction are used. These side 
doors give an extreme door opening of 9 ft. 934 in., the width be- 
tween the door posts being 10 ft. 3% in. 

The steel body framing is made up of 3 in., 6.7 lb. Z-bar side 
posts and 3 in., 11.5 Ib. Z-bar braces, the framing being outside 
the "4 in. steel plate sheathing. The side plates are 4 in., 8.2 lb. 
Z-bars and the end plates are 5 in. by 3 in. by 5/16 in. angles. 
The sides of the car are fitted with stringer pockets, as shown 
in one of the illustrations. These pockets are used to carry the 
ends of transverse stringers for supporting an upper deck in the 
car when this is required, and it will also be readily seen that 
they can be of material assistance in securing miscellaneous 
lading in place. The Murphy corrugated steel end is used, as 
well as the Murphy radial type of roof, the strength of the end 
construction being made to meet the Master Car Builders’ Asso- 
ciation recommendations. This end is made in three sections, 
the two lower being of % in. plate, while 3/16 in. plate is used 
in the upper section. The carlines are 3 in. by 3 in. by 5/16 in. 
tees, while there are two 3/16 in. U-section pressed steel pur- 
lines on either side of the car, spaced 27 7/16 in. between cen- 
ters, the inner one being 1034 in. from the center line of the car. 

The special equipment includes New York air brakes, Western 
angle cock holders, Acme automatic brake adjusters, Scullin- 
Gallagher body bolsters, Creco brake beams, Climax couplers, 
Carmer coupler relief rigging, Camel door fasteners, Miner draft 
rigging, National malleable journal boxes, Buckeye cast steel 
truck bolsters, Miner gravity truck side bearings and Barber 
truck roller device. 


BOX CARS 


The box cars are of 100,000 Ib. capacity and are also equipped 
with the Bettendorf steel underframe. Cars of this type hav- 
ing a steel underframe, steel end construction and a steel roof 
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End of the Automobile Car Showing the Steel Doors 


have met with distinct favor in some quarters. In point of 
strength it would seem that they should give almost as good 
results as the steel frame inside sheathed car while retaining 
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End Elevatlon and Cross Sections of Union Pacific Steel Underframe Box Car 
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the advantages of the vertical sheathing. These cars are 41 ft. 
long over ends and 40 ft. 8 in. long inside, the cubic capacity 
being 3,500 cu. ft, and the height from the top of the floor to 
the bottom of the carlines 9 ft. 4% in.; the weight of the car 
is 42900 Ib. 

The center sill consists of a 24 in., 120 Ib. I-section girder, 
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Stringer Seat Ring. 
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end sills at the center and the body bolsters at the side sill; the 
crossties are 10 in., 25 Ib. I-beams. The superstructure of the 
car is of wood, but the ends are of the Murphy corrugated steel 
type, there being an 1874 in. by 12 in. door opening in one end. 
The roof is of the Murphy radial steel type with pressed steel 
U-section purlines and 3 in. by 3 in. by 5/16 in., T-section car- 
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Stringer Seat. 


Upper Deck Stringer Pocket Used on the Automobile Car 


while the body bolsters are of cast steel. It will be noticed 
that this center sill is heavier in the box car than in the auto- 
mobile car, the reason for this being that the center sill in the 
box car was designed to carry the greater proportion of the 
lading, while in tke automobile car it was the intention of the 
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lines, each 42 in. between centers. There are two purlines on 
either side of the car, spaced 22 19/32 in. between centers. the 
inner one being 11 5/16 in. from the center of the car. 

The special equipment on the box cars includes Climax coup- 
lers, Barber truck roller device, New York air brakes, Creco 
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End Elevation and Cross Sections of the Automobile Car 


des; : : 
“Signer that a considerable portion of the weight of the lading 
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Ould be carried by the side frames of the car. The end sills 
= 8 in, 1375 Ib. channels and the side sills are 5 in., 11.6 Ib. 
ars. There are 6 in., 8 lb. channel diagonal braces between the 


brake beams, Carmer coupler release rigging, Vulcan cast steel 
truck side frames, Camel door fixtures, Miner draft rigging, Na- 
tional malleable journal boxes, Buckeye cast steel truck bolsters 
and Miner gravity truck side bearings. 


78 RAILWAY AGE GAZETTE, MECHANICAL EDITION 


STEEL FRAME BOX CARS FOR THE 
ILLINOIS CENTRAL 


The Illinois Central has recently received 5,000 steel frame 
box cars which were built by the American Car & Foundry 
Company, the Western Steel Car & Foundry Company, the 
Standard Steel Car Company and the Haskell & Barker Car 
Company. These cars are of the outside frame construction and 
have a capacity of 80,000 lb. All the cars are equipped with 
steel roofs. The cars are 41 ft. 5 in. long over the end sills 
and 40 ft. 6 in. long inside of the sheathing. They are 8 ft. 9 in. 
wide over the side sills, and 8 ft. 6 in. wide inside of the sheath- 
ing. The inside height is 8 ft. 4 in. from the top of the floor to 
the bottom of the carline at the side. The cars weigh approxi- 
mately 40,000 lb. each. 

The underframes are made up of structural and pressed steel 
shapes. The center sills are of the fishbelly girder type, having 
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deep in the center. They taper to the side sills and are riveted 
to the webs of the center sills and the side sills. These members 
are reinforced at the top by 3 in. by 2/5 in. by % in. angles, 
and at the bottom by 3 in. by 2' in. by 5/16 in. angles. Cover 
plates measuring 8 in. by 3¢ in. by 6 ft. long, are secured to the 
top flange, and pressed steel gussets are used to reinforce the 
cross bearers at the center sill connection in the dcepest part 
of the fishbelly girder. 

The floor supports are 4 in., 8.2 Ib. Z-bars connected to the 
side and center sills by 4 in. by 3 in. by %4 in. angles. The 
draft arms are pressed steel sections 14 in. thick, and are spaced 
12% in. between the webs. They form a continuation of the 
center sill, and are riveted to the end sill as shown in the draw- 
ing. There are two intermediate stringers of 3 in., 6.7 lb. Z- 
bars and two center stringers of 3'4 in. by 334 in. yellow pine. 
The intermediate stringers are secured to the crossbearers and 
bolsters, and the center stringers to the center sills. 


illinois Central Steel Frame Box Car 


a depth at the center of 24 in. These girders are made up ot 
web plates 5/16 in, thick, which are riveted to 315 in. by 31^ in. 
by 5/16 in. angles at the top and 5 in. by 4 in. by 5% in. angles 
at the bottom. A plate 5/16 in. thick and 19 in. wide covers the 
top of this girder. The center sills extend beyond the bolsters 
and are riveted to the draft arms. The side sills extend from 
end sill to end sill, and consist of 9 in.. 13.25 Ib. channels. ‘The 
end sills are made up of 10 in., 15-lb. channels with the flanges 
turned outward. Diagonal braces of 4 in. by 215 in, 87 Ib. 
tees are used at each corner, extending from the bolster near 
the side sill to the draft sill near the end sill, being held in po- 
sition by 5/16 in. gusset plates. The cross bearers are made 
of L4 in. steel pressed in the shape of a pan and are 14'4 in. 


The bolsters consists of two pressed steel pans V4 in. thick riv- 
eted back to back, and to a top and bottom cover plate 34 in. 
thick. Side bearings of the ordinary type are used and are lo- 
cated at 4 ft. centers. A variation of !4 in. to 11/32 in. is al- 
lowed in the clearance. 

The superstructure is made up of eight side posts and eight diag- 
onal braces, all made of 3 in., 67 Ib. Z-bars. In the end construc- 
tion there are four center posts of 4 in., 8.2 1b. Z-bars and four 
intermediate posts of 3 in.. 6.7 Ib. Z-bars. A pressed steel cover 
plate 14 in. thick, pressed in the shape of an angle, is riveted 
to the upper flange of the end sill, and is bolted to the end 
sheathing. The construction of the door posts is clearly indi- 
cated in the drawings, and they consist essentially of 4 in., 8.2 Ib. 
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Z-bars. The corner posts are 4 in. by 4 in. by 5/16 in. angles. posts and bolted to the roof. The floor is laid. with. 134 
The side, diagonal and corner posts extend below the top of  ship-lapped yellow pine, and the sheathing is 1% in. thick, also 
the side sills, and are riveted to them. The end posts extend of yellow pine. 


down on the inside of the end sills. The side plates are 4 in. The trucks have a whee! base of 5 ft. 6 in. They have the 
__ E 0 "Door Opening. 
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Arrangement of the Framing in the illinois Central Box Car 
82 Ib. Z-bars. They are fastened to the side posts and diagonal American Steel Foundry Company's bolster, and are equipped 


braces by pressed steel gusset plates. The end plates are 3/16 with the Barber three-roller truck device. The Scullin-Gallagher 
in. pressed steel plates, being riveted to the outside of the end Iron & Steel Company's cast steel side frames and spring planks 
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are used, with the National Malleable Casting Company's malle- 
able journal box. Other specialties used in the construction of 
these cars are the Sharon coupler, Miner tandem D-963 draft 
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Cross Sections of the illinois Central Car 


gear, Carmer uncoupling device, the Imperial centering device 
for the draft gear, and Camel door fixtures. 


DEFECTIVE BOX CARS 


BY C. L. BUNDY 


There has been a marked improvement in box car design dur- 
ing the past two years in order to meet the more severe service 
requirements due to larger locomotives, longer trains, and the 
more extensive use of hump yards; but in the writer's opinion 
still more attention should be given to efforts toward making 
the cars more nearly proof against lost and damaged freight. 
When we consider the fact that there is paid out annually by 
the railroads of the United States, for claims due to lost and 
damaged freight, approximately $30,000.000 it would seem that 
railroad officers should give this matter careful consideration. 

While it is a common practice with railroads to make an in- 
spection of cars just prior to loading with cement, flour, and 
other freight that may be damaged by leakage, yet notwith- 
standing this precaution many cars with leaky roofs are loaded, 
and as a result claims are presented for damaged freight. More 
attention should be given to making roofs and doors storm 
proof, as this will materially reduce claims for lost and dam- 
aged freight. A careful inspection of box cars in any of the 
terminal yards will reveal the fact that many cars have de- 
fective roofs and side doors, and leads to the belief that these 
parts have been badly neglected, and in some cases poorly de- 
signed. There are few satisfactory roofs in service today. 

In going back some 30 years and reviewing briefly the different 
kinds of roofs that have been tried out, we find the first roof 
to be used to any extent was the double board type. This style 
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of roof failed, due to the weaving movement and torsion of the 
car, which loosened the nails, allowing water to run down into 
the car and damage the contents. Then came the practice of 
applying a layer of heavy plastic roofing paper between the two 
courses of boards. It was thought by doing this that the nails 
would be tightly sealed all around and this would stop the wa- 
ter from going through into the car. While this proved of 
some benefit, it did not fill the requirements. Then came the so- 
‘called torsion-proof paper roof; this roof was applied by first 
laying down a course of boards, usually lengthwise of the car. 
The roof sheets extended from the side plate to the ridge pole 
with the edges upturned and inserted in saw cuts in the sub- 
carlines; then the nailing strips or subpurlines were applied and 
another course of boards. The weaving and torsion movements 
of the car caused the roof sheets to become displaced and the 
result was a leaky roof. Then came into use the inside metal 
roof with the sheets extending across the car from side plate to 
side plate. This roof was too rigid and the sheets gave away 
at the ridge pole and along the side plates. Following this came 
the inside metal roof with the roof sheets extending from side 
plate to ridge pole, the edges of the sheets being turned up and 
inserted in saw cuts in the subcarlines. This roof gave fairly 
good service and is used quite extensively at the present time, 
but in order to get as much inside clearance as possible this 
style of roof was partially abandoned and the outside metal roof 
came into use. This roof was applied by first laying down a 
course of boards lengthwise of the car with the roof sheets ex- 
tending írom the side plate to the ridge pole, where they over- 
lapped, as well as along the edges. This roof did not prove 
satisfactory, as the weaving of the car caused the sheets to 
become broken at the side plates and also to unlock at the sides 
of the sheets, and resulted in a leaky roof. Other designs were 
used to some extent, but with no better results. 

In the past few years there has come into use the all metal 
roof which has given good satisfaction so far, and is in my 
opinion, the kind of roof the railways must come to in order to 
stop the heavy losses in claims for lost and damaged freight. 

However, while leaky roofs have been responsible for most 
of this loss the side doors of box cars are responsible for a 
great deal of the trouble. A careful inspection will reveal the 
fact that large numbers of box cars are running with the side 
doors from 143 in. to 34 in. away from the side of the car, and 
in running against a heavy rain storm, water is bound to blow 
in, damaging the contents of the car. Numerous other defects in 
side doors will also be found, such as front door stop split, hasps 
broken, etc., and many doors are lost off on the road and in the 
yards; also, a careful inspection will reveal the fact that it 1s 
necessary in many cases to use bars and sledges to open and 
close the doors, a condition which should not exist. Besides this 
there is the liability of doors falling off and injuring trainmen, 
or perhaps falling against a passenger train. 

In my opinion the flush type of door can be used to the best 
advantage, especially on cars with a steel superstructure or other 
designs that will not rack in switching so as to get the door 
opening out of square and cause the door to be inoperative. A 
door of this type has the advantage of being set in flush with 
the side of the car. It also has the advantage of moving out 
about two inches in opening and in case any freight is against 
the door, the latter moves away from the obstruction and slides 
by it to the open position. A door of the flush type can also be 
made waterproof, which is another point in its favor. 

Another part of the box car that has caused a great deal of 
trouble is the ends. Thousands of cars will be found running 
with wooden ends, the end and corner posts being tennoned to 
the end plate and end sill. This kind of construction offers 
litle or no resistance to the shifting of loads in switching cars 
and it is a waste of money to be replacing these ends as they 
were originally built. As fast as cars of this class give out they 
should be fitted with corrugated steel ends, which make a good 
substantial construction. 


TRAINING ENGINE HOUSE FOREMEN 


BY R. G. GILBRIDE 
Locomotive Foreman, Grand Trunk Pacific, Graham, Ont. 


The choosing of a man to fill the position of engine house fore- 
man generally has been more or less haphazard. When an engine 
house foreman resigns his position or is dismissed, the master 
mechanic may be short of material from which to choose a suc- 
cessor, and as a result the man selected does not have the proper 
training and is compelled to undergo a great many hardships 
that might have been averted had the appointee been given some 
opportunity to receive preliminary training in his new duties. 
Machinists who have previously handled back shop repairs ex- 
clusively, have been appointed to the position of engine house 
foreman. in which an entirely different set of conditions present 
themselves, resulting in poor service to the company. 

One of the eastern Canadian railways adopted a system based 
on the rules which this article sets forth, and since that time has 
started out in charge of roundhouses a number of trained men, 
who have shown, with the training they have received, that they 
are well qualihed to handle the work properly. Young men who 
did not develop ability to handle men during their shop training 
were not considered, but taken care of in the hack shop work 
which suited their special qualifications. However, there can be 
ne doubt that a man who has had the back shop training in addi- 
tion to the special training covering the roundhouse, is better 
fitted to give the company good service than the man who has 
only had roundhouse work, or only back shop work. Road fore- 
men of engines are trained from enginemen, train masters from 
brakemen, conductors and despatchers; road masters rise from 
section men and section foremen; but in a great many cases 
mechanical officers appoint untrained men with only the expe- 
rience they have gained through being first class men in heavy 
repair work, or in some other mechanical capacity, but which 
did not train them for the position of engine house foreman, 
resulting in trouble for all concerned through the appointee's 
not having a grasp of the operating and roundhouse conditions. 

In selecting probationary candidates in the svstem referred to 
above, the young man selected should have had experience in 
the main shops as a charge hand or assistant to the foreman. 
or in a position where he has shown some ability in the handling 
of men and work. The shop master mechanic selects the men 
who are to be recommended for the position of engine house 
foreman, seeing that they are thoroughly prepared in all respects 
and given the necessary experience in boiler and tender shops 
Preparatory to their departure from the main shops. The train- 
Ing Man engine house covers four periods of three months each. 
During the frst three months service a man is assigned to gen- 
eral work which includes hoiler and tender repair work. 

" the second period he acts as assistant leading machinist, 
Working as assistant to the man who holds that position in all 
the duties pertaining to it. It is his duty to copy the work from 
- work report book, assigning it to the different men, and see 
$ work is properly entered after the work has been done; 
.* Work of looking after the tools and tool room is also as- 
signed to him. 

Sa third period he is employed in connection with the 
Ro ent of engines from the time they arrive on the shop 

. ^ Until they are again turned out of the shop for service. 
7 oe supervision of the cleaning out of the locomotives 
mae ashpit and the time necessary to complete this operation: 

8 the locomotive in and out of the shop; seeing that the 
washing out is properly done and keeping a check on the time 

Necessary to do this work; looking after the lighting up of the 
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engines and also seeing that the work to be done on them is 
properly booked by the enginemen. He also makes periodical 
trips on the locomotives during this period to become familiar 
with their operation on the road, during which he makes notes 
of the quantity of coal and water used on the trip, weight of the 
train, etc. 

In the fourth or final period of three months he is placed at 
work in the storeroom and office to become familiar with the 
methods of conducting the clerical work, handling the stores and 
the maintenance of the proper quantity of stock, as well as the 
system of handling the men, etc. 

When he has completed his term at the engine house, has 
passed a written examination on the duties and work connected 
with the handling of engines at engine houses, and has shown 
himself qualified to assume the more responsible duties, his name 
is referred to the superintendent of motive power who then ar- 
ranges to send him out as night foreman or relieving at some 
point. 


JIG FOR DRILLING DRY PIPE COLLARS 


BY F. W. BENTLEY, JR. 


The renewal of brass dry pipe collars calls for considerable 
laying out if the holes through the pipe are irregular or zig- 
zag in formation. When a new collar is applied to a new dry 
pipe the holes are drilled through both the collar and the pipe 
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Driiling Jig for Renewing Dry Pipe Collars 


in the same operation, but the renewal of the collar alone re- 
quires the laying out of the holes to match those already in the 
pipe. 

The drawings show a simple arrangement used by the writer 


Dry Pipe and Jiq in Position on Drilling Machine 


which has been successful in securing accuracy and has con- 
siderably reduced the time required to do this work. The bar 
is bolted to the table of a drill press and the pipe with the new 
collar in place is laid over it. The stud Æ has a concave point 
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with which the drill is centered, after which the table, or radial 
arm, as the case may be, is clamped in position. With the other 
end of the pipe resting on a roller horse, the holes on the in- 
side are dropped one after another on to the concave stud, and 
the holes drilled through the collar directly in line with those in 
the pipe. The concave end of the stud allows the drill to break 
through and complete the hole without obstruction. When the 
drilling is completed the pipe may be riveted at once. 


FINISHING TANK VALVE CASTINGS 


BY W. W. ELFE 
Machine Foreman, Central of Georgia, Macon, Ga. 


The illustrations show the method of finishing tank valve cast- 
ings at the Macon shops of the Central of Georgia. For finishing 
the valve seat end of the casting it is set up on a drill by means 
of U-shaped supports and clamps applied to the flange. The 
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Tank Vaive Casting Mounted on Expanding Mandrel for Finishing 
Hose Nut End 


machining is done by means of a shell reamer on an arbor of 
machine steel which is placed in the spindle of the drill. The hose 
nut end is finished on a lathe, the work being supported on an 
expanding mandrel screwed to the spindle of the lathe. Only 
two sizes of these castings are used, therefore it is necessary 


Finishing Valve Seat End of Tank Valve Casting 
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to have only two mandrels and two reamers to take care of 
this work for all classes of locomotives. The reamers, being of 
the shell type, may be made to fit the same arbor. 


CLEANING AIR PUMPS 


BY W. E. JOHNSON 
Storekeeper, Chicago & North Western, New Butler, Wis. 


The accompanying illustration shows a method of cleaning 
air pumps without removing them from the locomotives. The 
apparatus used for this purpose is half of an ordinary oil barrel, 
placed on a frame of 4 in. by 2 in. bar iron which is made to 
ht the bottom of the barrel just above the first hoop. This 
band is made in two parts, one part having the axles welded 
on, while the other part has the handle and rest. These two 
parts are bolted together through !4 in. holes drilled in the 
lugs on the two halves of the band. A strong solution of lye 
water is placed in the barrel and the pump connections to the 
air end of the pump are broken, fittings being applied as shown, 
so that the lye water may be drawn in through the inlet and 
discharged back into the barrel through the outlet. 

These pipes extend down very nearly to the bottom of the 
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A Method of Cleaning Air Pumps 


harrel and are spaced as far apart as possible, so that the refuse 
matter coming out of the pump will not be drawn back into it 
again. When all the connections have been made, steam is ap- 
plied to the pump and it is run at a slow rate, drawing the lye 
solution into the air inlet, circulating it through the different 
passages and discharging it from the discharge pipe with the 
refuse. This is allowed to continue for one hour, and at the ex- 
piration of that time the pump is washed out by the same proc- 
ess with clear water. The pump is then well lubricated and 
placed in service. It has been found that this method is very 
satisfactory. The information was obtained through the cour- 
tesy of J. E. Tisdale, general foreman at New Butler. 


IxsrECTIoN.— Next to the intelligent selection of help, the in- 
spection of the product is the most important factor of efficiency. 
—.mecrican. Machinist. 


Methods Which Bring Good Results in a Shop 
Which Has a Minimum of Facilities for This Work 


REPAIRING LOCOMOTIVE BOILER TUBES 


BY N. H. AHSIUOLH 


The handling of locomotive boiler tubes and flues in the shop 
is an important item of the cost of locomotive repairs. Articles 
on this subject have appeared recently in several journals, in 
which stress is laid on the use of mechanical devices to facilitate 
operations and reduce costs. The writer, being accustomed to 
achieve corresponding results with a minimum of facilities in vari- 
ous departments of the boiler shop; and knowing also, that there 
are many other boiler foremen working under similar conditions, 


Erecting Shop 


Transfer Table 


Fig. 1—Diagram Showing Course of Tubes Through the Fiue Shop 


will endeavor to show how tubes may be efficiently handled from 
the locomotive, through the flue shop and back to the locomotive 
entirely by hand. 

It may be well to state that in the particular shop the arrange- 
ment and operation of which are to be described, all 2 in. and 
24 im tubes are iron and are repaired with ircn safe ends, 
while all 51; in. flues are iron but are repaired with 414 in. 
steel safe ends. Fig. 1 shows the layout of the shop buildings 


Fig, ?—Rotary Car on Which Tubes Are Carried to the Rattler 


adjacent to the flue shop and affecting its operation. As the 
eio are ready for removal from a locomotive in the erecting 
shop, a car of the type shown in Fig. 2 is placed ahead of the 
“omotive, on which the tubes as they are removed from the 
ler are loaded. The loaded car, which has a capacity of 
One full set of 460 tubes 214 in. in diameter, is then run on the 
transfer table and moved to the track leading to the rattler. 
he rattler is of the barrel type, is run dry and is loaded by 
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hand. After it has been run the required length of time to 
properly clean the tubes, they are dumped from the bottom on 
inclined rails leading to the floor where they are ready for in- 
spection and sorting. 

Fig. 3 is a floor plan of the flue shop, an interior view of 
which is shown in Fig. 4. It will be noticed that the machines 
are set very close together because of the absence of facilities 
for handling the tubes. The space is so limited that it is neces- 
sary to finish tube work as it leaves the rattler; it is not prac- 
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Fig. 3—Plan of the Fiue Shop Showing the Location of the 
Machines 


ticable to finish a part of one set and then store the remainder 
while finishing all or part of another set. 

It has been noticed upon inspecting tubes as they come from 
the rattler, that those having from three to eight safe ends are 
badly pitted on the safe ends, while the body of the tube is 
still perfect. Where this condition is found, the old safe ends 
are cut off and the remaining part of the tubes restored to the 
required length by welding on an intermediate piece similarly 
cut from another old tube. These intermediate pieces are of 
three lengths: 21 in., 40 in. and 60 in. A new safe end 7 in. 
long is then welded on the end of the intermediate piece, the 
finished tube having only two welds. This practice has very 
materially reduced engine failures due to burst tubes. 

After tubes are inspected and sorted, those to be scrapped 
are thrown out of door A, Fig. 3, to be loaded on scrap cars, 
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while those to be safe-ended are piled at the cutting-off machine. 

After the tubes are cut, those requiring intermediate pieces 
more than 21 in. long are loaded on a wagon and moved to a 
flue welding machine which is placed about 50 ft. from the flue 
shop, in the material yard. This machine, which is shown in 
Fig. 5, is a combination of a homemade rivet forge and a No. 2 
Boyer rivet buster placed over a welding die and mandrel. The 
brickwork in the rivet forge was altered, and the air pressure 
used in the rivet buster reduced to 40 lb. per sq. in. The forge 
and rivet buster are set in line, so that while one end of the 
piece to be welded is heating the other end is on the mandrel, 
between the dies. When the proper welding temperature is 
reached, the tube is pushed through the fire and the weld made 
with the rivet buster, which is operated by a pedal. As the 
weld is completed in a very short time, the part of the tube in 
the furnace is not seriously affected by the fire. 

After a tube is welded it is withdrawn and laid by itself until 
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which is bolted a piece of 34 in. plate having a punched hole 
3 in. in diameter through its center. In placing the end oí the 
tube against the stop the swedged portion is passed through 
this hole, where its rotation against the rough punched edge 
of the hole removes all scale and dirt leaving the end which 
receives the copper ferrule in the back tube sheet smooth and 
clean. 

Aíter the tubes are cut to length, they are given a hydrostatic 
test. The machine for doing this work is adjustable for various 
iengths of tubes. It consists of a wooden trough with a cylin- 
der at each end; the cylinder at the rear end does not close 
the tube until it is full of water, after which the other cylinder 
increases the pressure in the tube. This method insures the 
removal of all air from the tube before the test is made, after 
which the front cylinder raises the pressure in the tube from 
100 lb. per sq. in.—the water line pressure—to 300 lb. or more, 
depending upon the air pressure. Defective tubes are thrown 


Fig. 4—Interlor of the Flue Shop Looking Toward the Annealing Furnace and Loading Track 


cool, when it is piled. It has been found that if tubes are piled 
while the welds are still red hot, they will be bent when cold, 
due to the contracting of the exposed surface sooner than that 
next to the other tubes in the pile. After the intermediate 
pieces are welded on, the tubes are loaded on a wagon and re- 
turned through the window B, Fig. 3, to follow the course of 
other tubes through the shop. 

The tubes next are placed at the piecing furnace where the 
ends are expanded and seven inch safe ends inserted. They are 
then piled at the welding furnace and welded by a Hartz flue 
welder. The swedging of the ends is done at the same heat 
and the tubes are then piled back of and to the right of the cut- 
ter, ready to be cut to length. This machine has an adjustable 
stop to govern the length of the tubes, against the upright leg of 


out and those which withstand the test are piled at the annealing 
furnace. 

The annealing furnace consists of a back wall and a small end 
wall to protect the testing machine from the direct radiation 
from the fire. The tubes are piled up with the ends about two 
inches from the back wall; the burner is opened and the flame 
being confined to the 2 in. space, the ends of the tubes are soon 
raised to a red heat. About 150 tubes are annealed at one time. 
As fast as they are heated the tubes are placed on the push car 
shown in Fig. 4 in the background. When loaded this car is 
pushed out to the boiler shop, where the tubes are transferred 
to the rotary car shown in Fig. 6. This car is then passed 
across the transfer table to the track in front of the engine from 
which the tubes were removed. 
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Due to the fact that engines in the erecting shop are headed 
south while the flue shop was originally laid out for engines 
headed north, it is necessary to turn all tubes end for end be- 
fore they are placed in the rattler and again aíter leaving the 
flue shop. This is taken care of by the ball bearing rotary cars 
shown in Figs. 2 and 6. 

Superheater flues 514 in. in diameter are handled by the same 
methods, and follow the same course through the shop as the 
214 in. tubes, the various machines being adjusted to suit the 
larger diameter. In cleaning, about six or seven are placed in 


Fig. 5—Outdoor Welding Machine and Furnace for Plecing Short 
Tubes 


the rattler with a load of 2/4 in. tubes. By this method the 
splitting of ends formerly experienced has been eliminated. 

Steel safe ends 414 in. in diameter are cut the required length, 
then heated and scarfed by hand. The flues are cut on the 4 
in. end and belled out to receive the safe end. The scarf is then 
made by chipping the outside corner of the belled portion of 
the tube as shown in Fig. 7. This method of scarfing eliminates 
the use of a lathe in the machine shop, so that all work on the 
fues is taken care of in the flue shop. A liberal amount of 
borax is used while making the welding heat and only one heat 
is taken, the 414 in. ends of the flues being heated only twice 


Fio. 6—Rotary Car for Transporting Repaired Tubes to the 
Erecting Shop 


while in the shop: once at the piecing furnace and once at the 
welding furnace. The heating of these large flues is always 
accompanied. by a wasting of the metal and by keeping the num- 
T of heats to a minimum a much better flue results. These 
are cut to length, tested, annealed and loaded in the same 
nner as the 214 in tubes. 
; * operations described are taken care of by a regular flue 
op force of four men, a fifth man being required only when 
bes 51 in. superheater flues. The moving of the tubes 
5 ied on the special cars shown in the illustrations, from the 
Re to the rattler and from the shop back to the engine, is 


done by the general shop labor gang. The output per month 
averages about as follows: 
4,500 2 in. and 2% in. tubes; 
100 5% in. flues; 
100 3 in. and 4 in. miscellaneous tubes. 


This output is equivalent to approximately 6,000—2 in. or 2% 


Fig. 7—A—Superheater Flue Swedged to 4/3 In. Diameter; B—Fiue 
Belled Out to Receive the Safe End; C—End of the Flue 
After Being Scarfed by Chipping. 


in. tubes and is handled at an average direct labor cost of $300 
per month, or at an average rate of five cents per tube. 

lhe average number of tubes removed from boilers as a re- 
sult of leaks during the hydrostatic test is less than one per 
boiler and there have been no leaks or other defects in the 514 
in. flues either during the hydrostatic boiler test or in service 
afterwards. 


ENGINE HOUSE REPAIR WORK* 


BY M. VALLEN 
General Foreman, Southern Pacific, Carlin, Nev. 


An engine house, to be managed to its highest efficiency, must, 
in the nature of its equipment, be up with the highest standards 
of the times. A general repair shop, in order to turn out the 
largest possible amount of work in first-class condition, must 
necessarily be equipped with the latest facilities, such as traveling 
cranes and improved machinery. An engine house on the other 
hand, must be equipped with good boilers, water pumps, air 
compressor, serviceable lathes, turntable, sanding device, and fuel 
facilities, in order to successfully handle the power. It is also 
necessary that good drop pits be provided; that the house be 
well lighted, and, if the climatic conditions require it, in winter 
it should be fairly well heated. It should be kept in a sanitary 
condition at all times. This, I believe, has a very great effect 
for efficiency among the men. 

The engine house equipment should be frequently inspected 
and repair parts kept in stock ready for an emergency, as the 
plant cannot be successfully operated without the equipment in 
proper working order. The turntable should receive its share 
of attention in the line of maintenance, such as oiling the 
operating machinery and also the bearings. All tools should 
be thoroughly inspected and their condition kept up to as high 
a standard as possible, and the men in the various vocations 
should be impressed with the idea that it is their duty to see that 
defective tools are reported. The engine house foreman should 
know the condition of every engine under his charge, and the 
date of the last general repairs, and a record should be kept 
of such dates. 

In the organization of an engine house of any size, provision 
should be made for an assistant foreman, a boilermaker fore- 
man and a clerk. The boilermaker foreman should determine 
the condition of the fireboxes and tubes of each engine and re- 
port it to the engine house foreman, and I also believe it would 
be good practice for the foreman occasionally to personally in- 
spect the interior of fireboxes and the condition of tubes. The 
assistant foreman should have charge of the various mechanics. 
The foreman knowing the condition of each engine, should plan 
the work and select the best opportunities for making unusual 
and heavy repairs. He should also co-operate with the store- 
department toward keeping the standard repair parts in the 
store room, avoiding the waste of producing them with the 


gored in the competition on Engine House Work, which closed July 
15, 1914. 
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inferior machinery available at most engine houses; in most cases, 
the parts can be manufactured in the general shops many times 
cheaper than is possible in the roundhouse. Delay to the 
work on the engines will be prevented by having as many neces- 
sary repair parts as possible in stock, which will necessarily 
keep the engines in service a greater proportion of the time. 

The engine house foreman should at regular intervals advise 
the master mechanic, or other officer, regarding the condition of 
the engines, and how long they can be kept in service without 
general repairs. The boilermaker foreman should be thoroughly 
familiar with the ability of each man in his charge, know to 
which class of work each one is best suited, and that the neces- 
sary tools are available and in good condition. He should in- 
struct his men that the standard of the road in the line of tools 
should be strictly adhered to; that proper prossers or rollers are 
used and see that the men thoroughly understand the work which 
they are doing. This is of great importance, as a boilermaker 
not thoroughly understanding his work may do considerable 
damage to a boiler. It 1s also of great importance that hostlers, 
fire cleaners and other laborers connected with the turning of 
engines he trained to realize the importance of their work and 
what it means to have engines turned in the least possible time. 
Hostlers should be instructed how to properly use injectors and 
care for the fire while an engine is in their charge in order to 
prevent unnecessary work which might be caused by improper 
handling. 

As much work as possible should be specialized. A blackboard 
should be installed in a conspicuous place and marked with the 
various special work into which the repairs of locomotives may 
be divided, such as air brake, boiler work, etc, and as many 
other special duties as may be desired. The men for these 
various duties should be carefully selected. The air brake man 
should necessarily understand the operation of the air brake and 
also how to make proper repairs; for instance, if the brakes 
are reported not setting, he should know what defects in the 
air brake apparatus will produce such a defect. 

The man in charge of boiler appurtenances should be thoroughly 
familiar with the Interstate Commerce Commission requirements 
and should also understand the working conditions of injectors, 
lubricators, etc. If an injector is reported not working. the 
cause should be determined and not a new injector 1mmediately 
applied, where perhaps a few slight repairs will answer the 
purpose. The testing of steam gages and the setting of safety 
valves should be among his duties and he, in conjunction with the 
boiler inspector, should see that all such work as ts required by 
the Interstate Commerce Commission regulations is done, the 
boilers washed out, as well as any other inspecticn or repair work. 
This will help greatly in keeping the engines in service and 
also prevent the frequent waste of fuel which. occurs when a 
boiler is blown off. 

The duties of the cellar packer should not be iost sight of. 
Much can be accomplished by proper attention to this work. 
The cellar packer should be so trained as to be able to fit up 
engine trucks, trailer and tank brasses and should also know 
how to adjust driving wedges. This work should be under his 
care, and he should thoroughly understand what effect a tight 
wedge may have in producing a hot driving box, and how an 
improperly fitted. bearing will affect a journal. A tanksmith 
should be employed, whose duties should be to maintain all tank 
wheels, springs, safety appliances on the tank and engine, sce to 
the application of all brake shoes on the engine and tender and 
the application of all engine springs. Reliable and steady men 
should he emploved on this class of work and the wages paid 
should be good, as the work is heavy and requires much physical 
exertion. 

A man thoroughly familiar with valve gears should be used 
when work of this nature bas to be done. Such other work as 
valve rings, piston rings, links, etc., should also come under his 
charge as his time will not be constantly occupied in setting 
valves in the ordinary roundhouse. A man who thoroughly 
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understands rod work should be assigned to do all such work. 
This will generally keep a man busy in a roundhouse of any 
size. Such work as packing piston rods and valve stems, the 
maintenance of flange oilers, etc., should be assigned to a special 
man, who, with the experience which he will gain, will show 
a great saving in the maintenance of these parts. Whatever 
additional force is required, such as men for general repair work, 
changing engine truck wheels, taking up lateral motion in trailers, 
refitting binders and the various other classes of work reported, 
should be kept as all around running repair men. If enough 
work is done to justify one or two machine men, they should 
he employed, and in addition to the necessary machine work 
they should make repairs to tools. 

The roundhouse clerk should keep a record of all annual and 
monthly inspections of locomotives and boilers, also the dates 
of washout. I believe it is a good practice to have a regular 
period of time between washouts. He should also keep record 
of the various piston inspections, the removal of tubes, the re- 
moval of lagging and the inspection of the interior and exterior 
of boiler barrels, and such other otfice records as may be assigned 
to him. 

Hostlers should be made to realize that as soon as an engine 
arrives it should be placed in the roundhouse with the least 
possible delay. The work report should be immediately copied; 
this sliould be done by the assistant foreman, who has immediate 
charge of the repair work, and each item distributed to the 
various men. The numbers of engines requiring washout should 
be marked on the board during both the day and night shifts 
by the foreman or inspector in charge. Boiler washers should 
thoroughly understand the importance of cooling a boiler properly 
before washing, at points where cold water is used, and should 
be made to realize the importance of keeping the boilers free 
from scale and washout plugs clean and in good condition. 

Care should be exercised as to doing all the work booked by 
enginemen. Mention might be made of the frequent report 
"engine not steaming.” An engine which has given satisfactory 
service as to its steaming qualities at previous times should 
not have the size of its nozzle tip reduced or a heavy bridge put 
in it, but the possibility of other defects which will prevent an 
engine from steaming freely should be thoroughly investigated. 
In manv cases after the tubes and the crown sheet are thoroughly 
cleaned a great difference is experienced in the steaming qualities 
of an engine which was previously reported as not steaming. 
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PNEUMATIC FLUE CUTTER 


BY W. S. WHITFORD 
General Foreman, Chicago & North Western, Milwaukee, Wis. 


The illustration shows a flue cutter which has been used for 
some time, but which as originally constructed required the use 
of a special motor supplying air to the cutter through the 
spindle. The end of the spindle was redesigned by the writer 
in order that knuckle jointed shafts and any type of motor may 


Pneumatic Flue Cutter Altered to Take Motors of Any Type 


be used. As now arranged, air is supplied to the flue cutter in- 
dependently by means of the carefully fitted sleeve and ports in 
the spindle leading from the circumference to the 3/16 in. air 
passage on the center line. This device is very useful in cutting 
out flues behind steam pipes, which may be done without the 
necessity of removing the pipes. 


RIVETING IN STEEL CAR CONSTRUCTION’ 


A Brief Discussion of Rivet Manufacture; Opera- 
tions Which are Necessary to Secure Tight Rivets 


BY H. A. HATFIELD 


General Foreman, Canadian Car & 


II. 


Poor riveting may result from careless work: neglecting 
to change dics often enough, poor judgment of rivet lengths 
and other shortcomings for which the riveting gang is ac- 
countable. But frequently the greater part of the trouble is 
due to worn rams and adjusting screws. Once either wears, 
the dies will throw sideways, since the rivet will bend easier 
than it will upset. The head formed will be off center and 
will cut across the grain of the stock, thus losing a great part 
of its strength. On close work, if the bottom of the die, the 
yoke of the machine or the "bull nose" projects lar enough 
to hit before the head of the rivet is in line with the center 
of the cup, the edge of the cup will cut the head and spoil 
the rivet. When the conditions are such that a “bull nose" 
is used care must be exercised that it is not bent by the re- 
peated heavy pressures, so that the rivet heads are out of 
line. Old machines that are sprung slightly may be cor- 
rected by a special die holder made with the shank off center, 
or bored eccentric to bring the die faces in line. 

Stationary machines are of two kinds, column and pit 
riveters. The latter is generally used for center sills, etc., it 
being more convenient to handle large work when it is sus- 
pended. The machine should be so placed that an air hoist 
or chain block may be hung from an overhead trolley or jib 
crane by which the work may be supported. For smaller 
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The “Coaxer” for Drawing Plates Together, and Special Too! for 
Driving Flat or Countersunk Rivets 


machines avery convenient sling is made of a small endless 
chain, which is caught over the hook of the block and around 
the work, to support the end farthest from the die. 

On any but the very lightest work, it will be found desir- 
abie to use four men in a gang; the fourth man enables the 
gang to maintain a speed that would be impossible with 
three men. The machine operator should have some mechan- 
ical ability and a knowledge of the machine he is handling. 

5 list helper must be strong and active, as he has the 
inia Part of the heavy lifting to do. The sticker and 
skill in UC pe bright, active fellows, as their speed and 

urnishing the rivets control the output of the gang. 
T should have a complete set of dies and its own 
d ES tools, including a medium weight sledge, two stick- 
UN ammers, wrenches of various sizes, drift pins, bolts, nuts, 
"S; etc. A tool known as the "coaxer" is used to 
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Foundry Company, Montreal, Que. 


squeeze the plates togetker when they are being riveted with- 
out having been well bolted together first. It resembles a 
wrench, the jaws being 7% in. thick. The rivet is stuck from 
the bottom up through the pieces to be riveted and the coaxer 
is slipped over it. The die coming down presses on the jaws 
of the coaxer and squeezes the plates together, then the ram 
is lifted enough to allow the coaxer to be withdrawn and the 
rivet is formed by a second application of the air. The gage 
is tried again and if it fits, the remaining rivets may be stuck 
from the top and rapidly driven. 

When it is necessary to drive an occasional flat or counter- 
sunk head in a run of button heads it can be done without 
changing dies with the tool shown in the illustration. This 
is made of high speed stcel with a button on one side to fit 
the cup of the die already in the machine. A groove is turned 


A Jaw-Riveter in Use on an Underframe, Showing Method cf 
Suspension 


around the body in which a wire handle may be secured. 
As the tool is necessarily small, it should be hardened, other- 
wise it will distort with the pressure and heat. 

For work too heavy or unwieldy to handle to the machine, 
a yoke riveter may be used similar to the column riveter, 
but without the lugs used for fastening the latter in position. 
On freight car underframes some variation from the standard 
shape of rivet head is permitted, and a light, strong machinc, 
known as a jaw-riveter, is used. The heads made by this 
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machine have a slight ring on one side owing to the fact 
that the motion of the jaw does not carry the die on a line 
parallel to the center line of the rivet and the outside edges 
of the dies are a little further apart than the inside edges 
when the rivet is finished. This can be avoided to a certain 
extent by making specia! dies so designed that when the 
rivet is completely formed the die faces are parallel. These 
machines are easily handled and are very speedy. They are 
strong for their weight, since the gap is very small, and the 
leverage is large in proportion. A free running chain block 
of at least two tons capacity should be used to suspend this 
machine. The rcason for the large size of this block will be 
understood when it is known that frequently it has to sup- 
port a portion of the weight of the work owing to the fact 
that the dies are often slightly high and lift in closing. Care 
is necessary to get the height of the top die just right, for if 
the machine hangs on the rivet, it will spoil the shape of the 
head and mark the plate. 

The ease and speed in handling suspended work or a sus- 
pended machine depend greatly upon the design of the trol- 
ley and the track used. For medium weights a two-wheel 
trolley may be used, but for heavy work four wheels are pref- 
erable, two wheels tending to jam and move in jerks. The 
length of wheel base and increased bearing surface make the 
four-wheel trolley run smoothly with a minimum effort and 
it takes the joints in the track without difficulty. 


PNEUMATIC HAMMER RIVETING 


The importance of properly heating the rivets for machine 
riveting has been strongly represented. It is of still greater 
importance when the rivet is to be driven with a pneumatic 
hammer, since it must be at such a temperature that the shank 
will upset with the impact of the hammer. Unless the hole is 
thoroughly filled the rivet may be jarred loose; its holding 
power will then be reduced to the bearing pressure of the heads 
on the plates, produced by the contraction of the rivet material 
in cooling. Consequently, the first requirement of any riveting 
gang is a properly designed rivet furnace. The present market 
price of fuel oil makes it of the utmost importance that all the 
work possible be obtained from it. The furnace must, there- 
fore, be built for the work, and the burner properly installed, 
as well as operated with intelligence. 

Something of the art of heating should be taught the heaters 
instead of leaving the mastering of this important operation 
entirely to their experience at the expense of many gallons 
of fuel oil wasted and tons of rivets burnt. It is impossible to 
obtain intelligent operation while the present practice of hiring 
small boys for heaters prevails, hence it would seem advisable 
to so arrange the prices for this work that men capable of 
understanding instructions could be secured. It should first be 
shown the heater that oil will not burn in the liquid state, and 
that the burner is employed to break it up and mix it with the 
air necessary for combustion without waste. The second lesson 
should deal with the handling of the burner to obtain the proper 
mixture of oil and air; it should show how if too much oil is 
turned on it will smoke, and if too high air pressure is admitted 
to the burner it will carry the particles of oil beyond the point 
where the work is to be done before they can be raised to the 
burning temperature. Best results are obtained with a short 
white flame that a heater will soon learn to recognize. He must 
also learn to know the proper temperature of the rivet by the 
color, and the nature of a burnt rivet. 

The furnace should be located as close as practicable to the 
work and the shortest possible length of time intervene from 
the moment the rivet leaves it till it is headed; hence the gang 
must move quickly and complete each move in a positive man- 
ner, there being no remedy for a loose rivet but to cut it out 
and replace it. 

The heater's comfort should be looked after, and some ar- 
rangement made so that he may approach the furnace without 
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having to bear the direct heat from the doors. Different ar- 
rangements have been tried with success.  Baffle plates and 
perforated air pipes below the door, to blow the heat upward, 
or water pipes above the dcor, perforated so that a sheet of 
water falls across the baflle plate and keeps it cool, are both 
very good methods. The shop windows should be painted or 
shaded if the sun shines on the furnace during the hot part of 
the day, as the two heats will sicken the toughest heater. 

The number of rivets the gang has in a run being laid out 
for them, they should always proceed in the same rotation so 
that the heater will always know what length and diameter of 
rivets to send along, otherwise considerable time may be lost 
while the heater and sticker signal to one another. Of course, 
if the punching was inaccurate and the hole very much en- 
larged by the reaming, a longer rivet than usual will be re- 
quired to fill it up, and signals must be given. A simple code 
for the purpose should be adopted and taught to each new 
heater. 

Next in importance to the furnace installation is the supply 
of rivets and the method of keeping them at the furnace. Once 
the gang has had a full day on a run no difficulty should be ex- 
perienced in obtaining the right size and length of rivets from 
the source of supply. The amount allowed each heater should 
be carefully checked and an investigation follow any unusual 
demand. The supply should be controlled by one man, who will 
report the amount per dav supplied each furnace so that the 
proper sizes and lengths may be made as required. 

Small bins built of steel should be placed at each furnace, the 
number of compartments corresponding to the number of dif- 
ferent rivets in the run. For machine riveters usually a great 
number of the same size rivets are used, while on the shipping 
track it may be necessary to have six or seven lengths and 
possibly two or three diameters. In the first case there may 
be only two large compartments in the box or bin, while in the 
latter case it may have to be two tiers high to accommodate the 
number required. The construction should provide sufficient 
room for dumping the supply of rivets directly into this bin, 
and allow the heater to get them out with a shovel from the 
bottom. | 

Small rivets should be heated in a muffle furnace. If the quan- 
tity of rivets required does not justify building such a furnace. 
a short length of heavy pipe of a large diameter may be used. 
one end being plugged, or a couple of fire bricks may be placed 
so as to keep off the direct flame, though this method does not 
furnish very clean rivets. 

For the safety of those working around him and persons 
passing by, the heater should be impressed with the necessity 
of looking before throwing the rivet to the sticker. The pause 
should be of sufficient length for his eyes to become accus- 
tomed to the light of the shop after the glare of the furnace. 

The sticker should be taught the signal code and he should 
know the proper temperature of the rivet. He must be quick 
in his movements and adept at catching rivets. For this pur- 
pose a can should be furnished and the practice of stopping the 
flying rivet with the gloved hand forbidden, as the effect of 
burns to the hands or scale in the eyes may prove serious. The 
can should be made of heavy, galvanized iron, special care being 
taken to have the handle comfortable to hold, and stiff enough 
to stand up under the blows received. If the sticker can reach 
his work from the floor, a triangular device made of thin plate 
may be used. It serves the double purpose of catching the 
rivets and protecting the floor from the heat. The tools pro- 
vided the sticker include a pair of short tongs, which can be 
used with one hand for picking up the rivets, a hammer for 
knocking off scale or driving the rivet into the hole, and a 
wrench, it being his work to remove the assembling bolts. 

In car construction the variety of dolly bars is great and new 
ones must be made to suit any special requirements, but the gen- 
eral principles are the same, new bars usually being modifications 
of some one of those shown in the engraving. The straight 
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dolly may be made from a solid bar of mild steel and the cup 
forged in one end, or it may be made so that the snap or set 
used in a pneumatic hammer may be placed in the end. The 
latter is the better method, as the snap having had a machine 
(nish forms a truer head, and having been hardened is less 
hable to distortion and wear. By changing snaps, this bar does 
tor all sizes of rivets. The drawing shows the body of the bar 
somewhat smaller than the ends, the advantage gained being in 
the purchase obtained for the forward hand against the en- 
larged front end. 

Very often it is necessary to offset the dolly to clear some ob- 
struction in direct line with the rivet, or to place the bucker in 
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General Types of Dolly Bars Used in Steel Car Construction 


à more convenient position. The straight dolly for a 5$ in. or 34 
in. rivet should weigh 30 Ib. If the conditions permit this length, 
it should be forged from a 2 in. round bar 26 in. long. The 
spring dolly is used when it is possible to jam a bar between the 
rivet head and some part of the car in direct line with the rivet. 
lí possible a handle is attached. Bars of another class are 
usually designated as number nine dollies because of their re- 
semblance to the figure nine. They are expensive tools to make, 
but tor riveting under flanges and in places difficult to get a 
good tight rivet with the ordinary bars they soon pav for 
themselves. 

Certain advantages are gained by using the holder-on instead 
of the solid dolly. The action of the machine meeting every 
bow of the hammer with an opposite force tends to make the 
rivets tighter; it is self-adjusting, the shortest length being 
about one foot. For long distances pieces of pipe of various 
lengths may be attached. The machine greatly lightens the 
bucker's work and speeds up heavy riveting, as the riveter, know- 
ing the other head will be held positively, does not need to hit 
light blows on the start as he would if the bucker was holding 
a dolly har. When using the solid bar the bucker must under- 
stand that to release the rivet not only may spoil it, but may be 
dangerous for him, as the riveter, not expecting the move, may 
not stop the hammer in time and the flying snap may hit him. 

When it is necessary to drive rivets larger than the usual 
diameters through thick plates, a good job may be obtained with 
à medium-sized "gun," by bucking up with another gun. This 
operation is not fast enough to recommend it for regular work, 
but it will serve the purpose where such conditions are occa- 
sionally met. 

Upon the judgment used in the selection of pneumatic ham- 
mers depends, to a great extent, the output of the riveting 
gangs. On freight work, of the total number of rivets driven. 
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about one per cent are 7% in. or over in diameter, and about the 
same proportion are 7 in. or smaller in diameter. Under usual 
conditions, therefore, these extremes may be disregarded when 
selecting the hammers. Any unusual sizes of rivets can be taken 
care of by the various expedients as suggested in this paper; 
but for passenger work, in which there are a great number of 
small rivets, small hammers should be used, as they use less air 
and leave fewer marks on the plates, being more easily con- 
trolled. The first requirement of the hammer is speed; then 
come lightness, compactness and simplicity of the parts, result- 
ing in ease and cheapness of repairs. The hammer chosen should 
have a speed of about 800 blows per minute with a barrel or 
cylinder of medium length, and a piston of the dimensions shown 
in the accompanying drawing. 

Tool manufacturers claim that the use of short pistons is 
the worst abuse a hammer can be subjected to, but practical 
experience in car work has proved that the machine is not in- 
jured from cutting, crumbling, or excessive wear if the piston 
is not made shorter than the length here shown. The steel used 
should be carefully chosen for the work, and in tempering 
should be drawn a shade softer than the rivet set, for if they 
are equally hard one will break. The sets, snaps or dies, as they 
are variously called, must be very carefully fitted to the ham- 
mer if a tapered piston is used, for if there is any play, the 
piston will hit one side and break. 

Carelessness on the part of the riveter may explain some piston 
troubles. If he lays the hammer down in such a position that 
the piston rests against the snap when the latter is very hot, the 
temper of the piston may be drawn. A careful man will not 
lav his machine down without removing the piston and snap 
for this reason as well as for safety's sake. Usually the riveter 
makes far too many rivets before changing snaps, and the snap 
in consequence is very highly heated. It is taken out of the 
gun and left to cool, and when next used it is either very soft 
and spreads with the heat of the rivet, or it is brittle and breaks. 
Dies should be changed very frequently, say, every 35 or 40 
rivets on 34-in. work, and more or less frequently according to 
the diameter, so that the snap will not reach the tempering 
point. Instead of allowing them to cool in the air, each riveter 
should have a bucket of water to cool his snaps in. Where the 
heat is not high enough for tempering, the action of the water 
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is cooling only, and the snap comes out with the original temper. 

Hammer troubles are largely due to foreign matter carried 
by the air, and although the manufacturers will provide strainers, 
either in the hammer or the pipe, these are of such fine mesh 
that they clog up very quickly and there is no easy means of 
cleaning them, considerable time being required to take out, 
clean and replace one. The result is that the riveter puts it out 
of commission before the hammer has been in use very long. If 
the strainer could be made without these faults it would mean 
a great reduction in the repair bills. The life of a hammer 
may be greatly prolonged by following the manufacturer's in- 
structions as to keeping it clean and well oiled. 

INSPECTION 

Inspection of riveting should be comprehensive enough to in- 
clude all the details of the process. It should require hot and 
cold tests of every lot of steel received for rivet making. The 
cold stock should bend 180 deg. flat on itself, without fracture 
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on the outside. The head of a hot rivet should flatten until it 
is 275 times the diameter of the shank without cracking at the 
edges. The best stock will stand heating almost white, driv- 
ing through two thick, springy plates, and the removal of the 
assembling bolts as the rivet grows black. If a run of broken 
rivets and snapped off heads occurs, the trouble can generally 
be traced to the rivet material. 

Tht general appearance of a riveter's work depends to a 
great extent on the holes he has to fill. If they are accurate 
and have not been reamed larger tian is necessary to pass the 
hot rivets easily, the rivet heads shouid be well shaped and 
easily keep in alinement. On passenger work, where it is the 
practice to punch the holes 44 in. small and ream to size, the 
riveters are able to produce good work more quickly. 

Defective rivets can be detected by their color, the shape of 
the heads, or by tapping with a light hammer. An underheated 
or “green” rivet generally has a beautifully polished top, and 1s 
mushroom snape, net being closed down at the edges. It is 
easily knocked loose hecause the material in it was not hot 
enough to flow under the hammer and fill the hole. The over- 
heated or burnt rivet head is pitted and has a cinder-like appear- 
ance. The nature of the steel has been changed and some of it 
wasted away entirely, so that the strength of the rivet is gone. 
This is usually the head held by the dolly, and it may happen 
that the heads are good, but are affected by the heat of the 
dolly itself. This may be remedied by drilling a small hole 
through the bottom of the cup, to meet another hole through 
the side of the die, thus forming a vent. 

Rivet heads should be concentric with the shanks and close 
down against the work. Tightening up. recupping or caulking 
loose rivets should not be allowed, except for an occasional 
rivet not forming part of an important connection and not di- 
rectly transmitting stresses. In cutting out rivets in places 
where it will be difficult to replace them, judgment should be 
used in deciding if the new rivet will be as good as the one 
already in, or if the plates will be parted and the adjoining 
rivets loosened up in driving it out. 


REPAIRING WORN TAIL BRACES 


BY H. C. SPICER 
Gang Foreman, Atlantic Coast Line, Waycross, Ga. 


The usual method of refitting worn tail braces is to send them 
to the blacksmith shop for filling in. Where this practice is fol- 
lowed it is necessary to finish the brace in the machine shop 
after the welding is completed. The method illustrated in the 
accompanying drawing is one which results in a saving of con- 
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Method of Refitting Worn Tall Braces 


siderable time and produces a more rigid foundation for the 
deck plate than the original construction. The worn bar is 
milled off to the broken line, as shown in the drawing, and its 
seats in the frame chipped to receive taper keys. The bar is 
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then replaced and the keys driven into position. When once 
repaired in this manner it should never he necessary to remove 
the deck in order to repair a worn tail brace, as the keys mav 
be renewed in running repairs. 


AIR PUMP RACK 
BY JOHN H. NAGLE 
Chief Draftsman, Buffalo, Rochester & Pittsburgh, DuBois, Pa. 


When locomotives are undergoing repairs in the shop or 
roundhouse, the air pump is often removed and left on the floor 
until it can be replaced on the engine. The rack shown in the 
illustration was designed to provide a place on which to store 
air pumps after they have been overhauled and while waiting 
to be replaced cn the locomotive. It has a capacity of four 
8'4-in. cross-compound pumps, or two 8'4-in. cross-compound 
pumps and two 9!5-in. pumps, placed on the rack in the man- 
ner shown in the illustration. 

The rack is of simple construction and is built up of open- 
hearth steel plate and angles. The end and middle supports 
are formed of 3s-in. plate, flanged at the center and secured to 


Rack for Storing Air Pumps 


4-in. by 4-in. by 15-in. angles at the bottom. At a point about 16 
in. above the floor a longitudinal member of 3$-in. plate, flanged 
to form a channel section, is riveted to the flanges of the sup- 
ports. The top rail is a 5-in. by 1!4-in. bar, from which the 
pumps are supported by means of wrought iron hooks. In 
placing a pump on the rack the hooks are removed and secured 
to the top bolting lugs by means of 1% -in. studs, which are 
included in their lower ends. Special hooks are provided for 
each size pump so that when hung upon the rack the bottom 
bolting flange rests against the channel member of the rack 
and the pump is supported in a vertical position. The space 
below the pump is clear, so that a truck may be run under the 
rack to receive the pump where crane service is not available. 


KEEPING APPOINTMENTS.—A method of recciving visitors in 
vogue in a certain shop is worthy of mention. After the visito: 
has presented his card. stating the person he wishes to see, he is 
shown into a waiting reom. His card is taken by the young man 
in the office and the time is stamped on the back with an auto- 
matic time-stamping machine. His card is then conveyed to the 
party with whom the appointment is desired. This time-stamping 
idea is valuable in that it has the tendency to cut down long 
waits in keeping appointments. It is further valuable if any 
question arises as to the length of time any party has been kept 
waiting.—.4mecrican Machinist. 
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SELF-CONTAINED GRINDING MACHINE 


A line of self-contained, motor or single pulley driven grinding 
machines, in the construction of which special attention has been 
given to rigidity, has been developed by the Modern Tool Com- 
pany, Erie, Pa. Aside from the attention given in the design of 
these machines to secure permanency of alinement there are 
several noteworthy features, including the method of operating 
the feed box, by which speeds and feeds may be changed while 
the machine is in motion. All levers and handles for the con- 
trol of the machine are located in front within easy reach of the 
operator. 

The machines are equipped with automatic cross feed which 
can be set for the reduction of any amount from .0005 in. to 
005 in. at either or both ends of the table reverse. Feeding au- 
t matically on one end only is especially advantageous when 
grinding against a square shoulder. The feed is automatically 
thrown out when work is ground to size, and a positive stop 1s 
provided when feeding the wheel by hand in the production of 
duplicate work. An auxiliary feed for bringing the wheel auto- 
matically into the work when the table is not being traversed 
can be supplied. This is desirable when the work is short and 
can be covered bv the full width of the wheel. The cross feed 
hand wheel is graduated to .0005 in. in plain view of the opera- 
vr. The automatic cross feed is adjusted by the movement of 


Self-Contained Single Pulley Universal Grinder 


a lever to the point desired, as indicated on a graduated dial 
pate, and may be instantly changed to any feed while the ma- 
chine is in operation. 

The table is provided with power traverse, which is controlled 
by means of a lever placed to the left of the table hand wheel. 
and when power is applied to the table the hand wheel is auto- 
matically disengaged and remains stationary. When power is 
removed from the table the hand wheel is simultaneously en- 
gaged far traversing the table by hand. Another feature of note 
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is a variable tarrying device, by which the tarry at each end of 
the stroke can be regulated. 

The base of the machine is of massive proportions and is 
crossbraced to insure rigidity. Flat and V guides are used as 
the sliding table, the swivel table and under the wheel stand. 
The base rests upon three points, preventing cross strain and in- 
suring perfect alinement of the machine. 

The machines are provided with a powerful drive, and have 
a large wheel spindle with ample bearings. The spindle is made 
of alloy steel, specially treated, ground and lapped to the re- 


Arrangement of Gears in the Speed Box 


quired size; it is 3% in. in diameter and runs in phosphor bronze 
bearings 814 in. long. These bearings are the same length on 
each side of the drive pulley and are provided with s:ght-feed 
oilers. The grinding wheel is driven by a 6-in. belt over large 
diameter pulleys. The wheel stand base is of large proportions 
and is bolted to the bed of the machine. The wheel stand, which 
has a broad spread, stides on V and flat ways and is held down 
by gravity. It is provided, however, with a safety gib to pre- 
vent lifting under abnormal conditions. The wheel center has 
a long, large bearing on the spindle, and will take any of the 
recognized standard grinding wheels. 

The headstock is entirely. belt driven, which gives an abso- 
lutely smooth movement to the work and eliminates any possible 
chance for chatter. It is fitted to the swivel table by means of 
V and flat ways and is held in position by a hooked clamp bolt. 
The headstock spindle is hardened and ground and runs in ad- 
justable bronze bearings, lubricated by means of a sightfeed 
ciler. The tailstock is fitted to the swivel table in the same man- 
ner as the headstock. Its spindle 1s held in any position bv 
means of a spring, or may be set positively against the work 
and locked. The work centers are directly over the table guides, 
a construction which eliminates the strain necessarily present 
where the work centers overhang the bearings. A wheel truing 
device is mounted on the tailstock and is adjustable to all diam- 
eters within the range of the machine, so that the wheel can be 
trued up without its being necessary to remove work from the 
centers. 

All the speeds and feeds are derived from one gear box, which 
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forms an entirely separate unit and is located outside of the bed 
of the machine. All gears are in mesh at all times and are en- 
gaged with the shaft by a patent ball drive clutch, by means of 
which a change of speed or feed may be quickly and safely made 
while the machine is running. The speed box consists of three 
series of gears, which are journaled in the case and run at con- 
stant speed. The center gears are the drivers, being belt con- 
nected to the main driving shaft back of the machine. The gears 
at the rear control the table feeds and those in front the work 
speeds. Six table feeds and 12 work speeds are provided, the 
gears in the top of the case doubling the number of work speeds 
directly obtainable from the lower gears. Gear .4 meshes with 
gear B in the upper case, and the two gears on speed shaft C 
are loose except when one or the other is engaged by the posi- 
tive clutch D, which is keved to the shaft. Ample lubrication 1s 
supplied by the splash system, the lower part of the case being 
oil tight and filled with lubricants. 

By referring to the illustration showing the details of the ball 
drive clutches it will be seen that the gears mounted on the 
front and back shafts in the lower part of the feed box are made 
with hardened ball pockets in the surface of the shaft bearing. 
Each set of gears is mounted on a sleeve rigidly secured to the 
driven shaft, the circular opening in the sleeve being placed over 
a splineway in the body of the shaft. These openings are con- 
tracted at their inner end and form pockets for the balls shown 
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in the illustration. Any one of the gears on the shaft may be 
brought into action by means of the flat cam which slides in the 
splineway and brings the ball into engagement with the pocket 
in the hub of the gear, where it acts as a key between the gear 
and the shaft. While this device marks a departure from the 
usual methods of speed box control, it has been tested in service 
for several years, during which time its operation is claimed to 
have been entirely successful. 

The work speeds range from 12 to 250 revolutions per minute, 
and the table feeds from 22 in. to 104 in. per minute, which cover 
every range within the capacity of the machines. The work 
speeds and table feeds being entirely independent of cach other, 
it is possible to obtain a correct table feed for any given work 
speed. 

These machines are built in sizes ranging from 24 in. to 60 in. 
between centers and will swing up to 16 in. in diameter. The 
regular wheel equipment is 18 in. in diameter by 2 in. face, but 
wheels as wide as 6 in. and 24 in. in diameter on the 12 in. ma- 
chines, and 6 in. wide by 30 in. in diameter on the 16 in. ma- 
chines, may be used as special requirements demand. The ma- 
chines are arranged so that they may be driven either by a single 
belt at constant speed or by a motor connected directly to the 
end of the main drive shaft. 
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DIAPHRAGM-OPERATED TRIPLE VALVE 


A system of air brake control, known as the automatic straight 
air system, including a triple valve and several auxiliary devices, 
in which the control is ctfected entirely. by diapnragm-operated 
wing valves, has been developed by the California Valve & Air 
Brake Company, Los Angeles, Cal. The system is designed to 
operate in synchronism with the equipment now in general use, 
and in addition possesses a number of distinctive features which 
may be brought into service on trains made up entirely of 
automatic straight air equipment. 

For usc on passenger trains where the automatic straight air 
system is in service throughout the trains, the car equipment 
consists of the usual brake cylinder and auxiliary reservoir, the 
automatic straight air triple valve and a service reservoir, the 
function of which is to increase the train line volume. In 
freight service where the automatic straight air system must 
operate in connection with the systems now used, the car equip- 
ment consists of the usual form of brake cylinder and auxiliary 
reservoir, the automatic straight air triple, a quick release and 
service reservoir charging valve, the function of which is to 
cut out the graduated release feature of the triple valve, the 
service reservoir and a service reservoir retaining valve, the 
function of which is to prevent the waste of service reservoir 
air should the train line pressure be reduced below equaliza- 
tion, as in an emergency application of the brakes. This device 
is not essential to the operation of the system, its use being 
entirely to effect economy in tlie use of air. 


AUTOMATIC STRAIGHT AIR TRIPLE VALVE 


A sectional elevation of the triple valve is shown in the dia- 
gram of freight car equipment. The body of the triple is made 
in five sections, each joint being provided with bolting flanges 
between which ts secured a diaphragm of annealed commercial 
copper. The diaphragms are secured at the center, between 
heads and follower plates, through which they are operatively 
connected to the valves of the triple. The functions of this 
triple valve are the graduated releasing of the brakes, under 
control of the engineer, and the recharging of the auxiliary 
reservoir; the graduated application of the brakes by the ad- 
mission of train pipe air to the brake cylinders on a reduction 
in train pipe pressure; the admission of auxiliary reservoir air 
to the brake cylinders when brake pipe pressure is reduced be- 
low the point of equalization in a service application. and the 
quick emergency application of the brakes on a sudden reduc- 
tion of train. pipe pressure by venting both train pipe and 
auxiliary reservoir air to the brake cylinder. Application and 
release of the brakes, as well as the recharging of the auxiliary 
reservoir are effected entirely by diaphragms 3 and 24 and con- 
necting parts. The release of auxiliary reservoir pressure to 
the brake cylinder in service emergency is performed by dia- 
phragm 39, while in full emergency all parts of the valve are 
in operation. In the sectional elevation the parts of the triple 
are shown in lap position, all vaives being closed with the ex- 
ception of valve 51. When the engincer's brake valve is placed 
in full release position after a service emergency application of 
the brakes, train pipe pressure accumulates in chamber 2, under 
diaphragm 3, thereby forcing the diaphragm and head 8 upward. 
and carrying hollow rod 6, diaphragm 24, and valve cage 28 up- 
ward with it. When further movement of these parts is stopped 
by shoulder 26, diaphragm 3 continues to move, compressing 
spring 5 until the head strikes nut 7, thus opening valve 11 and 
admitting train pipe air to chamber 4 through grooves in the 
stem. Chamber 4 is at all times in communication with the 
auxiliary reservoir, The upward movement of diaphragm 24 
and valve gage 28 lifts valve 35 from its seat. Chamber 25 is 
at all times in communication with chamber 25-A, above valve 
51, by means of a passage which is not shown. The opening 
of valve 35 therefore releases brake cylinder pressure to the 
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Automatic Straight Air Brake Equipment for Freight Cars 


through the valve 51, and thence to the atmosphere from 
chamber 25 through holes in the cap at the lower end of the 
triple valve. 

There is a passage for air between chambers 2, 39-A and 40, 
which is not shown in the engraving. Train pipe pressure thus 
acts at all times above diaphragm 39, which in release position 
firmly presses valve 53 to its seat. There is also a restricted 
opening 79, between chambers 39-A and 81, which maintains 
equal air pressure on both sides of diaphragm 63, except in 
emergency applications. There is no pressure at any time in 
chamber 21, above equalizing diaphragm 24, port 22 being pro- 
vided to release to the atmosphere any air which may enter 
the chamber through leakage. 

When the pressure in chamber 4 has reached an amount 
slightly less than full train pipe pressure, the tension of spring 
5 causes the diaphragm 3 and head 8 to move downward, clos- 
ing the auxiliary reservoir feed valve 11. A slight differential 
pressure acting upward against diaphragm 3 is thus maintained. 
which prevents undue sensitiveness to slight fluctuations in train 
pipe pressure. 

When a reduction is made in train pipe pressure, the 
excessive auxiliary reservoir pressure in chamber 4 causes 
diaphragm 3 and head 8 to move downward, carrying 
with them rod 6, diaphragm 24 and valve cage 28. 
Within the valve cage is a graduating valve 32, the stem of 
which is attached to the stem of release valve 35. Further 
movements of the parts after valve 35 has seated causes the 
seat in the valve cage to move away from the graduating valve 
and opens communication between the train line and brake cyl- 
inders through the ports 12, the passage in the rod 6 and the 
ports shown in the valve cage. From chamber 25 the air enters 
the brake cylinder by the course already outlined. Train pipe 
air continues to flow to the cylinder until the accumulation of 
pressure under diaphragm 24 is slightly greater than the total 
reduction of pressure against the under side of diaphragm 3, 
when the parts will move upward, closing graduating valve 32. 
The relation of train line volume to brake cylinder volume and 
of the diaphragms 3 and 24 is such that this equalization takes 
place when the predetermined reduction in train pipe pressure 
has been effected. Should a brake cylinder leak cause a re- 
duction in the pressure in chamber 25, the pressure in chamber 
4 will cause a downward movement of the parts to application 
position until the brake cylinder pressure has been restored. 
Unequal piston travel does not affect the cylinder pressure, as 
the lapping of the graduating valve depends entirely upon the 
relative pressures in the train pipe and brake cylinder. 

It will readily be seen that any increase in train pipe pressure 
will produce a differential pressure, acting upward against the 
two diaphragms, and that the resulting upward movement of the 
parts will open exhaust valve 35, thereby causing the release 
of air from chamber 25, and the brake cylinder to the at- 
mosphere. The release of air continues until the reduction of 
pressure under diaphragm 24 causes the auxiliary reservoir 
pressure above diaphragm 3 to close the valve. Any definite 
increase in train pipe pressure will therefore cause a corre- 
sponding definite decrease in brake cylinder pressure. Grad- 
uated release is thus merely a reversal of the operations in- 
volved in a graduated application of the brakes. 

The maximum service application is obtained at the point of 
equalization of the pressures in the brake cylinder and train 
line. This pressure is said to be the same as that obtained by 
other triples effecting equalization between the auxiliary reser- 
voir and brake cylinder. A further reduction of train pipe 
pressure below the point of equalization reduces the pressure 
in chamber 40 below the brake cylinder pressure acting against 
the under side of diaphragm 39. ‘The resulting upward move- 
ment of this diaphragm opens valve 53 and closes vaive 51, 
thus admitting auxiliary rcservcir air to the brake cylinder 
and producing an increase in brake cylinder pressure of about 
20 per cent. This increase of braking power, which is known 
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as service emergency, is at all times available after a full service 
application of the brakes. A quick emergency application of 
the brakes is effected in the usual manner. A sudden reduction 
in train line pressure will cause the operation of diaphragms 3 
and 24 in the manner previously described and will effect a 
reduction of the pressure in chamber 3S-A at a rate faster than 
equalization can take place between this chamber and chamber 
81, through the restricted passage 79. The resulting downward 
movement of diaphragm 63 opens valve 69 to which it is at- 
tached by rod 70. Chamber 40-A is at all times in communica- 
tion with chamber 39-A, and train pipe air thus passes through 
valve 69, opening check valve 73 and thence passing directly 
into the brake cylinder. When equalization has been effected, 
check valve 73 drops to its seat, and diaphragm 39, moving 
upward, causes the release of auxiliary reservoir air to the 
cylinder. The closing of valve 51 prevents the excessive brake 
cyLnder pressure from accumulating under diaphragm 24 and 
releasing the brake. 


QUICK RELEASE AND SERVICE RESERVOIR CHARGING VALVE 

]he quick relcase and service reservoir charging valve is de- 
signe. for use on freight cars. It performs two separate func- 
tions: a retardation of the rate of charging the service reser- 
vo.r and the production of a quick release of the brakes, re- 
gardless of the rate at which the train pipe pressure accumu- 
lates. The use of this feature is optional, and it is controlled 
in the same manner as the retaining valve on present standard 
equipment. Dy opening the cock 34, a full release of the brakes 
will result from an increase in train pipe pressure. By placing 
the handle in the retaining position, which closes the cock, the 
graduated release feature of the triple is retained. The quick 
release is effected by venting auxiliary reservoir pressure to 
the train pipe through valve 24, thus destroying the differential 
action of diaphragm 3, in the triple valve, which controls the 
graduated release. Valve 24 is opened by an increase of 5 Ib. 
in tram pipe pressure acting upward against diaphragms 13 and 
10, after any application of the brakes. A gradual equalization 
of the pressure on the two sides of diaphragm 10 is effected by 
feed groove 29. After the auxiliary reservoir has again re- 
charged the valve will assume lap position, in which it is 
shown. A reduction in train pipe pressure will effect a down- 
ward movement of diaphragm 10, thus opening valve 27 and 
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allowing a rapid flow of air trom the service reservoir during 
an application of the brakes. 


SERVICE RESERVOIR RETAINING VALVE 


When a reduction in train pipe pressure is made beyond the 
point of equalization, the excess of brake cylinder pressure will 
cause the diaphragm in the service reservoir retaining valve to 
move downward and close the passage between the service 
reservoir and the tram pipe, thus preventing the unnecessary 
loss of pressure trom the service reservoir. On restoration of 
the train pipe pressure to the point of equalization, communica- 
tion is restored. 
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AUTOMATIC TRAIN PIPE COMPENSATING VALVE 
Where the automatic straight air equipment is operated in 
conjunction with other systems, no change is made in the 
equipment of the locomotive. Where solid trains of automatic 
straight air equipment are in service, however, an automatic 
train pipe compensating valve is added to the locomotive equip- 
ment. Referring to the diagram showing the connection and 
the sectional drawing of the device, it will be seen that it has 
three connections: one to chamber D of the engineer's brake 
valve, one to the main reservoir and one to the train pipe. 
The successful operation of this device depends upon the ex- 
istence of an absolute seal between chamber D and the train 
pipe, which does not exist with the graduating piston in place. 
Since the compensating valve performs the functions of the 
graduating piston, the latter is removed and the lower body 

gasket of the brake valve replaced by a blind gasket. 
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Sectional View, of the Automatic Train Pipe Compensating Valve 


When the pressure is reduced in chamber D the excess pres- 
sure in chamber 44 of the compensating valve causes an up- 
ward movment of diaphragm 36 and exhaust valve 45, thus re- 
leasing train line pressure to the atmosphere. When the brake 
valve handle is placed in lap position the pressure in chamber 
44 will be reduced slightly below the pressure in chamber 43, 
and the exhaust valve will be closed by a downward movement 
of the diaphragm. While the brake valve remains in lap posi- 
ton, should any further reduction in train pipe pressure take 
place because of leakage, it will result in excess pressure above 
diaphragm 36, which will move downward carrying with it 
yoke 38. In its movement from the upper to the lower shoulder 
of the stem of valve 45, the yoke will open valve 53, thereby 
admitting main reservoir pressure to the train pipe. On the re- 
establishment of equalization in the two chambers, or of a 
Slight excess in chamber 43, the diaphragm will move upward 
and the coil spring will close valve 53. In addition to the 
functions of the equalizing piston this device, therefore, main- 
tains a constant train pipe pressure against leakage, while the 
engineer's brake valve is in lap position. With the compensat- 
ing valve in service it is possible to maintain uniform and con- 
stant brake cylinder pressures with the automatic straight air 
triple, regardless of equality in piston travel, brake cylinder 
leakage or train pipe leakage. 

These triples are claimed to render satisfactory service on 
both freight and passenger equipment, the only alteration re- 
quired for passenger service being an increase in the size of 
the valve and passages to accommodate the greater volumes 
of air to be handled. Several triples are said to have been in 
continuous passenger service for 176 days on the Arizona East- 
ern, between Globe and Bowie, during which time they re- 
quired no attention. On removal the diaphragms were found 
to have collected considerable sand, which had in no way im- 
paired the operation of the triples. A number of these triples 
have been in freight service on the San Diego & South Eastern 
since May, 1913. It is said that during a year in sand and bal- 
last service no attention. was required for cleaning or repairs. 
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ADJUSTABLE SAW GUARD 


A safety device of interest to users of wood working machinery 
is shown in the illustrations. It may be readily adjusted to the 


requirements of the work and when so desired may be swung 
out of the way. 


It is the invention of Hobart W. Curtis, foreman 


Fig. 1—Guard in Position Over the Saw 


of the pattern department, Waterbury Farrel Foundry & Machine 
Company, Waterbury, Conn. 

Fig. 1 shows the position of the guard while the saw is in 
operation. Fig. 2 shows the guard raised partially from the saw, 


a 
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Fig. 2—Saw Guard Partially Ralsed 


and Fig. 3 shows it raised to its full height and thrown over to 
one side, where it is kept when not in use. The guard is pivoted 
to an arm on a shaft which is supported by a bracket bolted to 
the saw table. The height of the guard is adjusted by means of 
a lever on the end of the shaft, and the check chain shown in the 


Fig. 3—Saw Guard Swung Back from the Table 
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illustration is provided to prevent the guard from swinging 
against the saw. The shaft is provided with a joint near the 
bracket which permits the guard to be swung back when not in 
use. The guard is made from aluminum and the working parts 
from steel or iron. 


SLIDE PLATE PLANER 


A heavy planer for finishing slide plates used under switch 
points has recently been designed by the Cincinnati Planer Com- 
pany, Cincinnati, Ohio. The slide plates are’ 18 in. long and 
about 6 in. wide and are planed % in. deep for a distance of 
about 6 in. from the end. The table is intended to receive two 
rows of plates and four tools are used, two in each head. This 
reduces the distance necessary to feed the heads from six 
inches to three inches, each of the two tools cutting half the 
distance. The full depth is taken in one cut at the rate of 40 ft. 
per minute. 

In order to facilitate rapid checking and unloading, special 
transverse slots are cast in the top of the table, opening at the 
sides. The table is of the box type and provided with two inner 
guides between the V's. It is held down by adjustable gibs at 
the sides. The driving gears and table rack are of steel through- 
out. 

The bed is of the four-wall design, having extra inner walls 
between the cross girths throughout its length. It is bored for 
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Planer for Finishing Switch Point Slide Plates 


the shaft bearings, which are internally ground and fitted into 
place. The housings are wide and of heavy box form, carried 
down to the floor line and fastened to the sides of the bed by 
heavy tongues, bolts and dowels. l 

The rail and heads are the same as used on the frog and 
switch planer built by this company. The rail is secured to the 
housings by four clamps, two on the outer and two on the inner 
sides of the housing face. The heads are taper gibbed through- 
out and the dovetail for the down slide is cast solid with the 
saddles, thereby eliminating one extra joint. The clapper box 
is of steel and is provided with three heavy bolts and clamps, 
so arranged that two tools may be clamped in each head. A- 
new style clamp is used for holding the clapper box at the top. 
Instead of a cored slot and two bolts, a clamp the full width of 
the slide is provided and three bolts are used. 

The machine is driven by a reversible motor coupled directly 
to the driving shaft. This gives a large variation of cutting and 
return speeds, each independent of the other. All gears are 
thoroughly covered, to safeguard the operator against accidents. 

The planer will take work up to 48 in. wide, 24 in. high and 
the table has a traverse 20 ft. long. 
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UNIVERSAL HOLLOW-HEXAGON TURRET 
LATHE 


The latest product of the Warner & Swasey Company, Cleve- 
land, Ohio, is an improved model of the universal hollow-hexa- 
gon turret lathe. 

The most noticeable change is in the design of head. The 
former head has been superseded by one entirely new in type, 
and with gears running in oil. Not so apparent, but perhaps of 
greater importance, are the increased working range, the greatly 
increased power of the head, the corresponding increase in the 
rigidity and strength of the bed and the two tool carrying units, 
as well as the larger and more rigid tools. These changes have 
resulted in greatly increased capacity and efficiency. The greater 
capacity has been attained without noticeably increasing the 
size and operating dimensions of the machine; in fact, the new 
model is more compact than the former one. The automatic 
chuck of the No. 3-A machine now takes round stock up to 314 
in., and the length turned has been increased to approximately 40 
in. The swing over the cross slide carriage has been increased 
to 17% in., and the maximum swing of the machine to 2174 in. 
The capacity of the No. 2-4 machine has been correspondingly 
increased. 

The new machine, it is claimed, has power and rigidity greatly 
in excess of requirements. The new geared head, with a 5-in. 
belt running on a 16-in. diameter pulley, is capable of delivering 
14 horsepower, with a large overload factor. This power will 
be required only when machining heavy steel castings or forg- 
ings with several cuts being made simultaneously. The rigidity 
and strength of the bed, the two tool carrying units and the 
feeding mechanisms are well in proportion to the power de- 
livered by the head to the work. The tools are redesigned in 
keeping with the increased capacity and more rigid construc- 
tion. The splash system of continuous lubrication employed in 
the head, with the gears running in oil, insures a steady stream 
of lubricant. This reduces the frictional foss of power in the 
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The turret and carriage are power-operated simultaneously, 
with the turret and carriage feeds independent of each other. 
By this means two distinct operations can be made at the same 
time, as for example, boring with the turret while the carriage is 
facing or recessing and cutting off. Eleven tools may be placed 
in operation with one set-up. Through its various combinations. 
feeds ranging from 10 to 212 are produced. The machine has 


Head of Holiow-Hexagon Turret Lathe with Chucking Equipment 


twelve spindle speeds, both forward and reverse. with ten feed 
changes in each direction for both carriage and turret. The 
feed changes are controlled by the feed box at the head end 
of the machine. The spindle speeds range in geometrical pro- 
gression from 8 to 250. 

As in the earlier type, the head is cast solid with the bed. It 


Hollow-Hexagon Turret Lathe Equipped for Handling Bar Stock 


head, and effects a decided increase in the life of the machine. 

The pan has been placed lower, to give increased space for 
chips and to assure easy accessibility to those parts of the ma- 
chine directly over the pan. The legs have been redesigned to 
insure a solid support and freedom from vibration, and the turn- 
stile operating the turret saddle has been superseded by a large 
hand wheel. 


is the single-pulley type, and may be belted directly to the line 
shaft, or to a constant speed motor. 

Taper-turning and screw-chasing attachments are furnished 
when desired. The taper attachment turns tapers up to 1% in. 
to the foot, in lengths of 15 in. The screw-chasing attachment 
cuts from 2 to 48 threads of any pitch. Each leader will cut 
three pitches that are multiples of 1, 2 and 4 of its own thread. 


FEBRUARY, 1915 


Every facility has been provided to make the machine easy 
of operation. The power rapid traverse of the turret saddle 
facilitates quick operation; the independent adjustable stops for 
both the turret saddle and the carriage greatly reduce the set- 
ting-up time; the hollow-hexagon turret permits tools to be 
bolted from the inside, assuring maximum use of each face of 
the turret, with full support for the tool in the direct line of 
thrust and torsional strains. The machine is equally adaptable 
to bar and chucking work. 


PORTABLE LATHE 


The American Tool Works Company, Cincinnati, Ohio, 
has recently placed on the market a portable 16-in. lathe, 
designed for railway shop use. It is the regular 16-in. Ameri- 
can high-duty lathe with the eight-speed geared head for 
drive, and all standard equipment, such as the unlimited 
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ELECTRIC CRANE TROLLEY 


The trolley shown in the photograph. in its general form, has 
been on the market for some time, but recently several improved 
details have been added and it now appears in a form embody- 
ing the most recent crane enginering practice. A primary con- 
sideration in the altered design has been safety, both in the way 
of strength and in the perfection of working parts. Durability 
of gears and other moving parts has been secured by enclosing 
and running them in an oil bath, thus protecting them from 
dust and grit. The construction is such that the covers of the 
gear cases must be in place before the gearing can be run, thus 
preventing carelessness in operating the trolley with gear 
covers removed. 

Each train of back gears is rigidly mounted in a single frame, 
the bearings of which are bored in line, bronze lined and capped, 
through bolts being used throughout instead of studs. The hoist- 


Portable Lathe for Rallway Shops 


quick-change gear n.echanism, double plate, all-steel geared 
apron, chilled bed, heavy four-bolt tail stock and all-bronze 
bearings. The machine is mounted on three wheels and is 
provided with a long handle for hauling it about the shops. 
The three-point bearing on the floor provides a stable sup- 
port for the lathe, even where the floor is uneven. The ma- 
chine shown in the illustration was built for a large railway 
shop, and it is believed that it will prove of advantage where 
it is desirable and more economical to take the machine to 
the work rather than the work to the machine. The machine 
weighs approximately 3,200 Ib. 


—- 


Trox Exports FROM Swepen.—Iron ore heads the list of 


Sweden’s exports. During 1913, 6.440000 tons were exported to 


foreign countries, chiefly England and Germany.— Machinery. 


ing gear train between the armature and drum gear is in a 
single rigid casting which insures permanent alinement. The 
drum gear is enclosed in a case of the same general type that 
is used for the hoisting gearing. All gears bear in the frame 
and are capped on top, no overhung bearings being used. All 
gear covers are castings and the joints are placed so that they 
are perfectly tight, thus preventing the leakage and dripping of 
oil from the trolley to the floor of the plant. The covers may 
be easily lifted, but for inspection and lubrication large man- 
holes are provided in each cover. It has been found in practice 
that a set of gears in a trolley of the enclosed type running 
alongside a crane having a trolley with exposed or partially 
protected gears lasts more than three times as long as the gears 
in the old type of trolley and the operation is almost noiseless. 
The hoisting gear box is made an integral part of the main 
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trolley frame, thus securing permanency of alinement of all 
gears and their shafts. 

A double system of electrical and mechanical brakes is used 
and the trolley is also equipped with an effective limit stop. 
Interchangeability has been insured by the use of standard 
gages and templates. 


The trolley is wired throughout in steel 


Electric Crane Trolley with Enclosed Gear Cases 


conduits. It is built by the Northern Engineering Works, De- 
troit, Mich., and is made in capacities from 2 tons to 125 tons. 
For mill service the trolleys have axle bearings of either the 
vertical or horizontal cast M. C. B. type. 


VACUUM PAINT SPRAYER 


The accompanying illustration shows a paint sprayer, which 
is operated by means of a vacuum created in the delivery 
pipe. The paint is contained in the can under atmospheric 
pressure, and is drawn up into and through the nozzle by 


Vacuum Palnt Sprayer for Railroad Work 


means of air pressure passing over a series of holes in the 
nozzle. The quantity of paint is regulated by the valve, as 
shown in the illustration, and the sprayer itself is controlled 
by a push valve which controls the flow of air. Air at the 
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ordinary shop pressure may be used to operate this machine, 
and its construction is of such a simple nature that it may 
be used by unskilled labor. The only precaution necessary 
in using this machine is to be sure that it is thoroughly 
cleaned, after being used, either by turpentine or by benzine, 
in order that the atomizer may not become clogged with the 
paint, which would otherwise harden while the machine is 
idle. This sprayer is sold by the Gustin-Bacon Manufactur- 
ing Company, Kansas City, Mo. 


UNIVERSAL PIPE JOINT 


A universal pipe joint that has been in successful use on 
Mallet engines on the Kansas City Southern is shown in 
the accompanying illustrations. In this specific instance the 
joint is used in the air brake train line on the locomotive, 


Universal Pipe Joint, Assembied 


between the two driving units, to give the necessary tlexi- 
bility. Its construction will be clearly understood from the 
photographs shown. The joints are ground to a fit, thereby 
requiring no packing. This joint will allow horizontal and 
vertical. movements and is of special advantage between lo- 


Parts of the Universal Pipe Joint 


comotives and tenders. Its use can also readily be extended 
to the train pipe lines, and it will also find service in shops. 
This joint is sold by the Christy Universal Pipe Joint Com- 
pany, 524 North Broadway, Pittsburg, Kan. 


ALUMINUM ALLoy.—In their efforts to produce an aluminum 
alloy which would not be appreciably heavier than aluminum, 
but would possess a much greater tensile strength, German 
chemists have succeeded in making an alloy which has a tensile 
strength three times that of aluminum and which is composed 
of 1 per cent of tungsten and 9 per cent of cobalt or 0.8 per cent 
molybdenum and from 9 to 10 per cent of cobalt, the remainder 
being aluminum.—Machtner y. l 


The engineers who made preliminary surveys for a govern- 
ment railroad in Alaska have returned and have made an in- 
formal report to President Wilson. 


On December 21 the machine shops of the Lake Erie & West- 
ern at Tipton, Ind., were destroyed by fire. Much machinery 
was also damaged. The estimated loss is $20,000. 


The Oklahoma railroads have issued a circular letter to the 
public gaving arguments against a number of anti-railroad bills 
which have been introduced in the legislature, including the full 
crew law and tke car limit law. 


The large shops of the Baltimore & Ohio at Baltimore resumed 
werk January 4 in every department, about 2,000 employees 
being pat at work. The shops of the Big Four at Beech Grove, 
Ind, which had been closed for some time, resumed work Jan- 
uary l, with about 2,400 men. 


The Pennsylvania Railroad reports no passenger killed in a 
train accident in 1914 on the entire system, east and west of 
Pittsburgh, 16.303 miles of road. The number carried was 
1855411,8/6; passenger train miles, 67,389,381. The lines east of 
Pittsburgh in the past two years carried 311,675,794 passengers 
and not one of them was killed in an accident to a train. 


A bill has been introduced in Congress by Mr. Goeke, of Ohio, 
H. R. No. 17,894, to amend the Boiler Inspection Act of Febru- 
ary 17, 1911, so as to provide for the inspection by government 
inspectors of all parts of the locomotive and tender; and it has 
heen passed by the House. A law of this nature was recom- 
mended by the Interstate Commerce Commission. In the Senate 
the bill was referred to the Committee on Interstate Commerce. 


The Atchison, Topeka & Santa Fe has put in the field ten en- 
gineering parties to make a complete survey of one million 
acres of land which the road owns in the state of Arizona. This 
land is situated along the main line of the railroad, lying in 
alternate sections of 640 acres each. One purpose of the survey 
is that application for patenting the lands may be made. It is 
reported that steps will be taken for the agricultural development 
of parts of the land. 


The board of directors of the American Society of Civil En- 
gineers has adopted a resolution and sent it to President Wilson, 
declaring its opinion that “it would be unfortunate for the pres- 
ent Alaskan Railway Commission to be superseded, and that the 
interest of the public demands that the present commission be al- 
lowed to carry out the construction as well as the location of the 
Proposed line." The commissioners are William C. Edes, Lieu- 
tenant Frederick Mears and Thomas Riggs, Jr. 


The Illinois Central has given out a statement that during 
the two years ending January 1, 1915, it carried 26,271,000 
Passengers without a fatality to a passenger. In its Chicago 
Wiurban trains, which carry 40.000 passengers a day, the com- 
Pany says it has not a killed a passenger for 53 vears, or since 
the beginning of the suburban service, and it is also stated 
that no revenue passenger has been killed on the lllinois Central 
eus exclusive of the Yazoo & Mississippi Vallev, since March 
. 1910. 


Finley Yard, the new gravity classification yard of the South- 
em Railway, near Birmingham, Ala, containing thirty miles of 
track, with a capacity of 2,000 cars, has just been placed in serv- 
te. The buildings include a 25-stall roundhouse of reinforced 
Concrete with a 90-foot electrically-operated turntable; a con- 
vete coaling station with an overhead storage capacity of 1,000 
l^, and water, sand and cinder handling facilities. Electric 
lthts and a complete system of fire protection have been pro- 
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vided. The road will concentrate at Finley work which has been 
done at four different points scattered over a territory of ten 
miles. 


At Altoona, Pa, petitions have been circulated asking the 
legislature of Pennsylvania to repeal the full crew law of that 
state. lt is said that 90 per cent of the employees of the Penn- 
sylvania Railroad in the shops at Altoona have signed the pe- 
tition and have done so freely; but those who do not sign are 
making loud complaint. The language of the petition is the same 
as that in the letter of President Rea of the Pennsylvania road, 
in his recent appeal to the citizens of the state to abolish this 
oppressive law. At Harrisburg, Pa., the leaders of the brother- 
hood have announced that they are going to oppose the repeal 
of the full crew law. 


The New York State Public Service Commission, First dis- 
trict, following its investigation of a collision on one of the ele- 
vated lines in Manhattan in December, and also of the recent 
subway accident which caused the death of one passenger, has 
ordered the Interborough Rapid Transit Company to take meas- 
ures tc have only steel cars in the subway from December 1 
next. At present there are between 400 and 500 cars used in the 
subway which have wooden bodies with metal sheathing. In the 
discussion between the commission and the officers of the Inter- 
borough there has been a proposal to use these wooden cars on 
the elevated lines; but there are some obstacles to this plan and 
the matter seems to be still unsettled. 


Of the recent order for rails placed with the Lackawanna 
Steel Company by the New York Central Lines 2,000 tons of 
open hearth rails are to be treated with .10 titanium. Al- 
though the New York Central Lines have had several small 
tonnages of titanium treated open hearth rails for which the 
Titanium Alloy Manufacturing Company, Niagara Falls, N. Y., 
has furnished the Ferro Carbon-Titanium free of charge for 
experimental] purposes, this is the first bona fide order for 
titanium treated open hearth rails placed by the New York 
Central Lines and is the result of a long series of experiments 
which have been carricd on under the general supervision of 
Dr. Dudlev. The New York Central formerly used considerable 
titanium in the treatment of its Bessemer steel rails, the use 
of which has been practically abandoned during the last two 
or three years. It has now gone over to open hearth rails al- 
most entirely. 


THE NEW YORK CENTRAL RAILROAD 


Under the reorganization of the consolidated New York Cen- 
tral Railroad Company, formerly the New York Central and 
Hudson River, the Lake Shore & Michigan Southern and the 
Chicago, Indiana & Southern, two grand divisions will be estab- 
lished, the eastern under W. J. Fripp. general manager, with 
headquarters at Albany; and the western under D. C. Moon, 
general manager, with headquarters at Cleveland. Under Mr. 
Moon will be two general superintendents, Albert S. Ingalls in 
charge of lines hetween Buffalo and Toledo, and Frank H. Wil- 
son, in charge of lines between Toledo and Chicago. Under Mr. 
Fripp will be three general superintendents, T. W. Evans in 
charge of lines between Buffalo and Syracuse, and between 
Montreal and Clearfield, Pa.; E. J. Wright, in charge of lines 
between Syracuse and the electric zone at New York; and Miles 
Bronson, in charge of the electric division. Abraham T. Hardin 
will have general charge of operation, maintenance and construc- 
tion as vice-president. Patrick E. Crowley wilt be in general 
charge of transportation on the consolidated lines between Chi- 
cago and New York as assistant vice-president. The road will 
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be divided into five operating districts: First, between New York 
and Syracuse; second, between Syracuse and Buffalo; third, 
between Buffalo and Toledo; and fourth, between Toledo and 
Chicago. The New York electrified zone constitutes a separate 
(nfth) district. Chicago is called the western terminus of the 
road, but there are really three western termini, the other two 
being Zearing, on the former Chicago, Indiana & Southern, 96 
miles west of Chicago, and Danville, on the same road, 128 miles 
south of Chicago. 


THE “CALL” OF THE MOVIES 


At Sayre, Pa, an important division terminal of the Lehigh 
Valley, a stranger, whiling away a half hour in a moving 
picture house, was surprised, following a western photo drama, 
to see thrown on the screen an announcement like this: 

“James Brown, Thomas Jones, William White and 
John Black boarded for 10 p. m.” 

This announcement apparently did not cause the least ripple 
of curiosity in the house, unless it was on the part of the vis- 
itor. The men named were members of a freight train crew. 
The division superintendent at Sayre has made an arrangement 
with the moving picture theater men so that freight crews can 
be called on their screens at any time. Thus the men can 
amuse themselves when they are in Savre without fear of caus- 
ing trouble for the call boys. 


EFFECT OF PANAMA CANAL ON RAIL TRAFFIC 


Railway and Marine News of Seattle, Wash., publishes an 
interview with a railroad man, stating that recently he saw on 
the side tracks at Huntington, Ore., 11 cars of Idaho wheat 
bound for Portland, to be sent from there by way of the Panama 
canal to the Atlantic seaboard. This, he said, was the first ship- 
ment of Idaho wheat ever carried by the Oregon Short Line 
to tidewater bound for another seaport. He also mentioned that 
dried fruits are now moving from the Pacific coast to Atlantic 
ports at a rate of 26 cents per 100 1b., and canned goods at 30 
cents; and large shipments of salmon from Alaska, which have 
gone principally by rail to Chicago and the eastern seaboard, 
are now going by evay of the canal. Ile also mentioned the 
case of a piano manufacturing concern in Chicago that has 
found out that it can ship in carload lots to New York and then 
bv the canal to the Pacific coast cheaper than by rail from Chi- 
cago to the same point of destination; and that shipments of 
houschold furniture from Rockford, II., have moved to Pacific 
coast points by the same route. 

The same publication reports an enormous demand for cold 
storage space on boats running through the canal, from the 
fruit and vegetable shippers along the Pacific coast. The steamer 
Ohioan of the American Hawaiian fleet, which sailed from San 
Francisco on December 23, was offered 8,000 tons of fruit and 
vegetables, fish and other products, which are best carried in 
cold storage rooms. The boat only had a capacity of 1,500 tons 
in its refrigerating rooms, and apples and fish had been offered 
at the Puget Sound ports which would fill this space. F. A. 
Hooper, district freight manager of the American Hawaiian 
Steamship Co., is quoted as saying that he has never seen any- 
thing to equal the demand for refrigerating space for the New 
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York trade, and that it has been necessary to allot the available 
space to the various districts to avoid complaints of discrimina- 
tion. 


BETTER INSPECTION OF FREIGHT TRAINS 


Following the suggestion of one of its employees, C. F. Ru- 
dolph, telegraph operator at Stafford, N. Y., the Lehigh Valley 
has issued the following order: 

"When freight trains are pulling out of sidings, or away from 
inspection points, or water stations where a stop has been made 
to take water, the engineer will move the train not to exceed six 
or eight miles an hour to permit a member of the crew to make 
a running inspection of the entire train. 

"At such points, one or more members of the train crew must 
be at the head end of the train before it starts and inspect the 
train as it passes, watching closely for bent axles, broken flanges. 
brake rigging down, defective brake rigging, defective arch 
bars, defective drawheads, wheels sliding, brakes sticking, loose 
wheels, hand brakes applied, car doors loose, or any other de- 
fects that can be detected." 


MEETINGS AND CONVENTIONS 


Western Raikcay Club—A few months ago the Western Rail- 
way Club appointed a “booster” committee for the purpose of 
devising means whereby a larger attendance of railway men in 
and about Chicago may be obtained at the meetings. From re- 
plies to circular letters sent out by this committee it was deemed 
advisable to hold the meetings in the afternoon instead of the 
evening. This will give members of the club living outside of 
Chicago an opportunity to attend the club without having to 
stay in Chicago all night. This practice was in vogue about 15 
years ago, and it is hoped that its revival will prove satisfactory 
and that the members will avail themselves of the opportunity 
of attending the afternoon meetings. 


The Engineering Foundatton—At a meeting held in the Engi- 
neering Societies building, New York, Wednesday evening, 
January 27, the Engineering Foundation was inaugurated, and it 
was announced that Ambrose Swasey, designer and builder of the 
Lick, Yerkes and United States Naval Observatory telescopes, 
and an engineer, scientist and astronomer of distinction, had 
given $200,000 to promote engineering research. 

Mr. Swasey is a member of the firm of Warner & Swasey, 
Cleveland, machine tool builders and manufacturers of tele- 
scopes, in which branch they are among the largest in the 
world. Mr. Swasey is 69 years old, a past president of the 
American Society of Mechanical Engineers and of the Cleve- 
land Engineering Society, a member of the Institution of 
Mechanical Engineers of Great Britain and of the British 
Astronomical Society. He 1s a Fellow of the Royal Astro- 
nomical Society. In 1900 he received from the French govern- 
ment the decoration of the Legion of Honor for his work on 
astronomical instruments. 

The administration of the fund will be conducted by the 
Engineering Foundation Board elected by the trustees of the 
United Engineering Society, and composed of nine members 
from the American Society of Civil Engineers, the American 
Society of Mechanical Engineers, the American Institute of 
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Nex ; 
Club | Meeting Title of Paper Author | Secretary | Address 
| iL 

Canadian ....... | Feb. 9|Toronto Grade Sceparation............... ‘J. R. W. Ambrose... James Powell....!St. Lambert, Que. 
Central zs Mar. 11 Rules of Interchange................. eee Committee Report.... Harry D. Vought.. 95 Liberty St, New York. 
New England....| Feb. 9 Railroad Fuel Econamy.................. M. C. M. llatch..... "Wm. Cade, Jr....'683 Atlantic Ave.. Boston, Mass. 
New York....... | Feb. 19 | Train Despatching by Wireless........... LB. IEOlev. 2 vsu Harry D. Vought.|95 Liberty St.. New York. 
Pittsburgh ...... Feb. 26 | Experiments on Truck Side Frames....... Prof. L. E. Endsley.. J. B. Anderson...)207 Penn Station, Pittsburgh, Pa. 
Richmond ...... Feb. 8|New York Terminals...............eses. J. S. o Halliet. oos F. O. Robinson...|C, & O. Ry., Richmond, Va. 
St. Louis........; Feb. 12: Locomotive Superheaters............ elus .R. M. Ostermann.... B. W. Frauenthal. Union Station, St. Louis, Mo. 
South'n & S'w'rn., MEAE UR uoa uuo estes ua x rbie uk qud saxea in d Sw UNE: eO d Fade crga A arg A. J. Merrill..... Box 1205, Atlanta, Ga. 
Western ........ | Feb. 16 |, What Is a Locomotive?.............00085 Geo. S. Goodwin.....|Jos. W. Taylor...]1112 Karpen Bldg., Chicago, Ill. 
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Mining Engineers, and the American Society of Electrical Engi- 
neers, with two members to be chosen at large. 


American. Society of Mechanical Engineers —The Chicago 
Section of the American Society of Mechanical Engineers held 
a “railroad night” at the La Salle hotel, Chicago, on January 8, 
iS, papers being presented on Locomotive Superheaters and 
Locomotive Stokers by R. M. Ostermann, Locomotive Super- 
heater Company, and Clement F. Street, Locomotive Stoker 
Company, respectively. Mr. Ostermann gave an illustrated de- 
scription of the locomotive superheater and quoted from tests 
showing how the steaming capacity of a locomotive boiler may 
be increased by the use of the superheater. As a rough average 
a coal saving of 25 per cent and a water saving of 35 per cent 
can be obtained from a superheater engine as compared with a 
saturated steam engine of the same class. Ile stated that there 
were 32000 locomotives equipped with the top-header type 
superheater, of which there are nearly 12,000 in use on this con- 
unent. 

Mr. Street showed the importance of the locomotive to the 
earnings of a railroad and how by the use of the stoker on 
large engines their capacity may be increased 10 per cent. He 
also briefly described the different types of stokers in general 
use on American railways, and stated that there were nearly 
1/90 locomotive stokers in use today. These two papers were 
discussed by R. Quayle and H. T. Bentley of the Chicago & 
North Western. 

Willard A. Smith of the Railway Review gave a talk on Rail- 
way Economics, in which he questioned the policy of some of 
the railways in adopting the modern heavy rolling stock before 
their traffic demanded such equipment. le stated that the gen- 
eral adoption of this policy has led to an increase in mainte- 
nance of equipment costs which has become a serious burden to 
the railways of this country. He attributed the increase in oper- 
ating ratios mainly to this cause. As another reason for in- 
creased maintenance costs he mentioned the lack of proper shop 
facilities, stating that in many cases equipment was purchased 
^v roads that did not have the proper facilities for maintaining 
it He believed there is a more fruitful field in developing the 
etheiency of the locomotive than its size. He also advocated 
a burcau of railway engineering, which could be created by the 
& vernment, private institutions or the railways themselves, for 
the purpose of studying scientifically and experimentally rail- 
way problems that are now being threshed out individually by 
the railways with necessarily an economic loss. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of mecting of mechanical associations. 


Am Brake Assocration.—F. M. Nellis, 53 State St., Boston, Mass. Con- 
vention, May 5-7, 1915, Hotel Sherman, Chicago. 
American RaitwAy Master MEcHANIcs’ .Association.—-J. W. Taylor, Kar- 


e building, Chicago. Convention, June 9-11, 1915, Atlantic City, 

dei RAILWAY Toot FonREMEN's AssociaTion.—Owen D. Kinsey, Illi- 
nois Certral, Chicago. Convention, July 1915, Chicago. 

AMERICAN SocieTY FOR TESTING MATERIALS.—Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN, SoctETY OF MECHANICAL ENGINEERS.—Calvin W. Rice, 29 W. 
Thirtv-ninth street, New York. 

Car ForeMen's ASSOCIATION OF Cuicaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

Cmur INTERCHANGE Car Inspectors’ AND Car FOREMEN'S ASSOCIATION.— 
S. Skidmore, 946 Richmond street, Cincinnati, Ohio 

INTERNATIONAL RaILWaYy Fuge ASSOCIATION.—C. G. Hall, 922 McCormick 
building, Chicago. Convention, May 17-20, 1915, Chicago. 

Isteanationar. RatLway GENERAL FOREMEN'S ASSOCIATION.— William Hall, 
126 W. Broadway. Winona, Minn. Convention, July 13-16, 1915, 
Horel Sherman, Chicago. 

InternaTiONAL RAILROAD Master BLACKSMITHS’ AssocraTion.—A. L. Wood- 
worth, Lima, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

Master Borter Makers’ AssociaTioN.— Harry D. Vought, 95 Liberty street, 
New York. Convention, May 26-28, aoa Chicago, Ill. 

Master Car BuiLpERS' AssoctaTion.—J. W. Taylor, Karpen building, Chi- 
cago. Convention, June 14-16, 1915, Atlantic City, N. J. 

Master Car AND Locomotive PAINTERS Assoc. or U. S. AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September, 14-17, 
1915, Detroit, Mich. 

Nunca Frontier Car MEN'S. ASSOCIATION.—E. Frankenberger, 623 Bris- 
bane building, Buffalo, N. Y. Meetings monthly. 

Rattway STOREKEEPERS’ ASSOCIATION. —J. P. Murphy, Box C, Collinwood, 
Ohio. Convention, May 17-19, 1915, Hotel Sherman, Chicago. 

Thaveting ENGINEERS’ ASsOCIATION.—W. Ò. Thompson, N. C. & H. R, 
East Buffalo, N. Y. Convention, September 1915, Chicago, Il. 
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It is our desire to make these conns. cover as completely as 
possible all the changes that take place ir, the mechanical de- 
partments of the railways of this counir$,. dud we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring this about. eo c 


GENERAL : 


J. K. BnassiLL, general master mechanic of the No ie ene 
Pacific at Tiburon, Cal., has been appointed superintendent of 
motive power and marine equipment of the Northwestern Pa- 
cific lines, with headquarters at Tiburon. 


J. Ducuip has been appointed assistant mechanical superin- 
tendent of the Central Vermont at St. Albans, Vt. 


D. R. MacBain, superintendent of motive power of the Lake 
Shore & Michigan Southern, which is now consolidated with 
the New York Central Railroad, has had his jurisdiction ex- 
tended over the Illinois division of the New York Central, for- 
merly the Chicago, Indiana & Southern. His office remains at 
Cleveland, Ohio. 


FRANK W. Tayor, division master mechanic of the Illinois 
Central at Waterloo, Iowa, has been appointed superintendent 
of machinery of the International & Great Northern, with head- 
quarters at Palestine, Tex., succeeding C. H. Seabrook, resigned. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


F. J. Barry, general inspector of air brakes, steam heat and 
lighting of the New York, Ontario & Western, with office at 
Middletown, N. Y., has been appointed master mechanic, with 
office at Mayfield Yard, Pa., succeeding W. H. Kinney, resigned, 
and his former position has been discontinued. 


D. E. Barton has been appointed acting master mechanic of 
the Atchison, Topeka & Santa Fe, with headquarters at Argen- 
tine, Kan, succeeding E. E. Machovec. 


NorMAN Brrr has been appointed master mechanic of the 
Minnesota and Iowa divisions of the Illinois Central, with head- 
quarters at Waterloo, Iowa, succeeding Frank W. Taylor, re- 
signed to go to another company. Mr. Bell was born at Elkhart, 
Ind. July 30, 1884, and was educated in the Elkhart public 
schools, later serving as a machinist apprentice with the Na- 
tional Manufacturing Company of Elkhart. He entered the serv- 
ice of the Illinois Central as a machinist March 1, 1904, and was 
appointed erecting foreman at Waterloo, Ia., July 9, 1910. He 
was appointed general foreman at that point August 1, 1910, and 
served in that capacity until January 1, 1915, when he was 
appointed master mechanic of the Minnesota and Iowa divisions, 
as above noted. 


J. P. Dotan has been appointed master mechanic of the Apa- 
lachicola Northern, with otfice at Port St. Joe, Fla., succeeding 
R. A. Billingham. 


H. F. Howser, road foreman of engines of the Baltimore & 
Ohio at Brunswick, Md., has been appointed road foreman of 
engines and assistant trainmaster of the Shenandoah district, 
at Harrisonburg, Va. 


F. T. Huston has been appointed assistant master mechanic 
of the Pennsylvania Lines West of Pittsburgh at Fort Wayne, 
Ind., succeeding E. E. Griest, promoted. Mr. Huston graduated 
in mechanical engineering from Purdue University in 1904 and 
entered the service of the Pennsylvania Lines as an apprentice, 
later serving as machinist. In August, 1907, he was appointed 
motive power inspector, and was engaged in special work and 
in inspecting new locomotives to January 1, 1912, when he was 
appointed assistant master mechanic of the Allegheny shops. 
On January 1, 1914, he was appointed assistant master mechanic 
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at Crestline, Ohio, which pasitgh he held at the time of his 
appointment as assistant máster, mechanic at Fort Wayne, Ind., 
January 1, 1915, as above ‘noted. 


W. MALTHANER he's, Urn appointed master mechanic of the 
Baltimore & Ohio, 26 Newark, Ohio, succeeding O. J. Kelley, 
assigned to other*.duties. 


J. L. Scupivek ‘has been appointed assistant road foreman of 
engines ot the’ New Castle division of the Baltimore & Ohio, at 
Chicago. Junction, Ohio. 

EE." Giisr, assistant master mechanic of the Pennsylvania 
Tbeg West of Pittsburgh at Fort Wayne, Ind. has been 
appointed master mechanic at that place, succeeding B. Fitz- 


patrick, deceased. Mr. 
Griest was born at 
Zanesville, Ohio No- 
vember 28, 1882, and 


entered railway service 
as a clerk in the au- 
ditor’s office of the C. 
& M. at Cambridge, 
Ohio, in 1899. This of- 
fice was transferred to 
Pittsburgh in 1900 and 
he then entered the 
division freight agent’s 
office at Cambridge as 
a clerk and messenger. 


Early in 1900 he en-. 
tered the Columbus, 
Ohio, shops of the 


Pittsburgh, Cincinnati, 
Chicago & St. Louis as 
an apprentice machin- 
ist, remaining there in 
that capacity and as 
machinist until November 1, 1904. During the last six months 
of his apprenticeship Mr. Griest was assigned to special work 
under the master mechanic, being in charge of moving the 
machinery, taking out the steam engines and installing 
motors in connection with the changing of the shop from 
steam to electric drive. On the completion of this work he was 
assigned to re-arranging the piece work prices and work in 
connection with the introduction of high speed steel and 
improving shop methods. On November 1, 1904, he entered 
the school of mechanical engineering at Purdue University, 
graduating in 1907. He spent one summer vacation in mining 
work in Alaska and from July 1 to November 1, 1907, was a 
designer in the engineering department of the Crucible Steel 
Company of America at Pittsburgh. From November 1, 
1907. to January 31, 1908, he was employed as a foreman 
in the Erie Railroad shops at Hornell, N. Y., and on February 
1, 1908, became assistant machine foreman of the Pennsyl- 
vania Lines West at Fort Wayne, Ind. On March 15, 1909, 
he was promoted to assistant master mechanic of the Fort 
Wayne shop, the position he held-at the time of his appoint- 
ment as master mechanic at that point on January 1, 1915, 
as noted above. 


E. E. Griest 


CAR DEPARTMENT 


Joux A. FıcKEL has been appointed car foreman of the Grand 
Trunk at Fort Erie, Ont, succeeding D. C. Messeroll. 


JouN M. Hawkins has been appointed assistant general car 
foreman of the Rock Island Lines at Shawnee, Okla., succeed- 
ing G. N. Dorr. 


A. Kipp, general car inspector of the New York, Ontario & 
Western, will have charge of matters relative to steam heat 
and lighting, owing to the appointnient of F. J. Barry as master 
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mechanic, and B. P. Flory, superintendent of motive power, wilk 
assume direct charge of air brake matters. 


R. Litty, formerly car foreman of the Canadian Pacific at. 
Three Rivers, Que, has been appointed night car foreman at 
Place Viger, Montreal, succeeding E. Minshell. 


C. H. McCrrLLAN, formerly car foreman of the Canadian 
Pacific at Ottawa, Ont, has been appointed car foreman at 
Place Viger, Montreal, succeeding G. H. Turner, transferred. 


D. C. MESSEROLL, formerly car foreman of the Grand Trunk 
at Fort Erie, Ont., has been appointed general traveling car 
inspector of the Ontario Lines, and districts 8, 9 and 10, Eastern 
Lines, succeeding T. Rogers. 


W. Mitts has been appointed general car foreman of the 
Grand Trunk Pacific, succeeding E. Hacking. 


C. A. Murpock, car inspector of the Canadian Pacific at Ou- 
treniont, Que., has been appointed car foreman at Three Rivers, 
Que., succeeding R. Lilly, transferred. 


F. REip has been appointed car foreman of the Canadian Pa- 
cific at Weyburn, Sask., succeeding C. H. Zerbach. 


G. H. Turner, formerly car foreman of the Canadian Pacific 
at Place Viger, Montreal, has been appointed assistant car fore- 
man at Outremont, Que., succeeding R. D. C. Weldon. 


R. D. C. WELpon, formerly assistant car foreman of the Cana- 
dian Pacific at Outremont, Que., has been appointed car fore- 
man at Sortin Yard, Montreal, succeeding M. I. Miller. 


SHOP AND ENGINE HOUSE 


S. Gorpon has been appointed foreman of locomotive store 
orders of the Canadian Pacific at the Angus shops, Montreal, 
succeeding F. G. Goddard. 


E. HackiNc, formerly general car foreman of the Grand 
Trunk Pacific, has been appointed general foreman of the 
Transcona, Man., car shops of that road, succeeding L. E. Burns- 
ville. 


F. W. Warren, formerly locomotive foreman of the Grand: 
Trunk at Coteau, Que., has been appointed locomotive foreman. 
at Southwark, Montreal terminals, succeeding D. Ross. 


PURCHASING AND STOREKEEPING 


C. L. Burcess has been appointed storekeeper of the Inter- 
colonial Railway, at Gibson, N. B., succeeding F. Dunbar. 


J. M. Coles has been appointed storekeeper of the Canadian 
Pacific at Swift Current, Sask., temporarily, succeeding G. O. 
Jackson, who has enlisted for military service. 


T. W. Cooke has been appointed storekeeper and timekeeper 
of the Canadian Pacific, at Minnedosa, Man, succeeding E.. 
Ashworth. 


J. B. A. Desaravx, formerly storekeeper of the Canadian 
Pacific, at Wilkie, Sask., has been appointed storekeeper at As- 
siniboia, Sask., and his former position has been abolished. 


E. G. GoopwiN has been appointed fuel agent of the Southern 
Railway, the Virginia & Southwestern and the Northern Ala- 
bama, with headquarters at Knoxville, Tenn., and subsidiary 
offices at Birmingham, Ala. and Princeton, Ind. 


A. P. Hunter has been appointed storekeeper of the Canadian 
Pacific at Coquitlam, B. C., succeeding C. Bradley. 


G. R. INGERSOLL, purchasing agent of the Lake Shore & Michi- 
gan Southern, which is now consolidated with the New York 
Central Railroad, has had his jurisdiction extended over the 
Illinois division of the New York Central, formerly the Chi- 
cago, Indiana & Southern, with office at Cleveland, Ohio. 


Joseru Ketter has been appointed to the new position of gen- 
eral fuel inspector of the Lehigh Valley, with office at Soutlv 
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Bethlehem, Pa. Mr. Keller was previously a member of the 
board oi examiners for enginemen on the Lehigh Valley at 
South Bethlehem. 


J. P. Murray, general storekeeper of the Lake Shore & Michi- 
gan Southern, which is now consolidated with the New York 
Central Railroad, has had his jurisdiction extended over the 
Illinois division of the New York Central, formerly the Chi- 
cago, Indiana & Southern, with office at Cleveland, Ohio. 


P. J. MurpHy, formerly storekeeper of the Canadian Pacific, 
at Broadview, Man., has been appointed storekeeper at Crows- 
nest, B. C., succeeding E. J. Burke. 


H. A. SEWELL has been appointed storekeeper of the Cana- 
dian Pacific, at Broadview, Sask., succeeding P. J. Murphy. 


OBITUARY 


Tuomas L. CHAPMAN, formerly superintendent of motive 
power of the Chesapeake & Ohio, died on December 30, at the 
home oí his son in Caldwell, N. J., at the age of 71. 


Epmunp P. Henperson, formerly a master mechanic of the 
Southern Pacific, died at San Antonio, Tex., on January 4, aged 
75 years. ° 


JouN B. LAURIE, purchasing agent and general storekeeper of 
the Central Vermont, with headquarters at St. Albans, Vt., died 
on January 16, at his 
home in that city after 
an illness of many 
months. Mr. Laurie was 
born on February 22, 
1862, at Sarnia, Ont., and 
began railway work with 
the Grand Trunk. He 
served as storekeeper 
on the Grand Trunk at 
London, Ontario, until 
September, 1899, when 
he left that road to enter 
the service of the Cen- 
tral Vermont, and since 
that time until he was 
compelled on account of 
poor health to give up 
active work he had been 
purchasing agent and 
general storekeeper of 
the Central Vermont, 
with headquarters at St. 
Albans. Vt. Mr. Laurie is survived by one sister, who is also a 
resident of St. Albans. 


J. B. Laurie 


CuanLEs A. TuoMPsoN; formerly superintendent of motive 
Power and cquipment of the Central Railroad of New Jersey, 
died on January 4 at Jamaica, N. Y., at the age of 8l. 


Boiters or Locomotives WHICH Are HELD Our or SERVICE.— 
It frequently happens in locomotive service that 15 or 20 loco- 
motives are set aside for a time and the general practice is to 
drain the boilers. We have found in one or two cases that 
where that was done and sufficient time allowed to elapse, when 
we come to use them again they were pretty badly pitted and 
rusted.. On the other hand, where these boilers were left full of 
Water, there was no deterioration. In the case of a locomotive 
that only went into service occasionally, in the course of a couple 
of years we found that boiler in bad shape. When we built a new 
boiler for the same service and adopted-the practice of leaving 
it full of water, that seemed to cure the trouble.—D. J. Redding, 
before the Railway Club of Pittsburgh. 
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SUPPLY TRADE NOTES 


L. H. Mesker is now connected with the sales department of 
Kearney & Trecker Company, Milwaukee, Wis., and after Feb- 
ruary 1 will represent that company in Ohio. 


Samuel Higgins, formerly general manager of the New York, 
New Haven & Hartford, has been elected president of the Stand- 
ard Heat & Ventilation Company, New York and Chicago. 


The Henry Giessel Company, Chicago, lll, has appointed 
Frank N. Grigg, 1201 Virginia Railway & Power building, Rich- 
mond, Va., as southeastern sales agent, representing the com- 
pany in all territory south of the Ohio river and east of the 
Mississippi river. 

C. B. Yardley, Jr., has been appointed representative of the 
Wm. C. Robinson & Son Company, Baltimore, Md., manufac- 
turers of high grade lubricating oils and greases. Mr. Yardley 
will make his headquarters at the New York office, 12 Coenties 
Slip, and his territory will include the eastern railroads. 


A fire on the night of January 18 totally destroyed the in- 
sulated wire department of the John A. Roebling's Sons Com- 
pany, Trenton, N. J., at an estimated loss of $1,000,000. No part 
of the wire mills or wire rope works was damaged, and the 
work performed by fhe plant destroyed will be taken care of in 
other shops. 


David A. Wright, who for several years past has been con- 
nected with the Yale & Towne Manufacturing Company, New 
York, as district manager in the west, has opened an office for 
himself as manufacturers' agent at 140 South Dearborn street, 
Chicago, Ill. He will specialize on labor saving and pneumatic 
machinery, cranes, etc. 


H. H. Seabrook, formerly district manager of the Westing- 
house Electric & Manufacturing Company in Baltimore, has been 
appointed district manager of the company at Philadelphia, suc- 
ceeding J. J. Gibson, who has become manager of the tool and 
supply department at East Pittsburgh. Owing to a consolidation 
of territories the Philadelphia offices will hereafter embrace that 
previously covered by the Philadelphia and Baltimore offices. 


Announcement is made that on January 1 the John Seaton 
Foundry Company and the Locomotive Finished Material Com- 
pany, Atchison, Kan., were consolidated, and that they will here- 
after continue the business of both companies under the name of 
the Locomotive Finished Material Company. The directors of 
the consolidated companies are as follows: John C. Seaton, H. 
E. Muchnic, Clive Ilastings, W. S. Ferguson and G. L. Seaton. 


Arrangements have been completed for an extensive display 
of thc hydraulic machinery manufactured by The Hydraulic 
Press Manufacturing Company, Mount Gilead, Ohio, at the 
Panama-Pacific International Exposition at San Francisco, Cal, 
in 1915. The exhibit is being installed in block 11 in the Palace 
of Machinery, and will occupy a space 27 ft. wide by 67 ft. long. 
It will be in charge of the company's Pacific toast representative, 
The Berger & Carter Company, 1045 Seventeenth street, San 
Francisco, Cal. 


Joseph T. Ryerson & Son, Chicago, are offering a prize of $100 
in gold for the best trade name for the line of tool steel which 
the company is selling. The company has been selling a com- 
plete line of tool steel for many years, but has had an outside 
manufacturing connection for the steel, and in consequence 
adopted the name used by the manufacturer. It has since been 
found necessary either to manufacture or control the manufac- 
ture of the steel, which the company has now been doing for 
some time. [n addition to the $100 first prize, those who send in 
the 100 next best names will be given a copy of a loose-leaf 
leather reference book of steel and engineering data, and for 
the next best 200 names bound volumes of. the same book will 
be given. tis 
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CATALOGS 


WHISTLES.—A leaflet issued by the Walter A. Zelnicker Sup- 
ply Company, St. Louis, Mo,, is devoted to the “Old Noisy” 
gong whistle. This whistle is made in sizes from 2 in. to 12 
in. and is intended for use on factories and shops. 


STEAM-HyprauLic Presses.—Bulletin L from the Mesta Ma- 
chine Company, Pittsburgh, Pa., contains eight pages de- 
scribing steam-hydraulic presses for shearing, bending, forging, 
Hanging and punching. Illustrations of several of the machines 
are given. 


Evectric MErEns.— Bulletin No. 40, issued in December, 1914, 
by the Sangamo Electric Company, Springfield, IIl., contains 
32 pages and describees and illustrates clearly different forms 
of electric meters. Details of the construction are given and 
several pages are devoted to diagrams showing the connections. 


STEEL WAREHOUSE TRuckKs.—À folder issued by the Edwards 
Manufacturing Company, Cincinnati, Ohio, is devoted to the 
steel trucks made by this company. These are two-wheel 
trucks intended for use in warehouses, freight sheds, railway 
shops, etc. They are built principally from structural steel 
shapes. 


EvrE-PnorEcriNG GLassEs.— Safety Service Bulletin No. 4 and 
other literature from T. A. Willson & Co., Inc, Reading, Pa., 
describes and illustrates the line of safety glasses manufactured 
by this company. These glasses are made in a variety of forms, 
some of which are especially suited for the different classes of 
shop work. 


Forcinc Macuines.—The National Friction-Slip Flywheel is 
the subject of National forging machine talk No. 6. This is 
a two-page folder and contains a good half-tone illustration 
of the National heavy pattern forging machine equipped 
with a friction-slip flywheel, as well as a sectional view of the 
flywheel and considerable data concerning it. 


Arr CowPnaEsscRS.— The Chicago Pneumatic Tool Company, 
Chicago, has issued bulletin No. 34-K, dealing with this com- 
pany’s class N-SO and N-SG fuel oil and gas driven air 
compressors and their application to the unit system of air 
power plants. The bulletin contains 24 pages and describes 
and illustrates these compressors in considerable detail. 


CurTAIN FixrTumgES.— Bulletin No. 182, issued by the Dayton 
Manufacturing Company, Dayton, Ohio, describes and illustrates 
the Dayton curtain for railway car windows. This curtain is 
fitted with friction shoes bearing in grooves which hold the cur- 
tain in position and retaining strips prevent accidental displace- 
ment.: A guide for convenience in ordering is given on the last 
page. 

Facts Asout Fuer Oir.— This is the title of a four-page leaf- 
let issued by the Production Engineering Company, 1716 
Spring Garden street, Philadelphia, Pa. This leaflet is de- 
voted mainly to the advantages claimed for the Peco burner. 
Another four-page leaflet has also been issued by this com- 
pany containing an article on Fuel Oil and Its Application, 
by David Townsend, president of the company. 


Ow Testing Set.—The General Electric Company has just 
issued bulletin No. 49,901, describing an oil testing set by means 
of which the dielectric strength of oil can be easily determined. 
The proper use of this set insures the successful operation of 
high-tension oil insulated apparatus. The set consists of a 30,000- 
volt testing transformer with an induction regulator for voltage 
control and an oil spark gap, all of which are assembled as a unit. 


MeTAL PnorEcTIoN.—"Lohmannized" is the subject of a 15- 
page booklet, illustrated by half-tone engravings, which has just 
been issued by the Lohnmann Company, 50 Church street, 
New York. This process is explained as “a non-corrodible coat- 
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ing, which is integrally attached to an article of iron or steel, 
the coating and the base being welded." Microphotographs are 
given, showing the results of the process and the results of tests 
are also included. 


PorTaBLE MacuHine Toots.—The 1915 portable machine tool 
catalog issued by the Pedrick Tool & Machine Company, 
Philadelphia, Pa., contains 62 pages, and includes a great deal 
of information as to this company’s various portable ma- 
chines. These tools include cylinder boring bars, motor driv- 
ing attachments for boring bars, crank pin turning machines, 
portable milling machines, pipe bending machines, etc. The 
catalog is completely illustrated. 


Heat TgEATING FurNaces.—Bulletin No. 7, issued by the Quig- < 
ley Furnace & Foundry Company, Springfield, Mass., is de- 
voted to underfired, accurate temperature, heat-treating 
furnaces, using gas or oil fucl and manufactured by this com- 
pany. These furnaces are intended for heating small ma- 
terial for annealing, hardening, tempering, carbonizing, 
forging, etc., where uniform and controllable temperature is 
required. The bulletin is illustrated. 


AIR Compressors.—Bulletin No. 34-S, dated November, 1914, 
and issued by the Chicago Pneumatic Tool Company, Fisher 
building, Chicago, Ill., is devoted to small power-driven air com- 
pressors. The compressors are made in several different forms, 
both air and water cooled and either gasolene engine or motor 
driven. The bulletin describes and illustrates the various types, 
as well as the sheet steel suction and discharge valves which 
are used on all sizes above 3 in. by 3% in. 


STEAM RaiLwavy ErrecrRIFICATION.— Special publication No. 
1,552 of the Westinghouse Electric Manufacturing Company, 
East Pittsburgh, Pa. is devoted to a brief description of the 
equipment supplied by this company for several recent steam rail- 
way electrifications. Other sections of the bulletin deal with de- 
velopments in subway, elevated, interurban and street railway 
equipment. Photographs taken in a number of cities are in- 
cluded, showing the various types of cars in service. 


LIGHTNING AnnEsTERS.—Dulletin No. 45,602 has just been is- 
sued by the General Electric Company, Schenectady, N. Y., 
and deals with the subject of the protection of series lighting 
circuits by lightning arresters. The arresters described in 
the bulletin are of two types, the horn type and the aluminum 
type. The former is designed for the protection of series 
transformers and rectifiers against lightning discharge and 
similar trouble, and the latter particularly for the protection 
of cable circuits running from series arc rectifiers. 


ELECTRICAL SuUPPLiESs.— The Western Electric Company, 463 
West street, New York, has issued its 1915 Electrical Supply Year 
Book. This book contains 1,216 pages, and, besides listing and 
cataloging the company's various electrical equipment, contains 
a great deal of useful information in the form of tables and 
formulas. The book contains an alphabetical index, and will 
enable the trade to determine at a glance the approximate cost 
of any one of the articles listed. One of the features of the 
book is an advertising bulletin embracing examples of advertising 
and selling helps which the company furnishes to its agents in 
connection with the sale of goods. 


Rarwav Line Matertat.—The General Electric Company. 
Schenectady, N. Y., has recently issued bulletin No. 44,004, 
which forms an ordering catalog descriptive of railway line 
material for direct suspension. This publication covers prac- 
tically everything in line material for this method of sus- 
pension, save poles and wire. The parts are illustrated and 
each illustration 1s accompanied by the proper catalog num- 
bers. The prices are not included. The bulletin contains also 
miscellaneous data relative to construction, overhead material 
per mile, general data on the use of solid copper wire and 
copper cable, dimensions of grooved trolley wire sections, etc. 
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“With a pig and a goat your plant would 
compare favorably with some back yards 
Ive heard about," is a remark made by a 
superintendent to the man in charge of 
one of the company's shops. He might have said much more 
as to the advantages to be derived from neat shops and prem- 
ises, but he believed that the comparison was enough, and in 
this case it proved so. There are other railway shops in this 
country to which this same remark might apply. To them we 
desire to convey the message that neat, clean shops will do much 
to increase output, inspire careful workmanship, keep the em- 
plovees contented and advertise the road in the right way. At 
the Burnside shops of the lllinois Central the officers. make 
it a special point to keep the shops and surroundings or- 
derly and as neat as the conditions will allow. Barrels made 
of scrapped corrugated roofing are placed at various points 
throughout the plant; they are painted white and kept that 
way. An inscription "Help Keep the Prenises Clean" is neatly 
lettered on the covers. These white barrels contrast so vividly 
with the black cinder grounds that it 1s impossible to forget 
the purpose for which they are intended. The entire plant 
maintains a Sunday appearance day in and day out. The men 
like it and the shop officers believe that they are fully repaid 
for their trouble. It costs but little to do this and the advan- 
tages are many; you will be better satished with your work 
and the work of your men will better satisfy you if tnis policy 
is followed. 


Help Keep 
the Premises 
Clean 


The Kansas Citv Southern has recently 
completed some tests which were conduct- 
ed with a view to modernizing a class of 
consolidation type locomotives. As origi- 
nally built these engines had a tractive effort of 44,900 Ib. and a 
weight on drivers of 182.600 1b., 22 in. by 30 in. cylinders, 55 in. 
driving wheels, a boiler pressure of 200 lb. and a grate area of 
33.5 sq. ft. Alterations were made to two of them, one being 
htted with a wide firebox providing a grate area of 62.5 sq. ft., 
while the other was fitted with a superheater, a brick arch and 
a design of piston valve chest which is applied directly to the 
slide valve seat and avoids the necessity of applying new cylin- 
ders. The cost to convert the engine which was equipped with a 
wide firebox, was $4,850, while the cost for the other engine was 
$2775. the difference being about 43 per cent in favor of the 
latter locomotive. In comparative fuel tests the locomotive with 
the narrow firebox and a superheater used 24 per cent less coal 
per 100 ton-miles, 33 per cent less water per 100 ton-miles and 
developed an average running speed 15 per cent higher than the 
locomotive with the wide firebox. On a tonnage test the per- 
centages in favor of the superheater locomotive were, in ton- 
miles, 15 per cent increase, running speed 11 per cent increase, 
fuel consumption 16 per cent decrease and water consumption 29 
per cent decrease. 

These figures are of more than ordinary interest as showing 
what can be done, by the expenditure of a comparatively small 
amount of money, in the way of increasing the capacity of many 
locomotives that have been or are now being pushed aside. In 
this case the factor of adhesion was such that an increase in the 
size of the cylinders would hardly be justified and it is doubtful 
whether the strength of the frames would permit such an in- 
crease. But there are plenty of other cases where different ex- 
pedients should be justified in order to obtain another five or ten 
years’ service on tonnage trains from existing locomotives. 
There have been quite a number of locomotives built within re- 
cent years with factors of adhesion lower than what was for- 
merly considered good practice, and if the locomotive which it 
is desired to convert has a factor of 4.5 or over it is quite prob- 
able that an increase in the size of the cylinders could be safely 
made, provided the frames were strong enough to stand this in- 
crease. However, an increase of 2,000 or 3,000 Ib. in maximum 
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tractive effort might well justify the replacing of the frames as 
well as the cylinders and as it is unlikely that such a conversion 
would be considered without the application of a superheater 
there would be, beside the increase in maximum tractive effort, a 
decrease in fuel and water consumption and a decided increase 
in sustained capacity. Moreover, the additional weight resulting 
from the superheater and allied changes would help in preventing 
the factor of adhesion from reaching a point which might be 
considered too low. 

Any conversion of this nature will, of course, have to be justi- 
fied by the results afterward obtainable and the changes just out- 
lined would unquestionably run into a considerable amount of 
money. But there must be many cases where such modernizing 
methods would be justified provided the money for making the 
changes can be obtained. Under present day railroad conditions 
the question, “What will it cost?” comes with increasing em- 
phasis and if the results obtained in the case of the Kansas City 
Southern locomotives are considered in relation to the cost of 
making the conversion, they will undoubtedly make a strong 
appeal to higher railway ofhcers. 


At all times a serious problem, the design 
of reciprocating and revolving parts for 
steam locomotives has greatly increased in 
difhculty with the advent of the high piston 
loads which result from the use of cylinders of the’ large diam- 
eters now common in locomotive practice. The real seriousness 
of this problem is probably best brought home by consideration 
of the effect of the pressure on the rail. When, with the high 
axle loads now in use, a variation between the maximum and the 
minimum weight on the rail, under any driving wheel, of 100 
per cent of the static weight on that wheel may, and probably 
often does, result from the effect of the counterbalance, it can 
be readily seen that stringent measures are justifiable in reducing 
the weight of the parts of the locomotive which necessitate this 
counterbalance. In the article on “Reciprocating and Revolving 
Parts," which is published in another part of this issue, it is 
stated that the practical problem of balancing is not so much how 
to balance as how to reduce the total weight of the reciprocating 
parts to a minimum, There are a number of locomotives now 
in service, built during the past two or three years, which stand 
out very clearly as regards the design of these parts when com- 
pared with the average practice, and there seems no reason why 
such good results could not be more generally obtained. Indeed, 
it is plainly indicated by Mr. Campbell in this series of articles 
that they can be. The series is divided into three parts, Part 1 
dealing with American design, Part 2 with British design and 
Part 3 with the use of alloy and heat treated steels. The author 
is already known to many of our readers and will be remembered 
as the writer of the article on ‘Locomotive Connecting Rods" 
published on page 175 of the American Enginecr for April, 1913. 
This article was most favorably received, and is being very gen- 
erally used by designers, and it is hoped that the present serics 
will prove even more valuable as an aid to improved locomotive 
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Rather strong insinuations have sometimes 
been made concerning the honesty of some 
roads in regard to their bills for foreign 

Foreign Cars car repairs. The paper read by H. H. 
Harvey, general car foreman of the Chicago, Burlington & 
Quincy, at the February meeting of the Car Foremen’s Associa- 
tion of Chicago, in which he advocated the appointment of in- 
spectors by the M. C. B. Association for inspecting foreign car 
repairs, we believe states the case correctly. Mr. Harvey said: 


Without question, all roads do at times make improper charges, but in 
most Cases, these are simply errors and not made with deliberate intent to 
defraud. However, it is quite possible that some few car owners deliberately 
charge for repairs not made, possibly not with the consent of the higher 
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officers, but through the zealousness of some of the minor officers, who are 
endeavoring to make a record for low cost of maintenance. These few, if 
there be such, are the ones who are to blame for the charge of dishonesty 
in repair bills, under the stigma of which all must suffer, the innocent as 
well as the guilty. 


We believe that errors are the greatest causes for the im- 
proper charges and, further, that the errors are caused by the 
lack of a proper knowledge of the M. C. B. rules. Last month 
it was pointed out in these columns that ignorance of the rules 
was the cause of a large amount of unnecessary correspondence. 
It would seem, therefore, that much of the trouble now common 
in the handling of repairs to foreign cars could be eliminated if 
the men were made to learn the M. C. B. rules thoroughly and 
to use them intelligently. Some roads appoint inspectors whose 
duty it is to visit the various repair points of the road and check 
up the work done in repairing cars with the bills made out for 
these repairs. In the discussion of Mr. Harvey's paper it was 
stated that this procedure had resulted in satisfactory results 
and many cases were found where the foremen were cheating 
themselves. These inspectors, reporting direct to the superin- 
tendent of motive power, bring to light the weak spots in the 
car department, whether they be caused by ignorance of the rules 
or by over-zealous foremen endeavoring to make a showing. If 
this practice were generally adopted it is probable that the com- 
plaints for incorrect charges would be reduced materially and 
both the home road and foreign roads would be materially 
benetited. 


The development of over 2,000 indicated 
horsepower by a balanced compound pas- 
senger locomotive having a total weight of 

of Weight 165,300 Ib. is a performance rarely, if ever. 
equalled in American practice. Such results are reported to 
have been realized in service from a recently built ten-wheel 
express passenger locomotive on the Portuguese State Railways, 
a description of which appears elsewhere in this issue. The con- 
ditions under which this power was developed are not known, 
and it is impossible to say whether it represents sustained per- 
formance or the power developed during a short period only. 
Two balanced compound Atlantic type locomotives, the cylin- 
ders of which compare very closely in size with those of the 
Portuguese locomotive, were tested on the St. Louis testing plant, 
the maximum indicated horsepower of cach being between 1,600 
and 1,700. The boilers of both of these engines were larger 
than that of tlie Portuguese locomotive, one having a total heat- 
ing surface of 3.407 sq. ft. and the other a total heating surface 
of 3,237 sq. ft. 

Atchison, Topeka & Santa Fe engine No. 535, with a total 
weight of 201.500 1b., a total heating surface of 3,237 sq. ft. and 
a grate arca of 48.4 sq. ft, was shown bv the test to be capable 
of maintaining a maximum indicated horsepower of 1,605 at 54 
per cent cut-off with a steam consumption of 208 Ib. per indi- 
cated horsepower hour. The Cole balanced compound, New 
York Central No. 3.000, with cylinders 1514 in. and 26 in. in 
diameter by 26 in. stroke, weighing 200.000 lb. and having a 
heating surface of 3,107 sq. ft. with a grate area of 49.9 sq. ft. 
was shown by the tests to be capable of developing a horsepower 
of 1,670 at 52% per cent cut-off with a steam consumption of 
23.2 lh. per horsepower hour. Comparing the Portuguese loco- 
motive with these engines the possibilities for such a perform- 
ance on its part are not evident. If this engine is capable of 
developing over 2.000 indicated. horsepower, it must have an 
unusually low water rate for a saturated steam engine as, as- 
suming a maximum evaporation of between 37,000 1b. and 38.000 
lb., which would be higher than is usually obtained in American 
practice from the same heating surface and grate area, the maxi- 
mum horsepower of the Portuguese engine must have been ob- 
tained at a water rate of about 17 lb. per indicated horsepower 
hour. 


High Power 
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C. A. Seley stated at the January meeting 
of the Western Railway Club that the big- 
vest question before the railroads at the 
present time is the proper and economical 
maintenance of equipment. This question, at all times a live issue 
with the mechanical department of American railways, is espe- 
cally so at present. Each new design of equipment, with new 
machines for doing the repair work and with fluctuations in 
prices of. material, alters the maintenance problem in some re- 
spect, and this problem is one that is worthy of study by the 
ablest men in the teld. 

Maintenance should first be considered when designing 
the equipment, and whenever possible, parts that are liable to 
necd repairs or replacement should be so located and incorpo- 
rated in the structure that they may easily be repaired or re- 
newed, This necessitates the designers’ familiarizing themselves 
with the repairmen's problems. From these men a great many 
details can be learned which, if carefully considered in design- 
ing, will show marked economies in the cost of repairs. The 
repairmen, on their part, should, from their experience, antici- 
pate the making of repairs with special devices or jigs where 
the number of cases warrants such devices, in order that the 
work may be done as quickly as possible and with a minimum 
labor cost. They will also do well to study the supply field for 
machines and apparatus, the purchase of which may be of ma- 
terial assistance to them in their work and which with the sav- 
ie in the cost of repairs will be a profitable investment for 
their companies. 

An economical feature in which all railway mechanical men 
are directly interested is the reclaiming of scrap material. Sev- 
eral railroads are giving this subject attention; some have in- 
stalled extensive plants for this specific purpose, while others 
are giving it a very close study with a view of enlarging the 
plants they now have in operation. There are numerous other 
avenues for maintenance economies. Every man should put his 
shoulder te the wheel. Give the companies the best ideas you 
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have. 
If the ideas in G. S. Goodwin's paper on 
The Value ds Ade i á i o pap 
the “Value of a Locomotive.” presented 
of the at the February mecting of the Western 
Locomotive Railway Club, and abstracted elsewhere in 


Uus issue, are thoroughly studied, followed and elaborated on 
ly the railway mechanical men of this country, we will find 
mechanical departments operating on a scientilic basis that here- 
tere has not been thought possible. Mr. Goodwin established 
à basis—the net earning power of a locomotive—from which 
should be determined the method of handling power. He has 
shown that the average net earning power of all locomotives 
in this country is $44 a day. He has also shown that for in- 
dividual engines this value will vary greatly according to the 
conditions under which they operate. It will be found that 
locomotives of low net earning capacity will require a differ- 
ent method of handling from those of high net earning capacity 
H true economy is to result. 

Some motive power men strongly advocate the regular as- 
"znment of engines: others are advocates of pooling the serv- 
ke. The former claim more mileage. fewer failures, more 
reliable service, etc, while the latter's chief argument is that 
fewer engines are required and that there is always an engine 
ready for the transportation department. But we only hear 
the mechanical man's point of view, and he has only based 
lis arguments on the results he sees, not on an analytical 
We have vet to hear from a purely economic 
point of view as to which is the better system. A scientific 
economic study of this question would be of great advantage 
t^ all the railways arfd would undoubtedly lead to many changes 
in the methods of handling motive power. Mr. Goodwin has 
cutbned a hasis on which to work. 

Strong exceptions were taken to 53.96 per cent of a freight 


€conomie. study. 
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locomotive's day being charged to the mechanical department, 
especially as the road from which these figures were obtained 
operates under the pcoling system. Under the circumstances 
it is almost impossible to question the figures, as the system 
by which they were obtained had been in effect for some time. 
With this statement the question naturally arises, "What must 
be an engine's dead time in the regular crewed system?” 
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Installing Efficiency Methods. By C. E. Knoeppel. 
10 in. Illustrated. Bound in cloth. 
Magazine, 140 Nassau street, New York. 


258 pages, 634 in. by 
Published by the Engineering 
Price $3. 
There have been so many books published within recent years 
dealing with the principles of scientific management that when a 
new one is brought out it arouses but little interest. In this 
book, however, Mr. Knoeppel endeavors to avoid the matter of a 
mere declaration of principles and tells what the methods are 
that are known to increase the efficiency of a manufacturing 
plant and also how they are put into use. The introduction to 
the book states that the purpose has been to give wholly frank 
and thoroughly practical working instructions and explanations, 
covering the entirety of efficiency. practice as tested and proved 
in many important aud successful undertakings carried out by 
the author; it would seem that this purpose has been effectively 
carried out. As originally prepared, the material in the book 
appeared in a series of articles published in the Engineering 
Magazine during 1914, but this is expanded and changed to a 
considerable extent in this volume. The chapter on the efficiency 
clearing house has been considerably enlarged and chapters added 
on costs and on auxiliary devices for the planning department. 
A considerable number of charts, diagrams and illustrations have 
also been added. 


Heat-Treatment of Steel. Compiled. by 
pages, 6 in. by 9 in. Illustrated. 
Industrial Press, 140 Lafayette street, New York. 


the Editors of Machinery. 278 
Bound in cloth. Published by the 
Price $2.50. 
During the past two decades developments have taken place in 
the processes involved in the building of machinery as well as 
in the materials of construction, which have produced many 
changes in the heat-treatment of steel. The introduction of high 
speed steel for cutting tools and the various alloy steels, the use- 
fulness of which depends almost entirely upon proper heat- 
treatment, has made necessary the careful study of processes and 
has produced many remarkable changes in practice. In the 
preparation of this book it has been the purpose to place on 
record the modern methods of heat-treatment, and although 
largely descriptive in its dealing with the subject, the book will 
be found to contain much practical data of value to those who 
have to do with heat-treating operations. 

The first chapter is devoted to a theoretical discussion of the 
effect of heat-treatment and a brief digest of the results to be 
obtained by various methods of treating carbon and alloy steels. 
In the following chapters the various processes of hardening. 
quenching, tempering, annealing and casehardening are described 
in detail, the text being amplified bv numerous engravings show- 
ing the construction and methods of operation of the furnaces 
and other appliances. The application of the electric furnace to 
heat-treating operations is dealt with at considerable length and 
a chapter is included on the newly developed method of case- 
hardening by carbonaceous gas. 

A brief treatise is included on the methods used to measure the 
hardness of metals. Various types of hardness testing machines, 
developed in this country and abroad, are described and the prin- 
ciples on which they operate set forth. 

The information contained in the book has been mainly com- 
piled from articles published in Machinery and from the well 
known Machinery Reference Books, and it forms a very com- 
prehensive treatise on a subject about which little of a practical 
nature has been written. 
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PRACTICE VERSUS THEORY IN DESIGN 


New York, N. Y. 


To THE EDITOR: 

On page 451 of your September, 1914, issue you print an 
in.eresting editorial entitled “A Word of Thanks.” You 
therein invite a “frank and square-from-the-shoulder criticism” 
of things you publish. l wish to accept your invitation and 
‘hand you one" on the subject of co-operation. In your 
“Word of Thanks” you say your whole heart and soul is set 
on bettering things in your particular field, etc., and in the 
final paragraph you s.ate the truism: “After all, we are really 
one big association with one common interest, and each one 
of us owes it to all the others to do our little part in making 
the mechanical department more effective and more efficient." 
With the next stroke of your editorial pen, however, you ex- 
cite discord where harmony and co-operation are of the ut- 
most importance to the "common interest" for which you 
had just appealed. I refer to your editorial, "Limitations of The 
Designer." Damage is done by your editorial because you 
cite a specific case and from it draw a general conclusion, 
and in doing so you furnish fuel for the tire of antagonism 
between the "practical" and the "theoretical," which is such 
a serious detriment to progress in any industry. 

The designer in a railroad organization is never an inde- 
pendent unit with authority to depart from standards and ar- 
range apparatus to suit himself. The designer is, however, 
a member of the big association, specially trained in the 
theory of mechanics and in the work of reducing to a tangible 
and practical form on the drafting table the various features 
and arrangement of parts desired in a device or machine. 
The perfection of the result will depend largely on the thor- 
ough study given to the details of the design in order that it may 
incorporate all the good features which the operation and main- 
tenance of such machines have shown to be advisable. Here is 
where the co-operation of the practical and theoretical is of 
the utmost importance, and the head of the department or 
the one responsible for the finished result of the designer’s 
work should see to it that the designer not only co-operates, 
as in this case, with the man who has “spent his life running 
locomotives,” but also with the man who spends his life in 
maintaining locomotives. For example, see "Air Brake Re- 
pairs," page 165, Railway Age Gazette, July 24, 1914. 

Great progress has already been made by the patient and 
constructive analysis of existing designs of apparatus through 
the co-operation of the manufacturer, operating men and de- 
signing engineers in an effort to perfect the design for the 
good of the common interests. This good work will go on 
and further improvements will be made when the hearty co- 
operation of every individual of our "one big association" is 
enlisted in the desire for the success of the new design, be 
it of a car, locomotive, shop or other equipment for the 
road. Jn the editorial you give credit to the mechanical 
engineer for the design of a particularly good box car. be- 
cause of co-operation with the operating men. Why, then, 
blame the designer when the same co-operation was not 
insisted upon in the engine design? 

Co-operation cannot be secured by a jerk, but by the steady 
pulling together of all the many members of the "big asso- 
ciation” of the railway industry. The united efforts of so 
many experienced and trained minds will eventually result 
in remarkable improvements in working conditions and in 
operating costs. 

We all have our limitations, even editors, as witness the 
appeal for help in your “Word of Thanks." If the editor of 
a great journal needs help through co-operation with the 
"practical," how much more must the designer need such 
help? In conclusion, I refer to the final sentence of your 
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editorial, “A Word of Thanks,” and hope that this com- 
munication may “help the editor” to co-operate with the 
designer in enlisting the aid of the “practical” in the per- 
fecting of the work intrusted to him. 

F. M. BRINCKERHOFF. 


THE BONUS SYSTEM 


. TorEpo, Ohio. 
To THE EDITOR: 


While 1 have read many criticisms of the bonus system for the 
payment of labor, I believe that such a system can be established 
in any manufacturing plant by a capable efficiency engineer. 
This has been proved by the results of such installations in many 
cases. 

The reasons for the failure of the bonus system in so many 
instances are not the faults of the system itself but may be traced 
to the short-comings of the so-called expert who is responsible 
for the many radical changes both in organization and shop prac- 
tice which usually accompany the installation of a bonus system. 
The expert is very frequently deticient in a number of ways. He 
often has to learn the business of his client at the client's expense; 
he possesses too much egotism; his work is frequently too largely 
based on theory unbacked by practical experience. He is seldom 
well enough acquainted with the design of machinery, tools, jigs 
and fixtures. Through lack of tact he antagonizes the workmen, 
who in turn can very easily make impossible the determination 
of a basis for a fair standard. His standards are often the result 
of rough estimates which may do injustice either to the workmen 
or to the management. 

To be worthy of the title of efficiency engineer one should be 
an engineer capable of directing the design of labor-saving de- 
vices such as special tools, jigs and fixtures. He should be able 
to locate machine tools for the most economical production. He 
should thoroughly understand the bonus svstem; but it is not 
worth while to make time studies for the purpose of establishing 
standards of performance for the workmen until the location of 
the machinery has been thoroughly investigated and until the 
best possible use of jigs, templates and other special tools has 
been made. He should be able to set up work in a machine and 
operate it himself, such an accomplishment being invaluable in 
securing the confidence and respect of the workmen. He should 
have the good judgment necessary to establish standards of per- 
formance which will prove satisfactory, both to the workmen and 
to the management. I have known so-called experts, in arriving 
at standards for automatic machines, to speed them up to their 
maximum production, thereby setting a standard so high that the 
workmen were never able to earn a bonus. 


W. H. WOLFGANG.’ 


TEMPERATURE INpICATING PariNT.—À paint which changes 
color at various temperatures has recently been brought out im 
Europe, says F. J. Rankin of the Colorado Agricultural College. 
When applied to iron work it is a visual indicator of the run- 
ning condition of a machine or other apparatus. The paint is 
red at ordinary temperatures but turns black when heated, be- 
coming red again on cooling. It is claimed that the color will 
always follow the temperature, no matter how many times the 
cycle is repeated.—/ron Age. 


Metric SysTEeEM IN CHINA.W—China recently enacted a weights 
and measures law in which the meter and kilogram are pre- 
scribed as the sole standards, although the old system of meas- 
ures is still recognized. The units of the old system are de- 
fined in metric terms, the length unit being exactly 32 centi- 
meters, The metric units are given the same names in the 
Chinese language as the nearest old units, but to cach is given 
the prefix "sin," which means "new." Thus the meter will be 
known as "sin-tchi," and the kilogram as "sin-king." The metric 
system was not made compulsory at the outset, the date of com- 
pulsory application of the act being fixed later. 


RECIPROCATING AND REVOLVING PARTS 


Beginning a Series of Articles Dealing With Their 
Design and Improvements Which Are Possible 


BY H. A. F. CAMPBELL* 


I—AMERICAN DESIGN ing moment at the crank pin. This reduces the effective drawbar 

The late S. L. Barnes once said “The practical problem of bal- PUL especially at high speeds. i l 
ancing is not one of how to balance, but of reducing the total The American railways scem to have decided that the POS 
weight of the reciprocating parts to a minimum.’ cylinder locomotive is a necessity, and to have given up any idea 


The size of the present day passenger and freight locomotive of utilizing three or four cylinders. That is, no matter how 
has made it more necessary than ever to keep the weight of the — ET€at the power to be developed, it has got to be carried by only 
reciprocating parts down to a minimum. A certain Pacific type tWO sets of driving gear. To do this means that the engine has 
locomotive now in service has a piston and piston rod weighing — &9t to carry as much a3 150,000 lb., or 75 tons, on one set of 
900 Ib. a crosshead 560 1b., and a main rod 970 Ib. When this driving gear, consisting of a piston, piston rod and crosshead, 
engine is running a mile a minute, the force of the inertia of wrist pin, main and side rods and crank pins. The largest 
these reciprocating weights at the end of each stroke is about freight locomotives ane have 13 in. diameter main axles and 
80.000 Ib. or 40 tons. The excess weight in each driver to bal- 10/2 in. diameter main crank pins; a few years ago the dimen- 
sions of this pin would have been considered sufficient for a 
good-sized axle. If the weight of the parts necessary to carry 
such loads is to be kept anywhere within reason, great care and 
refinement in design 1s imperative. Even then the weights may 
be too great, and a study of the further reduction of weight by 
the use of heat treated carbon steel, or of alloy steels, will be- 
come necessary. 

Before studying in detail the actual present practice in the de- 
sign of these parts I wish to present a few tables of weights in 
order to show that the average practice of today is not nearly 
as good as it was 15 years or more ago. This may seem sur- 
prising, but it ts a fact. Broadly speaking, the weight of the 
piston, piston rod, crosshead and connecting rod should be pro- 

M |. n eportional to the piston load that they have to carry. The tables, 
"Baldwin Locomotive Works, Philadelphia, Pa. ] to V, give data connected with the reciprocating parts of a 


ance two-thirds of these reciprocating parts causes a dynamic 
augment on the rail 50 per cent greater than the static weight on 
each wheel. This means a total variation between the maximum 
and the minimum weight of 100 per cent of the static weight on 
any wheel point. The inertia of these reciprocating weights acts 
at a distance of three feet from the center line of the locomotive, 
producing a large unbalanced couple tending to nose the engine. 
ven the revolving weights in the main wheels, owing to their 
size, are far out of the plane of their balance weight in the wheel. 
This creates another unbalanced couple that tends to rock the 
axle across the engine. 

The amount of steam force necessary to accelerate or decelerate 
these reciprocating masses reduces the evenness of the final turn- 


Taste I, Data ror RectirgRocaTING Ports oF Freight Locomotives Boirvr BErong 1904 


Boiler Piston Total ——— Piston load carried, Ib.--——, 
Cylinders pres- load, lb. (arca — --—— Weight, Ih.--- — wt. of ner Th, per per per 

and sure, piston x Crosse Piston and Main rectprocat- wt. rec. Ib. wt. Ih. wt. Ib. wt. 

Road and type driving wheels lb. full b. press.) head rod red ing parts, Ib. parts crosshead piston main rod 
PRs 284 seegers kee Mek IH S57 18, Lus 205 77.900 284 407 615 967 80 274 191 - 126 
Nat. of Mexico, 2-8-O...... 2] 1n. x 30 in. : 56 in. VR S 200 09,200 205 433 795 1.155 60 189 100 87 
Southern) Paeifíe, 2-8-0022... 22m. x JU in. ; SZ in, Le... J00 76,000 od 516 750 1.196 63 221 147 101 
Mex [nter, 2 Prentice ce IN ROR IN K7 MIS wig eg 200 76.000 368 337 835 1,250 59 208 141 91 
b R UPS ROL. a2 K N in; S01. aeaa 200 76,000 352 4317 942 1,213 62 216 173 80 
Woodward Iron Co., 2-8-2..221n1. x 28 in. ; Shin. ...... 200 76,000 367 392 745 1,294 59 134 194 102 
AVET > X scd a ace dai area bes — Tm hs Ks iix Lis iM dads 64 207 167 ^98 
wee VR EE" 


Taere II, Dara vor Recrprocatine Parts of Freour LocoMorivgs Burtt Sixe 1904 
9 


Boiler Piston Total 7 Piston load carried, 1b. ————, 
" ** Cylinders pres- load. lb. (area — Weight, Ib— s wt. of per Ih. per per per 

a ae and sure, piston x Cross. Piston and Maim reciprocate wt. ree. Ibo wt. ]b. «t. Ib. wt. 

Road and type "627 driying wheels lb. full b. press.) lead rod rod ing parts, Ib. parts crosshead piston main rod 

C D & Of 51 -3:.. ees’ iin. x 321n.; 60 in. .. LL. 175 123.700 706 1,022 1,305 2,315 53 175 121 94 
CEN ÖD., AURI ee ETA 228 in. x J2in.; OAIN. LLL... 130 110,900 706 8060 ],238 2,123 52 157 128 90 
Virannulan, ME d einen de ad Jóin. x 321n.; 561m. ...... 185 95,200 691 715 975 1,845 53 142 137 100 
GU Nortbern, “2852s V eei ISO & 82 11 GSN, uu 170 104,700 616 873 1,060 1,966 53 170 120 99 
Letigh Valles, 24.1... goed m. X S011 SOI. is 175 100,000 582 855 1,065 1,916 52 171 117 94 
Reek I-land, "2.82 wea 2N ty 30 m. OS IN, iussus 180 110,900 642 1,034 1,110 2,176 51 172 107 100 
2| c c ME QM in. X $2an.; 63 in. ...... 170 104,700 553 760 1,045 1.785 59 189 137 100 
DO A&A O, S ne Pots D in. x 42 in. ; 64 in. TP 190 101,000 576 760 9US 1,743 58 175 133 11] 
A T. & s Fe.. 2-8-2. S25 Mie 32 5257 0). Sees 170 83.300 622 754 933 1.795 46 134 110 89 
MW oxi Jae Iron Co, 2- 8-2 2249! din. N 30 in. ; 55 iin. .... 200 94. 400 530 665 939 1,613 58 177 14] 101 
Nou MOV | 2: Se Dias eee ba 254]: 57 Y. 2x23 IE 70.300 408 471 7 30 1,207 58 149 149 96 
B & ©, 10525 oda 66. oaks 30 in. x 32 ins; 58 in. 2.2... 190 134,000 812 1,180 1,475 2,656 49 165 113 90 
ANETARE NR eR cC ————mI M T e. see see 5314 165 126 97 


Jaure III, Data ror Reciprocating Parts or Passencer Locomotives Buitt Drrorge 1904 


Boiler Piston Total m Piston load carried, 1b.————4 
Cylinders pres- load, lb. (area ,———— Weight, ]1b.———— wt. of per lb, per per per 

and sure, piston x Cross- Piston and Main reciprocate- wt. rec. Tb. wt. Ih. wt. Ih. wt. 

Road and type driving wheels lb. full b. press.) head rod rod ing parts, lb. parts crosshead piston main rod 

Penn 440 S eieieesuds 185 dn ox 26in.:68 in, .... 185 50.000 159 266 373 568 88 300 188 134 
D. 1I. & Wo. 4-4-0......... 2011. x 26 in. ; 69 in, 12... 185 $8,000 188 390 595 816 71 308 148 97 
N. R. R. Xlexieo, 4.6-0..... Jin. x 26 in.; 68in. ...... 200 62,800 322 372 670 995 63 195 169 93 
Ce RL NS, tI PR 20 ine X 2oInes BLIN. 12 200 62.800 343 453 718 1,119 56 183 137 8N 
Us Po dos pede sasha QUITO NONI. S74 dH. du eus 200 76,000 343 592 725 1,171 65 221 151 105 
UD Jg Er DT ..I9im. x 26in.; 63in. ...... 180 51,000 265 357 515 853 59 192 143 100 
RE 4 e 20 in. a 28 dno; 8O dn. ...... 200 62,800 365 429 795 1,152 54 172 146 79 
P&R, decies 21 in. x 24in.; 84 in. aena 220 76,000 352 437 942 1.213 63 216 174 80 
C RAL UU En IIo ® 28 Wie SOGN. u.a 200 76,000 365 560 805 1,287 60 208 136 94 
NOY N.H. & UL, 4-6-0... 20 in. x 2o in. ;73in.. Lo... 200 62,800 “98 476 766 1,121 56 210 132 82 
NOY. C. & St. L., 4-60....20 in. x 26 in.; 72 in... ...... 200 62,800 330 405 7 26 1.062 59 190 155 96 
NA aie! oos e we alas hay putetur Gud M up aL € — 2059 "m nm e 63 218 153 95 
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PASSENGER Locomourives Burri SINCE 1904 


Boiler Piston Total m Piston load carried, 1b. ——4 
Cylinders pres- load, lb. (area Weight, 1b. ———4 wt. of per lb. per per per 
and sue, piston x Cross Piston and Main reciprocat- wt. rec. Ib. wt.  ]b. wt. Ib. wt. 
Road and type driving wheels lb. full b. press.) head rod rod ing parts, lb. parts crosshead piston main roud 
Penn, 4-6-2 ............. .26in. x 26 in.; 80 in. ...... 205 109,000 491 650 1,065 1,624 67 215 169 102 
C. C. & 4-6-2.......... 25 in. x 30 in : 69in. ...... 200 98,000 535 670 925 1,613 601 183 146 106 
N. Y. N H & H., 4-6-2...24 in. x 26 in. ; 79 in v anite d 200 83,000 369 640 922 1,423 5814 225 130 90 
C. G. W., 4-62............25in. x28 in. ; 73 in. ...... 190 93,300 493 742 886 1,635 57 190 125 105 
C. & O., 4-6:2............ 27in.x28in.;73in. ...... 185 105,800 561 907 971 1,905 55 188 116 109 
B. & O., 4.62............. 24 in. x 28 in.; 76 in. ...... 190 85,900 595 660 890 1,655 5114 144 130 103 
N. Y. C4.4-6-2..... eds 26 in. x 28 in. ; 79 in. ...... 200 106,200 $85 787 920 1,786 48 180 134 115 
Lehigh Valley, 4-6-2 eee 25 in. x28in.; 77in. ...... 210 103,000 445 704 850 1,531 67 231 146 121 
Average ac e due EEEE a EEN RRR EE S E RS. ea M T is 58 194 137 106 
Terie V, Data For Recrprocatinc Parts oF Locomotives DuiLT iN 1914, wirH EsprEciaLLY Licur Parts 
i Piston i P . 
d Boiler load r — Weight, lb.—-—4 Total ,—— ——Piston load carried, 1b. — ——, Refer 
Cylinders pres- ]b. (area Piston wt. of perlb. wt. per per per Ib. ence 
and sure, piston x Cross- and Main  reciprocat- ofrec. Ib. wt Ib. wt. wt. main for 
Road and type driving wheels lb. full b. press.) head rod rod ing parts, lb. parts crosshead piston rod photograph 
Penn., 4-6-2 .......... 27 in. x 28 in. ; 80 in... ... 205 114,000 491 520 930 1,376 83 320 219 120. © +2496 
Penn., 4-4-2 .......... 23'3 in. x 26 in. ; 80 in... 205 89,000 327 40814 720 1,014 87 271 218 123 Fig. ! 
Penn., 2-8-2 .......... 27 in. x 30 in. ; ; 62in. ... 208 114,000 532 516 939 1,470 77 214 22 121 Fig. 2 
P. & R., 4-4 0........ .lin. x 24 in. ; 68% in. 220 76,200 302 464 590 1,031 74 252 164 130 Fig. 50 
C. B. & Q., 2-10-2....) in. x 32in.; 60 in. ... 175 123,700 526 945 1,035 1,936 64 235 130 119 Fig. 19 
NVCTACE -ooserebycE QVE gorem Dei RR Rep EM ee ——— Sr 77 258 190 123 


number of locomotives; then follows the most important part— 
the amount of piston load carried per pound of weight of the 
parts collectively and of each part separately. The average 
figures are given at the bottom of each table. The tables have 
been divided into passenger and freight locomotives built before 
1604 and since 1904, and a fourth table is given including 
live engines built recently, in which exceptional care has been 
taken in the matter oí designing the reciprocating and revolv- 
ing parts. 

If the reader grasps the substance of these tables, it will 
enable him, without going over a lot of data, to see that we are 
not doing as well in respect to the design of reciprocating parts, 
as we did in the past on smaller engines. An examination of the 
first engine given in each table, freight and passenger, will show 
cases before 1904 that are so far above the average as to be 
striking; and one of the passenger engines is not only above the 
average, but it is better in nearly every weight per load carried 


m cdm wu) c 


unit of work done may be reduced. Light parts do not neces- 
sarily mean weak parts, but ay mean sironger parts. 

The designers of the automobile and the flying machine, by 
using great care in detail design, and by the use of high grade 
steel, have reduced the weight of their moving parts to a mar- 
velous degree. The locomotive engineer can do the same when 
he makes up his mind that it is necessary and decides to start 
anew, determined to obtain definite results in weight reduction. 
In the remainder of this article it is the intention to show in 
detail the notable results obtained in the design of the recipro- 
‘cating parts of several locomotives built in 1914. 

The Pennsylvania Railroad in 1914 built very heavy and pow- 
erful Atlantic (see Fig. 1) and Pacific type locomotives,* both 
of which have a very heavy weight on drivers. To safely per- 
mit the use of such a weight it was imperative that the excess 
counterbalance weight in the drivers should not exceed a certain 
figure at a given speed. It was determined that at 70 miles per 


Fig. 1—Running Gear of Pennsylvania Railroad Atlantic Type Locomotive, Class E6s 


than any of the recent five cases of special locomotives given in 
the last table. A great many of this class of 4-4-0 type loco- 
motives have been built and are still running, and I feel safe in 
‘saying have shown no failures in these light parts. 

This brings us to the main thought which the writer wishes 
io bring out in this paper, and to a fact that each reader should 
consider carefully. As the sise and power of the locomotive 
is increased, the moving parts per unit of work to be done need 
not be increased in weight. On the contrary their weight per 


hour the centrifugal force of the excess weight in the driving 
wheels should not exceed 30 per cent of the static weight on a 
wheel point; or, to state it another way, the variation between 
the maximum weight and the minimum weight on a driver should 
not exceed 60 per cent of the static weight. This definitely 


*A description of the Pennsylvania Atlantic type locomotive, class Eós, 
was pubished on page 63 of the Railway Age Gazette, Mechanical Edition, 

for February, 1914, and a description of the Pacific type RE 
class K4s, and the Mikado type, class Lis, Fig. 2, was published on page 342. 

of the July, 1914, issue. 
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settled what the reciprocating parts must weigh, and in order 
to bring the weight of the parts within this limit it was found that 
only 60 per cent of the reciprocating parts could be balanced. 
The weights of these parts are given in table VI. 


Taste VI—WeE!GHTS OF RECIPROCATING PARTS OF PENNSYLVANIA 
LocoMOTIVES 


Weight, Ib. 


— Á— 


et 
Atlantic, Pacific, 
Name of part E6s K4s 
Piston, piston rod, extension rod, crosshead and key.... 408.5 520 
Crosshead and wrist pin ........ 2.0 cece ee ee eee ee eens 312 480 
Lap and lead lever connector............. 0.000 e eee 15 11 
Front end of main FrOQ.. esse xe Ha Sees ds Ren Rr ar 279.5 365 
Back end of main rod... eese das oe re b pes 440.5 565 
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means to produce such light parts and still retain the required 
strength. Figs. 3, 4, 5, 6 and 7 show the piston, piston rod, 
crosshead, main rod and side rods for the Atlantic type loco- 
motive class E6s, and Figs. 8, 9, 9A, 10, 11 and 12 for the Pacitic 
type, class K4s. The unit stresses have been noted on the 
drawings at the different sections. They are based on a maxt- 
mum piston load equal to the product of the area of the piston 
and the full boiler pressure and a proportion of the main 
rod load on the side rods, in the case of the Atlantic type 80 
per cent, of the Pacific type 70 per cent. 

The pistons are of rolled steel of umbrella shape and are of 
extremely light section. The unit stress has not heen deter- 


Fig 2—Running Gear of Pennsylvania Rallroad Mikado Type Locomotive, Class Lis 


Total main rod 26s nae EXE hee BO eR ak ee 720 930 
Front end of side rod...................-eeeee eee 186 136 
Back end of side rod. ... 2.0... ccc ccc cece ees 231 162.5 
Side rod (main pin)....... 0... ccc eee ee eeees eau 534.5 
Rear end eccentric rod (equivalent at 13 in. radius) .... 22.7 is 


The material for the main and side rods, piston rod, pins and 
valve motion parts is silico-manganese carbon steel, heat treated, 
with the following characteristics: 


Carbon 2. o vas 0.50 percent Ultimate strength.85,000 Ib. per sq. in. 
Manganese ........... 0.55 percent Elastic limit......50,000 lb. per sq. in. 
Silicon S Lees aro dd 0.20 per cent Elongation in 2 in.......20 per cent 
Phosphorus ...Not over 0.03 per cent Reduction in area....... 40 per cent 
Sulphur ...... Not over 0.03 per cent 
"A tae 
erT 4 The Aston Kings shouid be turned 4° 
P. m um \ in diamefer than bore of 
Ri ASE cylinder ond then cut fo fit cylinder: 
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ween Piston and cyfnder ge 
Fig 3—Piston of Pennsylvania Atlantic Type Locomotive 


The pistons are made of rolled open hearth carbon steel. The 
crossheads are of cast steel made by the electric furnace process, 
with the following qualities: 


Carbon .............., 0.40 per cent Ultimate tensile strength, 
Manganese ..... 0.48 to 0.60 per cent 70.000 to 80,000 lb. per sq. in. 
Silicon ......... 0.22 to 0.28 percent Elongation in 2 in..12 to 25 per cent 


Until a designer has actually tried, he does not realize what it 


mined, as there is no really satisfactory formula for the design 
of pistons. Unwin's, Seaton's and Bach's formulas are all well 
known, and the designer may possibly use them all as a guide; 
but in the last analysis he must use his judgment, especially 
with this shape of piston, as it is known to be actually stronger 
than any of the formulas will show. It will be noted that no 
cast iron wearing shoe is used, and that the wearing surface of 
the rim is only 3% in. wide, but the piston rod has an extension 
tail rod. If the extension rod had not been used, the employ- 


ment of such a narrow wearing surface as 3/4 in. would hardly 
have seemed wise, and it is possible that a cast iron bull-ring 
might have had to be used. But with a wider ring made of cast 
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Rod Before Smedging. 
Fig. 4—Piston Rod of Pennsylvania Atlantic Type Locomotive 


iron, and no extension tail rod, the weight would have been 
greater than the piston head, even allowing for the added weight 
of the extension piston rod and the sliding shoe. There is a 
belief that an extension piston rod, unless it is very stiff and 
kept carefully lined up, is of little value, but a hollow extension 
rod of large diameter can be made stiff and at the same time 
very light. 

The details of the piston rod and its extension and the rod 
extension shoe are clearly shown in Figs. 4, 9 and 9A. These rods 
are made of carbon steel, heat treated. The method of manu- 
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Although this rod is extremely light, it is 


stiff in compression and flexure, and there should be no reason 


for its causing trouble. 


stresses are noted. 


facture is clearly shown; the rod is forged and then hollow 
bored throughout its length. The necessary sections are then 


swaged down as shown in the finished rod. The load and unit 
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Fig. 5—Crosshead of Pennsylvania Atlantic Type Locomotive 
Steel, Heat Treated. 
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The crossheads are shown in Figs. 5 and 10. This type of 
‘crosshead has been standard on the passenger engines of the 
Pennsylvania Railroad and on many New Haverr engines for 
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Fig. 7—Side Rod of Pennsylvania Atiantic Type Locomotive 


years. With the exception of the old style crosshead with a solid 
wrist pin and using four-bar guides, as shown in Fig. 9B, it is 
the lightest type of crosshead made, in relation to its strength. 
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Fig. 8—Piston of Pennsylvania Pacific Type Locomotive 
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These crossheads are made of 0.4 carbon steel by the electric 
furnace process, and the railway officers state that this is the 
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Fig. 9—Piston Rod of Pennsylyania Pacific Type Locomotive 


only method that insures these castings being sound. The unit 
stresses on the various sections are given in Table VII and are 
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based on a load equal to the area of the piston times the full 
boiler pressure. These stresses are conservative. 
VII—Stresses 1N Piston Rop anp CnRossHEAD OF PENNSYLVANIA 


LocoMOTIVES 
Amount of stress, lb. per sq. in. 


TABLE 


. Atlantic type, Pacific type, 
Section; and nature of stress E6s K4s 
Shear on: key 5.291521 sees RI PE Rx Et 10,500 10,900 
Tension in rod through keyway.................. 9,650 10,500 
Tension in neck of crosshead through keyway.... 4,700 3,550 
Crushing of key on the rod..................... 16, 500 17, 800 
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Fig. 9A—Extension Shoe for Piston Rod Shown In Fig. 9 


Crushing of key on crosshead.................. 16.200 13,800 
Bearing pressure, pin on crosshead.............. 4,450 4,600 
Compression in main shank of piston rod........ 10,300 10,400 


The crossheads have ample gib surface and bearing surface 
where the pin bears on the crosshead, a very essential point. The 
oiling of the wrist pin has been carefully worked out and is clearly 
shown in the drawings. The lap and lead connecting link is 
driven from an extension of the wrist pin. Studying these cross- 
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Fig. 9B—Four-bar Crosshead 


= 


heads in detail it will be found that no unnecessary metal has 
been put into them; the one point that may be raised is that they 
are not as strong when the engine is running backwards and 
therefore are unsuitable for freight engines. 

The main and side rods for the Atlantic type, class E6s, are 
shown in Figs. 6 and 7, and for the Pacific type, class K4s, in 
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s standard prac- 
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back stub of the main rod follows the railway 


Figs. 11 and 12. These rods are made of open hearth carbon 
steel, heat treated. The loads and unit stresses at the different 


This is a strong, light stub, but the writer does not believe 
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Fig. 10—Crosshead of Pennsylvania Pacific Type Locomotive 
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Fig. 11—Main Rod of Pennsylvania Pacific Type Locomotive 


that it can be made any lighter than a stub that uses a strap and 


sections are noted on the drawings and are given in table VIII. 


The side rods have been made unusually deep, giving a 


bolts. 


to every detail of these rods. The 
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correspondingly low whip stress at high speeds. The knuckle 
pin of the side rods, Fig. 12, seems unusually large, but this size 
is used to keep the bearing pressure per square inch down to 


Tase VlIII—STREssES 1n Main AND Sipe Rops or PENNSYLVANIA 
LOCOMOTIVES 
Amount of stress, lb. per sq. in. 


Atlantic type, Pacific type, 
Section; and nature of stress E6s K4s 


Main rod, I section.. ......ssesssesssereseserrss 
Crosshead stub, tension... 


11,200 
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UNCOUPLING LEVER FOR SWITCH 
ENGINES 


BY GEORGE E. McCOY 


A design of uncoupling lever which is being successfully 


used on the front and rear ends of switch engines on the Inter- 
colonial Railway is shown in the accompanying drawing. It 
replaces the old style of lever which extend across the loco- 
motive in one piece with an operating handle at either end. 
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Fig. 12—Side Rods of Pennsylvania Pacific Type Locomotive 


Crosshead stub, bending ....................... bad 10,500 
Main stub strap, tension..... MN EE 6,000 5,900 
Side rod, I section... cess or em ER els 9,400 10,600 
Front and back stub eye, tension................ 9,000 9,400 
Front and back stub eye, bending................ 26,500 31,700 
Main side rod stub, tension...............0.000% RN 7,500 
Main knuckle eye, tension............. sese TE 10,100 


standard practice. Knuckle pins are often made too small and 
show very rapid wear because of lack of ample bearing surface. 
Another point in favor of this knuckle pin is that, being large in 
diameter and narrow, it gives an action more like a spherical 
pin. This is important because there is no doubt that many side 
rod failures are due to a twisting action on the rods, produced 
by the rod ends getting out of line with each other. A ball 
knuckle pin will greatly relieve this cross twisting strain. The 
I sections of the rods are broad, and slim, a type of section that 
has been extensively used on the road. 

[Epitor’s NorE.— The remaining section of Part I of this series 
will be published in an early issue.] 


Harpness TresTING.—IÍf in testing for hardness by the Brinell 
process it is necessary to use a V-block when testing the bar, 
see that the block is made of tool steel well hardened and tem- 
pered to a straw color, otherwise an impression of the bar will 
be left in the block and a true Brinell will not be obtained. 
Small bars, $4 in. and less in diameter, usually give an ex- 
aggerated result lower than that obtained from the same steel 
in heavier bars; want of surrounding stiffness explains this. 
When testing malleable castings or intricate pieces, take several 
impressions in various places and then: work out the mean re- 
sult; otherwise the test may be misleading.—American Machinist. 


The old style lever was objected to because of the danger of 
injury to a person standing near the end of the footboard when 
the lever was being operated from the opposite end. In the new 


Double Uncoupling Lever for Switch Engines 


design the lever is in two parts, each of which is separately 
connected to the lock lifter, thus making the movement of the 
lever at one end entirely independent of the other. 


RamwaAy Men AND THE War.—It is stated that 4,000 em- 
ployees of the Lancashire & Yorkshire Railway are now in the 
British army on the continent. 


PORTUGUESE EXPRESS LOCOMOTIVE 


Balanced Compound Ten-Wheel Type Which Devel- 
ops Exceptionally High Power Per Unit of Weight 


The locomotive shown in the illustration was recently built 
for the Portuguese State Railways for express passenger service, 
and is of special interest because of the high horsepower de- 
veloped in relation to the engine’s total weight. A maximum 
indicated horsepower of 2,214 is reported to have been developed 
with a total weight of 165,000 Ib. and a weight on drivers of 
112,200 Ib. This is equivalent to 1 hp. per 74.5 lb. of total weight 
and is nearly 40 per cent greater than the horsepower per unit 
of weight developed by the American Locomotive Company's 
experimental Pacific type locomotive, No. 50,000. The latter de- 
veloped 2,216 hp. continuously in actual service, which is equiva- 
lent to 1 hp. per each 121.4 Ib. of total weight. The Portuguese 
engine has a maximum tractive effort of 22,200 1b., while the ex- 
perimental Pacific type locomotive is rated at 40,300 Ib. 

The Portuguese engines are built to operate on a 5 ft. 534 in 
gage, thus increasing the clearance limits and decreasing the dif- 
ficulties of cylinder and axle design for a balanced compound 
locomotive. The four cylinders lie in the same horizontal plane, 
the high pressure being placed between the frames and the low 
pressure outside of the frames. The high pressure cylinders are 
15.35 in. in diameter, while the low pressure have a diameter of 
248 in., giving a cylinder ratio of 2.61. Both high and low 
pressure cylinders drive on the front pair of wheels, the former 
through a crank axle. The steam distribution is controlled by 
two piston valves of somewhat unusual construction. By re- 
ferring to the sectional elevation of the locomotive it will be 
seen that each valve is made up of three heads, mounted upon the 
same stem, each head being surrounded by an annular cavity en- 
closed by packing rings at the ends. The central head, which is 
considerably smaller in diameter than the others, controls the 
steam admission to and exhaust from the high pressure cylinders. 
Each end of the valve serves one end of the low pressure cyl- 
inder, the annular cavities around the valve forming a portion 
of the final exhaust from the low pressure cylinder to the at- 
mosphere. 

Three poppet inlet valves are provided on each valve chest, 
and are connected with the reversing gear in such a manner that 
when in full forward or starting position all three valves arc 
opened. The central valve admits steam from the high pressure 
steam cavity to a cored passage in the cylinder casting while the 
two end valves simultaneously admit the steam from this passage 
into the cavity below cach low pressure steam port. The ad- 
mission of live steam is therefore automatic, the object being to 
bring the low pressure cylinders immediately into service in 
order to quickly start the engine. This arrangement prevents the 
accumulation of the undue back pressure on the high pressure 


piston which results from the use of the ordinary by-pass starting 
valve operated independently from the cab and by providing a 
steam passage to the low pressure cylinders which is independent 
of the high pressure port opening, insures a more rapid accumu- 
lation of effective pressure and a quicker starting engine than is 
possible with the by-pass starting valve. 

The boiler is of the straight top type having a diameter or 


Haif Sections Through Cylinders and Firebox 


6614 in. outside of the first ring and carrying a working pressure 
of 227.5 lb. It has a total heating surface of 2,503 sq. ft. of 
which 188 sq. ft. or about 7.5 per cent is located in the firebox. 
Owing to the wide gage an unusual width of firebox ts possible 


Balanced Compound Express Passenger Locomotive for the Portuguese State Rallway 
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without employing a trailer truck, a grate area of 44.1 sq. ft. 
being obtained with a length of 123 in. 

The engines have bar frames 4 in. wide with a single front 
rail to which the cylinder castings are secured in the manner 
commonly employed in American practice. All driving journals 
are 83$ in. in diameter and 91% in. long. 

In service it is said that these engines have completely ful- 
filled all the required conditions, their performance havinz proved 
highly satisfactory in every way. From a number of indicator 
cards taken in service on a level line at various speeds and cutoffs, 
the total indicated horsepower varies from 842 at 40 miles per 
hour with a train of 341 tons and a cutoff of 40 per cent to a 
maximum of 2,214 at 63 miles per hour while hauling a train of 
388 tons and working at a cutoff of 50 per cent. The accompany- 
ing table gives the results calculated from five typical indicator 
cards taken under varying conditions. 


HonsEPOWER CALCULATED FROM INDICATOR CARDS 


Speed Doiler pressure Cutoff Weight of train I. Hp. 

40 m. p. h. 213 lb. 40 per cent 341 tons 830 

' 56 m. p. h. 214 Ib, 38 per cent 341 tons 1,234 
. 62 m. p. h. 203 Ib. 35 per cent 355 tons 2,054 
63 m. p. h. 227.5 lb. 50 per cent 388 tons 2,214 

67 m. p. h. 220.5 Ib. 40 per cent 314 tons 1,799 


The tender is carried on six wheels, pedestals for which are 
provided in the underframe. It has a water capacity of 5,800 
gal. and carries 9.8 tons of coal. The principal dimensions and 


Q0 00040 


© 
2 ratios of the locomotive are given in the accompanying table: 
o 
E General Data 
E. ns a a a a ae te data 5 ft. 534 in 
-J id i CERES E XX DOE UE Paes yes E A E24 TE d o dein ses ok Passen " 
KON, Bad 5 0h 6 Dance Vea p UR APR Co E GOUT Bie AE ERR Nac ai ada dr o 
ON S E oos: ENE P AEE A AEA 22,200 1b. 
E. ONG da I AMET Len OA O TOO 165,000 Ib. 
CORN C003 Ap TE IEPDRB PEARCE Pte HIE Lane et ln Cae 112,200 1b. 
(ae 9 Weight on leading truck............. Li. 878-4 400^ EE eee on bus eee RA 52,800 1b. 
codem T Weight of engine and tender in worlüng Order: eco iis raa 270,900 Ib. 
AV x Koo OD BRE, HETEIRUE A sa opos osa RR pae eid Fe E YES orci d 14 ft. 9% in. 
gw c MAE DeC ODD yea eo os dici hut xreracsambes did ui d 29 ft. 04 in. 
d Ratios 
= Weight on drivers + tractive effort. ...c.scccccccceccececccccncnve 5.06 
3 Total weight — tractive effort......... RET GaN ae MCA E 
E —Tractive effort X diam. drivers — heüting Surfacesc.coessenntoea wes 663.8 
o Total heating euriace. = grate AVOA sy x csi erata seda ear. ARRAS 56.8 
Firebox heating surface + tube heating surface, per cent............ 8.1 
* Weight on drivers — total heating surface....................uuunn 44.8 
Total weight — total Heating e EA EE E E PE EOE R 66.0 
£ Volume equivalent simple cy inders, cit, ft... ssi LUN JUR AR UI pd Ke Kor ng 7.8 
9 Total heating surface + vol. equivalent simple cylinders ii ecisee xia? 320.9 
Grate area — vol. equivalent simple cylinders...................... 57 
E Cylinders 
Be XI eea be a ea cia Seas ace Sah cpu dan Duis Gide wk Balanced compound 
Á r- Diameter and strüke./2.2 seen 15.35 in. and 24.80 in. by 25.20 in. 
— c Valves 
LE LL - 1 z BI Co LOR OR Se BOR er nai A ELT B LAE Eg d t E Piston 
Ta ia ee a Rl 3 Wheels 
bh edad eed DEVINE, dante Oder TM Les) n S4 3o anoa Crete a artes 74.8 in. 
do ie: 7; ^. Driving journals, main, diameter and length............ 8.66 in. by 9.45 in. 
i Ooo ooo PA." Driving journals, others, diameter and length........... 8.66 in. by 9.45 in. 
" ole Sie ide 12 oe, Zope track wBeels, GAME. 14s saxea caos zd dió qx Radices cle 35.4 in. 
Qococo. mj. ite Boiler 
| desee ce rires SHTS- Ca Gad dain Sep eng Sv ERR SA ad WE MO ER Strait top 
LOD ee big a OA Working pressure ....... REERUL TSR CUM CECE LEE TERETE Cr ER ieee .9 lb. 
m LEET TTTS Outside diameter of Brat TING s vx 5005 00 hace ewesacanenner C cie 66.2 in. 
e d: 255464. 4a ^ Firebox, length. and With ii oeecsicenies ape ccs sns ips 123 in. by 51.2 in. 
IPEA TTE Tubes, number and outside diameter.................Luuuu... WE ^ in. 
" djelIlkütell Aubes; TONG: doasao Cox RA YAJ RS qua v EHE TTE READERS p 2 x P 
- a a E T A vans : Hesting BIUtfebe, tubimi rias étexbs4u abs e DLE xe RE ERT E iP sq. fc 
"wu V gag lr tai Heating Surlace, TEGO sic Lo oer a a ES en ac oh 4 sq. ft, 
- HOG 8 TE Ah Henthng súrface total ea bic ae baw Fas, CUP EGRE uA xS ORE ea 2, H sq. P. 
2m eas : X. gs 2 LA Grata BOOS: ads Lora Odd oie ae o PAL AA done ooo n DAL Eee 44.1 sq. ft. 
- Go. E * 0 » $5 Fis ; 
Cp. A AL N^ Tender 
I i: ; Mia e v. Pid > : Weight, Togded iusbeexidespRRisA e Rv bUnRER Paneer pER dU ORE s 105.200 M. 
(Be ieee eee. Water CRDAOID | osoqi mio d cor S9 YEO dro RSD aE tn n ie mn 
Js AEA T tu CAM CADEY 593.5 ee X ARCA sauce over Aa Ae NUI are M Ar MX CARERE IS $ 
— a ee eee, 


GERMAN InoN OrE Propuction.—Germany’s iron ore produc- 
tion for 1913 is given by Stahl und Eisen as 35,941,285 metric 
tons, having a value of 3.71 marks (88.2 cents) per ton as com- 
pared with 33,711,142 tons in 1912 with a value of 3.73 marks 
(88.7 cents) per ton. In 1913 48,047 miners were working as 
against 46,295 in 1912. Brown iron ore containing less than 12 
per cent of manganese constituted 3,005,970 tons of the 1913 total, 
while the brown ore containing from 12 to 30 per cent man- 
ganese amounted to 330,037 tons. Manganese ore of over 30 
per cent manganese totaled 760 tons in 1913.—Iron Age. 
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ECONOMIC VALUE 


Earning Capacity Analyzed; 


OF A LOCOMOTIVE 


Opportunities for Increased 


Returns; Improved Shop Methods Prove Economical 


BY GEORGE S. GOODWIN 
Mechanical Engineer, Chicago, Rock Island & Pacific, Chicago, Ill. 


Consideration of the potential value of locomotives, expressed 
even roughly in terms of average daily earning capacity, suggests 
several important possibilities for the improvement of general 
practice, which it is the purpose of this paper to discuss. For 
the fiscal year ending June 30, 1913, the total operating revenue 
from 251,277 miles of railroad was $3,181,177,898, divided as fol- 
lows: 


Freight vs Gioia Ee xb EPA dee IS $2,203,860,284....69.28 per cent 
Passenger erai ues eed i nee wurden etd d eed 716,174,021....22.51 per cent 
Other transportation revenue............00% 334,939,393.... 7.07 per cent 
Total revenue from transportation...... $3,144,97 3,098... .98.86 per cent 
Non-transportation revenue ............... 36,204,200.... 1.14 per cent 
Total revenue from transportation...... $3,144,973,698....98.86 per cent 


This revenue was produced by the use of 63,168 locomotives 
having an average tractive effort. slightly over 30,000 1b. As- 
suming that 11 per cent of these locomotives are in the shop 
receiving repairs, this leaves 56,246 earning the above revenue. 
Dividing the total revenue from transportation, by the number 
of engines gives nearly $56,000 per year, or $153 per day as the 
gross earnings of an engine. Applying to this figure the oper- 
ating ratio, 71.33, we have $44 per day as the net earning power 
of all the locomotives of the United States. This money was 
earned after the locomotive had paid for repairing the track, 
paid for repairing the cars, and paid for repairing itself. 

The most notable thing about these figures is that nearly 99 
per cent of the total operating revenue of the railways is re- 


In order to bring out the monetary value of a locomotive a 
little clearer, statistics are quoted in the accompanying table 
from 24 of the larger roads of the middle and western states for 
the fiscal year ending June 30, 1913. The gross earnings of loco- 
motives per day is the quotient of earnings divided by the num- 
her of locomotives reduced to a per diem basis. The net earn- 
ings are obtained by the use of the operating ratio. These earn- 
ings are shown under four captions, it being assumed where 
noted that 11 per cent of the locomotives are always in the shop 
undergoing repairs, and where switching engines are involved 
that 96 per cent only are handhng freight. 

‘These figures bring out that the net average earning power of 
a locomotive varies from $30 to $125 per day; while for all the 
roads of the United States the earning power is $44. The aver- 
age rate per net ton mile is introduced to show one reason why 
the value of a locomotive fluctuates—a locomotive capable of 
earning $75 per day on one road may be able to earn only $40 
per day on some other road, and this is further affected by the 
size of the engine, amount of work for it to do, etc. 

The value placed on a locomotive when rented of course varies 
on different roads, both as to amount and basis of computing. 
(Invariably running repairs are taken care of by the borrower, 
aud general repairs by the lender.) Some use the size of cylin- 
der, others the weight on drivers or total tractive effort. The 
general minimum charge is $10 per day, increasing to from $25 
to $40 for the modern engine. Two roads base the rental on a 


ceived from the operation of trains, for the successful operation 
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oo Ad “oe E = oon 
a) 9 "a8 xF zE E; 
P: = oa? 2 EE E 
A a Bente we ES a 
B ouesk 9.129 $93,330,370 $64,063,856 1,772 901 
CU us 2,012 33,597,124 23,181,395 732 347 
Doir eres 1,496 13,901,415 9,795,074 293 207 
E: wies 9,710 S1, 888,321 58,540,091 1,952 1.262 
ERE soere 7,076 82,311,523 54,661,588 1.781 1,047 
G eee 8,240 70,853,004 46,428,045 1,608 775 
H ...... 1,747 16.898.666 10,857,207 376 235 
| MSS 1,032 15,114,030 9.908,25] 345 161 
A furi gie 1,275 16,111,571 11,987,134 399 263 
ZPO 2,338 34.790,798 27,549,696 811 413 
Ta ese ees 2,636 24,331.04% 18,078,140 617 360 
M 801 13,132,536 12,385,212 264 133 
Ns onte: 7,750 78,297,710 58,426,236 1.284 799 
OQ» ui 4.763 63.747.632 42,589,299 1.460 803 
IT las 1,872 57,745,398 39,376,127 980 408 
OF oss 1,819 35,019,744 23.018.013 703 348 
R uozoned 3.817 32,104,311 20,912,978 682 404 
S344 7.285 61,671,460 45,748,269 1.153 767 
T levzex 2943 20,968,555 15,330,648 313 ] 317 

U heeren 1,092 10.795.233 8.155.027 216 f 
MN eam 6,624 71,625,298 § 2,270,686 1,276 736 
W 1,885 17,886,817 12,407,401 392 230 
> rn pue 7,569 91,810,307 63,773,804 1,465 877 
Ne onus 2.515 31,486,479 21,774,362 697 422 


* Lines East of Chicago. i : : : : 
t Where noted, 11 per cert of the engines are assured to be in the shop; 90 per cent of switch engines are assured to be engaged in freight 
e 


service: 10 per cert passenger. 


of which three essentials are necessary, namely: Locomotives 
to move the trains, which is the subject of this paper; equip- 
ment to carry the tonnage, and track to move the trains on. 

No two of these essentials are of any benefit without the third, 
and the importance of all three is shown by the fact that for the 
fiscal year ended June 30, 1913, $544.000.000 was spent for main- 
tenance of equipment and $538,000.000 for maintenance of way. 


* Abstract of paper presented before the Western Railway Club, February 
16, 1915. 
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444 427 $121 $136 $194 $64.80 66.59 7.29 
157 228 115 139 205 43.10 79.04 5.43 
45 41 110 124 146 39.00 73.28 7.32 
345 345 102 114 143 44.50 68.90 7.88 
390 344 110 124 161 47.00 70.15 8.70 
496 337 118 133 IRS 48.80 73.57 8.90 
76 65 102 114 142 42.60 69.95 8.60 
89 95 110 124 190 30.00 84.17 5.61 
76 60 103 116 140) 27.70 80.19 5.15 
133 265 116 130 205 62.00 69.69 4.12 
147 110 108 ] 2] 155 47.00 69.71 11.93 
131 135 153 286 125.00 56.26 7.05 
369 116 177 )99 vs 93.00 58.27 7.65 
357 300 109 122 1643 35.90 77.86 5.77 
21:2 360 147 165 2097 101.00 66.14 5.33 
141 214 116 131 204 60.40 70.40 6.42 
156 1223 112 126 1359 46.90 70.51 11.42 
230 156 13% 155 183 ts an JE 
161 51 177 199 227 91.90 59.47 7.05 
316 224 152 171 208 80.00 61.47 8.39 
85 77 114 128 166 30.40 81.71 9.69 
380 208 164 185 224 101.00 55.08 9.27 
133 142 109 123 159 35.40 77.73 §.8§ 


fixed charge per 1,000 Ib. tractive effort, which is about 50 cents. 
Five roads based their rental charges on the results obtained by 
calculating interest and depreciation on the value of the loco- 
motive in question. To this is added charges for general repairs, 
taxes, insurance and profit on the transaction. An example of 
this with the profit omitted will show what might be termed 
“out-of-pocket” value of a locomotive. 

The following table shows approximately what this would 
amount to for different original cost. between $10,000 and $30,000 
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with assumed charges for interest, depreciation, taxes, etc., and 
repairs. In the case of repairs, these are based on the assump- 
tion that 100 miles represent a day’s work for a locomotive. 


Rextact Per Day, BASED ON INTEREST, DEPRECIATION, Taxes, INSURANCE 
AND REPAIRS 


Taxes and Repairs, 
Interest Depreciation insurance basis 

Originai at at at $1.09 100 miles 
cost S per cent 5 per cent per $100 per day Total 
Sio uno $1.37 $1.37 $0.30 $7.00 $10.04 
15,000 3.06 2.06 .45 8.00 12.57 
2U,UUU 2.74 2.74 60 9.00 15.08 
25.000 3.43 3.43 /5 10.00 17.61 
3C.000 4.11 4.11 90 11.00 20.12 


Of the four methods used, namely, size of cylinder, weight of 
drivers, rate per 1,000 Ib. tractive effort and interest and depre- 
cation, the last two are more accurate, and the third is more 
attractive from the standpoint of simplicity. One must admit, 
however, that the last discriminates between the modern, highly 
efficient engine and the old engine which is less efficient. The 
modern engine with the latest devices to give more cconomical 
performance certainly is worth more than the same size engine 
built ten or even five years ago. 

We have thus developed three measures of the value of a 
locomotive: What it can actually earn; what it is worth from 
an investment standpoint, or what might be termed the "out-of- 
pocket" value, and what it is usually rented for. We have also 
shown that 99 per cent of the total operating revenue is pro- 
duced by these locomotives while moving trains. 

An engine earns money only while it 1s moving freight, and 
Is unproductive when not working. In order to bring out forc- 
ibly the actual miles an engine makes per day, data have been 
taken from the reports of the Interstate Commerce Commission 
ior 24 roads, which shows an average of 57 miles per day or 4 
hours at 14 m. p. h. for freight locomotives. On the road with 
which I am connected a study has been made of just how a 
ireight locomotive day is spent and a form of report* has been 
developed under the direction of N. D. Ballentine, assistant to 
the second. vice-president, which accounts for every movement 
of the locomotive during the day. Reports are made independ- 
ently by the roundhouse foreman, yardmaster and train con- 
ductor and these are combined with the information regarding 
engines in the shop into a single report which is summarized 
ior the month something as below. (In comparing this data 
with other lines great care should be taken to know on just 
what basis their data is prepared, and unless the information is 
developed from a record to that described above, its accuracy 
may be open to serious question.) 


FREIGHT LocoMorivEs— MECHANICAL DEPARTMENT CARE 
Hours Minutes 
6 


Reundhouse Dhu cosi ra ded oscar d recidere fox Ud 28.40 per cent 
Kuntahe d'epdIfS doa ae mcue re er Tpee ENS 2 41 11.18 per cent 
Casined TEPUITS i ten a DEEE x a E IR UR R 3 27 14.38 per cent 

Total mechanical department.............. 12 57 53.96 per cent 

TERMINAL DETENTION 
IIours Minutes 

Regular schedule o fedus eik s cu avers qu Fu Ea oos 55 
stock, fruit, Vegetables: sah. vices Rem 7 
Superior trains eun cerco IA ee DR ACE ei 3 " 


0 
0 
Insuficiént. tonnage uer cce eee Ra sa cae eas 0 
Main line obstruction... re 
Rest for GC PeWE. vo bce Sl E PAS dae eis e ale rte nie ars 0 7 
0 
0 
4 


Miscellaneous 
Time between call and departure............-- 


rE cC o. 5 9 f v9 c9 9 * $9 » 5$ * P» € 9 € * à à * » 9 * * 9 


Total terminal detention...............0.. 2 16.80 per cent 


Tıme BETWEEN TERMINALS 
Hours Minutes 

Actual running “time ii is bei pees ae anch ees 16 
leeting trains 
Station work cies d err edo aces 645! Paw 3 ur 4 
Track conditions 
Sixteen hour law 1... ccc cece cece n 
Accidents, ete. 
bleck signals x ok da ua coe Eos tL eh Blewett 
Engine failures sexed dead p Res amen wa ea 
EE saves atau tne ae ves ine qe ds 
Weather conditions 
Miscellaneous 


17.78 per cent 
53 (Miles per 
20 day 68) 


& * à ee ee € 9 9 » * » 9? e 9 0 * * 5» à e.» *» 9? * 9 * 9 9? i n 
€ 4 * 9 ^ 9 9 € ^ 9 9 € à 3 c9 5 o9 € o9 9 * s c9 9 €» t$ 9 v 


& * & f ese e 9 ee 9 c 9 5 9 9 c8 3 9 9 & o» * 9 9 * » * * € 


e e 9 9 wo$ 9 c b *» 9 9 " 9 4 d € * * * * 9 à 9 9 ^ 


€ €» €. * c? 9 €& » € * € 6 € 9 reese $9 * 9 tee * $9 e « * c 9 


Total time between terminals.............. 29.24 per cent 
100.00 per cent 


Tctal time accounted for... 02... cee eee eee 24 0 
LI 


*See Railway Age Gazette, October 27, 1911, and October 25 1912, for 
descriptions of these reports. 
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This brings out clearly the following points: 


l ' . Hours Minutes 
An engine is in the hands of the mechanical 


department being made ready to move tonnage 12 57 53.9 per cent 
An engine is in the hands of the transportation 

department ready to move tonnage.......... 6 47 28.3 per cent 
An engine is actually moving tonnage and there- 

fore earning money, only............ eese 4 16 17.8 per cent 


This brings us to the third division of this paper, viz., What 
can be done to make the engine more available for handling 
tonnage? This same thought is very aptly stated by George R. 
Henderson quoted in Baldwin Record of Recent Construction, 
No. 60. Mr. Henderson stated as follows: 

“The author believes in wearing out locomotives as fast as pos- 
sible. By this he does not mean wearing them out by improper 
treatment or careless maintenance, but by the legitimate work of 
hauling trains. The faster they can be worn out the sooner they 
will be replaced with modern machines, and the strides made in 
the power and type of locomotives in the last few years have 
been such that an engine only 10 years old is of comparatively 
little use, except for branch service." 

In the example of the distribution of a locomotive day, the 
roundhouse is charged with 6 hours and 49 minutes or 28.4 per 
cent of the day. 

This time is taken up in turning the engine. There are several 
items in connection with this work in the roundhouse which will 
suggest opportunities to reduce the time. Improved dump grates, 
good ash pan designs, properly maintained turntables, and hot 
water boiler washing systems are all vital factors in reducing the 
time in the roundhouse. Good inspection is necessary in order 
to save failures on the road. Inspection pits have been found to 
be advantageous, especially when engines are to be turned quickly 
and have not time to be placed on the roundhouse pit. There 
should be enough men in the roundhouse to do the work needed 
and the facilities should include a small machine shop adjacent 
to the roundhouse, equipped with drill press, shaper, lathe, bolt 
cutter and emery wheel, also a small, well-cquipped tool room. 
This machine shop saves a lot of time running back and forth 
to the big shop. There ought also to be good air and steam 
pressure. 

Running repairs is charged with 2 hours, 41 minutes, or 112 
per cent of the day. Running repairs no doubt vary closely with 
the time an engine has been out of shop, and with the thought 
in mind of reducing the running repairs the road with which I 
am connected has reduced the mileage between shoppings. There 
have also bcen put into effect some changes in detail design, 
which in many cases eliminate entirely the running repairs. For 
instance, we cast a brass hub liner on the face of the driving box. 
The result is that it is unnecessary to drop the wheels between 
general repairs, and there is saved the cost of this work, which 
conservatively is $25 for labor and material, and the engine out 
of service for three days, which at $44 per day is $132. A lesser 
saving as regards running repairs is made by the use of brass 
shoe and wedge liners on the driving box. The good effect of 
these shows most clearly during general repairs. We find them 
with the tool marks hardly worn out and it is therefore unneces- 
sarv to line up the shoe and wedge. 

Another source of trouble is the pounding of the main driving 
boxes with its attendant trouble in the rod brasses. This means 
the dropping of the wheels to repair the brasses. It would seem 
that this work could be minimized by the use of some form of 
removable brass, although we have no experience with these de- 
vices; we have, however, used the so-called long driving box 
with the result that the trouble was entirely eliminated, and in 
addition there is less wear of the axle. The cost to drop a pair 
of wheels and to crown the brass is approximately $23 labor and 
the engine is out of service three days. 

To minimize stay bolt trouble the practice of using the same 
form of flexible stay throughout the breaking zone is a great aid. 
One of our boiler foremen estimated this alone to save one or 
two days every 60-day period. 

With the advent of the gas and electric welding outfits it has 
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been possible to make many repairs that heretofore would not 
have been possible. For instance, we had a Mikado engine with 
all driving wheels having flat spots 2 to 5 in. long and % to % 
in. deep. To have dropped the wheels would have cost not less 
than $150, which includes the loss in tire material. To this must 
be added the value of the engine while out of service for three 
or four days. We welded the flat spots with an electric torch, the 
wheels being in place under the engine, in five hours at a cost of 
$2.05 for labor and $5 for material and current. Both the gas 
and electric torch have been used successfully in this work. This 
is only a single example of what this device offers in the way of 
getting an engine into service promptly and at the same time at 
a greatly reduced cost of repairs. It should be an easy matter 
on the above showing alone for any railroad to Justify the pur- 
chase of these outfits. l'orty-four dollars saved for an engine day 
is interest at 5 per cent on $880 per annum, or by saving 20 
engines one day you save $880. 

— After the engine has made its mileage it, of course, gets a gen- 
eral overhauling, and whenever possible we make our engine can- 
didates for shop pull a train to the point of shopping. If it be 
assumed that an engine receives general repairs every 18 months 
and that 60 days is the average time from out of service to in 
service, that means that 11 per cent of the engines are always in 
the shop. Sixty davs multiplied by $44 equals $2,640, the loss 
while the engine ts at the shop. During slack business when loco- 
motives are not needed to move trains, it is obvious that we 
should put them through the shop to the extent that they are 
ready for the shop and that the shop can take care of them. 

While it is desirable to have a few engines in the "bone yard,” 
so that "lights" and "heavies" can be properly balanced, there can 
be a saving made by not having too many engines standing around 
idle waiting to get into the shop, but rather schedule their move- 
ment to the shop so that they are available with the least waste 
of engine time. An ideal condition would be more nearly realized 
when the condition of the engines slated to go to the shop were 
such that one or two months in service, if necessary to suit the 
convenience of the shop, would not mean a series of failures. 

When an engine is about to go to the shop, many roads (ours 
among them) make a practice of sending advance notice to the 
shop of just what material will be needed. On firebox work 30 
days advance notice is desirable, so that the box will be ready 
to put in as soon as the old box can be cut out. To make the 
most of this plan of advance notice, the information must be ac- 
curate and be acted upon promptly, without waiting to get the 
engine in the yard to see if the material is really needed. 

After the engine reaches the shop what improvements can be 
made there with a view to cutting down the time in the shop? 
The first thought ts modern shop facilities, and, considering that 
an engine is worth $44 per day, it ought not to be difficult for 
any one to show substantial savings by the use of more modern 
shops. Assume a shop turning out 30 engines a month, or 360 
per year, and that by making certain changes an engine could 
be turned out four days sooner. Assume further that for three 
months of the year there is sufficient. business to provide work 
for these engines just as soon as they are turned out. The saving 
then will be 90 engines multiplied by four days, or 360 engine 
days, which at $44 per day equals $15,840. Now, if we had taken 
this $16,000 and purchased an engine with it, we would have had 
the same amount of available power, since by changing the shop 
we saved 360 engine days; but the more modern shop will enable 
repairs to be made more cheaply, and, further, the capacity of the 
shop is increased 6.7 per cent. Hence, it would be considerably 
more economical to modernize the shop. Of course, if this im- 
provement can be made at less than the above the saving is in- 
creased proportionately. 

Another item which I understand some roads have to contend 
with is material. An engine is delayed for want of proper repair 
material, and this delay in some cases runs into months. It must 
not be understood that this is entirely the fault of the stores de- 
partment, as many times the material was not ordered as promptly 
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as it might have been. On the other hand, the shop man has a 
perfect right to assume that certain kinds of material are kept in 
stock continuously by the stores. A great deal of this material 
for which engines are delayed is very moderate in price, so that 
no great valuation is involved, and, further, practically all ma- 
terial is common to several engines, particularly where there are 
a number of engines in a class, and this reduces the amount of 
stock necessary to carry in order to adequately protect the en- 
gines against delay. Too often the fact scems to be lost sight of 
that an engine is worth money, and the fact only is seen that 
there is so much money invested in stock, without regard to 
whether the equipment can be repaired promptly. This policy 
cannot be too strongly condemned, since both the mechanical 
and stores departments are working to the same end, i. e., to keep 
the engines in condition to earn revenue for the railroad. 


DISCUSSION 


M. K. Barnum, superintendent of motive power, Baltimore & 
Ohio, stated that the average number of miles of the locomotive 
per day and the time in service is surprisingly low, and blamed 
the conditions under which it is necessary to operate some trains 
for this low figure. Regarding terminal detention he stated 
that on the Baltimore & Ohio one division has decreased this 
delay from ihree hours to one hour by a careful study, with 
no cost to the road. One cause of excessive terminal detention 
is the lack of proper facilities for turning heavy power. These 
should be provided before such engines are purchased. 

H. T. Bentley, superintendent of motive power, Chicago & 
North Western, stated that enough men should be held in the 
roundhouse to make running repairs properly when necessary, 
and not have any more than necessary when engines are not 
being repaired. He has found it desirable to keep one or two 
engines in the back shop for comparatively heavy repairs in 
order to keep men busy all of the time. These repairs will, of 
course, be more costly but the availability of the men will make 
it worth while. He did not believe in reducing the mileage 
between shoppings. His road has kept engines in service by 
use of special devices on the engines, some such engines having 
made over 200,000 miles. Engines which a few years ago used 
to make 4,000 miles per engine failure have made as high as 
44,000 miles per failure during the past year. This result is 
attributed to the special efforts of the roundhouse and shop 
men together with the use of improved details and special de- 
vices on the locomotives. 

A. R. Kipp, mechanical superintendent, Soo Line, stated that 
on regularly assigned engines the mileage is limited by the rest 
of the engine crews or the 16-hour law. He pointed out that 
the interest and depreciation of the extra locomotives required 
for regular crews must be considered together with the claimed 
decrease in maintenance and productive costs and operating 
expenses. 

N. D. Ballantine, assistant to second vice-president, Rock 
Island Lines, suggested that the same system as was described 
“in the paper be used on roads maintaining the regular crew 
system in an endeavor to find out just what the value of a 
locomotive is under that system. 

Mr. Goodwin said that with the value of the freight engine in 
excess of $44 per day the advantages of regular crewed engines 
should be carefully studied. It might be found advisable to 
pool the engines in rush season and assign them when there were 
plenty of engines available. 


VALUE OF NEATNESS.— We had occasion to go into a shop a 
short time ago where the virtue of neatness was instilled in a 
novel manner into the minds of the boys employed. One of the 
first things a boy is asked and shown how to do is to wrap up 
parcels. The head of this company believes that if a boy can be 
trained to properly wrap up objects of awkward shape, one of 
the cardinal qualities of a useful employee—neatness—is being 
fostered.—4merican Machintst. 


THE STANDARD BOX CAR—A NEGATIVE 
VIEWPOINT 


BY R. W. BURNETT 
General Master Car Builder, Canadian Pacific, Montreal, Que. 


From time to time we read stirring articles from high rail- 
way officers on the desirability of a standard box car; these 
irequently take the form of a demand, a call to arms to rise 
and overthrow the mechanical man who, it would seem from 
these articles, has for many years obstructed progress and 
caused untold millions of expense by a failure to attain the de- 
sired end. Such articles are usually favorably commented on 
in the railway magazines, the impression seeming to be that the 
writers must of necessity be right, and the weakness of the 
mechanical man is sometimes apologized for with suggestions 
that in time he may come to see the matter in the same broad 
way as the higher officer. 

If the box car situation is analyzed it will be found that the 
trathc othcers and the officers who control the policies of the 
railroads are responsible for the diversity of box car dimen- 
sions, and that no one would be more pleased than the me- 
chanical man if a more limited number of designs were decided 
on. Cars of varying or unusual dimensions, such as those of 
more than usual length, height or width of side door, or having 
large end doors or otherwise fitted for special service or use 
in a restricted territory; or for service which may be peculiar 
to the entire territory reached by the home road, are being de- 
manded by the trafhc department. It is not for the mechanical 
man to say that these cars, which may make 90 per cent of their 
mileage on the home road shall be built to the standard dimen- 
sions said by the traffic department to be unsuitable for the home 
service, in order that the cars may be standard for the 10 per 
cent of their mileage which may be made on foreign lines. 

These matters can only be settled by the trafhc department 
and others who decide on matters of policy affecting almost ex- 
clusively their own department. If persons who are at all worried 
about the box car situation will take the trouble to investigate, 
they will find that the box cars built in the last few years, espe- 
cially those with steel superstructure, are costing very little for 
repairs. Barring wrecks, the repairs are contined almost ex- 
clusively to couplers, wheels, trucks and other parts which are all 
standard. If any large part of these repairs is due to a weakness 
m the standard the doctrine of adopting a standard box car is 
then proved unsound, as the standards were usually amply strong 
to meet the demands of service of the period for which they were 
designed; if weak, the design has been outgrown in the rapid de- 
velopment of the railways, which is the case with the car itself 
and which to some extent will be the case with any car that 
might be adopted at this or any other time. 

From the large percentage of steel frame box cars built dur- 
mg the last few years the indications are that this design will 
le very largely used in the future. These cars are largely con- 
structed of rolled shapes which seldom need renewal, even 
when a car is wrecked, as they can easily be straightened or 
reformed to the original shape at any car repair point. It has 
been found unnecessary to carry rolled shapes in s-ock for re- 
Pairs, and as the parts of the cars which fail are the parts which 
are already standard, it is only necessary to carry in stock lining 
and decking, which are being standardized. The cars which 
are giving trouble now, and which are largely causing the un- 
easiness that brings forth the letters and articles referred to. 

are the cars which were built from ten to twenty years ago and 
represent the best state of the art at that time. Tf the best of 
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them had been adopted as standard and had so continued to 
the present day, there is no doubt that the present repair bills 
would be about double what they are, and this to a degree is 
what it would mean in the way of expense ten or twenty years 
hence should a standard box car be adopted now. 

It is true that we sometimes see appliances on cars, the value 
of which may be very much questioned, but it is probable that 
the net result of the use of these questionable devices may be 
on the credit side of the ledger for the railroads as a whole, 
as they are for the most part being developed towards some 
desired end with the final result that a simple and effective de- 
vice is secured. It is also true that occasionally a designer 
makes an unfortunate mistake in some vital part of the car 
which results in*bad failures on a certain series of cars, but 
these cars are usually so thoroughly advertised by the embargo 
placed on them by other roads that the railroads are benetited 
as a result, because the same mistake is not likely to be repeated. 

lf a box car with wooden underframe and superstructure 
were to be continued it would probably be advisable to go very 
much more into the standardizing of the parts than has been 
done, as the wooden car differs from the steel car in that the 
amount of material carried for repairs increases with the life 
of the car, whereas the corresponding parts do not have to be 
carried at all for steel underframe and steel superstructure 
cars, since more than enough parts are saved from fires and 
cars demolished in the wrecks to take care of the few renewals 
that are required. At the Angus shops of the Canadian Pacitic, 
where we have been ordering small lots of 250 box cars at a 
time to keep the shop going in a small way during the depres- 
sion, every lot of cars is built slightly different; this in no way 
affects the desired interchangeability and will reduce the cost 
of maintenance. ‘These changes are made principally for the 
following reasons: To protect the lading from the elements; 
to increase the strength; to reduce the weight, and to reduce the 
cost of maintenance. Examples are given below of how the 
conclusions are arrived at governing the changes for the four 
reasons given above. 

Protecting the Lading from the Elements—We have a sprink- 
ler arranged to test a suthcient number of cars coming out of 
the shops to determine any possibility of leakage through the 
roofs, sides and ends. This is not the impractical fire hose 
test, but is made to approximate the worst storm conditions, 
and we do not stop when any weakness is found until we find 
a substantial way of remedying the trouble. ‘This is not usu- 
ally done by car builders and is obviously much better than 
waiting for the claims department to report trouble, and the 
writer considers it unfair for shippers to be forced to usc a 
car designed in all small details by persons who have not had 
the opportunity to make all of these investigations. 

To Increase the Strength.—Minimum weight being a very im- 
portant factor in the designing and building of cars in the ef- 
fort to reduce weight, we occasionally turn out a finished de- 
sign that may require slight strengthening in some of the parts. 
The necessity of increasing strength is usually confined to the 
superstructure as we have from experience largely overcome 
the weaknesses that were common to the underframe. 

To Reduce Weight.—While not so necessary as increasing 
strength, yet it is important to reduce weight where it is pos- 
sible to do so with safety. Many opportunities are afforded 
with the variety of rolled shapes that is available, to accom- 
plish this without any additional cost, and often with a reduc- 
tion in cost. 

To Reduce Cost of Maintenance.—While the cost of mainte- 
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nance is carefully considered by the designer, yet the cars in 
actual service when carefully observed bring to notice certain 
items of expense that can be remedied, and in some cases en- 
tirely eliminated. The use of rivets in place of bolts is prob- 
ably one of the most important items to be considered in re- 
pair work. Bolts were used in the past for securing parts that 
would require frequent renewals, but as the faiures to these 
parts have been reduced the bolt, which is expensive in mainte- 
nance, has been replaced by the rivet. The use of cast steel 
and pressed shapes in place of malleable iron have also to be 
«considered here. 

The comparatively low average cost of maintenance of the 
present day, considering the large amount of old wooden equip- 
ment still in service, is entirely due to the present design of 
car which confines the repair expense almost exclusively to 
the wearing parts, outside of a few unfortunate mistakes in 
design, as previously mentioned. It must also be borne in 
mind that the car of the present cannot show the lowest cost 
of repairs, while relieving the high cost of repairs to the old 
wooden car which is still with us. 

To sum the matter up, the parts that are movable and need 
to be renewed should be and are standardized. The use of rolled 
sections gives us a car which is otherwise a car of standard 
parts. We also have minimum requirements for the center sill 
construction which would seem, for the reasons given above, 
to be about as far as we should go at present in standard- 
izing the box car, except that limiting outside and inside di- 
mensions should be arranged for; this should be attended to 
by the traffic department. One of these dimensions, the height 
of running boards, it would seem very essential to decide on 
in order that the roads will not keep on increasing the height 
of their cars until the government concludes that there is not 
sufficient room for the trainmen on top of the cars and issues 
an order that bridges, tunnels and overhead electrical construction 
must be raised to give sufficient clearance, which would be very 
expensive. 

As small changes in the development of the car do not in- 
crease the amount of material to be carried in stock, or the 
cost of maintenance, why should a complete standard car be 
adopted, which, if followed, will shut off the improvement of 
details which is necessary if we are to progress? 


PIECE WORK AND ITS ADVANTAGES" 


BY E. J. THILL 
Piece Work Foreman, New York Central, East Buffalo, N. Y. 


The greater part of my railroad career has been spent in 
connection with piece work, and needless to say, I have had 
my troubles, due mainly to men who are averse to the use of the 
sv stem. 

I believe we will all have to acknowledge that the tendency 
of the day work svstem is to bring the superior workman down 
to the level of the inferior. This is virtually placing a pre- 
mium on inefficiency and therefore is opposed to the accomplish- 
ment of the desired results. On some of the western railroads 
there is a system in operation known as the bonus system, 
whereby a workman receives a bonus in addition to his daily 
rate of pay. This bonus, I understand, consists of a part of the 
increase earned by the operator by reason of an increased 
output, due to increased efficiency and diligence on his part. 
While this system may give better results and bring better re- 
turns to the men than the day work svstem, it does not seem 
possible that it will provide maximum output per operator, 
minimum cost per article, and maximum earning rate per hour, 
per operator, such as would be attained under a proper piece 
work system. 

There are three potent factors in the successful handling of 


*From a paper read before the Niagara Frontier Car Men's Association, 
February 17, 1918. 
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a piece work system. ‘These are efficient piece work inspectors, 
peace of mind on the part of the workmen, and a schedule that 
can be readily understood by the men. 

Peace of mind on the part of the workman is absolutely 
necessary if he is to do his best under any system. This should 
be considered in the light of the fact that the picce work oper- 
ator is often suspicious of the piece work inspector. If there 
is one thing that will put a piece work operator out of sorts, 
it is the slightest doubt as to whether he has received proper 
reimbursement for his labor; therefore a great deal depends 
on the piece work inspector, as the average workman is no 
mathematician, and generally has an innate suspicion of the 
inspector, in that he is not reasonably sure that he has received 
proper returns for the work performed. lor this reason the 
piece work schedule should be one that can be easily inter- 
preted and understood, and combination prices eliminated. The 
other two factors in an efficient picce work system rest with 
the management, and make it possible for the success of the one 
just described. 

Extreme care should be exercised by piece work inspectors 
to see that the men are fully compensated for the work per- 
formed, and in the matter of piece work prices, to see that the 
workman is properly compensated, considering the conditions 
under which he is working, and that the company obtains the 
desired results. A piece work price should not be installed 
where the inspector cannot "back it up." In other words, he 
should never set a price under given conditions unless he can 
produce men from tbe working force who can demonstrate 
that the price is right and good for an increase of about 50 per 
cent or more over the day rate. Then, should a workman 
question the fairness of the price. he can be shown that it is 
productive of increased earning capacity, and he will readily 
see that piece work is of great benefit to him and the piece 
work inspector is his friend. These are the results obtained 
under a proper piece work system and are conditions that ap- 
peal strongly to the operator. 

Did you ever stop to consider what little importance you 
are alone; how little you would amount to if it were not for 
the association and co-operation of others? What would the 
tools and machinery of an institution or shop amount to if it 
were not for the men who operate them? In this sense a piece 
work inspector should take the operator into his confidence 
and show him that he believes in him; show him how his 
earning capacity can be increased and how both he and the 
railroad company can be benefited, then you will derive from 
the workman the full benefits resulting from the use of a piece 
work system. 

Every man working in a shop under a proper piece work 
system knows that it 1s wise to study at all times ways to get 
his work out quicker, as he realizes he will be benefited. there- 
by. He is aware that the shop superintendent and his foreman 
are anxious to co-operate with him along these lines, and that 
he will not be penalized for using his brains in having the 
piece work price cut, because by his increased output he is de- 
creasing the cost of production. In my estimation, piece work 
can never be handled successfully if the management will al- 
low the prices to be cut as soon as they become remunerative 
to the workmen. Nothing is more discouraging to a man than 
this price cutting for no other reason than increased efficiency 
on the part of the operator. Therefore it behooves the piece 
work inspector when making prices to use the utmost care to 
note the conditions under which the man is working. In this 
connection, I wish to bring out that where men are put on 
piece work, the shop equipment should be of such design and 
quality as will offer best results and should be kept up at all 
times. 

In closing, I desire to emphasize the fact that where a shop 
is working under a thorough piece work system, there is no 
question about its efficiency, as I helieve piece work may prop- 
erly he considered a synonym for efficiency. 


STEEL BAGGAGE AND MAIL CARS 


New Equipment for the Central of New Jersey Is 
70 ft. Long and Has a 30 ft. Mail Compartment 


The Central Railroad of New Jersey has in service seven steel The web plates are 5/16 in. thick, and each has two 374 in. by 
baggage and mail cars having a 30 ft. mail compartment equipped — 314 in. by 14 in. angles riveted to it, top and bottom, while rivet- 
according to the United States Government specifications and a ed to the flanges of the four top angles is a 2 ft. 5 in. by % 
40 ft. compartment fcr the transportation of baggage or express. in. top cover plate. This plate is 65 ft. 334 in. long, and does 
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Floor Plan of the Jersey Central Baggage and Mail Cars 


These cars were built by the Harlan & Hollingsworth Corpora- not therefore extend the full length of the car. A bottom cover 
tion, Wilmington, Del., are 70 ft. 934 in. long over end plates and plate is not used. 

weigh 144,700 lb. each. They are mounted on six-wheel trucks The two center crossbearers are placed 5 ft. 4 in. on either 
equipped with the Commonwealth steel frame, and clasp brakes. side of the center of the car, and are built up of diaphragms, 
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Center SII! Construction of the Baggage and Mall! Cars 


UNDERFRAMES pressed from 5/16 in. plate, which are the full depth of the 

The center girder, which is the main member of the under- center sills at the inner end, while the lower flange tapers up- 
frame, is of the fishbelly type, built up of steel plates and angles. ward toward the outside of the car till a depth of 61% in. is 
The two web plates are 2 ft. 4 in. deep at the center of the car, reached. A 5/16 m. pressed filler is also used between the webs 
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Steel Baggage and Mail Car in Service on the Central Rallroad of New Jersey 


and are spaced 18 in. apart; this depth is maintained for 9 ft. of the center sills, and the crossbearers are finally reinforced 
7 in. on either side of the center of the car, at which point the web by a 6 in. by 36 in. cover plate at the bottom and a 9 in. by 3g in. 
plates begin to taper, and at a point 6 ft. 736 in. farther on they cover plate at the top, both extending across the car. The two 
reach a depth of 18% in., which is maintained to the end of the car. intermediate crossbearers are spaced 16 ít. 2 in. on either side 
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of the center of the car and the diaphragms, which are 14 in. The double body bolsters are spaced 50 ít. 634 in. between 
deep at the inner end and 6% in. deep at the outer end, are centers and consist of two members whose centers are 2 ft. 8 in. 
pressed from 5/16 in. plate with a 5/16 in. pressed filler between on either side of the center of the center plate. These members 
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Arrangement of the Members of the Body Frame and Underframing 


the webs of the center sills. A top cover plate 9 in. by 3g in. are built up of four diaphragms pressed from 5/16 in. plate 
is used on the intermediate crossbearers as well as a 6 in. by with 5/16 in. pressed fillers between the webs of the center sills; 
3$ in. bottom cover plate, both extending the width of the car. a 20 in. by 1% in. top cover plate is used and a 16% in. by v; in. 
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bottom cover plate, both extending the width of the car and 
riveted to the pressed diaphragms and fillers. Steel castings of 
special section are riveted to the two cross members of the body 
bolster at points 3 ft. 10 in. on either side of the longitudinal 
center line of the car and support the body side bearings. Cross 
ties or floor supports consisting of 6 in., 8 Ib. channels are used, 
and extend between the center and side sills. The side sills are 
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Baggage End. 


125 


toward the outside of the car and the back 10% in. nearer the 
center of the car than the inside of the web of the Z-bar, and 
another channel of the same size and weight is placed 1274 in. 
nearer the center of the car with the flanges turned inward. At 
a distance 1014 in. farther in from the back of the inside channel’ 
two 34 in. by 21 in. by 5/16 in. angles are placed with the 
long flanges riveted together and the short flanges turned out- 
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End Construction of the Steel Baggage and Mall Cars 


6 in. by 314 in. by 7/16 in. angles and extend the full length of 
the car. 
END CONSTRUCTION 
The end construction is of the dummy type. The corner post 
of the car is a 4 in. bv 3/4 in. by 3$ in. angle to which is riveted 
a 4 in., 82 lb. Z-bar, and a 2% in. by 2; in. by % in. angle is 
also riveted to this Z-bar as shown in the drawing of the end 
construction. A 4 in., 5.25 Ib. channel is placed with the flanges 


ward at the end of the car. A 4 in., 525 Ib. channel with the 
flanges toward the outside of the car and its back placed 654 in. 
beyond the center of these two angles forms the door post. The 
main vertical buffing members are 9 in., 25 lb. I-beams, and are 
riveted to the two connected angles referred to above. An end 
buffing sill construction of 3 in. by 3 in. by 3$ in. angles an:l 
5/16 in. plate extends between this I-beam and the corner of the 
car. The end members are connected at the top by a 10 in, 
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15 Ib. channel, extending across the car with the flanges turned 
upward. 


BODY FRAMING 
The baggage doors have an opening 8 ft. 6 in. wide by 6 ft. 
2!à in. in keight, while the side doors in the mail end of the 
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posts to the corners of the car and 7 in. by 14 in. plate between 
the doors; and the side posts are 3% in. by 3 in. by 3$ in angles; 
the side sheathing is '% in. plate. The side door posts are 4 in. 
by 3 in. by 5/16 in. angles connected at the top by 4 in., 8.2 1b. Z- 
bars. The side plate is a 5 in. by 3 in. by 5/16 in. angle, to the 


Six-Wheel Truck with Commonwealth Cast Steel Frame, Used on the Jersey Central Baggage and Mail Cars 


car are 2 ft. 10 in. wide and the same height as the side doors in 
the baggage compartment. There are 6 in., 8 lb. channel diagonal 
braces used between the top of the corner posts and the bottom 
of the first side post on either side of the car as well as between 
the top of the door post and the bottom of the side posts next 
adjoining. The belt rail is 7 in. by !4 in. plate from the door 
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Interior of the Mall Compartment 


upper flange of which is riveted a 5 in. by !4 in. plate with a 22 
in. by 214 in. by !4 in. angle above this. The deck sill is a 3 in. 
by 3 in. by 14 in. angle, and the carlines are pressed from No. 10 
steel plate. The lower deck roof plates are 1/16 in. thick and the 
upper deck plates are 3/32 in. thick. 


OTHER DETAILS 


The trucks are of the six-wheel type. have clasp brakes and are 
titted with the Commonwealth cast steel frame, which is 15 ft. 6 
in. long over all. The truck wheel base is 11 ft. and the journals 
are 514 in. by 10 in. M. C. B. standard. The wheels are Midvale 
solid steel and are 36 in. in diameter. i 

The floor in the mail compartment is of 1% in. steel plate with 
3-ply Salamander insulation and double wood floors, the bottom 
floor being 34 in. vellow pine, while the top floor is 34 in. maple. 
1/16 in. insulating paper being placed between the two layers. 
In the baggage end the floor is of Flexolith composition laid on 
Keystone metal with '% in. floor plates and covered with yellow 
pine grating. There is an oak flooring at the doorway laid cross- 
wise of the car. The inner side of all the outside plates through- 
out the car is lined with 3-ply Salamander insulation while the 
outer side of all the inside plates in the mail compartment i5 
insulated with the same material, excepting the ceiling plates. 
which are insulated by Agasote strips between the plates and 
the carlines. There is no insulation on the inside finish in the 
baggage compartment. The mail compartment is sheathed on 
the inside with 1/16 in. steel plates on the sides and No. 16 gage 
plates on the upper ceiling. The lower ceiling is covered with 
No. 20 gage plate while the ends are sheathed with % in. steel 
plate. This is also followed in thc baggage compartment. 
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The special equipment includes Gould couplers, centering de- 
vices and friction draft gear; Miner friction buffing gear; Ajax 
vestibule diaphragms; Standard Heat & Ventilation Company's 
vapor system of heating; Safety Car Heating & Lighting Com- 
pany's axle light equipment and lighting fixtures; Edison stor- 
age batteries; Adams & Westlake Company’s folding lavatory ; 
Westinghouse air brake and signal system; American slack ad- 
justers; Ward ventilators and Gould journal boxes. 


EXPERIMENTS TO DETERMINE THE 
STRESSES IN TRUCK SIDE FRAMES" 


BY L. E. ENDSLEY 
Professor of Railway Mechanical Engineering, University of Pittsburgh, 
Pittsburgh, Pa. 


The design of the different members of a freight car truck 
has received careful attention for a good many years, but so 
iar as t he writer knows, no definite information had ever been 
obtained] with regard to the actual force coming on the side 
irame until the work herein described was undertaken. The 
object of these experiments was to obtain the actual force com- 
mg on the truck side frame and from the results thus obtained, 
to check tests on a truck side frame in which certain forces 
were assumed. 

The three main forces to which the side frame is subject are, 
the downward spring pressure, the end thrust of the bolster, 
and the twisting of the side frame caused by the spring plank 
when the car is on a curve and the inside pair of wheels is at- 
tempting to get ahead of the outside pair. Of the three forces 
mentioned, the maximum direct vertical force had often been 
estimated and was generally considered to be not over twice 
the normal load on the frame when the car was standing still. 
That is, the vibration of the car up and down on its springs 
might carry the pressure underneath the spring from almost 
nothing to double the normal load. 

The car used in the test was a Pennsylvania standard H 21 
hopper, which had special cast steel trucks. One truck was de- 
signed to obtain the direct vertical load, and the other to obtain 
the bolster thrust and the twist of the spring plank. Special 
apparatus was used to determine the forces. After the car was 
equipped, it was first tested light, by putting it next to a switch 
engine in the Allegheny yards of the Pennsylvania Railroad. 
This was done in order that minor adjustments of the apparatus 
might be made and the entire arrangement tried out. After this 
the car was put in local and through freight trains and repeated 
round trips from Pittsburgh to Alliance were made. One round 
tip was made between Pittsburgh and Altoona in fast freight 
service to obtain the force due to the twisting action of the 
spring plank. 

Table I gives the results obtained with regard to the maximum 
direct vertical force on the side frame. 


Taste J.—REeESULTS or Tests To DETERMINE Maxime VERTICAL PRESSURE 


on TRUCK SIDE FRAME 


Maximum Max- 

Load Load on pres- imum load 

on car, truck side sure on side in per cent 

Test Kind of service Ib frame normal, Ib. frame, lb. of normal 
1 Local None 8,175 16,400 200 
2 J.ocal None 8,175 15,400 193 
j Local 66.000 24,675 52,800 214 
4 Local 66,000 24,675 45,000 182 
§ Through freight 91,000 30.925 66,600 216 
6 Through freieht 91,000 30,925 76,000 246 
7 Through freight 91,000 30,925 60,000 194 


The first three columns are self-explanatory. Column IV 
gives the load in pounds on the side frame with the car standing 
still. These values were obtained by subtracting the weight of 
the wheels, axles, side frames and journal boxes from the total 
weight of the car, and dividing the remainder by four. Column 
V gives the maximum pressure obtained with the direct vertical 
load. This was obtained from the record made of the maximum 


*From a paper presented before the Railway Club of Pittsburgh, Feb- 
tuary 26, 1915. 
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compressing of the springs. The first four values in this column 
were obtained while the car was equipped with M. C. B. stand- 
ard 100,000 Ib. capacity springs, each of which has a capacity of 
64,000 Ib. before going solid, while the last three values were 
obtained with special springs, each having a capacity of 104,000 
lb. before going solid. Column VI gives the total load in per 
cent of the normal. 

Table II gives the results obtained with regard to the maxi- 
mum pressure set up between the bolster and side frame, due to 
the end thrust of the bolster against the columns of the frame. 
Taste IL—RrsuLTS or Tests To Determine Maximum BoLster Turust 

on Truck Sipe FRAME 


Load Bolster thrust 
ontruck Bolster thrust 


Load in per cent 
on side in lb. on side — of normal load 
Kind car, frame frame, maximum on side frame 
Test of service lb. normal, lb. Right Left Right Left 
1 Local None 8.175 4,300 4,600 52.6 56.2 
2 Local 66,000 24,675 5,900 9,200 24.0 37.4 
3 Local 119,150 38,463 5,900 9,500 15.4 25.4 
4 Local 91,000 30,925 8,500 7,500 27.4 24.2 
5 Local 91,000 30,925 5,400 5,300 17.4 17.2 
6 Local 91,000 30,925 4,000 5.100 13.0 16.5 
7 Through fast freight 91,000 30,925 4,900 7,500 15.8 24.2 
8 Through fast freight 91,000 30,925 7,300 7,300 23.6 23.6 


Each test represents a round trip, Pittsburgh to Alliance. 
Table III gives the results obtained with regard to the maxi- 


mum force due to the twisting action of the spring plank on 
the frame. 


TAnLg JII.—ReEsvutt or Tests vo DeTERMINE MaxiMUM Twistinc Force 
ON Truck SIDE FRAME 


Load Twisting Twisting 
on truck of spring load in per 
Load side frame plank in lb. cent of normal 
Kind in normal, at center of load on 
Test of service car, lb. lb. truck, maximum side frame 
] Local None 8,175 3,000 36.7 
2 Local 66,000 24,675 3,975 16.1 
3 Local 119,150 38,463 4,975 12.8 
4 Local 91,000 30,925 5,050 16.3 
5 Local 91,000 30,925 5.050 16.3 
6 Through fast freight 91,000 30,925 5,550 18.0 
7 Through fast freight 91,000 30,925 6,100 19.6 


First six tests represent trips from Pittsburgh to Alliance and return. 
Test 7 represents trip from Pittsburgh to Altoona and return. 

From a survey of the results obtained in Table I, it will be 
seen that the maximum direct vertical pressure may vary from 
182 per cent to 246 per cent of the normal load on the frame. 
The results, however, show that only in one case does the maxi- 
mum load exceed 216 per cent of the normal load, so that for 
the design of a freight car truck probably a conservative figure 
would be 220 per cent of the normal load on the frame. It was 
found, however, during three round trip tests between Pitts- 
burgh and Alliance, in which the standard M. C. B. springs 
were employed and the total weight of the car was 139,700 Ib., 
that the springs went solid several times during each trip of 80 
miles. This would indicate that a force of over 64,000 Ib., which 
was the capacity of the springs, came upon them. 

After it became evident that these springs were going solid, 
the car was equipped with four new sets, each having a capacity 
of 104.000 Ib., and three round trips were made, the results of 
which are given as the last three lines in column V of Table I. 
These results indicate clearly that the standard M. C. B. springs 
do not have sufficient capacity and that forces of over 70,000 
lb. are not unusual with a normal load of 30,925 Ib. on the frame. 
Now if we consider for the average 100.000 lb. capacity car, 
weighing 40,000 Ib., and loaded to 110,000 1b. capacity, making 
a total weight of 150,000 Ib., that the wheels, axles, side frames 
and journal boxes are not carried by the springs, the normal 
load carried by each spring would approximate 33,000 Ib. If we 
consider 220 per cent of this load, the maximum force for de- 
sign would be 72,000 Ib. for each frame. This is somewhat 
higher than most companies have used in their design, 68,500 Ib. 
being a common figure. Then in view of the fact that the 
springs are going solid, it is almost impossible to predict what 
maximum force might be obtained due to the impact after the 
springs go solid. This may account for a great many failures 
in arch bar and cast steel side frames. 

From a study of Table II, it will be seen that the force ob- 
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tained due to the end thrust of the bolster against the columns 
of the frame, referred to hereafter as the transverse load on the 
frame, varied considerably, but. the maximum with the total 
weight of the car, 167,850 lb. was 9,500 Ib., or 25.4 per cent of 
the normal load on the side frame. This 25.4 per cent of the 
average load on a side frame on a 100,000 Ib. capacity car would 
be about 8,500 1b., and probably for safe calculating 9,000 Ib. 
would be the maximum force for test purposes. 

From Table III it will be seen that the twisting force reached 
a maximum in the trip from Pittsburgh to Altoona, and as this 
force is dependent üpon the degree of curvature, this is readily 
explained, as this track has one or two curves of 8 deg. curva- 
ture, and the track between Pittsburgh and Alliance has no 
curve of over 5 deg. ‚The maximum force obtained was 6,100 
lb., from which we may assume that 6,000 Ib. would probably 
be a safe figure for test. 

The part of this paper which deals with the actual stress in 
the side frame, is taken from the results obtained from the tests 
of some 40 different designs of side frames, using three forces 
acting on the frame as described above. The exact amounts 
of the three forces were not the same as those found in actual 
service, due to the fact that the tests conducted to determine 
the stress set up in the side frame were made before the tests 
to determine the actual maximum force were carried out. For 
the purpose of this paper only the results from two different 
designs of frame will be considered. 

As previously stated, the three forces, namely, direct vertical, 
transverse and twisting, were found to have maximum values 
for a 100,000 Ib. car of 72,000 1b., 9,000 Ib. and 6,000 lb., re- 
spectively. The actual forces used in the testing hereafter de- 
scribed were 68,500 Ib. direct vertical, 6,000 lb. transverse and 
5,000 Ib. twisting. However, the results due to the transverse 
load have been increased 50 per cent and represent the stress 
due to a transverse load of 9,000 lb. There might be some 
question in this procedure, if it had not already been found in 
actual test that for all practical purposes the stress at any point 
in the frame was directly proportioned to the loads as long as 
the elastic limit of the metal was not reached. 

For the purpose of determining the stress throughout the 
frame under the three different loads, the Berry strain gage was 
used. This gage is so constructed that the elongation in 2 in. 
gage length can be determined to .0002 in. 

In preparation for a test the frame was mounted on two heavy 
supporting castings on the bed plate of the testing machine, 
this being a 300,000 Ib. Riehle machine, located at the Granite 
City plant of the American Steel Foundries. The distance be- 
tween the supports was equal to the wheel base of the truck. 
Double knife edge bearings over the supports were used. Cap 
castings over the support and filler blocks were also used to 
obtain the correct height for the spring seat and to support the 
knife edges. After the frame had been selected for the test. 
the points of reading were located, and small holes were drilled 
into the casting about '4 in. deep and exactly 2 in. apart, and 
these holes were then reamed to get a good firm surface for 
the points of the instruments to rest in. 

The two irames to be discussed were from two general types 
of design, designated according to the cross section of the dif- 
ferent members in the frames, namely, the L section and the I 
section. The L section type is as shown in Fig. 1, and will be 
referred to as frame A. This design of frame has been discarded 
bv the manufacturers. The I section type, as shown in Fig. 2, 
is a later type of design and will be referred to as frame B. 


RESULTS OF TESTS 


When the design of a truck side frame has been discussed 
the question usually has been, "What factor of safety shall we 
allow?" An arch bar type side frame has a calculated factor 
of safety of from 12 to 16. This seemingly large factor was not 
used originally, but was arrived at by substituting larger and 
larger sections in an attempt to overcome breakage; yet a great 
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many arch bars break, and we usually say that the metal was not 
of the correct composition. The same is true of the cast steel 
side frame; defects are laid to the metal, while they may have 
been due to the design. In fact it appears that the average de- 


signing engineer has been using 25 per cent mechanical knowl- 
edge and 75 per cent judgment in the design of the different 
members that go to make up a freight car truck. 

A careful study of the results of these tests will, I believe, bring 
out some important factors in the design of cast steel side frames. 


SECTION AB 
A RLAD. NES On BACK 
Fig. 1—Truck Frame Design A 


The results show clearly that we have not been able to calculate 
accurately the stresses occurring in the different members of 
the frame. For instance let us look at the stresses obtained in 
the tension member of the A frame at readings 46x and 69. 
Reading 46x is on the web side of the L, and reading 69 was 
taken on the top of the lower leg of the L at the front or away 
from the web. The stress at point 46x for the direct vertical 
load is 1,600 Ib. per sq. in. in compression, and at point 69 is 
17,600 1b. in tension. Also at the points 8 and 8x, which were 
taken at the top of the L section, the 8x reading being on the 
back of the web and the 8 at the front, the 8x reading was 
5.400 Ib. in tension, and the 8 reading 16,500 1b., showing plainly 
that the tension member is attempting to bend in such a way 
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Fig. 2—Truck Frame Design B 


that the two legs come nearer to the center of gravity of the 
member. e 

Another place where the stress does not follow what might 
be expected, is at the center and bottom of the frame at read- 
ings 29 and 29x. The stress at 29 is 2,700 lbs. compression, and 
at 29x is 27,000 lb. tension. If we stop to consider a moment 
we can see why this is true, for the outer edge at point 29 can 
bend up and relieve itself, thus leaving most of the load for the 
web side. Now if we look at the results obtained at the same 
points on the tension member of the B frame where the web is 
in the center, we find that while there is some variation, it is 
not so wide. For instance, if we take the reading at the bottom 
of the B frame at points 38 and 38x, it will be seen that the 
stress is 14,000 and 12,200 Ib. per sq. in. respectively. The 
average of the two would then be 13,100 Ib. Now if we should 
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average the two stresses at points 29 and 29x on frame A, we 
would obtain 12,150 lb. in tension, so it will be seen that the 
average stress for all practical purposes is the same. It is also 
true that if we should calculate the moment of inertia for the 
«ross section of these two frames at this point, we would find 
them almost exactly the same. 

The same comparison can be made at the lower end of the 
tension. member; that is, the average stress for the direct ver- 
tical load on the A frame at points 46x, 69, 8 and 8x, is 9,200 Ib., 
and for the same relative points on the B frame, that is points 
34, 34x, 11 and 11x, it is 8,600 1b., which is for all practical 
purposes the same. For the comparison at the bottom of the 
frames, the maximum stress on the A frame is 27,000 lb. per 
sq. in., and 14,000 Ib. per sq. in. on the B frame; and at the bot- 
tom of the tension member the maximum on the A frame is 
17,0600 I. and 11,600 Ib. on the B frame. "That is, the maximum 
stress im the B frame under the vertical load is 50 per cent less 
in the ‘bottom member, due to its symmetry of section, and 30 
per cemt at the bottom of the tension member in the B frame. 
This same saving is true in any comparison of the stresses due 
to the three loads. The maximum indicated stress on the A 
frame is 38,100 Ib., at point 72, and there is a maximum of only 
19400 Ib. at point 41x on the B frame. 

There are a great many places where the stresses are over 
20000 ib. in the A frame, but none where they are that high 
in the B frame. In fact there are only 5 points on the B frame 
where the stress is over 16,000 Jb., with the three forces applied, 
and there are 24 points that show over 16,000 lb. stress on the 
A frame; there are 7 points on the A frame that show over 
23,000 Ib. stress. This would indicate that the metal in the A 
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Fig. 3—Comparison of Stresses In Frame B and a Frame Four 
Pounds Lighter 


frame was distributed in such a manner that each pound was 
doing a more uniform share of the work than is the case in the 
A frame. 

The value of a small amount of metal at the correct point is 
well shown in Fig. 3. Here are shown two curves, one plotted 
trom the result obtained under the direct vertical load on frame 
B at the points 1 to 21, inclusive. These values are represented 
by circles. The other values plotted as crosses on the same or- 
dinates are results obtained from a frame made from the same 
pattern as frame B, but 4 Ib. lighter. This metal was placed as 
a narrow flange on the B frame, as shown at the top of section 
A.B Fig. 2. This flange started gradually at point 3 and con- 
unued to point 13, where it disappeared into a small bead on 
each side of the web. The maximum stress at point 11 on the 
B frame, was only 30 per cent of that obtained on the frame 
without this flange and which weighed 4 Ib. less. 

Another place where a small amount of metal can materially 
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reduce the stress is at the bottom flange. The results of tests 
on four frames of similar design except as to the width of the 
bottom flange are given in Table IV. The maximum stress in- 
dicated was obtained by averaging the stres:es at the positions 
on the different frames represented on the F: frame at points 41 
and 41x, the weakest points on frame B under all loads. 


TABLE IV.-——EFFect or DirregENT Wipruns or THE Bottom MEMBER ON 


THE STRESS 
$ Maximum average 
stress 1n bottom 


Width member duc to vertical 
of botto.n member and twisting loads 

35: M. s Toren Mp WON RAS EACUS RC PP o CAR ES C ORGS 24,900 lb. 

Abl. uk wack wie gale A pure AC ADR s cate eae fe e Sema? LU) Ey; 

I5 Jn Soe aca eG Ce oue S austri ua dete ds 16,950 Ih. 

ON Wesce" crm 13,300 Ib. 


The transverse load was not taken into consideration because 
of the fact that it had very little effect at this point, due to its 
distance from the point of application of the transverse load. 
The assumption was also made that the twisting force acts in 
both directions and the stress due to the twisting would at times 
be positive on both sides of the frame. It will be noted that the 
maximum average stress will be almost inversely proportioned to 
the square of the width of the bottom member. 

From a survey of the results here given it may be seen that 
the stress is somewhat higher than might be expected. I am 
sure we would be very much surprised if we should test an arch 
bar truck under these methods. It is certain that where we 
have been assuming that we had a low stress, and that stresses 
of 8,000 to 10,000 Ib. have been breaking frames, we will have to 
change our assumption and say that it will take over 20,000 Ib. 
to cause cast steel to fail. I feel that cast steel will stand up 
under occasional stresses up to 20,000 Ib. for a good many years. 

If we stop to consider the cast steel bolsters we will find that 
they are getting loads that produce stresses of 20,000 lb., and 
they are standing up. For instance, a bolster that has a stress 
of 10,000 Ib. under a load of 68,500 Ib., which is the load used 
for calculations by some companies, will often receive double 
that load as indicated from the tests recorded in the first part 
of the paper; thus it is seen that 20,000 Ib. stress will be produced 
in the bolster. 

The B frame is not heavy; its weight is 435 Ib.. and as the 
M. C. B. Association committee last year recommended to the 
association a frame weighing 500 1b. for 100,000 Ib. capacity cars, 
this frame could be increased 65 1b., and if the metal were well 
placed, the maximum stress under the three loads would not 
be above 15,000 Ib. at any point. I am confident that if a cast 
steel frame was never subjected to a stress of over 15,000 Ib. 
the life would be considerably more than the life of the car. 


ECONOMIES IN FREIGHT CAR REPAIRS" 


BY H. H. HARVEY 
General Car Foreman, Chicago, Burlington & Quincy, Chicago, III. 


One of the most important questions in regard to the freight 
car repair problem at the present time, is to get rid of the 
short draft timbers extending only to the body bolster and 
secured to draft sills by only about four 7$-in. or l-in. bolts. 
Cars thus equipped are not safe to handle in the heavy ton- 
nage trains, and if their owners wish to continue using them, 
they should keep them on the home rails, regardless of the 
capacity of the cars. Only recently I saw a box car that had 
been given heavy gencral repairs. It had been repainted and 
made practically new above the sills. It had six S-in. by 8-in. 
longitudinal sills. with short draft timbers depending entirely 
on the vertical bolts with which they were attached to the 
draft sills for support. Work of this kind is not economical, 
nor is it safe, and it should be discouraged in every way. 

Many economical practices in freight car repairs have been 


brought out in the past few years, and I would invite your 
EIE ae a a a ee 

*From a paper presented at the January meeting of the Western Rail- 
way Club. 
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attention to some that have come to my notice. Few if any 
of them are original with me, and most of them are in quite 
general use on various roads, but they may serve to en- 
courage the bringing out of others. 

Bolts 7$ in. and over in diameter can be welded or pieced 
out to any desired length under a Bradley hammer at a sav- 
ing of at least $15 per thousand bolts, and they will give 
satisfactory service. 

Old 13$-in. truss rods from dismantled cars may be made 
into brake shaíts by upsetting the lower end and truing up 
the drum under the hammer, and drawing the upper end 
down to the proper size for the ratchet wheel for a distance 
of about 4 ft. This makes a good stiff shaft, ata much less 
cost than when it is made of new iron. 

Column bolts for arch bar trucks may be made from old 
1345-in. body truss rods. by upsetting the two ends about 4 in. 
or 5 in, truing up under a hammer and leaving the center 
of the bolt 13$ in. in diameter. 

Old 1%-in. truss rods from dismantled cars may be ham- 
mered down under a Bradley hammer into 2 in. by 1, in. 
flat, 1 in., 11% in., or 1% in. round, at a saving from $5 to $12 
per ton over new iron. This, of course, does not apply where 
roads have their own rolling mill. 

Coupler pockets that are cracked or broken at the rivet 
holes may be pieced out at a considerable saving. They 
also may be made from arch bars from dismantled cars. 

Draft springs that have taken a permanent set may be 
heated, stretched to the proper length and retenipered. 

The flanges may be sheared from old truck channels, and 
the web made into plates for strengthening wooden draft 
sills between the end sill and the body bolster. 

Brake shafts from dismantled box and stock cars may be 
cut off and made into brake shafts for coal and flat cars. 

Brake rod jaws from dismantled cars may be cut off and 
used in making rods for repair work. 

Metal brake beams from dismantled cars may be used for 
repair work on system light-capacity cars, or in changing 
cars from wood to metal beams. 

Very good brake beam hanger supports may be made from 
old arch bars, which, when riveted to the channel type spring 
planks, make an economical way to change cars from out- 
side to inside hung brakes. 

Many malleable castings may be replaced with forgings 
or pressings made from scrap at the shops, at a less cost than 
the price of the malleable castings; carline pockets are a 
good example of this. 

Old wrought iron body bolsters may be made into dead- 
wood plates, carrier irons, tie straps and many other things. 

A very good bottom brake shaft support may be made 
from old arch bar tie straps. 

The good part of broken sills, and good sills from dis- 
mantled cars may be made into sill splices, at a saving of 
about $1 per splice. 

The bottom two-thirds of short pieces of second hand sills 
can be used in making running board saddles, grain strips. 
blind girths, cripple posts, etc. 

The lining and the lower course of roof boards from dis- 
mantled cars can, 1f carefully removed. be used for repairs. 

The good sheathing on dismantled cars, if carefully re- 
moved. may be used below the side and end doors, for mak- 
ing end doors for repair work, and also for sheathing on 
bunk and company service cars. Old flooring from disman- 
tled cars may be used to good advantage in making grain 
door nailing strips. 

Oak carlines from dismantled cars can be made into first- 
class outside cross braces for side doors. 

Good second-hand brasses may be rebored and relined at a 
considerable saving; if filled brasses are used it is often only 
necessary to rebore them. 

Second-hand nuts, if promptly picked up from around the 
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repair tracks, can usually be reclaimed by simply giving them 
an oil bath. It pays to remove nuts from broken stub ends. 
of bolts by hand. 

Cracks in the floors of box cars can be calked with oakum 
and much flooring saved. By using flooring not exceeding 
6 in. in width in box cars, the necessity of renewing on ac- 
count of shrinkage cracks that cause leakage of small grain, 
will be materially lessened. 

Use plates at least 3 in. square under the vertical rod heads 
at the side plate, also under the heads of bolts going through 
the sills, to prevent them from pulling down into the plate 
and sills. This applies to cars with wooden sills and plates. 

The ends of old box cars may be greatly strengthened by 
applying 134-in. end lining, extending from corner post to 
corner post. Many grain leaks may be avoided by fitting 
this lining tight at the floor and at the girth. 

The road with which I am connected has found it good 
practice to build, at its own shops, from 500 to 700 stock 
cars a year, in order to use up the good material taken from 
dismantled cars, which would otherwise have been sold as 
scrap. These are 36-ft. cars with steel center sills and treated 
intermediate and side sills. In practically all cases we have 
been able to use second-hand material in their construction, 
with the exception of the lumber, steel sills, post pockets, 
brasses, bolts, etc. This second-hand material is carefully 
inspected, worked over and the worn parts removed, so that 
the cars are just as good as if all new material had been used 
in their construction. 


DISCUSSION 


J. ^. Carney, Chicago, Burlington & Quincy, spoke of the 
success attained in building up worn collars on car axles by 
the oxy-acetylene process at a net saving of $2 per axle. He 
also stated that the practice of tearing down old box cars 
had proved more economical than burning them; some lum- 
ber can be reclaimed, the scrap wood can be used for firing 
up engines, and the iron will be in much better condition to 
classify. William Queenan,* also of the Burlington, stated 
that the cars are torn down on a piece-work basis and that 
the lumber reclaimed more than pays for the cost of tearing 
the cars down, reclaiming the lumber and sorting the scrap. 
In a period of 11 months about 700 cars were torn down, 
from which $15.000 worth of lumber was reclaimed, the lum- 
ber being rated at $14 per 1,000 ft. The cost for doing this 
work was between $11,000 and $12.000, which leaves a very 
good margin of profit. 

E. G. Chenoweth, Rock Island Lines, took exception to 
some of the items mentioned in the paper, stating that he 
believed if everything be considered, that the cost of reclaim- 
ing would be more than the purchase of new material, men- 
tioning as one oí the items to be considered the freight rev- 
enue derived from hauling the material. He called attention 
to the practice of one road, which uses old 100,000 lb. capacity 
axles for making axles for 80,000 Ib. capacity cars, and old 
80.000 Ib. capacity axles for making axles for 60,000 Ib. capac- 
ity cars, the axles being upset and re-turned. 

J. F. DeVoy, Chicago, Milwaukee & St. Paul, spoke of the 
benefits derived from the use of rolling mills for re-rolling 
the scrap iron. He said that while in every case they would 
not prove economical on a cost basis, they were of great 
convenience in cases of emergency. He also mentioned the 
benefits to be derived from oxy-acetylene welding. 

Other members spoke of the possibility of using scrap lum- 
ber for making sheds and buildings. and cases were men- 
tioned where the metal roofs from torn-down cars were cut 
up and used as shingles. The Louisville & Nashville cuts 
off the flanges of the old metal rooís and reflanges them, 
using them over again for car roofs. 


*Mr. Queenan described the method of making stock cars from scrapped 
box cars in an article published in the Ratlway .4ge Gazette, Mechanical 
Edition, July. 1913, page 379. 


SHOP PRACTICE 


CLIPS FOR SECURING DATE TAGS TO steam gages are removed and tested. All air gages as well 
STEAM GAGES AND SAFETY VALVES as steam gages are tested at quarterly inspections and tags 


are applied to them in the same manner. The tool used 


BY C. L. DICKERT 
Assistant Master Mechanic, Central of Georgia, Macon, Ga. ° D i 


The accompanying drawings show a method of securing 
date tags to steam gages and safety valves and the special 
tools which have been developed to punch and form the 
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Fig. 1—Method of Applying Date Tags to Gage Dials 


clips. Fig. 1 shows a steam gage dial in which the clips 
have been punched and a date tag inserted. The tags are 
made oi stiff white paper on which the date of test and the 


Fig. 3.—Tool for Punching Clips in Gage Dials 


for punching clips in the gage dial is shown in Fig. 3. It 
consists of a die plate and a guide for the punches, held to- 
gether by means of a 7/16 in. cap screw. The upper piece 
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engine number are written with ink. These tags are applied is lipped over the edges of the die plate to secure proper 
when quarterly inspection is made or for any reason the alinement. Graduated slides are secured to the side of the 
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device, by means of which the gage dial may be adjusted to 
secure the proper location of the clips. 

The method of securing tags to the safety valve, together 
with details of the tags and clips, are shown in Fig. 4. The 
tags are made of bright tin on which are stenciled the engine 
number, the date tested and the pressure at which the valve 
is set. À tag may readily be slipped into the clips and after 
once in place there is no danger of its losing out. When 
the safety valve is next tested the tag may be pried out with 
a screw driver and another one inserted. Blue print instruc- 
tions, showing the method of application and removal, are 
sent to all outlying points where quarterly inspections are 
made. 

Special tools are provided for cutting and forming the clips. 
The blanks are punched by the tool shown in Fig. 5. Its 
body is made up of two parts, the upper part forming a 
guide for the punch and the lower part containing the die. 
The punch is fitted into a sleeve within which it is secured 
from turning by means of a flat dowel, and a stem is screwed 
into the sleeve against the top of the punch. The sleeve 
is prevented from turning in the body of the punch by means 
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This tool consists of a die with a circular depression at the 
center 1/32 in. deep and a forming tool on the face of which 
is'a corresponding extension 9/16 in. in diameter. By placing 
the blank in the slot shown in the face of the die with the 
straight edge on the center line, the tag holder is formed 
by a blow of a hammer on the stem of the forming tool. 

The clips are secured to the safety valve cage by means 
of one screw and one rivet in each. The holes in the cage 
are drilled by the use of a jig. 


POINTS FOR APPRENTICES TO PONDER 


BY H. L. LOUCKS 
Machine Shop Foreman, Erie Railroad, Dunmore, Pa. 


Keep clean. Keep neat; then watch the results in the im- 
provement of your workmanship. 

Don't keep your eye on the other fellow for in the meantime 
your own work is being neglected; at the same time don't let 
the other fellow “get something over on you.” 

Take good care of your tools. A competent machine shop 
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Fig. 5—Punch for Cutting Tag Holder Blanks 


of a special screw, the end of which slides in a vertical groove 
in the side of the sleeve. A difference of % in. is allowed 
between the diameters of the die and its pocket in the body 
to provide for accurate alinement. The die is secured in 
position by means of three set screws, which also hold the 
two parts of the body together. 

After the blanks have been punched, the pockets for the 
ends of the tags are formed by the tool shown in Fig. 2. 


foreman, by an inspection of your outfit, can tell pretty well 
what class of work you will do. 

Make every move count. This life 1s the greatest game you 
will ever play in, and don't forget that there are some good 
places vacant. 

Systematize your methods of working. 

Be cheerful. Don't watch the clock; as long as you do the 
hands move the wrong way. 
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Don't watch the foreman. He is watching you. 
Don't destroy your employer's property. Remember it be- 
longs to the firm from which you get your living. 


CHUCK FOR FINISHING BOILER CHECK 
BODIES 


BY W. W. ELFE 
Machine Foreman, Central of Georgia, Mscon, Ga. 


The illustrations show a chuck for finishing boiler check 
bodies from which good results are being obtained in service. 
It consists of a cast iron block cored to receive the boiler check 
body. which is firmly held in position by means of a wrought 


Finishing the Valve Seat and Threading for the Cap 


iron clamp and two studs in one end of the casting. Two sides 
of the chuck at right angles to each other are bored and 
threaded to fit the lathe spindle. These are opposite the 
branch pipe connection and check valve seat of the boiler 
check. When secured in the chuck it is possible to com- 


Chuck for Finishing Boller Check Bodies 


pletely finish a boiler check body with the exception of the 
boiler connection without resetting the work. The check 
valve seat is finished by means of a special reamer shown 
i one of the illustrations and the threads for the cap are 
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tapped on the lathe. The construction of the chuck requires 
a slightly bent turning tool for finishing the branch pipe 
connection and the threads are chased by means of a special 
threading tool. The end of the connection is finished by 
means of a ball reamer. The boiler connection is finished 


Chuck in Position for Finishing the Branch Pipe Connection 


when the check is applied to the boiler. This work is done 
on centers, a pipe center being used in the tailstock. 


SHOP NOTES FROM THE SOO LINE 


BY B. N. LEWIS 


The devices described below are in use at the Minneapolis 
shops of the Minneapolis, St. Paul & Sault Ste. Marie and have 
been found to be especially convenient on the work for which 
they were designed. 

LIFTING HOOKS 


One of the illustrations is a sketch of a lifting hook used for 
removing heavy work from lathes and other machines in which 
the work is held on centers. It is of special advantage where 
a positive lift is made, such as with electric crane service. Its 


"v 


ANNAN — 


j ——— ` 
| SSSSSSSS — 


23 0.$. Diam. Spring $ Round Steel 


Lifting Hook for Heavy Work 


construction is clearly shown in the illustration, and by its use 
the danger of bending the centers or pulling the work out of 
the machine before the centers have been released is practically 
eliminated. The compression of the springs will indicate when 
sufficient force has been applied to suspend the load. 


ATTACHMENT FOR GRINDING CYLINDER HEADS 


An arrangement for giving the oscillating motion to a cylin- 
der head when it is being ground to the face of the cylinder 
is shown in another of the engravings. The arm from the 
cylinder head is attached to the pitman, which is driven by 
means of an air motor through the gears, as shown in the i!- 
lustration. The frame work for the machine is made of 174 in. 
by $$ in. bar iron and is attached to the floor of the shop by 
lag screws. The cylinder arm and the pitman are provided 
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with a series of holes to permit adjustment. With this device 
the work requires the services of only one man, and it may be 
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Attachment for Grinding Cylinder Heads 


done in a shorter period of time with very satisfactory results. 


PORTABLE HYDRAULIC PRESS ATTACHMENT 


A device similar in nature to that referred to for grinding 
cylinder heads and used for operating the pump handle of 
a hydraulic press is also illustrated. It is made up of a train 
of gears taken from an old hand car, a crank axle and a driv- 
ing shaft to receive an air motor. The frame holding these 
parts is bolted to the base of the hydraulic press as indicated 
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Hydraulic Press Attachment 


in the illustration. The stroke of the pump is adjustable. This 
device has been satisfactorily used for operating the press when 
removing and applying crank pins or driving axles. It saves 
the time of the men in doing the work, and in some instances 
it will eliminate the necessity of having more than one man 
on the job. 

TIRE LIFTING HOOK 


One of the drawings shows a lifting hook used for tires when 
they are being set or removed. The clamp is easily applied and 
eliminates the necessity of using set screw clamps which take 
time to apply, and which often stick when they become heated. 
Several sets of screw clamps are also required to accommo- 
date the different widths of tires, but this device will take care 
of all sizes of tires. 
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FEED VALVE TESTING CLAMP 
Another device in successful use in these shops is a quick- 
acting clamp to be used when testing air brake feed valves. 
The valve is placed in the clamp at 4, shown in the engraving, 
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Lifting Hook for Tire Setting 


L2 in. dowels being applied to fit in the bolt holes of the feed 
valve. By screwing down on the clamp wheel B, the feed valve 
is securely clamped to a leather gasket as shown, while the air 
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Ciamp for Testing Feed and Reducing Valves 


pressure is admitted to the brackets of the clamp and thence 
to the valve in the same manner as on a locomotive. 


Device for Mounting Air Hose 


MOUNTING AIR HOSE 


Another illustration shows an arrangement that has proved 
satisfactory in mounting air or signal hose in one operation. À 
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piece of steel tubing 1414 in. long, fluted as indicated, is held 
in a clamp attached to the work bench between an air cylinder 
and an air hose coupling. The nipple is placed on the end of 
the air cylinder plunger, and as the air pressure is applied both 
the coupling and the nipple are forced into the hose. The steel 
tubing is fluted in order to reduce the friction between it and the 
hose. All material used in the construction of this device is 
taken from stock usually found in a railroad shop. 


ENGINE HOUSE ORGANIZATION"*. 


BY W. P. HUNTLEY 
General Foreman, Chesapeake & Ohio, Ashland, Ky. 


The accompanying chart shows a system of organization which 
is applicable to large or small engine houses by adding to or 
reducing the forces under the different headings. 

The important part in roundhouse work is to keep the power 
moving, but in doing so to know that the engines sent out are in 
condition to make the trip successfully, with minimum risk of 
tying up the road by an engine failure. To accomplish this suc- 
cessfully, there must be system. A roundhouse cannot be run 
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should really be taken out of the English language so far as 
he is concerned, and the word "try" substituted. 

Men with fixed occupations should be directly under the round- 
house foreman, as shown by the chart. The boilermaker fore- 
man and gang foreman are placed in immediate touch with the 
men in their departments; this enables them to know each job 
and its progress. These men are required to keep accurate de- 
tailed records of the work done by the men in their departments, 
in an 8 in. by 12 in. record book, indexed with the engine num- 
bers, there being several pages to an engine. The work and 
the name of the workman is entered therein daily. This is a 
very useful book in lawsuits, as it contains facts and prevents 
guess work. 

An engine inspector and a good inspection pit are two of the 
most important factors in engine house organization. If there 
is no inspection pit, a pit of some kind should be made. At 
this point, engine crews are relieved in the yards, one mile from 
the roundhouse and shops. The engines are handled by hostlers 
to and from the yards. The hostlers keep what is known as a 
roundhouse record book of the engines they handle. They enter 
the train number, the engine number, the names of the engine 
crew, the time the engine arrives on the inspection pit and the 
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successfully unless there is system in the work. The number of 
men employed should be determined by the number of engines 
despatched. A machine shop is a necessary addition to a round- 
house terminal at divisional points, but not where an erecting 
shop is located, as the latter can be depended on to take care of 
the roundhouse requirements. Neither is the machine shop fore- 
man always necessary; the size of the terminal governs this. 
Usually the gang foreman will handle the machine men. With 
first-class facilities, a plan can readily be worked out, but with 
most railroads feeling the effects of legislative agitation, con- 
ditions must be taken as they are, or as they develop, which means 
the facilities are usually considerably behind the demands and 
systematic methods are necessary to accomplish the desired re- 
sults. A roundhouse man should never say "Can't" The word 


*Entered in the competition on Engine House Work, which closed July 
15, 1914, 


time the engine is ready for service. They also keep in this 
book a record of any delays encountered, to and from the yards. 
This book is checked by the engine despatcher or clerk with 
the engine house record book, when he makes his daily report of 
engines despatched. When an engine comes in from a trip. it 
is handled to, and left by the hostler on the inspection pit; the 
hostler delivers the engineman's work report to the engine in- 
spector, who makes his inspection, entering the result on a 
regular work report over his own signature. He attaches the 
engineman's report to the one he makes and delivers them to 
the roundhouse foreman, who figures on the engine from the 
work shown. The engine watchmen handle the engine from the 
inspection pit to the ash pit, to the coaling station for coal and 
sand and over the turntable into the roundhouse. In the mean- 
time, the two work reports are in the hands of the gang and 
boiler foremen, slips are made for the different jobs and they 
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are ready for the engine when it is placed in the roundhouse. 
These slips are given to the men and are returned when the 
job is completed. The name of the man is entered on the slip 
with the length of time taken on the job. These slips, with the 
work reports of the engine inspector written up and signed, are 
filed in book form. As the books are filled they are filed in the 
foreman's office. This arrangement avoids the necessity of the 
workman reading the full report, and saves time as the job is 
specialized and the undivided attention of the workman given 
to it. 

One of the most difficult problems of the roundhouse foreman 
is keeping in touch with the enginemen and firemen, to avoid a 
surplus of men in the pool or extra lists. The whereabouts of 
each man should be carefully kept, that is, those off on leave or 
from other causes. The call boys or engine callers should make 
day and night lists of the trains run and the men used, and 
these lists should be used daily by the clerk and engine despatcher 
when revising the lists and blackboards, the revised lists being 
furnished the callers and roundhouse foreman daily. The con- 
dition of the work on engines should be transferred by memoran- 
dum by the day and night roundhouse foremen daily. 

Not every back shop mechanic will make a good roundhouse 
man; I have reached the conclusion that this will also apply to 
helpers and laborers. On the other hand, there are comparatively 
few roundhouse mechanics, helpers or laborers who will not make 
good in the back shop. This is due to the back shop work being 
done more mechanically, the roundhouse work requiring more 
resourcefulness. Invariably in employing a mechanic I ask him 
about his roundhouse and back shop experience and I find the 
man that has served a part of his apprenticeship on roundhouse 
work, does better, quicker work, than the man from the back 
shop who, as a journeyman, has worked in the roundhouse. I 
believe that machinist and boilermaker apprentices should be given 
roundhouse experience during the last half of their third year to 
develop the confidence requisite in a good roundhouse man and 
to provide men for this service in the future. It is becoming 
more difficult to get satisfactory common labor for roundhouse 
purposes. This class of men prefer back or erecting shop con- 
ditions or the work in other industries; invariably the latter pay 
higher wages, which attract the better element. The roundhouse 
man necessarily accepts the conditions as presented and must im- 
prove them if he can. A record book of applicants who appear 
eligible, with name, residence, reference and the result of an 
investigation of the references entered therein will prove of 
service. 

Monthly statements should be compiled showing the detail 


cost of all classes of labor and roundhouse material; not engine : 


material or supplies that are charged to the different accounts 
but material used to run the roundhouse and shop, on a basis 
of the kind and number of engines despatched. The statement, 
covering all roundhouses, should be furnished to each round- 
house foreman with a direct letter to each man, calling attention 
to any particular item in the comparison that fits his individual 
case; comparisons make ambitious men think. 

Foremen should endeavor to instill confidence and faith in 
the men. It is a good asset and they will respond more quickly 
than might be expected. It seems to me that the secret of suc- 
cess in organization is in knowing just how far you can place 
responsibility on your men, from the highest to the lowest in 
the ranks. When you have decided this, build up on it and you 
will create an organization that will be strong as a whole and 
will produce results. 


ANTHRACITE Coar.—Shipments of anthracite coal are reported 
for the calendar year 1914 as amounting to 68,302,961 tons, 
which is 766,667 tons less than in 1913. The total output, in- 
cluding an estimated 3 per cent sold to local trade and to em- 
ployees, was over seventy millions, and in addition to this an 
estimated quantity of eight millions was used in operating the 
mines. 
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WATER GAGE COCKS 


BY PAUL R. DUFFEY 


A new style of locomotive water gage cock, which is the in- 
vention of Harry Glenns, Portsmouth, Ohio, is shown in one of 
the illustrations. In designing this cock it was desired to obtain 
one that would meet the rigid requirements of the Interstate 
Commerce Commission and permit the user easy access in mak- 
ing repairs while the locomotive is under steam. It will be 
seen that the device is made in such a manner that the valve 
may be easily removed and replaced in case of necessity. To 
do this the stem and cap are first removed, when the valve may 
be taken from the body, the passage from the boiler being closed 
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Glenn Gage Cock 


by the ball valve. In regrinding while the boiler is under pres-. 
sure, the tail piece, which holds the ball valve from its seat, is 
removed. The valve is then reground on its seat by means of a 
special socket made for that purpose. The ball valve prevents 
the escape of steam from the boiler during this operation. If 
the gage cock is used frequently no trouble is experienced from 
the ball valve becoming covered with scale. 

Another simple design of water gage cock is also illustrated. 
It is simple in construction as well as efficient from a service 
point and meets the requirements of the Interstate Commerce 
Commission. The possibilities of leaks are much less than in 
many of the types now in use. The valve consists of the handle, 
the spindle, the packing nut, the removable section of the body, 
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Water Gage Cock with Special Features 


the drip tube, which may be cast integral or made separately, 
as desired, the connecting sleeve, the body and the gasket G. 
The cock when in the position shown does not permit the passage 
of steam to the section beyond the gasket G, and when the 
spindle is screwed down on the seat in the body it is again closed. 
To repack the nut, the cock may be either as shown or closed 
against the seat in the body. To renew the gasket G, the cock 
is closed tight. When in the closed position all parts except 
the spindle and body may be removed and cleaned or renewed 
as occasion may demand. Any lime in the outlets for steam 
and water in the spindle may be loosened and readily blown out 
as soon as the reassembling is completed. 


Savinc Time.—The element of greatest expense in manufac- 
turing is time, for a little time wasted here and there will lessen 
and possibly destroy, the year’s profits.—American Machinist. 
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SHOP EFFICIENCY 


BY ROBERT N. MILLER 


Today we are living in an era of productive efficiency where- 
in all are striving to attain the greatest possible output with the 
minimum of etfort. While as a whole there are many praise- 
worthy features in the systems developed to attain this end, yet, 
due often to the method of introduction, several very undesirable 
features have arisen which have often discredited the whole 
movement toward scientific management. 

To attain the greatest efficiency in an industrial organization 
there is needed the harmonious co-operation of all the forces in- 
volved, and to obtain such co-operation there must exist a feel- 
ing of mutual trust and confidence throughout the organization. 
We often find cases where a so-called efficiency system has been 
introduced in a plant and yet, after a period of sufficient length 
for its proper introduction, it has lapsed, leaving the organization 
with far less of the spirit of co-operation than existed before 
the system was inaugurated. In fact the system, mainly because 
of those to whose hands its introduction was entrusted, has really 
done more toward sewing seeds of discontent among the em- 
plovees than perhaps any innovation which has been introduced 
up to the present time. 

Wherever the application of scientific management has been 
honestly worked out we can find material benefit to both the em- 
plover and employee, but under the cloak of efficiency engineer- 
ing we can still find a great deal of faking carried on. It is 
because of the faking that the chief complaint is raised against 
eficiency which has for its only object the speeding up of both 
men and machines. Scientific management rightly construed 
means the proper correlative action of employer and employee— 
a co-operation resulting in benefit to both. 

The introduction of a system of scientific management must 
be gradual. Human nature resents the sweeping criticism in- 
ferred in an abrupt change of methods. Scientific management 
is generally accompanied by many changes in methods, and 
therefore to be ultimately successful it must rely upon winning 
the sympathy and co-operation of the workman, as well as the 
foreman and officer. This cannot be accomplished by the mere 
issuing of instructions; it requires a painstaking campaign of 
education as to the purposes of the system. The efficiency en- 
gineer must, therefore, be a man of extreme tact; he must 
possess a suaveness that will at all times insure confidence, and 
above all things: else, he must be a keen judge of human nature. 
The failure of the efficiency engineer to exercise these qualities 
is one of the chief obstacles in the way of scientific manage- 
ment. 

Changing over to the new basis cannot be expected to pro- 
duce phenomenal results at the very outset, but must be able 
to show some improvement in a short time. Educating the 
workman to the system and above all, convincing him that it 1s 
finally to result in a larger pay check for him, of course takes 
time, as it requires an individual study of every man in the shop. 
It can, however, be greatly facilitated by means of shop demon- 
strations and lectures. The modern apprenticeship system, 
wherein the boy is taught the most efficient methods, and above 
all, where he is taught to use his resources rather than blindly 
to follow precedent, has done much toward paving the way 
for the successful application of the principles of scientific man- 
agement. 

It oftep happens that increased plant output is obtained at 
the expense of the employees alone rather than by improve- 
ments in the methods of production. In order to successfully 
operate an efficiency system the men must be assured that their 
increased productiveness will not be offset by decreased pay. 
Their confidence in the integrity and sincerity of the manage- 
ment must be retained. Ground for the least feeling of sus- 
Picion or mistrust tends to destroy the morale upon which the 
success of the system entirely depends. 
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PACKING IRON FOR JOURNAL BOXES 


BY W. E. JOHNSON 
Storekeeper, Chicago & North Western, New Butler, Wis. 


The accompanying illustration shows an improved packing 
iron, designed by P. S. Hoye, car foreman of the Chicago & 
North Western at New Butler, Wis. The principal feature of this 
packing iron is the small hook which is placed on the shoulder 
of the iron for lifting the journal box cover, thus saving the 
time of turning the iron around to use the handle for this 
purpose. The length of the spoon is 14 in. instead of 10 in., 
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Journal Box Packing iron with Improved Features 


this being sufficient to reach the depth of the largest journal 
box, without the hook interfering in any way with the manipu- 
lation of the packing iron. It is also short enough to prevent 
contact with the ties when the cover is being raised. This new 
packing iron has been used at New Butler with very good suc- 
cess, and saves considerable time in inspecting journal boxes. 


SPECIAL BEADING TOOL AND BOILER 
PATCH BOLT 


BY PETER E. McINTOSH 
Boiler Maker Foreman, Michigan Central, Kalamazoo, Mich. 

The beading tool shown in the drawing is designed to prevent 
the formation of a groove in the tube sheet at the outer edge 
of the bead on the tube. It is especially intended for use in 
the roundhouse where it may be handled by an inexperienced 
man without danger of injury to the tube sheet. It does not 
require as much material to form the bead as the usual type of 
tool as it draws the tube out instead of shouldering it up. The 
foot of the tool should be ground off to fit the size of the tubes 
with which it is to be used. Many ordinary beading tools are 
lost by being shot through the tubes with an air hammer. The 
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Patch Bolt with Groove Above the Threads. Beading Tool De- 
signed to Prevent Grooving of Tube Sheet 


shape of this tool is such that it will not enter the tube when in 
operation farther than as shown in the engraving. 

The patch bolt shown in the illustration was designed and 
has been successfully used by the author for more than a year. 
Some of these bolts have been placed on the fire line in the 
firebox and none of the patches in which they have been used 
have required calking since they were applied. The distinctive 
feature of the bolt is the removal of the last thread under the 
countersink by means of a round nose lathe tool, thus forming 
a slight groove above the threads. Where straight bolts are 
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used without the formation of such a groove, if the thread is 
not cut close up to the edge of the countersink and the patch 
is countersunk to a feather edge, the bolt will tighten into the 
sheet before a firm contact between the head and the counter- 
sink of the patch has been-secured, the patch not being drawn 
firmly to place. On the other hand, in endeavoring to cut the 
thread close up under the head of the bolt, the edge of the 
tool will usually cut into the head and spoil its surface. This 
prevents the proper seating of the bolt in the patch. 


REBORING AIR PUMP CYLINDERS 


BY J. A. JESSON 


The drawing shows a machine which was designed to rebore: air 
pump cylinders without removing them from the center piece. 
It consists of a belt-driven, star feed boring bar mounted upon 
a surface plate, the operation being very similar to that of the 
portable boring bar used in reboring locomotive cylinders. The 
pump is placed on the bed of the machine and the cylinder to be 
rebored is slipped over the end of the bar. A split taper bush- 
ing of brass is then inserted in the stuffing box and the packing 
nut screwed on just far enough to hold the bushing in place. 
The pump may then be placed on the boring bar, the outer end 
of which is inserted through the taper bushing and centered by 
tightening the gland nut. After the cylinder has been secured 
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on the end of the star feed screw at B the cutter head is fed 
into the cylinder until it strikes the center piece, and the collar 
C of the automatic feed stop is clamped to the pawl release rod 
by means of a set screw. The cutter head is then run back out 
of the cylinder, the tools placed in position and the machine 
started. The tool posts or jaws have a slide bearing in the face 
of the cutter head which provides for radial adjustment. Cams 
which are shown in detail on the drawing control this adjust- 
ment and are so designed that a maximum variation of I4 in. in 
the diameter of cut may be effected without disturbing the set- 
ting of the tools. When boring the cylinder the tools are ad- 
justed to the minimum diameter. After the bore is completed 
the cutter head is fed up to the counterbore at the inner end 
of the cylinder, the cams adjusted by means of a wrench and a 
cut taken from the counterbore. The outer counterbore may 
be finished in the same way, the entire operation requiring but 
one setting of the tools. .X second adjustment of the automatic 
feed might be desirable before finishing the outer counterbore. 


MACHINE FOR BORING DRIVING BOXES 


BY E. C. GAINES 
Norfolk & Western, Roanoke, Va. 


About a year ago the driving box work at Roanoke became so 
heavy that it could not be handled with one machine. There 
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Machine for Reboring Air Pump Cylinders Attached to the Center Piece 


to the bed by means of clamps on the four studs shown in the 
drawing, the cutter head is set in the counterbore and centered 
by means of the set screws shown at 4. By means of a crank 


were no other machines available for this job, and after some 
careful study it was decided to convert an old car wheel boring 
machine into a machine suitable for boring driving boxes. 


Marcu, 1915 RAILWAY AGE 


The car wheel boring mill was first stripped and the frame set 
up on a planer where the top of the base was planed down to 
form a good bearing for the stationary table. A table 5 in. 


thick and having a 40 in. by 40 in. top with three T slots was 


Old Car Wheel Boring Mili Converted for Boring Driving Boxes 


made and securely bolted to the frame of the machine. A bracket 
to carry an ordinary belt drive was cast and fitted to the back 
of the frame, the boring bar being driven by means of bevel 
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Table and Clamping Device on Converted Boring Mill 


gears. The original sleeve was bored out and bushed at both 
ends to take a 4'4 in. boring bar. The original feed, belt driven 
from the driving shaft. was used, but it was necessary to replace 
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the original lever counterbalance with counterweights inside the 
frame, two sheaves being secured to brackets within the frame 
for this purpose. A simple clamping device, the construction 
of which is clearly shown in the illustration, was installed on the 
machine, each side of which is operated by an 8 in. air cylinder. 

The pulley ratios are such that the bar has a speed of 40 
revolutions per minute; the feed is 14 in. per revolution, the 
same speed and feed being used íor all sizes of boxes. The 
time required to bore a box varies from 12 min. to 20 min. The 
total cost of converting this machine did not exceed $200, in- 
cluding the labor, material and patterns. 


THE BEST PRACTICES IN ENGINE HOUSE 
WORK* 


BY DAVID E. BARTON 
Bonus Supervisor, Atchison, Topeka & Santa Fe, Topeka, Kan. 


Every organization which deals with the performance of work 
depends on the elements of human activity, primarily, physical 
and mental. The facilities afforded and the conditions prevailing 
at the time of the performance have much to do with the results 
obtained. 

Engine houses vary in importance as the amount of work done 
and the number of engines handled, and also with the class of 
service in which the engines are used. In selecting men for im- 
portant engine houses the management generally casts about for 
the successful men at the smaller points. The foreman is selected 
on account of his ability to get things done right and at the 
proper time. He must deal fairly with his men and be able to 
obtain the best results from a given number, and he must also 
be in perfect accord with the operating officers with whom his 
organization is dealing. He must have his work so in hand that 
he will be able to estimate accurately when he can have certain 
engines ready for service. He must be able to estimate when an 
engine which is not in the engine house, and perhaps not off its 
run, will be ready for service if the operating department re- 
quires this information. He must be quick to locate troubles 
which develop and to apply remedies. He must know when a 
piece of work needs to be done, when it is done right, have a 
fairly accurate knowledge of the cost of doing it, as well as the 


. time it should require. 


He must have the respect of the men who are working under 
his direction, and he must be interested in the most minute de- 
tails as well as have a grasp on the whole situation. He must 
he able to select men who are capable of performing the various 
classes of engine house work. He must see to it that the various 
regulations relative to standards of equipment, etc, are lived 
up to. 

He must be familiar with the keeping of such records and the 
making of such reports as are required, the use of fuel in the 
engine house, and the issuing of supplies, and he must exercise 
the best economy. He must be prompt to execute special orders 
for power, and have a thorough knowledge of the facilities at 
hand. He must be diligent, patient, and have the power of con- 
centration, as well as capacity for long sustained effort. He 
must have full knowledge of all the crafts engaged in the work, 
be familiar with the most approved methods and be able to keep 
the work going under all conditions. 

Specialists should be used on certain work, such as boiler work, 
valves and valve motion, pistons and guides, rods, driving boxes, 
etc., and if not available in the shop force they should be de- 
veloped. He should see that his men maintain the buildings and 
shop equipment in good condition. 

Comfortable working conditions, facilities for the personal 
comfort of the workmen, such as reading rooms, clean amuse- 
ments, and something in the line of educational and social ad- 


*Entered in the competition on Engine House Work, which closed Tuly 
18. 1914. 
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vantages, will do much to prevent engine failures and keep down 
the cost of maintenance of power, by keeping workmen in a 
contented state of mind, resulting in efficiency. 


SOME FACTORS IN LOCOMOTIVE 
MAINTENANCE 


BY E. BECKER 
Master Mechanic, Chicago & North Western, Escanaba, Mich. 


Considering conditions as far back as 1885, when locomotives 
were painted with drop black, the best kind of varnish was used 
and all repair work was well done, brings more clearly to mind 
some of the more important repair items which, if properly 
taken care of, will assist greatly in keeping power out of the back 
shops and hospital tracks, and thereby increase the mileage be- 
tween shoppings. 

The care of wedges is one of the most important items. If 
properly kept up, the wedges not only prevent excessive wear in 
driving boxes and brasses, shoes and wedges and rod brasses, 
but do a large share toward avoiding loose and broken cross- 
heads, broken front cylinder heads and broken frames. If an 
extra man is placed in charge of this work, the care of driving 
box cellars and the keeping tight of binder bolts, it will take 
but a short time to show that these items will relieve the back 
shop of a large amount of work. 

Valve motion should be watched carefully; never allow a 
"lame" engine to run; close inspection should be made and the 
trouble corrected. This can be done in any ordinary roundhouse. 
If necessary close the eccentrics and perhaps apply bushings in 
the links, transmission bars and hangers 

Tire work, rod brass renewals, the babbitting of crossheads, 
etc., can all be done in roundhouses. Lateral play in trailing and 
engine truck boxes should also be looked after in roundhouses. 
In an article in the Railway Age Gazette some time ago, refer- 
ence was made to increasing the wheel and driving box face to 
give a larger side bearing and avoid lateral wear. In my opinion 
this is wrong as it would mean more friction and would be a 
disadvantage on sharp curves. 

Careful inspection should be made of all tires. Good inspectors 
are valuable assets, and we should be more careful in selecting 
the men for this important work. Wheels, and especially steel 


tired engine and tender wheels, should never be allowed to run ° 


to the limit as to sharp flanges; this 1s a dangerous condition in 
the first place and moreover it then becomes necessary to turn off 
too much metal from the tread of the wheel in order to again 
obtain the proper flange. Little or no attention is given to deter- 
mining why at times one flange out of four in a tender truck be- 
comes sharp. Few roundhouses or shops tram the wheels and 
square the trucks properly; I have never found four wheels 
under a tender sharp at one time and if the practice is followed 
of carefully tramming the wheels to see that the truck is square, 
I can see no reason why one wheel should become sharp out 
of four. 

Boilers should be washed not less than three times a month, 
taking water conditions into consideration. I believe that in 
most places it will be found that there are not enough boiler 
washers employed. If the matter of boiler washing is kept up it 
will avoid a great deal of boilermaker's work and help greatly 
to preserve fireboxes and tubes. A good blow-off system and the 
free use of soda ash will go far to eliminate scale and mud from 
boilers. Care should be taken to keep tubes free from soot; 
they should be blown out at every washout, the brick arch taken 
down and the tubes candled; the calking edges should be watched 
very carefully and kept free from burrs. 

All tools which are standard should be inspected once every 
30 days by a competent man. 

The importance of the positions of the various foremen should 
not be overlooked. These men hold responsible positions and 
should be selected from the ranks of the best mechanics; they 
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should have the ability to handle men as well as to direct the 
work and see that it is properly done, as my experience has indi- 
cated that much money is paid out for poor work which has to 
be done over again. How many foremen personally watch the 
work to see that it is properly done? Close supervision of de- 
tails is very desirable and with good judgment and a little 
common sense, will help materially in the economical main- 
tenance of power. : 


INDEX HEAD FOR HOLDING ROD 
BRASSES 


BY F. J. DAILY 
A jig for holding rod brasses while being finished on a shaper is 
shown in the illustration. The two parts of the brass are clamped 
between two circular plates which are pivoted to the vertical face 
of an angle plate secured to the shaper table. The brass is held 
securely in place by means of six set screws in the outside cir- 
cular plate and it has been found that sweating the two parts of 


Finishing Rod Brass in Index Head on a Shaper 
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the brass together is unnecessary. The entire chuck revolves 
about the axis of the clamping bolt and is fitted with an index 
head divided into quarters for machining the four sides of the 
brass. Before chucking the brass the adjoining faces of the 
two pieces should be finished and tle ends faced. 


A SpANIsH Car Buitpinc PrANT.—The annual report for 1913 
of the Spanish Metallic Construction Company, of Madrid, shows 
that the company's business for the year totaled $2,888,000, an in- 
crease of $449,100 over 1912. The company has five plants and 
the number of men employed is 1,800 as against 1,650 in 1912. 
The chief factory of the five is at Beasain, province of Guipuscoa. 
This plant alone built during the year 1,250 flat cars and five 
first-class passenger cars for the Northern Railway; 1,215 freight 
cars of various kinds, and 43 first-class passenger cars for the 
Madrid Saragossa & Alicante Railway; 4 first-class and 3 third- 
class passenger cars for the Oviedo-Hendaye Railway, besides a. 
number of cars of various kinds for companies and individuals. 
This plant has a capacity of 3,000 freight and 200 passenger cars 
per year. 


ROLLER JOURNAL BEARING 


A journal box with roller bearings for use in equalized 
trucks of the pedestal type is shown in the drawings. It was 
developed by the Anti-Friction Roller Bearing Company, 88 
Broad street, Boston, Mass., and is so designed that no lateral 
movement takes place between the box and the axle, provi- 


Side Elevation of Roller Bearing Journal Box 


sion being made for this movement between the journal box 
and the truck frame. 

The journal box is of cast steel with casehardened roller 
surfaces and is provided with an oil reservoir in the bottom. 
In applying the bearings to existing axles the journal is 
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used in order to reduce the trouble from slippage should 
one end of the journal bearing or of the box wear faster than 
the other, and it is claimed to have proved successful in 
operation. 

Lateral motion between the journal box and the axle is 
prevented by an end thrust bar of phosphor bronze. This 
bar rides in a groove in the end of the axle and at either side 
projects into pockets in the journal box cover, which are 
closed at the rear by the face of the box. It may be readily 
renewed by removing the cover from the box. As shown on 
the side elevation of the box, the distance between the pedes- 
tal flanges is 34 in. greater than the width of the pedestal. 
This permits the necessary lateral motion of the axle relative 
to the truck frame, the motion being controlled by the saddle 
and transverse rollers resting on the top of the box. The 
saddle is held in position by the end of the equalizer while 
the rollers provide for the lateral movement of the journal 
box. The contour of the roller surfaces on the box and on 
the saddle tends to retain the axle in a central position under 
normal conditions when running on straight track. 

The journal box cover is held in position against the face 
of the box by two T-bolts and taper keys, which facilitate 
the quick removal and replacement of the cover for ex- 
amination or renewal of the bearing. The cover need seldom 
be removed in service, however, as the bearing may be oiled 
by removing a plug provided for that purpose. The roller 
cage is held in place by a forged ring which seats against a 
shoulder in the end of the box and forms a portion of the 
cover joint. 

Oil is carried in the well in the bottom of the box to such 
a height that the rollers dip as they revolve and carry the oil 
to all parts of the bearing. A felt washer, secured at the 
rear end of the box by a metal ring, keeps the interior free 
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End and Longitudinal Sectional Elevations of Anti-Friction Roller Bearing 


turned down as shown in the sectional drawings and fitted 
with a sleeve of low carbon steel, which is pack hardened 
on the outside and pressed into place on the journal. The 
rollers thus run on hardened surfaces and the wear is very 
slight. The rollers, which are solid, are slipped into slots in 
a phosphor bronze casing and are divided into three longi- 
tudinal sections of 16 rollers each. This construction was 
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from dust, and oil is retained by a groove turned in the sur- 
face of the journal between the bearing and the end of the 
box. Service tests indicate that the bearing requires oiling 
about once in three or four months. 

A test to determine the durability of this bearing was con- 
ducted during a period of about 18 months on a 50-ton pas- 
senger car originally fitted with 5 in. by 9 in. journals. Dur 
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ing the test the bearings made about 80,000 miles and ran 
approximately 20,000 miles on one oiling. At the end of the 
test the rollers, sleeves and other parts of the bearings had 
acquired a high polish, but are claimed to have shown no 
other evidences of wear. Repacking the box and renewing 
brasses being entirely eliminated, the cost of maintenance 
was reduced to the occasional oiling of the bearings. 


ee —— 


HYDRAULIC PIPE BENDER 


The engraving shows a press which was primarily designed 
for bending pipe of various sizes but which is also suitable for 
miscellaneous work, such as bending small structural shapes. 
straightening bars, shafts, etc. It is provided with clamps by 
which it may be attached to a stanchion, the diameter of which 
is not over 5 in., and it will bend pipe up to 4 in. in diameter. 

The press is of steel throughout. The frame and bending 
bed are cast in one piece; the top of the frame is provided with 
a ring in which the cylinder sets. The construction is such that 
the cylinder may be turned to any desired position in the ring 
and keyed in place, thus bringing the handle of the ram pinion 
to the point most convenient for the operator. The bending 
blocks are held in position on the base by means of ser- 
rations which interlock with corresponding serrations on the 
surface of the base, and are readily changed without the use 
of a wrench. 

The ram is forced downward by a hand-operated pump of 
which the reservoir forms a part. The pump has a plunger 
diameter of 5@ in. and a stroke of 3'3 in, and is equipped 
with a % in. safety valve and % in. tee wheel operating valve. 
A hand-operated pump is especially desirable on a press of this 


Hand-Operated Hydraulic Pipe Bender 


kind because the facility with which the ram pressure may be 
controlled greatly reduces the danger of over-bending the ma- 
terial. A rack and pinion is provided for the rapid movement 
of the ram to the work before the pump is operated. As the 
ram moves downward the cvlinder fills with liquid, the upward 
movement returning the liquid to the water box. There is thus 
no lost motion in the operation of the pump. 


The ram has a diameter of 6 in. and a run of 9 in. The 
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pressing bed which receives the bending blocks is 27 in. long 
and has a pressing width of 8 in. The clear height between 
the ram head and pressure bed is 14!4 in. and the height of 
the press over all is 3 ft. 11 in. It is manufactured by The 
Hydraulic Press Manufacturing Company, Mount Gilead, Ohio, 
and develops a maximum pressure of 30 tons. 


VERTICAL BAND SAW FOR METAL 
CUTTING 


The metal band saw shown in tie illustration cuts at any 
angle and has been developed by M. E. Shinn & Co.. 1846 
West Lake street, Chicago. The cutting portion of the blade 
operates vertically and is automatically fed by gravity, the 
angle of the saw blade remaining. unchanged as the cut pro- 
gresses. 

The material is supported on a table provided with a radial 
back and a vise operating in a slot across the table. By adjust- 
ing the radial back material may be cut at any angle desired. 
The lug shown at the right end ef the radial back is secured 


Gravity Feed Metal Band Saw 


to the table by a single cap screw, so that it may be readily re- 
moved, thus leaving the table clear for the handling of longi- 
tudinal work. Any length of work may be handled longitu- 
dinally, as there is a clearance of eight inches between the saw 
and the arbor frame. 

The non-cutting or return part of the blade passes over wheels 
arranged to carry it back to a point where it will clear the ma- 
terial being cut, while the cutting part of the saw is held in a 
vertical position and is free from twists. The saw arbor is 
mounted upon four ball bearing wheels, to one pair of which 
gears are attached. "The wheels travel in channels which keep 
the arbor in alinement as it is fed into the work, and the gears 
operate in racks which insure uniform travel of both sides of 
the arbor. The feed is effected by inclining the plane of the 
channels. The inclination of the tracks may be altered by an 
operating lever at the right side of the machine and the feed 
thus regulated to suit the thickness of the work. The action 
of the saw is entirely automatic; a trip which may be adjusted to 
any width of material stops the saw after the cut is completed. 

This machine is capable of taking material up to 11 in. by 12 
in. in section. At ordinary operating speeds it will eut off cold 
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rolled steel shaiting 2% in. in diameter in about three minutes, 
while a 6-in. shaft requires about 23 minutes. The band saw 
used is 15 ft. 6 in. long, 5$ in. wide and .0312 in. in thickness. 
The table is 42 in. long and is 18 in. from the floor, a low table 
being used in order to facilitate the handling of heavy material. 
The machine shown in the illustration is designed for a single 
belt drive, but a back geared motor drive can be applied if 
desired. 


AUTOMATIC NUT TAPPING MACHINE 


An automatic nut tapping machine using a bent tap to provide 
ior continuous operation without reversing the direction of the 
tap is shown in the accompanying illustration. This machine 
was developed by the National Machinery Company, Tiffin, Ohio, 
and is being built in sizes to handle % in., 3$ in., V2 in. and 34 in. 
nuts. 

The hopper in which the blanks are placed is of large size, 
being designed to hold about 80 Ib. on the smaller size machines. 
The nuts are moved from the hopper to the feed chutes by means 
of a vane tvpe feed mechanism and are carried down the chute 
by gravity into position against the starter. There are four of 


these feed vanes and they are so enclosed that the weight of the 
blanks does not interfere with their operation. 
bv a ratchet and pawl from the driving shaft. 


The ratchet is 
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Automatic Nut Tapping Machine in Which a Bent Tap is Used 


held between friction flanges which allow it to slip in case thin 
blanks wedge in the feed groove and interfere with the move- 
ment of the vanes, thus preventing damage to the machine. 

The tap spindle and starter are inclined. thus causing the face 
of the hlank to lie against the starter. The lubricant keeps the 
face of the starter washed free from chips so that the blank is 
always tapped at right angles with the bearing face. After the 
nut has been started on the tap it is held stationary and the 
spindle is fed into it during the completion of the operation. By 
thus holding the nut the difficulty due to binding in the guides, 
which is often experienced where the nut is fed onto the tap, is 
Overcome. The tap spindle has a slight lateral travel and is 
counterbalanced, giving the spindle a floating movement. 

After the nut has been tapped it travels up the shank, through 


They are driven 
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the head and off the end of the tap, as shown in one of the 
illustrations. The hood over the head serves to direct the nuts 
into a chute by which they are conveyed out of the machine into 
kegs or boxes. An automatic belt-shifting device is provided bv 
which the machine is stopped in case a slug or an improperly 
shaped blank should pass over the tap and jam against the head. 

These machines are designed primarily for tapping square 
nuts, but hexagonal nuts can be handled. Fach size of machine 
may be arranged for handling both stvles of nuts, as well as 


Head of Automatic Nut Tapping Machine Opened, Showing Course 
of Finished Nuts 


several sizes, and by making a simple gear change the rate of 
feeding can be regulated to suit the kind of nuts being tapped. 
The ¥% in. size machine is recommended for operation at the 
rate of 30 United States standard nuts per minute. 


CAR WHEEL GRINDER 


The illustration shows a car wheel grinding machine which 
has recently been developed to handle either steel or cast iron 
wheels which may be centered either on dead centers or on 
their own axle journals, as desired. It is manufactured by the 
Springfield Manufacturing Company. Bridgeport, Conn. Wheels 
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Self Contalned Car Wheel Grinding Machine 


of any diameter from 28 in. to 44 in. may be handled and pro- 
vision is made for centering journals up to 6 in. in diameter. 
The machine is self-contained and is driven by one belt, either 
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from a line shaft or by a motor mounted on the base. The 
countershaft is mounted on a frame which is placed in front 
of the machine in order that the space directly above the centers 
may be unobstructed. 

The axle is driven by a gap gear at the center from two driv- 
ing pinions which are widely spaced to overlap the gap in the 
driven gear. Both pinions are driven by the same shaft in order 
to insure correct relative action at all times. A clutch which 
is operated by hand levers from either side of the machine facili- 
tates stopping the axle accurately when the gap in the gear is 
properly located to permit the removal of the axle. Three dif- 
ferent axle speeds are obtainable. 

The grinding wheel spindles are driven by a belt from drums 
on the countershaft, the proper belt tension being automatically 
secured by means of idlers. Cone pulleys on the spindles pro- 
vide two different speeds for the wheels. The spindle heads 
slide in swiveling bases which permit of taper grinding. The 
slide bearings are of the long narrow type and are provided 
with taper gibs to take up wear. A feed screw of large diameter 
is used, at the end of which is placed a ball thrust bearing. 
Both the feed and the transverse are hand operated. Grinding 
wheels 18 in. in diameter are used, operating at speeds of 1,040 
and 1,350 revolutions per minute, the axle being driven at speeds 
of 4.2, 5.3 and 6.5 revolutions per minute. Water is ‘delivered 
to the grinding wheels by means of a suitable pump of ample 
capacity, part of the bed forming the supply tank. Hoods are 
placed over the wheels to confine the spray. 

Large sleeves and feed screws are used in the tailstocks. 
which are provided with both dead centers and wabble centers. 
The dead centers arc necessary when grinding engine truck 
wheels and the wabble centers are provided to prevent axles 
from moving laterally when grinding wheels on their own jour- 
nal bearings. The journal rests are designed to receive split 
bushings of varying diameter, each of which is itself adjustable 
for slight variations in the diameter of journals. 

This machine has a capacity of about 20 pairs of 33 in. wheels 
per 10-hour day, the exact rate depending upon the condition 
of the wheels and the amount of stock to be removed. When 
motor-driven a constant speed motor of 20 hp. is required. The 
net weight, including the motor and accessories, is about 18,000 Ib. 


FORGED BRAKE BEAM FULCRUM 


The brake beam fulcrum shown in the illustration has been de- 
veloped by the Damascus Brake Beam Company, Cleveland, 
Ohio, to replace the malleable iron fulcrums now generally used. 
This fulcrum is a solid steel forging, one end of which is pro- 


Forged Steei Brake Beam Fulcrum 


vided with a seat for the tension member of the beam and the 
other fitted to the structural compression member. The fulcrum 
is held in position against the latter by means of a bolt and 
clamping plate clearly shown in the illustration. As shown, the 
fulcrum is designed for application to the Anglrod brake beam, 
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but both the tension and compression member ends may be 
formed to fit any type of beam. 


ADJUSTABLE FIRE DOOR PEDAL 


An adjustable pedal has been developed by the Franklin Rail- 
way Supply Company, 30 Church street, New York, for use in 


Adjustable Fire Door Pedal Removed from the Door 


operating pneumatic fire doors. The tread is mounted in a 
pedal hanger in which it has a sliding adjustment to permit 


Adjustabie Pedal Attached to the Franklin Butterfly Door 


Marcu, 1915 RAILWAY AGE GAZETTE, MECHANICAL EDITION 145 


* moving it farther from the boiler head as the coal is used out 
oí the tender. The tread may also be adjusted for either a tall 
or a short fireman, a lock being provided which holds it in any 
desired position. The hanger is mounted on a rigid hanger bolt 
about which it may be swung in either direction by raising it to 
dear the teeth in the face of a shoulder on the bolt. When 
swung to the desired position it is secured by dropping it into 
place, the teeth in the hanger engaging those in the shoulder. 
Vertical adjustment of the hanger is provided so that in case 
oí a warped deck the tread may be raised to the proper clear- 
ance, making it unnecessary to take the hanger to the blacksmith 
shop. This adjustment is made by turning the rigid hanger 
bolt, which is threaded in the fulcrum. One side of the fulcrum 
is slotted and when the proper adjustment has been made the 
bolt can be locked in place by means of a bolt provided for that 


purpose. 


PNEUMATIC PLATE FLANGING CLAMP 


The accompanving illustration shows a plate flanging clamp 
on which the clamping beam is not only raised and lowered by 
air pressure, but alse clamped by this means. The machine is 
built by the Niles Bement Pond Company, New York. On pre- 
vious designs the top beam was elevated by air pressure, but it 
was clamped by means of screws with hand-wheels. 

The upper beam is moved by four cylinders. There are two 
lower and two upper pistons, the lower ones being used for 
elvating and lowering and the upper ones for clamping thc 
beam. These operations are all controlled by means of a three- 
way valve. The corresponding cylinders are designed to operate 
simultaneously. The upper beam is heid in machined slots in 
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exert an effective pressure of 15 tons at an air pressure of about 
80 Ib. per square inch. 


SAFETY HOSE CLAMP 


The hose clamp shown in the illustration was originally 
developed for use with its oil burning equipment by the Mahr 
Manufacturing Company, Minneapolis, Minn. and was in- 


Clamping Sleeve Used in Safety Hose Clamp 


tended to eliminate the danger arising from failure of the 
type of clamp now generally used. These clamps are made 
for all sizes of hose and provide a safe coupling for use with 
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Pneumatic Plate Flanging Clamp 


the upper pistons, and means are provided so that the top beam 
adjusts itself to give an even distribution of the load, when 
damping plates of uneven thickness. The upper pistons have a 
hearing in the frame which prevents any side motion of the 
Pistons and upper clamping beam. 

This machine is furnished in several sizes, the one illustrated 
having a capacity for plates 12 ft. wide. The clamping cylinders 


oil, steam or hot water hose, where a failure of the coupling 
is dangerous. 

By referring to the sectional elevation of the coupling it 
will be seen that a nipple having a knob on the end extends 
into the hose which is surrounded by a wide spirally-split 
clamping sleeve, beveled on each end. The beveled surfaces 
are brought into sliding contact with corresponding concave 


surfaces in the body of the coupling at one end and in the 
clamping nut at the other by screwing the clamping nut on 
the body of the coupling. The resulting closure of the sleeve 
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Section Through Hose Clamp Showing Method of Gripping the Hose 


effects a firm grip on a considerable length of the hose and 
practically eliminates the danger of failure from slipping of 
the joint. 


TRIPLEX HYDRAULIC PUMP 


A motor-driven triplex single-acting pump which embodies 
several spccial features has been added to its line of high-pres- 
sure hydraulic pumps by the Watson-Stillman Company, 50 
Church street, New York. While primarily designed to meet the 
requirements of tunnel service it is equally adaptable to other 
classes of work. 

To secure compactness and rigidity the motor is mounted on an 
extension of the heavy cast iron base. This also insures per- 
fect alinement between the motor and the pump. The pump 
body is a machine steel forging fitted with bronze valves and 
bonnets, and is designed to eliminate all air spaces. The passage- 
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Motor-Driven Hydraulic Pump 


ways are made [large to reduce friction of the water to a mini- 
mum. The plungers are of tool steel and are guided in a rigid 
crosshead guide which is keyed and bolted to the base. They 
are driven hy eccentrics which are cast in one piece and keyed 
to the driving. shaft, the eccentrics being spaced 120 deg. apart. 
The driving shaft and bearings are of large proportion and are 
provided with ample lubrication. The power transmission gears 
are heavy and have cut teeth throughout. The pump as shown is 
operated by a 10-hp. motor running at 600 R. P. M. and delivers 
100 cu. in. of water per min. at a pressure of 3.500 lb., the speed 
of the crank shaft being 100 R. P. M. 


Russian BaTrH TRAIN FOR THE I‘RoNT.—It is stated that the 
Russian ministry of ways and communications is sending to the 
front a bath train of over 20 cars, providing 2,000 baths daily. 
There is a tank car in case water is unobtainable at any stop- 
ping place. Soldiers can be given clean underclothes from the 
stores carried. There is also a car for drying and disinfecting 
outer garments and a restaurant car. 


RAILWAY AGE GAZETTE, 


MECHANICAL EDITION VoL. 89, No. 3 


SAND BLAST HELMET 


In the accompanying illustration is shown a helmet which is 
designed to protect the eyes, face and head of the operator of 
a sand blast machine from dust and flying sand. The helmet 
is made of brown can- 
vas, is strongly con- 
structed and is comfort- 
able to wear. As shown 
in the illustration the 
rim projects well beyond 
the operator’s face, thus 
cnabling him to turn his 
head freely without com- 
ing in contact with the 
curtains, which are of 
sufficient length to de- 
scend over the shoulders 
and effectively exclude 
sand and dust. The con- 
struction is such that 
there is free circulation 
of air around the head 
hetween the sweat band 
znd the body of the 
helmet. 

Ventilation is facili- 
tated by the eye piece 
which is usually made of 
hne wire netting that 
does not impair the vi- 
sion and is not affected 
or dimmed by the action 
of the flying sand or by 
dampness, as is glass. 
When so desired, however, a celluloid strip may be substituted 
for the wire gauze, but as a rule this is not recommended. The 
helmet is manufactured by J. M. Betton, 26 Park Place, 
New York. 


Sand Biast Helmet 


HEAVY DUTY UNIVERSAL MILLING 
MACHINE `> . 


In the accompanying illustrations is shown a universal double 
back geared milling machine designed for heavy duty, which has 
been recently introduced by the Rockford Milling Machine Com- 
pany, Rockford, IH. This machine is of the knee type, with an 
especially rigid overhanging arm and a vertical brace for the 
outer end of the arbor. It is driven by a 3 in. double belt on a 
three step cone pulley. 

The spindle runs in phosphor bronze bearings which are pro- 
vided with means for taking up the wear of both bearings in one 
operation. The spindle is 3 in. in diameter. It is fitted with a 
Brown & Sharpe No. 11 taper socket and a 1 in. straight hole 
extending through to the end of the spindle. 

The spindle speeds are in geometrical progression, ranging 
from 17 to 392 r. p. m. in either direction. The double back 
gears are enclosed in the column and placed at the front of the 
machine. This arrangement brirgs the gears close together, and 
is claimed to prevent chatter when taking heavy cuts. All gears 
are of liberal diameter with wide surfaces and coarse pitch. 

The table has a working surface of 50 in. by 11% in. lt is 
provided with quick return motion and is designed to swing 
through an arc of 300 deg. The table feed gearing is driven by 
a chain which is enclosed in the column to protect it from dust. 
The feed changes are 14 in number. ranging from .005 in. to 
.175 in. per revolution of the spindle. Only two levers are re- 
quired to make all feed changes. The maximum length of auto- 
matic feed is 28 in. for longitudinal, 8 in. for the cross feed 
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and 19 in. for the vertical feed. If desired, however, the ma- 


chine may be specially provided with longitudinal and vertical 
feeds of 34 in. and 20 in. respectively. 

The overhanging arm is of solid steel 4 in. in diameter and 
is provided with two bronze bushed arbor supports. It is held 


Double Back Geared Universai Milling Machine 


in position by a flanged support which is secured to a solid flange 
on the face of the column. 

The vertical milling attachment, which is shown in one of the 
illustrations, is not driven through the main spindle nose as is 
usual in knee type milling machines. When placing the attach- 


Vertical Milling Attachment in Place 


ment on the machine the overhanging arm is removed and a 
sleeve in which runs a driving shaft inserted in its place. The 
attachment is clamped to the flange on the main column and its 
spindle driven by the shaft, through beveled gears which form 
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a part of the attachment. The shaft is driven through a geared 
connection back of the main spindle, by the use of an idler 
gear. This arrangement provides the same range under the ver- 
tical attachment as is permitted under the main spindle, and 
also leaves the main spindle free for use on certain kinds of 
work without dismantling the attachment or removing work 
from the table, it being only necessary to turn the lower arm of 
the attachment out of line with the main spindle. 

The machine is provided with a spiral dividing head which will 
swing 10% in. in diameter and take 24 in. between centers. Its 
spindle can be set at any angle from 10 deg. below horizontal to 
10 deg. beyond perpendicular. A vise attachment having a 
graduated swivel base and a maximum opening of 3'% in., as 
well as a three-jaw chuck 6 in. in diameter are also included 
in the equipment of the miller. The net weight of the machine 


is 3,800 Ib. 


PNEUMATIC LIGHT FORGING HAMMER 


The illustration shows a light forging hammer for operation by 
compressed air which was designed to handle tool dressing, light 
bending and straightening, and the miscellaneous forging work 
which is usually done by a blacksmith and helper. The use of 
compressed air permits its location at points in the plant where 


Pneumatic Forging Hammer for Light Work 


steam is not available. Air from the shop system at 80 lb. to 
100 Ib. pressure is used, a 1-inch pipe or hose connection being 
required. 

The heavy anvil block is cast in one piece with the frame to 
which the cylinder is keyed and bolted, the key extending en- 
tirely across the face of the joint. The guides for the ram are 
also secured to the face of the frame. Side housings were 
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avoided in the design in order to keep the working space clear 
and to facilitate observations of the work under the hammer. 
All important bolts have double nuts to prevent them from jarring 
loose. The piston and piston rod are formed from one piece 
of chrome-vanadium steel, oil treated, while the hammer head 
and guide shoe are made in one piece of high carbon steel. The 
guide shoe is of large area and the piston rod has a long taper 
fit in the ram. The dies, which are removable, are of special dic 
steel with hardened faces. 

The piston is packed with cast iron snap rings. In order to 
facilitate the examination and renewal of the rings the piston 
rod stuffing box gland is split so that it may be readily removed. 
The piston may then be raised above the top of the cylinder and 
inspected without the necessity of removing the ram from the 
piston rod. 

The plain forging dies shown in the illustration are regularly 
furnished with the hammer, but special dies of any form may be 
quickly substituted. For accurate die work, such as forming and 
stamping light sheets, the anvil is furnished with three heavy cast 
lugs spaced 120 deg. apart. Theseare fitted with hardened centering 
screws by means of which the lower die may be accuratelv alined 
with the upper one. In order to provide clearance for the work 
the frame is recessed at the top of the anvil and the front and 
back walls are removed, thus permitting the passage of long 
stock through the frame when it is desired to work the stock 
across the die. 

The air admission to the cylinder is controlled by a simple 
slide valve designed to remain tight regardless of wear, and pro- 
vided with special ports to give the control desired. The valve 
is operated by the foot lever shown at the front of the anvil. 
This fever is depressed by a slight pressure of the foot and re- 
turned to its upper position by the pull of a coil spring located 
in a pocket at the front of the anvil. When air is admitted to 
the valve chamber the ram rises to its upper position and on de- 
pressing the foot lever it strikes a quick, snappy blow of great 
force. Upon releasing the lever slightly the ram rises instantly 
to its upper position, where the piston is air cushioned so that 
it cannot strike the cylinder head. The hammer readily responds 
to variations in the foot pressure and it is claimed that with a 
little practice the range of operation may be varied from light, 
rapidly repeated blows of short height for use in straightening 
light material to the maximum force of the hammer, which is 
sufficient for the reduction of 2-in. stock. The foot control is 
especially suited to the miscellaneous class of work for which the 
hammer is adapted. 

The hammer is manufactured by H. Edsil Barr, Erie, Pa. An 
important consideration is its comparative freedom from limita- 
tions as to location, being independent both of line shafting and 
a steam supply. It is built in two sizes, one weighing 800 lb. for 
light tool and soft metal work, and the other weighing 1,200 1b. 
suitable for general forging operations on material 2 in. square 
or smaller. The larger hammer occupies a floor space 14 in. by 
24 in. and stands 5 ft. 6 in. high. 


Tatc as A Lupricant.—A German chemical journal contains 
an article relating to the use of talc for lubricating purposes. 
Talc does not behave like graphite when treated with tannin so- 
lutions, but it may be brought into a fine molecular state by heat- 
ing it with ammonium carbonate or by exposing it for several 
hours to a current of dry ammonia. The talc is afterward dried 
in a vacuum, The treated material can be suspended in water so 
that it is very difficult to filter it, and subsides very slowly 
in lubricating oils of medium density. When once suspended in 
a neutral oil, the talc does not subside on heating. The change 
in the character of the talc is attributed to the absorption of a 
minute quantity of ammonia. From 40 to 60 per cent of ordinary 
talc may be introduced into heavy mineral oil, provided the oil is 
added to the talc and the operation not carried on in the reverse 
manner.—Machiner y. 
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MAGNET FOR REMOVING METAL FROM 
THE FLESH 


A magnet for removing metal embedded in the flesh, which 
is one of the most powerful in the world, has been installed 
by the Westinghouse Electric & Manufacturing Company in 
the relief department of its East Pittsburgh works. The 
magnet is mounted on a box containing the resister, which 
is used to regulate the amount of current flowing through 
the coils. It requires 4.000 watts for its operation, or enough 
power to supply 100 Mazda lamps of 32 candle power each, 
and is designed for operation on 70 volts. 

It is not an infrequent occurrence for steel and iron work- 
ers to get bits of metal in their eyes or hands. Previous to 
the installation of a magnet the only means of removal was 


Magnet in Operatlon, 


Removing Steel from the Eye 


by probing, a method which is as uncertain as it is painful. 
Since this machine was put in operation it is a very simple 
proceeding to €xtract such particles. The portion of the 
body in which the foreign particle is embedded is placed 
near the pole tip of the magnet, the switch 1s closed, and 
the magnet does the rest. Some remarkably small pieces 
have been extracted in this way. The pole piece is removable, 
a number of different shapes being supplied for various classes 
of work. 


MACHINE Power AND PIECEWORK.—In any shop if the feeds, 
speeds and power of machine tools of the same class vary, it is 
a practical impossibility to establish a just and efficient piecework 
or premium system.—-lmertcan Machinist. 


MATERIALS FOR CASEHARDENING.—The composition of case- 
hardening materials varies very widely. The following table 
shows the range of variation in seventeen commercial compo- 
sitions tested: 


Per Cent 
NOIStU CO ae ek Seek Ses hs ae GS RU Mr arent ee ate be ek neat 2.68 to 26.17 
Oik 3:5 sso aes OSs ik i OSs Gs PS eM ee sic Roco ete DE wns 0.17 to 20.76 
Carbon (organic) 4:24.54 9 9 m obese bias de has Os eO SP ER 6.7 to 54.19 
Calcium: phosphate: 224... ze eye e Tex x eom RI x eR ara d 0.32 to 74.75 
Calcium carbonate «266 2.684046 See shh ee hd hee ee aus 1.2 to 11.57 
Barium carbonate cc esu REG UR Dm Rr Rt ars MOG was nil to 42.0 
Zinc-OxIdé- oiii Wy Be i 4X Ei Eres aS wx dd d. Cp E NE nil to 14.5 
Silea ocv awe d E eM a EA qam A Eq ME rd dE nil to 8.14 
Sulphates (SO) A veo pa Wwe tub xo EE os pad cedet trace to 3.45 
Sodium chloride sesso LC Lea. GPS YMCERO CENE nil to 7.88 
Sodium carbonate oou aco x urea dd wd ant te Ea EC Sak nil to 40.0 
Srphides (S) sce cox nae e cb boa doxes AOI ded nt arcu i vare bans nil to 2.8 


—Machinery. 


E. B. Roberts, smoke inspector of the city of Cleveland, has 
submitted a report showing that the density of locomotive smoke 
during the second half of 1614 decreased 79 per cent, as compared 
with the second half of 1912. 


A press despatch from Vera Cruz, Mexico, February 2, an- 
nounced the re-opening of the railroad between that place and 
Mexico City, with a passenger train running through for the first 
time since Nov ember 19. 


The Chicago & Alton has reached an agreement with a com- 
mittee representing its trainmen, providing for increases in pay 
ior flagmen and train baggagemen, and a number of changes 
in working conditions, including payment for terminal overtime, 
and extra payments for work outside of the regular routine. 


Representatives of the conductors', trainmen's, enginemen's 
and firemen's unions, in Ohio, have announced that they will 
concentrate their efforts before the legislature this year on the 
effort to secure the passage of the train limit bill and to op- 
pose the repeal of the extra crew law, but will urge no other 
anti-railroad legislation. 


A bill has been introduced in the Missouri legislature to re- 
quire interstate railroads to establish stations not more than 
tive miles from the state line, to put an agent in charge and to 
stop trains long enough to enable passengers to buy new tickets 
and have their baggage rechecked, in order to take advantage 
of the lower intrastate passenger fares. 


The Secretary of the Interior has recommended to Congress 
an appropriation of $2,000,000 for the use of his department 
in the work of building the proposed government railroad in 
Alaska. An appropriation of $1,000,000 was made at the last 
session of Congress. The secretary has not yet reached any 
decision as to the purchase of the Copper River & North West- 
ern or the Alaska Northern, both of which roads may be in- 
duded in the proposed government system. 


H. W. Thornton, formerly general superintendent of the Long 
Island Railroad, now general manager of the Great Eastern of 
England, has “made good." This statement came in a recent 
press despatch from London, saying that at the annual meeting 
of the shareholders of the Great Eastern, Lord Claud Hamilton, 
the chairman of the company, paid Mr. Thornton a special 
tribute; and that the mecting unanimously agreed that Mr. Thorn- 
ton, already, before filling out a year's service, had fairly justified 
his selection as manager. 


Five years ago, in co-operation with the Pennsylvania State 
College, the Pennsylvania Railroad organized its first class of 
apprentices for school instruction. The school was established 
at the Altoona shops and 30 pupils were enrolled. Three branch 
schools have since been opened at other points on the line, and 
today the total enrollment numbers 300 young men. Thus far, 
131 apprentices have completed the full three-year course and 
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approximately 60 more 


have been graduated from the school; 
will be added to this number by the classes going out this year. 


The American Museum of Safety, William H. Tolman, di- 
rector, made its annual award of medals on February 10, at the 
United Engineering Societies building, 29 West Thirty-ninth 
street, New York City. The E. H. Harriman Memorial medal 
for the American steam railroad, which during one year has been 
the most successful in protecting the lives and health of its em- 
ployees and of the public, was presented to the New York Cen- 
tral. The Anthony N. Brady medal for a similar purpose, 
awarded to an electric railway, went to the Boston Elevated. 


The railroad committees of the house and senate of the Kansas 
legislature held a hearing on February 1, on the extra crew, the 
train limit and other bills affecting railroads and their em- 
ployees. Officers of the railroads and representatives of the 
employees appeared and presented arguments. All of the em- 
ployees’ representatives favored the bills, except a negro porter, 
representing the porters, who opposed the extra crew bill, on 
the ground that if an extra brakeman or flagman were required 
on passenger trains the elimination of the train porters would fol- 
low. A. De Bernardi, general superintendent of the Missouri 
Pacific, said that if the bill were passed, for every extra brake- 
man added it would be necessary for many roads to lay off two 
trackmen as a measure of economy, and that the trackmen were 
more essential to safety than the extra brakeman.  Representa- 
tives of the roads also brought out the fact that the trainmen 
had never attempted to negotiate with the officers of the roads 
for extra brakemen. 


A TALK TO APPRENTICES 


On February 15, George M. Basford, chief engineer of the 
railroad department of Joseph T. Ryerson & Son, made an 
address before the apprentices of the Chicago & North Western 
at Chicago. The talk was intended to give the boys a bigger and 
broader view of the opportunities which lay before them and of 
the possibilities which might result if they were to follow their 
work in the right spirit. The title of the address was "Making 
Heroes.” “Choose to be heroes,” said Mr. Basford, “in the 
heroism of simple honesty in the work which shows and in that 
which lies concealed, that you may look back in years that are 
to come, proud that you have done an important part in making 
the Chicago & North Western a better railroad. To see what 
is right and not to do it, is want of courage.” The address was 
enthusiastically received. 


A. S. M. E. BOILER CODE 
The boiler code committee of the American Society of Me- 
chanical Engineers has made a final report on this subject, which 
has been accepted by the council. This final report is the result 


RAILROAD CLUB MEETINGS 
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Club Mesum Title of Paper Author Secretary Address 
Canadian ....... Mar. 9|Railway Advertising .... 0.2... cece eee eee Edward Hungerford.. James Powell....'St. Lambert, Que. 
Central eire Mar. 11 Rules of Interchange .............. eee. Committee Report.... Harry D. Vought. 95 Liberty St., New York. 
New England.. Mar.-9 Annua -Meene sores wies tes eder eme | Ok a Re OY A ee iw "Wim. Cade 683 Atlantic Ave.. Boston, Mass. 
New York....... Mar. 19 | Annual Electrical Night cede aw caalecce de (meee Y mx x LR aeg larry D. Mis 95 Liberty St., New York. 
Pittsburgh ...... Mar. 26 | Rules of Interchange......... 0.0000 cee ee ‘Committee poner: . J. B. Anderson... {207 Penn Station, Pittsburgh, Pa. 
ichmond ...... Mar. 8 | Railways and Agricultural Development....,F. H. La Baume.... F. O. Robinson... |C. & O. Ry.. Richmond, Va. 
St. Louis.. Mar. 12 | Methods of Wage Pavments.............. |F: H. Hamilton...... B. W. Frauenthal.|Union Station, St. Louis, Mo. 
South'n & S'w'rn. Mar. 18 | Relations Between Mechanical, Purchasing R. E. Smith, C. Pierce 

and Stores Departments .......... eee and W. D. Stokes.. A. J. Merrill..... Box 1205, Atlanta, Ga. 

Western. ........ Mar. NG cde cere aces quide mE D du Deci ey acne c UR Frank es umyes . Jos. W. Taylor...j|]112 Karpen Bldg., Chicago, Ill. 
Western. Canada..| Mar. 8|Fuel Oil in Extreme Climates............. T G. LeGrand.. . Louis Kon ...... Inox. 1707, Winnipeg, Man. 
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of the work of the original committee, of which John A. Stevens 
is chairman, and an advisory committee consisting of engineers 
representing various phases of the design, installation and opera- 
tion of boilers. This advisory committee included the follow- 
ing representatives from the railway field: F. H. Clark, general 
superintendent of motive power of the Baltimore & Ohio; A. L. 
Humphrey, vice-president and general manager of the Westing- 
house Air Brake Company; H. H. Vaughan, assistant to vice- 
president, Canadian Pacitic Railway, and W. F. Kiesel, Jr., as- 
sistant mechanical engineer of the Pennsylvania Railroad. The 
code is considerably shorter than when originally brought out 
by the committee; and the rules laid down in it, of course, do 
not apply to boilers which are subject to federal inspection and 
control. The original committee and the advisory committee 
have been continued as one and will meet once a year in order to 
make any changes that advances in practice may make necessary. 
At these meetings will also be taken up any change which may 
seem necessary in a rule because it works unnecessary hardship 
on any particular class of boiler makers or users. 


MEETINGS AND CONVENTIONS 


American Society for Testing Materials —The eighteenth 
annual meeting of the American Society tor Testing Materials 
will be held at the Hotel Traymore, Atlantic City, N. J., on June 
22-26, 1915. 


Air Brake Assoctation—The twenty-second annual conven- 
tion of the Air Brake Association. will be held at the Hotel 
Sherman, Chicago, Ill, Tuesday, May 4, 1915. Committees will 
report on the Accumulation of Moisture and its Elimination 
from Trains and Yard Testing Plants, Adequate Hand Brakes 
on Heavy Passenger Equipment Cars, Need of Efficient Clean- 
ing and Repairing of Freight Brakes, What Shall We Do to 
Improve the Present Pneumatic Signal Device, Difficulties the 
Railroad Companies Encounter in Endeavoring to Run 100 Per 
Cent Operative Brakes in Freight Service, and M. C. B. Air 
Brake Hose Specifications. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of meeting of mechanical associations. 

Aim Brake AssociATION.— F. M. Nellis. 53 State St., Boston, Mass. 
venticn, May 5-7, 1915, Hotel Sherman, Chicago. 

AMERICAN RatLroap MASTER TINNERS, COPPERSMITHS AND PIPEFITTERS’ 
AssociATION.—W. E. Jones, C. & N. W., 3814 Fulton street, Chicago. 
Annual meeting, Chicago. 

AMERICAN Railway Master MEcHAN CS! ÁssociATION.—J].. W. Taylor, Kar- 
en building, Chicago. Convention, June 9-11, 1915, Atlantic City, 


Con- 


AMERICAN RatLway Toor FoREMEN's Assoctation.—Owen D. Kinsey, Illi- 
nois Central, Chicago. Convention, July 19-21, 1915, Hotel Sherman, 
Chicago. 

AMERICAN SOCIETY FOR Testing Markniars.— Prof. E. Marburg, University 


of Pennsylvania, Philadelphia, Pa. Converticn, June 22-26, 1915, 
Hotel Traymore, Atlantic City, N. J. 

AMERICAN SOCIETY OF MECHANICAL ENciNEERS.— Calvin W. Rice, 29 W. 
Thirty-ninth street, New York. Annual meeting, December 7-10, 
1915, New York. 

Assoctation or Rattway Evecrricar ENGiNEERS.—Toscph A. Andreucetti, 


C. & N. W., Room 411, €. & N. W. Sta., Chicago. 
October, 1915. 

Car FoREMEN's Association oF CHuicaco.—- Aaron Kline, 841 North Fiftieth 
Court, Chicago: 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

CHIEF INTERCHANGE Car Inspectors’ AND Car FoREMEN’S ASSOCIATION, — 
S. Skidmore, 946 Richmond street, Cincinnati, Ohio. 

INTERNATIONAL RaiLway Fvrr <Assocration.- C. G. Hall, 922 McCormick 
building, Chicago. Convention, May 17-20, 1915, Chicago. 

INTERNATIONAL RartL wav GENERAL ForeweN’s Association,— William Hall, 
1126 W. Broadway, Winona, Minr. Convention, July 13-16, 1915, 
Hotel Sherman, Chicago. 

INTERNATIONAL RAILROAD Master BLACKSMITHS’ AssociatTion.-—A. L. Wood- 
worth, Lima, Ohio. Convertion, August 17, 1915, Philadelphia. Pa. 

Master Borrer MAKERS’ .Association.—Harry D. Vought, 95 Liberty street, 
New York. Convention, May 26-28, 1915, Chicago, Ill. 

Master Car Buitpers’ Association, T. W. Taylor, Karpen building, Chi- 
cago. Convention, June 14-16, 1915, Atlantic City, N. J. 

Master Car asp Locomotive Painters’ Assoc. oF U. S. anp CaANADA.— 
A. P. Dare, B. & M., Reading, Mass. Convention, September 14-17, 

Detroit, Mich. 

NIAGARA FRONTIER Car MEN's. Assocration.—E. Frankenberger, 623 Bris- 
bane buildirg. Buffalo, N. Y. Meetings monthly. 

RaiLROAD Master Tinners, CorprersMITHS AND PIPEFITTERS’ AssoctATION.— 
U, G. Thompson, C. & E. L, Danville, Ill. Annual meeting, May, 
1915. 

RaiLway SrogERFEPERS' .Assocration.—J]. P. Murphy, Box C, Collinwood, 
Ohio. Convertion, May 17-19, 1915, Hotel Sherman, Chicago. 
TRAVELING FNcINEERS’ .\ssocration.—W,. O. Thompson, N. Y. C. &H. R., 
East Buffalo, N. Y. Convention, September, 1915, Chicago, Ill. 


Annual meeting, 
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PERSONALS 


It ts our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance tiat our readers may give us in helping 
to bring this about. 


GENERAL 


A. R. Ayers, who was general mechanical engineer of the 
Lake Shore & Michigan Southern ane other New York Central 
lines west of Buftale with office at Chicago, has been appointed 
principal assistant engineer of the New York Central, general 
duties car design and construction, with headquarters at New 
York. 


R. M. Brown has been appointed assistant engineer, in charge 
of engineering and drafting at the locomotive and car shops of 
the New York Central, with headquarters at Cleveland, Ohio. 


Joseren CHIDLEY, assistant superintendent of motive power and 
rolling stock of the New York Central with headquarters at 
Cleveland, Ohio, now has jurisdiction over the Illinois division. 


F. S. GALLAGHER has been appointed assistant engineer, in 
charge of car design and specifications of the New York Central, 
with headquarters at New York. 


W. B. Geiser, who was acting chemist and engineer of tests. 
of the New York Central & Hudson River at West Albany, 
N. Y. has been appointed assistant chemist and engineer of 
tests of the New York Central at West Albany. 


P. P. Mirtz, who was mechanical engineer of the Lake Shore 
& Michigan Southern at Cleveland, Ohio, has been appointed 
assistant engineer, in charge of locomotive design and specifica- 
tions, of the New York Central, with headquarters at New 
York. 


E. F. NEEDHAM, superintendent of the locomotive and car de- 
partments of the Wabash, has removed his office from Springfield, 
IL, to Decatur. 


P. RoovEMonE has been appointed mechanical engineer of the 
International & Great Northern, with office at Palestine, Texas. 


H. E. SuiTH, who was chemist and engineer of tests of the 
Lake Shore & Michigan Southern at Collinwood, Ohio, has 
been appointed chemist and engineer of tests, with supervision 
over laboratories and material inspection, of the New York 
Central, with headquarters at. Collinwood, Ohio. 


G. WuirELEY, master mechanic of the Alberta division of the 
Canadian Pacific. at Calgary, Alta., has been appointed assistant 
superintendent of motive power of the Eastern Lines, with head- 
quarters at Montreal, Que. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


S. T. AnMsTRONG has been appointed master mechanic of the 
International & Great Northern at Palestine, Tex., succeeding 
T. Windle, resigned. 


E. J. Bryant, general foreman of the International & Great 
Northern at Houston, Tex., has been appointed master mechanic 
at Mart, Tex. 


A. F. Caskey has been appointed road foreman of equipment 
of the Des Moines Valley division of the Rock Island Lines, and 
that part of the Dakota division between Valley Junction and 
Gowrie, with headquarters at Valley Junction, Ta. 


A. E. Dares has been appointed district master mechanic of 
the Canadian Pacific at Brandon, Man., succeeding L. G. Fisher. 


L. G. Fisher, formerly district master mechanic of the Ca- 
nadian Pacific at Brandon, Man., has been appointed district 
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master mechanic at Cranbrook, B. C., succeeding A. Sturrock, 
promoted. 


J. T. FrAviN has been appointed master mechanic of the Illi- 
nois division of the New York Central at Gibson, Ind. 


GEcRGE S. GRAHAM has been appointed master mechanic of the 
Pennsylvania division of the Delaware & Hudson at Carbondale, 
Pa, succeeding John J. Reid, transferred. 


N. M. Barker, whose appointment as master mechanic in 
charge of the mechanical and supply departments of the Copper 
Range Railroad at Houghton, Mich., has been announced in 
these columns, entered 
railroad service as a ma- 
chinist apprentice and 
was employed as a ma- 
chinist for several years 
on western roads, during 
which time he prepared 
himself for college. He 
entered the University of 
Arizona at Tucson, 
where he specialized in 
mechanical engineering, 
and at the same time 
was engaged as instruct- 
or in machine shop prac- 
tice. Upon leaving col- 
lege he again entered 
railway service as ma- 
chine shop foreman of 
the Cerro de Pasco Rail- 
way at Cerro de Pasco, 
Peru, and was later ap- 
. pointed assistant master 
mechanic of this road. Mr. Barker left this position to return to 
the United States, where he again took up railway work, being 
emploved as a draftsman on the Nevada Northern at Ely, Nev. 
He left this road to become superintendent of construction for 
the A. Hughes Construction Company, Denver, Colo., and for 
the past several years has been engaged in this capacity on gen- 
eral engineering work in the West. He severed his connection 
with this company on his appointment as master mechanic of 
the Copper Range as above noted. 


N. M. Barker 


W. H. Ketter has been appointed assistant master mechanic 
of the Baltimore & Ohio Southwestern, at Cincinnati, Ohio, 
succeeding A. E. McMillan. 


C. Kyle has been appointed master mechanic of the Atlantic 
division of the Canadian Pacific at St. John, N. B. 


A. E. McMILLan, assistant master mechanic of the Baltimore 
& Ohio Southwestern, at Cincinnati, Ohio, has been appointed 
master mechanic of the Indiana and Illinois divisions, with 
headquarters at Washington, Ind. 


Jeux J. Rem, master mechanic of the Pennsylvania division 
of the Delaware & Hudson at Carbondale, Pa. has been ap- 
pointed master mechanic of the Susquehanna division, with 
headquarters at Onconta, N. Y., succeeding William Malthaner. 


H. SELrRIDGE, formerly general foreman of the Oregon Short 
Line at Salt Lake Citv, Utah, has been appointed master me- 
chanic of the Nevada Northern at East Ely, Nev. Mr. Sel- 
fridge was born on July 12, 1872, at Brownsville, Minn., his 
Parents soon afterward moving west and settling in Oregon. 
After receiving a high school education he became a machinist 
apprentice in Tacoma, Wash., finishing with a special course 
of one year in the boiler shop. He then entered the service of 
the Central Pacific at Sacramento, Cal., as a locomotive fireman. 
In 1898 he was promoted to engineman, in which capacity he 
was employed on various divisions of the Southern Pacific 
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until the fall of 1905, when he left the service to engage in other 
business. Mr. Selfridge subsequently re-entered railway work, 
being employed in the locomotive service of the San Pedro, 
Los Angeles & Salt Lake, the Denver & Rio Grande and the 
Union Pacific until April, 1907. He then entered the service 
of the Oregon Short Line as district foreman, and has since been 
connected with that road in various capacities until his appoint- 
ment as master mechanic of the Nevada Northern, as noted 
above. 


A Sturrocr, district master mechanic of the Canadian Pacific 
at Cranbrook, B. C., has been appointed master mechanic of the 
Alberta division at Calgary, Alta.. succeeding G. Whiteley. 
promoted. 


E. B. Van AKIN has been appointed road foreman of equip- 
mcut of the Minnesota division of the Rock Island Lines at 
Manly, Iowa. 


A. YouNc, roundhouse foreman of the Chicago, Milwaukee & 
St. Paul, at Chicago, has been appointed district master mechanic 
at Milwaukee, Wis. 


W. MALTHANER. whose appointment as master mechanic of 
the Baltimore & Ohio at Newark, Ohio, was announced in these 
columns last month, was born at Salem, N. Y.. August 4, 1874. 
He entered railroad 
service as a machinist 
apprentice on the Dela- 
ware & Hudson at Green 
Island, N. Y. in 1889, 
and at the end of four 
years was made a gang 
foreman in the same 
shop, serving in this ca- 
pacity on various classes 
of work until 1896. He 
then left railway work 
and served as a machin- 
ist for the General Elec- 
tric Company and other 
manu facturing compa- 
nies for two years, when 
he again entered the 
Green Island shops of the 
Delaware & Hudson as 
foreman of the air brake 
department. In 1900 he 
became terminal fore- 
man of the same road at Schenectady, N. Y. and after two 
years in this capacity was appointed general foreman at Platts- 
burgh, N. Y. In 1904 he was made division master mechanic 
of the Saratoga & Champlain divisions of the Delaware & Hud- 
son, which position he occupied until 1912, when he was trans- 
ferred to the Susquehanna division. lle leaves this position to 
enter the service of the Baltimore & Ohio. 


W. Malthaner 


CAR DEPARTMENT 


A. Berc has been appointed general foreman, car department 
of the New York Central at Wesleyville, Pa., succeeding O. 
Blodd, transferred. 


O. Bicpp, formerly general foreman of the car department of 
the New York Central at Wesleyville, Pa., has been transferred 
to Sandusky, Ohio, as general car foreman at that point, succeed- 
ing R. A. Fitz, transferred. 


R. A. Fitz, formerly general car foreman of the New York 
Central at Sandusky, Ohio, has been transferred to Nottingham, 
Ohio, as general car foreman. 


W. B. McNiece, formerly car foreman of the Grand Trunk 
Pacific at Jasper, B. C., has been appointed car foreman at 
McBride, B. C. 
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T. Srvence, formerly car foreman of the Canadian Pacific at 
Fort William, Ont., has been appointed gencral car foreman at 
Vancouver, B. C., succeeding W. C. Hodgson. 


GrogmcE THoMrsoN, district master car builder of the New 
York Central at Englewood, lil, has had his jurisdiction ex- 
tended over the Illinois division. 


SHOP AND ENGINE HOUSE 


E. BLoox has been appointed shop demonstrator and chief ap- 
prentice instructor, of the Chicago & North Western at Chi- 
cago, Ill, succeeding E. H. Morey. 


Georce H. Laycock has been appointed locomotive foreman of 
the Grand Trunk Pacific at Endako, B. C., succeeding George 
McNeil. 


C. LunpsBurc has been appointed roundhouse foreman of the 
Chicago, Milwaukee & St. Paul at Chicago, succeeding A. Young. 


Joun McRae, locomotive foreman of the Canadian Pacific at 
Revelstoke, B. C., has been appointed shop foreman at Kam- 
loops, B. C., succeeding G. Dillard. 


E. H. Morey, shop demonstrator and chief apprentice in- 
structor, has been appointed foreman of the new erecting and 
machine shop of the Chicago & North Western, at Chicago, Ill. 


J. A. Mircur.r has been appointed locomotive foreman of the 
Grand Trunk Pacific at Biggar, Sask., succeeding A. S. Wright. 


C. M. NewMan has been appointed superintendent of shops 
of the Baltimore & Ohio Southwestern at Washington, Ind. 


COMMISSION APPOINTMENTS 


Walter Alexander, who has just been appointed a member 
of the Railroad Commission of Wisconsin, has for the past 13 
years held positions as assistant district master mechanic and 
district master mechanic 
at Minneapolis and Mil- 
waukee of the Chicago, 
Milwaukee & St. Paul 
The law creating the 
Railroad Commission re- 
quires that one member 
be familiar with trans- 
portation conditions and 
problems, and it was 
Governor Philipp's idea 
that a man who has had 
practical experience in 
railroad operation, as 
well as a technical train- 
ing as a mechanical en- 
gineer, would be best 
suited for the position. 
Mr. Alexander was born 
in Glasgow, Scotland, and 
went to Milwaukee in 
1873. After receiving a 
common school educa- 
tion he served an apprenticeship as a machinist and drafts- 
man with the Chicago, Milwaukee & St. Paul, and was also 
employed as a fireman on that road. While so employed 
he prepared himself for college and entered the University of 
Wisconsin in 1893, graduating in the mechanical engineering 
course in 1897; and he received a second degree in engineering 
the following year. After three years’ instructional work in 
engineering at the University of Wisconsin, one year at Armour 
Institute and one at the University of Missouri he returned to 
railroad service as assistant district master mechanic of the 
St. Paul at Minneapolis. Two years later he was transferred 
to Milwaukee to a similar position, and later was made district 
master mechanic, which position he has held up to the present. 


Walter Alexander 
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SUPPLY TRADE NOTES 


Jed O. Gould, general superintendent and works manager 
of the Gould Coupler Company, at Depew, N. Y., died Friday, 
February 19, at Buffalo, N. Y. 


The Zug Iron & Steel Company, Pittsburgh, Pa., has been 
acquired by Jos. T. Ryerson & Son, Chicago. The plant is 
to be dismantled and a warehouse will be erected on the site. 


George T. Merwin, formerly with the W. W. Butler Com- 
pany, Ltd., Montreal, Que., has been appointed general sales 
manager of the Canadian Car & Foundry Company, Montreal, 


Que. 


The Fairmont Machine Company, Fairmont, Minn., has 
changed its name to the Fairmont Gas Engine & Railway 
Motor Car Company, and has increased its authorized capital 
stock to $1,000,000. 


George Gibson Barret, formerly general manager of the 
Cleveland Drop Forge Company, and at one time connected 
with the American Locomotive Company, died at his home in 
Commack, L. I., on February 16. 


James S. Llewellyn has been elected secretary, and Paul 
Llewellyn treasurer of the Chicago Malleable Castings Com- 
pany. James S. Llewellyn will continue to hold the office of 
works manager at the West Pullman works. 


John H. Trent, formerly railroad representative of the H. 
W. Johns-Manville Company, New York, at St. Louis, Mo., 
has been transferred to New Orleans, La., as branch manager, 
and has been succeeded at St. Louis by W. B. Mallette. 


C. B. McElhany, assistant general manager of sales of the 
Cambria Steel Company, has been appointed general manager 
of sales, succeeding J. Leonard Replogle, who has resigned 
to enter the service of the American Vanadium Company. 


Wiliam H. Kinney, formerly master mechanic of the New 
York, Ontario & Western at Carbondale, Pa., has entered the 
railroad sales department of the Dearborn Chemical Company, 
Chicago, and will have headquarters at the company's New 
York office. 


C. H. Rhoader, who has been connected with the St. Louis 
Surfacer & Paint Company, St. Louis, Mo., for four years, and 
with the Valentine Varnish Company for two years, was re- 
cently appointed western railway representative of the Kay & 
Ess Company, Dayton, Ohio. 


C. F. Quincy, president of the Q & C Company, New York, 
has acquired the entire capital stock of the Railway Appliances 
Company, Chicago, formerly owned by Percival Manchester. 
The business of the Railway Appliances Company will hereafter 
be operated by, and in the name of the Q & C Company. 


W. S. Ottinger, district sales manager of the Cambria Steel 
Company, has been appointed assistant general manager of 
sales, effective March 1, to succeed C. B. McElhany, promoted. 
Mr. Ottinger will be succeeded as district sales manager by F. J. 
Krouse. Albert S. Johnson will become assistant district sales 
manager, succeeding Mr. Krouse. 


Due to the existence of a battery jar marketed under the 
name "Titan," and the fact that any battery using these jars 
might appear as a Titan battery, the Titan Storage Battery 
Company, Newark, N. J., has changed its name to the General 
Lead Batteries Company. No change whatever in owner- 
ship, officers or policy is involved. The change is made 
merely to avoid confusion. 


Charles E. Poyer has been appointed assistant general sales 
manager of the Edison Storage Battery Company, Orange, 
N. J. Mr. Poyer has been with the Edison interests for about 
four vears, having served first on the personal engineering 
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staff of Mr. Edison in the development of special applications 
of the alkaline battery, and later as assistant advertising man- 
ager. For the past two years he has been manager of the 
house lighting department. 


James F. McElroy, president of the Consolidated Car Heat- 
ing Company, Albany, N. Y., died at Laconia, N. H., on 
February 10. Mr. McElroy was prominent as an inventor and 
business man, and was identified with several of Albany’s 
banking and mercantile institutions. He was born in Green- 
neld, Ohio, November 25, 1852, and was graduated from 
Dartmouth College in 1876. For four years following Mr. 
McElroy was the principal teacher of the Indianapolis Institu- 
ton for the Blind. and then for seven years was superin- 
tendent of the Michigan Institution for the Blind. In 1887 
he organized the McElroy Car Heating Company, operating 
its own patents. Two years later it was combined with the 
Sewall Car Heating Company. 


J. Leonard Replogle, vice-president and general manager of 
sales of the Cambria Steel Company, since September, 1912, has 
resigned, effective March 1, to accept the position of vice- 
president and general 
manager of sales of the 
American Vanadium 
Company. Mr. Replogle 
has been in the service 
of the Cambria Steel 
Company for approxi- 
mately 26 years. He was 
born in Bedford county, 
Pa., on May 6, 1876, and 
was educated in the pub- 
lic schools of Johnstown. 
He entered the employ 
of the Cambria Steel 
Company as an ofhce 
hoy when he was but 13 
years of age and served 
successively as clerk, 
shipper, assistant super- 
intendent of the axle 
department, superintend- 
ent of the forge, axle 
and bolt departments, as- 
sistant to the assistant general manager, superintendent of the 
order department, assistant general manager, assistant to presi- 
dent and vice-president and general manager of sales. Mr. Rep- 
logle will have offices at New York and Pittsburgh. 


J. L. Replogle 


H. Ward Leonard. president of the Ward Leonard Electric 
Company, Bronxville, N. Y., died suddenly of apoplexy, as he 
was about to attend a banquet of the American Institute of 
Electrical Engineers at the Hotel Astor, New York, on 
Thursday. February 18. Mr. Leonard was a prominent elec- 
trical engineer and inventor. He was born in Cincinnati on 
February 8, 1861. Ile graduated from the Massachusetts 
Institute of Technology, and when he was 23 years of age 
became associated with Thomas A. Edison as a member of 
Mr. Edison’s staff of fonr engineers selected to introduce the 
Edison Central Station System. When he was 26 years of 
age he became general superintendent of the Western Electric 
Light Company at Chicago. The following year he formed 
the firm of Leonard & Izard, which made many important 
installations of central stations and electric railways. In 1889, 
when the firm was bought out by the Edison interests, Mr. 
Leonard became general manager of the combined Edison 
interests for the United States and Canada, with headquariers 
in New York. In 1891 he completed his inventions of the 
Ward Leonard system of motor control, and later introduced 
several other important inventions in the electrical field. 


J. A. McFarland has been appointed southwestern district man- 
ager of the Bird-Archer Company, Chicago, with headquarters in 
the Frisco building, St. Louis, Mo. Mr. McFarland was born on 
October 23, 1880, at 
Mendota, lll. After tn- 
ishing his common school 
education he entered the 
University of Illinois, 
from which he graduated 
in 1903, having special- 
ized in chemistry. He 
began railway work in 
May of the same year in 
the chemical department 
of the Atchison, Topeka 
& Santa Fe, at Topeka, 
Kan. On January 1, 
1904, he became assistant 
in the testing depart- 
ment of the Chicago & 
North Western. In Feb- 
ruary, 1905, he became 
chief chemist of the 
Missouri Pacific, in which 

J. A. McFarland position he remained un- 

til May, 1909, when ke 

took charge of the St. Louis office of the Dearborn Chemical 

Company, Chicago, looking after the latter’s railroad business in 

that territory. łn July, 1911, he left that company to become 

chemist and engineer of tests of the Frisco System, and was 

later connected with the Standard Railway Equipment Com- 

pany, New Kensington, Pa., until his recent appointment with 
the Bird-Archer Company, as noted above. 


Lyndon F. Wilson, vice-president of the Railway List Company, 
Chicago, has resigned to become vice-president of the Bird- 
Archer Company, Chicago, effective April 1, 1915. Mr. Wil- 
son was born at Rush 
Lake, Wis. November 
4, 1883. He was edu- 
cated at Ripon College, 
Lawrence University. 
and the University oí 
Wisconsin. Before en- 
tering college, however. 
he was an operator in 
the office of his father 
on the Chicago, Milwau- 
kee & St. Paul. Later, 
after having had consid- 
erable machine shop and 
power plant experience, 
he became an engineer 
in the Department of 
the Interior of the United 
States government, after 
having passed examina- 
tions in steam, electricity 

L. F. Wilson and heating and venti- 
lating. After one vear 
in this service, he joined the engineering department of the 
Western Electric Company, and remained with the latter until 
the fall of 1908, when he became mechanical department editor 
of the Railway Review. In the spring of 1909 he became editor 
of the Railway Master Mechanic, and was subsequently given 
editorial charge of Railway Engineering, both being published 
by The Railway List Company, Chicago. He was promoted to 
the vice-presidency of this company in the summer of 1913. 
After April 1, Mr. Wilson will be located in the Chicago office 
of the Bird- Archer Company. 


- GATALOGS 


TuMBLERS.—The Whiting Foundry Equipment Co, Harvey, 
]l., has issued catalog No. 113 which is entirely given over to 
descriptions of the line of tumbiers manufactured by this company 
for use in various classes of foundry work. The catalog, which 
is well illustrated, will be sent free upon request. 


RASS FOUNDRY EovirMENT.—Catalog No. 114 of the Whiting 
Foundry Equipment Co, Harvey, lll, deals with the line of 
brass foundry equipment developed by this company. The line 
includes cranes, furnaces and tumblers as well as a line of tongs 
and shanks for handling crucibles. The catalog will be sent free 
upon request. 


Paint.—The first number of a publication to be known as The 
Scientist has been received from the Goheen Manufacturing 
Company, Canton, Ohio. It is intended to devote the space in 
this booklet to the advancement of the iron, steel and galvanized 
iron preservatives, as well as the water-proofing compound and 
damp-proofing paint of which the Goheen Manufacturing Com- 
pany is the maker. 


Vatves.—A 40-page catalog recently issued by the Ilomestead 
Valve Manufacturing Company, Homestead, Pa., deals with the 
different types of valves which this company manufactures. Il- 
lustrations and the principal dimensions of the different types 
are given and a cross-section showing the construction of the 
Homestead straightway valve is included on page 7, with de- 
tailed descriptive matter. 


VENTILATION.—A pamphlet has been issued by the American 
Blower Company, Detroit, Mich. entitled Ventilating the 
Fletcher Savings and Trust Company Building. It contains a 
brief description of the Sirocco ventilating system as applied to 
an office building in Indianapolis, Ind. A number of drawings 
are included showing the layout of the svstem and a number of 
types of Sirocco multiblade fans are illustrated. 


Paints.—The ninth edition of the Review of Technical Paints, 
by Frank P. Cheesman, has just been issued by Cheesman & 
Elliott, 100 William street, New York. This book contains 52 
pages, is illustrated and is intended to give anyone interested in 
metal painting the benefit of the long experience of this firm. 
Various kinds of paints are considered in detail and information 
given as to the best paint to use for any particular class of work. 


VALVE Gears.—A booklet recently received from the Southern 
Locomotive Valve Gear Company, Knoxville, Tenn. contains 
some interesting data regarding the Southern valve gear. <A 
number of indicator cards are included from locomotives fitted 
with this type of gear as well as data taken from the results 
of tests of locomotives to which this gear has been applied. H- 
lustrations of the gear itself as well as locomotives fitted. with it 
are included. | 


Tars AND Diks.— The Wiley & Russell Manufacturing Com- 
pany, Greenfield, Mass., has recently issued catalog No. 36, 
which deals with the screw cutting tools and machinery manu- 
factured by this company. It is a book of pocket size contain- 
ing 285 pages and besides illustrations and detailed information 
concerning the taps, dies. gages, etc, it contains, near the end, 
4 number of tables of decimal equivalents, standards for wire 
gage, metric screw threads, etc. 


SMALL) Turso-GENERATOR Sets.—The General Electric Com- 
pany, Schenectady, N. Y., has issued an attractive bulletin, 
No. 42010, describing in considerable detail the horizontal turbo- 
generator sets of small capacities. These machines are built in 
capacities ranging from 7 kw. to 320 kw. direct current, and 
100, 200 and 300 kw. alternat'ng current, and are used largely 
for supplying light and power in mills, machine shops, laundries, 
etc, as well as for train lighting. 
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Snow FLANGERS.—A 16 page booklet has recently been re- 
ceived from the Railway Appliance Company, Old Colony build- 
ing, Chicago, describing the improved type of Ray self-contained 
snow flanger, This device, which is applied directly to the loco- 
motive, is designed to keep the rail and flangeway clear of light 
snowfalls. It is also used on wedge plows for clearing the 
flangeway. The booklet is well illustrated and contains a num- 
ber of interesting photographs of snow-fighting scenes. 


WATER SorrENERs.— I he Harrison Safety Boiler Works, Phil- 
adelphia, Pa., has recently issued a 20-page leaflet devoted to the 
Sorge-Cochrane Hot Process Water Softening System. The 
process, which is based upon the fact that chemical reactions are 
more rapid and complete in hot water than in cold water, is de- 
scribed in the leaflet which also contains a brief treatise on the 
chemistry of water softening. The text is well supplemented by 
a number of diagrammatic views showing the operation of the 
softener. 


CENTRIFUGAL Pumps.—This is the title of a 64-page bulletin, 
No. 19, just issued by the Terry Steam Turbine Company, 
Hartford, Conn., giving details and data on various turbo- 
pump applications. The principles of operation and con- 
struction of the centrifugal pump are explained, as are de- 
tails of the steam turbine. Because of the wide latitude of 
speed possible with the turbine, the unit occupies a much 
smaller space than would be required for a pump performing 
the same duty but driven by a reciprocating engine. 


Mvur.riPogT VarvEs.—Cochrane Multiport Valves is the subject 
of a booklet of 72 pages just issued by the Harrison Safety 
Boiler Works, Philadelphia, which describes the multiport valves 
introduced by that company for back pressure rehef and vacuum 
service, flow service in connection with mixed flow turbines, and 
check valve service with bleeder or extraction turbines. The 
essential idea of the multiport valve is the use of a number of 
small discs instead of one large disc, in order to secure greater 
safety, quietness, lightness of moving parts and tightness. 


ENGINEERING CALCULATIONS.—This is the title of a 23 page 
booklet issued by Felt & Tarrant Manufacturing Company, Chi- 
cago, which deals with the application of the comptometer to cal- 
culating work in the drafting room and the estimating depart- 
ment for a variety of calculations involving addition, multiplica- 
tion, division and subtraction. It is well illustrated and contains 
numerous examples of the operations for which the machine is 
being used. The booklet will be of interest to those in charge 
of engineering offices and drafting rooms generally. 


Ramway Lig MarrniaL.— The General Electric Company has 
recently issued bulletin. No. 44,004, which forms an ordering 
catalog devoted to railway line material for direct suspension. 
This publication covers practically everything in line material for 
this method of suspension, except poles and wire. The parts are 
illustrated and each illustration is accompanied by the proper 
catalog numbers. The prices are not included. The bulletin 
contains also miscellaneous data relative to construction, over- 
head material per mile, general data on the use of solid copper 
wire and copper cable, dimensions of grooved trolley wire sec- 
tions, etc. 


PuMPs.—The National Transit Company, Department of Ma- 
chinery, Oil City, Pa., has just issued bulletins Nos. 1, 2, 4, 101 
and 301, all of which are contained in a neat binder and are 
devoted to its line of pumping machinery for general service re- 
cently added to the line of oil and gas pumping machinery which 
it has previously manufactured. In bulletin No. 1 are illustrated 
the pumps for different classes of service manufactured bv this 
company including the duplex. crank and fly-wheel direct steam 
driven and geared pumps; a line of gas engines and a line of 
pipe fittings. The other bulletins are each devoted to a particular 
class of service. 
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Plate Ihe design of plate springs is a subject in 

: which many railway mechanical meu have 
Spring a deep interest. It is one which has been 
Design almost entirely based upon theory with but 


little exact data of a practicable nature bv which to check or 
modify the formulas generally used. On arother page appears 
the first of a series of articles on Plate Springs by G. S. Chiles. 
These articles are based on the results of extensive tests and 
contain. much valuable data relative to the characteristics of 
various types of plate springs. The concluding article will be 
largely devoted to design and will contain recommendations for 
modifications in the present practice. 


Advice A few weeks ago George M. Basford, who 
is regarded as the father of modern railway 
to a. à 355 f " T l 
slop apprenticeship, made an address before 

Apprentices 


a meeting of the Chicago & North Western 
apprentices at Chicago. He took as his subject "Heroes," and 
clearly outlined the underlying principles which govern the de- 
velopment and advancement of ambitious voung men who desire 
to make good in the railway mechanical department organ- 
ization. The principles outlined in this article, which is given 
elsewhere in this issue, are, of course, equally true for young 
men who desire to advance in any other occupation or profes- 
sion. The unfortunate part of the whole business is that such 
a comparatively small number of the apprentices can be forced 
to stop and think and take advantage of advice of this sort. 
We hope that not only the young men who read the article will 
take it to heart, but that the older men who have charge of 
apprentices will bring it to the attention of the voung men and 
try to get them to realize its great importance to them if they 
intend to make a success of their work. We shall be glad also 
to hear from any of the apprentices as to their experiences in 
regard to apprenticeship and as to how, in their opinion, the in- 
struction which they are receiving and the schedules which they 
are following could be better arranged to meet the needs of 
railway shop apprentices of today. 


Reclaiming It is difficult to compare the performances 

ori of two different roads in reclaiming scrap. 

íi as the conditions are usually very different. 
Material 


The problem in most instances is a local 
one, and the fact that one road shows a saving in reclaiming 
certain classes of material does not necessarily mean that an- 
other road can obtain the same results. It does indicate pos- 
sibilities, however, and a study of the conditions under which 
one road operates its reclaiming plant may show the investi- 
gators hcw their plant might be improved. 

The selection of the foreman for a reclaiming plant is of 
prime importance. The peculiar characteristics of the work re- 
quire a man who is energetic and ingenious; he must be capable 
of exercising good judgment in the selection oí the material to 
be reclaimed and of developing methods to make it serviceable 
at the smallest possible cost. Such a man. with an ethcient and 
well-trained organization, will find no diffculty in showing that 
money can be saved in scrap reclamation. In addition, he must 
be supported by competent accountants. men capable of deter- 
mining very closely the cost of reclaiming the various ma- 
terials in order that he may know just where he stands. The 
desirability for this close supervision would indicate that better 
results can be obtained by having the reclamation work handled 
by a separate organization located preferably at some important 
shop point near the scrap market. 

The question has been raised as to whether this work should 
come under the stores or mechanical departments. Both are 
directly interested. It is the duty of the stores department to 
keep the purchase of material at the lowest point practicable 
and still carry enough material to meet the demands of the road. 
The mechanical department is interested in that it receives the 
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benetit of the money saved by reclamation. dt, therefore, be- 
hooves both departments to work together, regardless of which 
has direct control of the plant. The work itself is, of course, 
mechanical, and the mechanical men are more capable of deter- 
mining what can be done in the matter of reclamation. 

The question of investment in equipment for a reclaiming 
plant is also important. There may be just as much money 
lost in the operation of inefficient machines in the scrap shed as 
in the best shop on the system, and the use of inefhicient ma- 
chines may mean the difference between a proht and a loss in 
doing some of the work. 


The mental attitude of the workman toward 


Shop Craít i i : : 

C f his employer is an important item in shop 
DImHaee administration. In the railway shop par- 
Meetings ticularly there is often lacking that per- 


sonal feeling that many times naturally exists between the owner 
of a small industrial shop and his men. At all of the shops 
of the Illinois Central an effort has been made to bring the 
men into closer touch with the organization by the appointment 
of a shop craft committee. This committee is composed of rep- 
resentatives from each department or craft and meets monthly 
in the offce of the shop superintendent. .\t these meetings the 
general welfare of the men, the shop conditions, and safety are 
discussed with a view to determining at first hand just what 
complaints the men have, how their working conditions can be 
improved and to instil into their minds, through their. rep- 
resentatives, the necessity of doing their work with the idea of 
safety to themselves and their fellow workmen. It is explained 
that the shop is operated on a monthly appropriation basis, and 
that what they save in material will work towards an increase 
in what may he expended for labor, which may mean longer 
hours, with the accompanying increase in pay, or the employ- 
ment of more help. The men appreciate the fact that the 
company is seeking to improve their conditions, and in many 
cases they recommend improvements that are of direct economic 
advantage to the company. This practice has been in effect for 
some time and is regarded as an important feature in the shop 
administration. That the purpose of the committee may be 
more thoroughly understood by the men, cach member is ap- 
pointed for only two consecutive months, the members being ap- 
pointed by the men themselves. 


The general foreman of a large eastern 
shop aíter showing a visitor a number of 
examples which indicated clearly the high 
quality of the workmanship, said, “It 
doesn't cost any more to do work that way—and it doesn't come 
back." The conditions obtaining in railway shop work do not 
tend toward encouraging the highest quality of workmanship. 
Locomotives must be kept in service the greatest possible pro- 
portion of the time and transportation officers are wont to make 
frequent inquiry as to when certain engines will be ready, so 
that the shop staff is under a steady pressure in turning out 
work. There ts, therefore, an almost constant tendency, or 
perhaps it might be more properly termed temptation, to leave 
something undone or to shirk the method of its doing. Whether 
or not such practice is cheaper in first cost than if time and 
care were taken to produce a first class job, there can be no 
doubt that the after effects are expensive, for such work does 
"come back" in many ways. 

A brief consideration of one or two examples will show very 
plainly how expensive poor workmanship really is. A loco- 
motive that returns to the engine house from the vard because 
a cylinder cock that was booked off as O. K. refuses to stay 
closed, will cost much more in terminal delay to the engine 
and train crews alone than the expense of doing the job prop- 
erly and trying the cylinder cocks thoroughly at the shop to 
insure their working satisfactorily. The widespread effects of 
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any engine iailure are of such a nature that the direct cost can- 
not be counted, but it is safe to say that it would much more 
than pay for any work that would have prevented the failure. 
Under the bombardment of questions and requests for power 
that a foreman receives from the transportation ofhcers he would 
be superhuman if he did not permit some work to go out which 
could not be classed as good; but an hour or so added to the 
time an engine is in the shop is many times better than an en- 
gine failure. The trainmaster who complains of the length of 
time a locomotive is held under repairs would complain much 
more strenuously if the same engine were hurried out and as a 
result gave up a train on the road. In either case the shop 
foreman is the victim, but it is a great deal easier to explain a 
shop delay caused by an effort to prevent an engine failure than 
it is to explain neglected work which resulted in a failure. The 
wise foreman will see to it that his work "doesn't come back." 


The function of an engine house organ- 
ization is to take the locomotives as they 
come from the trains, make the necessary 
repairs and prepare them for service as 
quickly as possible. In the movement of a locomotive through 
the routine of a mechanical terminal there are two or three 
points to which. we believe greater attention should. be given 
than is the general practice. With regularly assigned engines. 
which have to lie at a terminal a certain length of time as a 
minimum, tke quicker the work which is done outside the engine 
house is completed, the more time there will be available for 
the more important work which is done inside. In the case of 
pooled engines all of the work must be done as quickly as pos- 
sible; so that in general it can be stated that despatch should 
be used in getting locomotives by the coaling plant and over the 
ashpit. The work of coaling can be done with but slight delay 
if the equipment is modern; but at an engine house with out-of- 
date facilities, co-operation with the shopmen is necessary if 
serious delays are to be avoided. For instance, if an engine is 
hfth or sixth in the line at the coaling plant and the boiler wash- 
ing gang 1s doing nothing pending its arrival in the engine house, 
the foreman, if he 1s a man who keeps in close touch with his 
organization, will order that engine to the ashpit and thence to 
the house without coal, leaving the work of coaling to be taken 
care of on the way out, and if necessary having the firing up 
done enough earlier to provide for this. 


Handling 
Locomotives 
at Engine Houses 


At the ashpit, while speed ts desirable, care must be taken 
not to make improper use of the blower and the injectors, and 
at the same time to carefully clean the fire, or dump it if that is 
necessary, so that the grates will be left clean. Here again, by 
keeping in touch with the shopmen, considerable time can be 
saved. An engine requiring boiler work can be blown down 
while on the ashpit to a pressure just sufficient to work the en- 
gine over the turntable, and a saving both in time and in water 
ean be effected by not working the injectors. 

Stress is laid on the quick handling of the outside work, first 
because a machinist or a boilermaker cannot tell until he has 
had a chance to carefully examine the work entered in the work 
book, whether it is likely to result in a long job or a short one. 
There may be some hidden trouble which was not apparent to 
the engineman or inspector who made the work report, and if 
such is the case all the time which is available may be neces- 
sary to get the engine ready for service again. Second. the 
repairing. of locomotives is the most important part of the ter- 
minal work and the more time given to it, the better the work 
is likely to be done. An engine house staff should, therefore. 
he provided with an ample number of capable hostlers and ashpit 
men to reduce to a minimum the time that locomotives stand 
outside the shop after their arrival. This is particularly true in 
the winter months, when it is an easy matter for them to freeze 
up or develop leaky tubes, causing added trouble and expense, 
and probally delay. 


April, 1915 


We have grown so accustomed in the United 
States to steel cars in passenger trains 
that we now take them as a matter of 
course. The public demand for steel cars 
was met—or at least a start was made toward meeting it— 
almost before it was made and there are now few roads of im- 
portance in. this country that do not operate steel passenger 
train cars in considerable numbers. Some of the mistakes made 
in the designing of the first cars have been discovered, and are 
bheing remedied in later designs; but there is still room for 
improvement in some of the designs of steel cars now in serv- 
ice, particularly as regards noise and heating. In Canada, where 
the winter temperatures are much more severe than those en- 
countered in. general in the United States, the Canadian Pa- 
cine has placed in service a number of steel cars which it is 
understood are proving satistactory from the standpoint of tem- 
perature, both in summer and winter. These cars were de- 
senbed in the Railway Age Gazette, Mechanical Edition for 
May. 1914, pave 237. 

In deciding on the use of steel cars consideration must be 
given to the facilities available for repairs, and the officers of a 
road on which it will be necessary to go to the expense of 
bulding and equipping a shop for repairs to steel passenger 
equipment if that type of car is adopted, are likely to move 
slowly, particularly under present conditions. Conironted with 
the necessity for new equipment in the Montreal suburban serv- 
xe, the officers of the Grand Trunk developed a car design of 
special interest at this time, when the all-stecl car has become 
su common. This car is described elsewhere in this issue. In 
order to produce a car with ample strength, which could be 
kept comiortable in all temperatures and be repaired with the 
facilities now available on the road, a design was adopted hav- 
mg a steel frame and ends, and reinforced and finished. with 
word. The danger from fire was carefully considered; but 
even an all-steel car cannot be made entirely fireproof because 
of the upholstery, and with steam heat and electric light the 
danger of fire should be small except in the case of telescoping 
over the locomotive firebox, a danger which should be slight in 
this case. 

First consideration would lead to the belief that such a car 
would be unusually heavy. but although the length of the car 
tody is 70 ft., the weight is but 137.000 1b., which with a seat- 
mg capacity of 96 gives a dead weight per passenger of 1.427 Ib. 
This figure is below the average for all-steel cars, this being 
about 1,500 1b.. while the minimum is in the neighborhood of 
1.890 Ib. The use of heavier locomotives makes it possible to 
haul seven of the new cars in a train, giviug a total seating 
capacity of 672 as against 250 in the previous five-car trains, 
the dead weight per passenger in the latter being 1.500 1b. 


Steel Frame 
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NEW BOOKS 


The Electric Furnace in Metallurgical Work. By Dorsey A. Lyon, Robert 
M. KReerey and Joseph F. Cullen. 190 pages, 6 in. by 9 in. Bound 
m paper, Ilustrated. Published by the Department of the Interior, 
Bureau of Mines, Washington. D. C. 
This book is hulletin No. 77, published by the Bureau of Mines 
end is divided into three parts. Part I treats of the design, con- 
struction and operation of electric furnaces. Part I]. of the 
smelting of metals in the electric furnace and Part III of the 
manufacture of ferro-alloys in the electric furnace. The bulletin 
mittee and is a revision of the questions and answers previously 
Issued by this association. 


Steam Charts. By F. O. Ellenwood, assistant. professor of [leat Power 


Engineering. Cornell University. 91 pages, 7 in. by 914 in. Bound in 
cloth. Published by John Wiley & Sons, Inc. 432 Fourth avenue, 
New York. 


This hook was prepared for the use of engineers, teachers and 
students who are called upon to solve problems involving the 
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properties of steam, both wet and superheated. For the steam 
tables usually employed in such work charts have been sub- 
stituted; with total heat and specific volume as the co-ordinates 
sets of constant temperature, constant pressure, constant qual- 
ity, constant superheat and constant entropy curves have been 
plotted. "Ihe graduations have been arranged on a decimal 
basis, thus ‘facilitating interpolation between the values plotted 
on the chart. The use of a single chart to include the total 
range of pressures and temperatures to be met in engineering 
practice would be extremely awkward. Such a chart in folder 
form when in use would take up the large part of the top of a 
desk. Aside from this disadvantage it would soon become worn 
at the folds and its serviceability greatly impaired. The au- 
thor has therefore chosen to divide the chart into a number of 
sections, cach section being subdivided horizontally into an up- 
per and lower part, which are placed on facing pages. These 
pages are preceded by an index chart showing the various sec- 
tions in their proper relative position and showing the range 
of values for the variables on each section, by referring to which 
the proper section to use in any specilic case is readily deter- 
mined. About half of the volume is devoted to problems, the 
solutions of which are worked out by the use of the charts. 
The introduction contains a brief statement of fundamental 
principles, these being included for the benetit of those wishing 
a brief review of thermo-dynamics, and an explanation of the 
use of the charts. In addition to the steam charts the book 
contains tables of barometric corrections and theoretical steam 
velocities. The graphic presentation of data possesses 
eral advantages over the use of tables and the principal objection 
to the use of charts—the dithculty of securing sufficient range in 
practicable space Jimitatrons—has been. admirably met by the 
author in this volume. 


sev- 


Examination Questions and Answers. Compiled by a committee of the 
Traveling Engineers! Asscciation. 205 pages, 4!j in. by 6% in. 
Bound in cloth. Published by the Traveling Engineers’ Association, 
W. O. Thompson, East Buffalo, N. Y., secretary. Price $1 per copy, 
or 65 cents per copy in lots of five or more. 

These questions and answers are for firemen seeking promotion, 
and for new men to be employed. They were compiled by a 
committee of the Traveling Engineers’ Association, of which 
W. H. Corbett, division master mechanic of the Michigan Cen- 
tral, was chairman. The book is divided into three series, the 
first series containing examination questions and answers on 
which the iremen will be examined at the end of the first year. 
The second series is for the second year examination, and the 
third series is questions and answers which the firemen will be 
expected to know before being promoted to the position of en- 
gineer. The first series deals with the fireman’s duties and in- 
cludes considerable information on the combustion of fuel and 
the proper method of tiring. A few questions are also given 
concerning the air brake. 

The second series of questions also contains instructions as 
to the proper method of firing and deals with problems in boiler 
maintenanee and construction with which the fireman should be 
familiar. It also contains information regarding injectors and 
lubricators. Further questions are also asked concerning air 
brakes, and the subject of oil burning locomotives is gone into 
quite thoroughly. The third series covers the duties of an engi- 
neer and gives considerable information regarding the main- 
tenance of the machinery of a locomotive while on the road. 
This series also includes information regarding break-downs. 
Compound locomotives are considered in some considerable de- 
tail, as are the Walschaert and Baker-Pilliod valve gears, lubri- 
cators, and electric head lights. The different types of air 
pumps and air brake apparatus on locomotives are also con- 
sidered in considerable detail, 151 questions being asked on this 
subject. This book was most carefully compiled by the com- 
mittee and is a revision of the questions and answers previously 
Issued by this association, 


HEAVY 2-10-2 TYPE LOCOMOTIVE 


Erie Engine Has 63 in. Drivers, 31 in. by 32 in. 
Cylinders and Total Engine Weight of 407,700 Ib. 


A large locomotive of the 2-10-2 type has recently been more & Ohio locomotives. In the following table is a com- 
placed in service by the Erie Railroad. It was built by the parison of the leading dimensions of these locomotives: 
Baldwin Locomotive Works and is slightly heavier than the Road 


dua aA oS voa RARER R CERES Par ai RN BP. & O. Erie 
locomotive { 1 r il , v th san -ompany Tractive effort. oos $5.05 coe Sb ew bees 84,500 Ib. 83,000 Ib. 
SOHO ves E this type built last year b) ure ie d pat , Weight on drivers: uii ar eR E VS VS 336,800 Ib. 327,250 Ib. 
for the Baltimore & Ohio.* The new locomotive has 63-in. Weight, total engine......... eere 406.000 Ib. 407,700 Ib. 
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General Arrangement of the Erie Railroad 2-10-2 Type Locomotive 


drivers, the largest which hav e n plac n an envi Drivers, diameter .................eeeees fW in. 63 in. 
. g : € yet bee p 3 ed on ane gme Cylinders, diam. and stroke............... 30i1n. by 32in. 31 in. by 32 in. 
of the 2-10-2 type, and by using 3l-in. cylinders the tractive Steam pressure MR M EE 200 Ib. E be 
: : ' . evaporating heating supface............... 5.573 sq. ft. 3.801 sq. ft. 
effort has been maintained very nearly to that of the Balti Superheater heating surface............... 1.329 sq. ft. 1.377 sq. ft. 
Grate area oniran cesa EX Ex E aX AR ee koe SR sq. ft. S&.1 sq. ft. 


.*For a description of the Baltimore & Ohio 2-10-2 Type, see Railway dge R : ; . EU , , 
Gazette, Mechanical Edition, September, 1914, page 456. The boiler of the Erie locomotive 1s similar in construction 


Erie Locomotive of the 2-10-2 Type Which Develops 83,000 Ib. Tractive Effort 


1 


Apric, 1615 


to that of the Baltimore & Ohio locomotive illustrated in the 
description above referred to. The difference in the heating 
surface is due almost entirely to an increase in the length of 
tubes. which are 24 ft. long as compared with a length of 23 
ft. in the boilers of the Baltimore & Ohio locomotives. The 
tubes are welded into the back tube sheet. The new boiler 


has a conical ring in the middle of the barrel which increases 
the shell diameter from 90 in. to 100 in. The main dome is 
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special attention has been given to the exhaust passages, 
which are unusually direct and of liberal section area. Steam 
distribution is controlled by 16-in. piston valves driven by the 
Baker gear and set with a lead of 3/16 in. The locomotive is 
equipped with the Ragonnet power reverse gear. 

The reciprocating parts are comparatively light for an en- 
gine of this size. l'orged and rolled steel pistons of Z-section 
are used. The guides are of the alligator type with a vertical 
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Sectional Elevation of the Boller of the Erie 2-10-2 Type Locomotive 


oi pressed steel in one piece and is mounted on the connec- 
tion ring, while the auxiliary dome is forward of the firebox 
on the third ring and is placed over a 16-in. opening in the 
shell. The boiler contains a combustion chamber 28 in. long. 
There is a full installation of flexible staybolts in the water 
legs, and four rows of flexible bolts support the front end 
of the combustion chamber crown. The equipment includes 
a Schmidt superheater, Security brick arch, Street stoker, 
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269, 24 Tubes 48 5$ Flues 
24'0" Long. 


distance of 20 in. between the bars. The crossheads have 
steel bodies with bronze gibs 32 in. in length and are very 
simple in design. They weigh 785 lb. apiece, and although 
large in itself, this weight may be considered low for the 
size required. The front and back main rod stubs are of the 
Markel type with removable brasses. As shown in one of the 
drawings, the cast steel filling blocks in the main stub are 
cored out to remove as much weight as possible. 
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Cross-sectional Elevations of the Boller 


Talmage ash-pan and blowoff system, Franklin grate shaker 
and firedoor and Chambers throttle valve. 

The cylinder castings are simple and massive in design, and 
are secured to the frames by 12 horizontal 14-in. bolts each. 
Both the cylinders and steam chests are fitted with bushings 
-of Hunt-Spiller gun iron and the same material is used for 
piston and valve packing rings. In designing the cylinders 


Owing to the comparatively large diameter of the wheels 
and the relatively light reciprocating weights it has been 
possible to balance the locomotive very satisfactorily. It was 
unnecessary to resort to the use of auxiliary counterweights 
on the main axle, and lead has been used in the counter 
weights of the main wheels only. 

The frames are Vanadium steel castings with rear sections 
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of forged iron. The main frames are 6 in. in width and are 
spaced 42 in. between centers. The single front rails are 
cast integral with the main sections and in front of the cylin- 
ders they are bolted to a combined deck plate and bumper 
casting furnished by the Commonwealth Steel Company, in 
which is housed the Miner draft gear. This is a large and 
elaborate casting and it has been cored out wherever possible, 
to save weight. Poling pockets are cast in the bumper. 

The driving wheels have a total lateral play in the boxes 
of 14 in., and the first and fifth pairs have '4 in. more play 
between the flanges and rails than the second and fourth 
pairs. The main wheels have plain tires, and in spite of the 
long rigid wheelbase the locomotive will traverse 16-deg. 
curves. The engine has the Woodard leading truck, the Cole 
trailing truck and Cole long main driving boxes. 

Wherever practicable, details have been made interchange- 
able with corresponding parts of the Erie's latest Mikado 
type locomotives. Such parts include the tender trucks com- 
plete, the pilot, frame-crossties, brake shoes and heads, many 
brass fittings and the following parts, except for the main 
"wheels: driving boxes, axles, tires and shoes and wedges. 
Flange oilers are applied to the leading wheels and a speed 
recorder is operated from the rear truck. 

The tender is of the Vanderbilt type, having a water ca- 
pacity of 10,000 gal., and a coal capacity of 16 tons. The 
frame is composed of 6 in. by 4 in. angles, with front and 
back bumper beams of cast steel. The trucks have cast steel 
side frames and solid rolled steel wheels manufactured by 
the Standard Steel Works Company. 

The 2-10-2 type, although not yet generally in use, has met 
with marked success in heavy freight service and the large 
boiler capacity, together with the comparatively large driving 
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Crosshead of the Erle 2-10-2 Type Locomotive 


wheel diameter of the Erie locomotive, indicates the possi- 
bility of further development in this type toward sustained 
capacity at higher speeds. 

The following are the principal dimensions and data: 


General Data 


GAgetosiedilep bk enitenid-asees dau i-e ppoP s qi quee da ues 4 ft. 8% in. 
Service ciis E VIRTRATUE E CO II RU OR KO DA E SU Reve Tee uates qp Freight 
2103 M" Se te awa a en aS ea Soft coal 
Tractive effort. 6:56 sque t RERO BEAN SHOE ETRE DENS FOS ERE 83,000 1b. 
Weight in working order... ... 0... ccc eee cee cence eet nnn 407,700 1b. 
Weight on diversos cicvexo «era nea bea Geeta Y pe aL Rotes 327,250 Ib. 
Weight on leading truck... 0.2.2... cece cee eee cece eee nent ene 24,450 Ib. 
Weight on trailing truck, ...... 0. cece tee cece eter nnn 56,000 Ib. 


Weight of engine and tender in working order.............. Ls. $86,300 1b. 
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Wheel base, driving ies.) 20055 exce RUE ARR RP RR aa: 22 ft. 
Wheel] base, totals Ses sacer x pesi dt exe vus Was eee es 41 ft. 3 in. 
Wheel base, engine and terder..... 0... cc cece ee tee eee 77 ft. 414 in. 
Ratios 
Weight on drivers + tractive effort. c«ocses eoe a he ho Her xs 3.94 
Total weight = tractive effort sas. cscs nad ewe eae x he see eee 6.18 
Tractive effort X diam. drivers + equivalent heating surface*....... 664.72 
Equivalent heating surface* + grate arca....... cece eee eee eee 89.29 
Firebox heating surface -- equivalent heating surface," per cent..... 3.28 
Weight on drivers — equivalent heating surface*...........---..+4-. 41.60 
Total weight + equivalent heating surface*.......... 0. cee ee eee eee 51.83 
Inside 
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Markel Main Rod Stub with Cored Filler Blocks 
Volume both cylinders... 0.0.0... cee eee eee rss: /.95 cu. ft. 
Equivalent heating surfacc* — vol. cylinders............. 0.202 cee eee 281.45 
Grate area = vol eslindétss i. soi o obe LEA. eee a ER 3.15 
Cylinders 
Iii viser tase tor en ue QR qud hati aec Ge SS por Ue ae sagt Simple 
Diameter and stroke... 0... ccc cc wee ee eee ewe ee eee eeee cdl in. by 32 in. 
Valges 
Kind soe elise te we raed ware te Se Pe ei es eae ee ees bane eS Piston 
Diameter 3 easiene p REIR ee eg wee Sa E oe Aah e DS Rot dq 6 in 
Wheels 
Driving, diameter over tress. weiss ee dees de Ook IER eee ACE RR ego n 63 in. 
Driving, thickness of Ares: voee V A4 se cic EH Id as Er e nas 3'2 in. 
Driving journals, main, diameter and length................ 13 in. by 22 in. 
Driving journals, others, diameter and length.............. 11 in. by 13 in. 
Engine truck wheels, diafheterossci.o cse p hada e Re d RR ah 34 in. 
Engine truck, journals.. «cu uasa den a wun PRR OE Re ROC 6 in. by 12 in. 
Trailing truck wheels, diameter: sco) xa ee E e xg Re 42 in. 
Trailing trick: (Our talsée. gaia dace x BR CR TER doi ed es 9 in. by 14 in. 
Boiler 
SUCI nao qao etm dr esa ets dept asa ens t Ee i Conical 
Working pressure... c4 opu we ew kwon ede bee lOO ID. per sq. in. 
Outside diameter of first igo. doc Rx e RA Y OE RIO eR enn 90 in. 
Firebox, length and width..............ll.llee eee rne 132'4 in. by 96 in. 
Firebox plates, thickness......... Sides, back and crown, 34 in.; tube. $$ in. 
Firebox, water space..... —— pc PPP CMM dL 6 in. 
Tubes, number and outside diameter............. 20-2 cee eee eee 269 —2!5 in. 
Flues, number and outside diameter... 0.0.0... eee ee eee 48—51; in. 
Tubes and flues, length... uoc eer RE ieee hi CASE na Ces eek S Ea RS 24 ft. 
Heating sürfaco, tubes. 240 24 exo eH ec eR ee NE ER Id 5,443 sq. ft. 
Heating surface, arch: tubes. vaso atas wente ox aS e ace 37 sq. ft. 
Heating surface, hrebOXe iios prev ah Hele EE CR Redeem EE 258 sq. ft 
Heating surface, totale Ee eset se Noe I Sites SORTA CROR TR GR 5.801 sq. ft. 
Superheater heating surface... 0... 2... eee ens 1.377 sq. ft. 
Equivalent: heating. sürfacee'.iiosuosveiu ee ime P I er n 7,866.5 sq. ft. 
Grate ATCA. oreca 3 xu dra eh aues qa aou aU d oe eoe 88.1 sq. ft. 
Tender 
Weight masterretan oi oe a frs sad dior ute le Circ aate ded ated 178,600 1b. 
Wheels; diameter cop Det po RC ES RR A tedio obe 33 in. 
ournals, diameter and length. ........... 02. e cece rece ee eens 6 in. by 11 in. 
Nater capacity acai Beko SRA rure Sek wapa qii ed a dca Pene dos 10,000 gal 
Coal Capacity’: 2 uod sra abe RATE are CY vg doe qp da ac 16 tons 


*Equivalent heating surface = total evaporative heating surface + 1.5 


times the superheating surface. 


TRAFFIC THROUGH THE PANAMA CANAL.—More than a million 
tons of freight have been carried through the Panama canal dur- 
ing the first three months of its operation. Thus far, the west 
bound trafic has been in excess of eastbound traffic, westbound 
being 621,080 tons as compared with 457,991 tons eastbound. 
More than 95 per cent of this traffic was on the four great routes 
which developed soon after the canal was opened; the United 
States coastwise trade, the traffic between the Pacific coast of 
the United States and Europe, the trade of the west coast of 
South America with the Atlantic seaboard of the United States 
and with Europe and traffic between the Atlantic coast of the 
United States and the Far East—American Machinist. 


CHARACTERISTICS 


Part I: 
to Test Deflections; 


OF PLATE SPRINGS 


The Effect of Friction; Relation of Service 
Detecting Permanent Set 


BY GEORGE S. CHILES 


While much has been written in recent years on plate springs, 
the treatment of the subject has been largely of a theoretical 
nature, consisting in the derivation, analysis and comparison 
of various. formulas used in designing springs. The object of 
Part | of this article will be to describe the characteristics of 
plate springs as observed in a series of experiments, both in the 
laboratory and in service. The effect of friction under various 
conditions is brought out in its relation to methods of testing 
and to service performance. 

Part I] will deal with the effect of the characteristics of mate- 
nals and of methods of manufacture upon the action of plate 
springs. As far as possible the results of the tests will be used to 
explain why actual and theoretical performance are often at vari- 


DEFLECTION OF LOCOMOTIVE DRIVING SPRINGS 
LOCO. NO. 


A 


CARBON STELL SPRINGS TESTED AFTER 
REMOVAL FROM LOCOS. (TYPE 4-6-2) 
IN SERVICE SEVERAL ,ONTHB 


B 


NEW VANADIUM STEEL SPRINGS 
OIL AND GRAPHITE BETWEEN PLATES 


C 


CARBON STEEL SPRINGS 
RESCT AND RETEMPERED 
OIL AND GRAPHITE USED 


LGD INB. 
E AVE.13 SPRINGS 227 INS. 


A- AVE B4 SPRINGS 
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^ C- AVE. 8 BPRINSS 244 INB. 
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P DEFLECTION — TNEHER SPECIFICATION 


19 PLATES BiNS. WIDE BY 7-I6 IN. THICK 
422 in. CENTERS BAND 4 1N. w'DC 


Resp "SS FOR COMPRESSION LOAD 
or 22:00 LIB. AFTER SPRING MAD 
Btt OVERLOADED es* THREE Tiwcs 


Fig. 1 


ance, The bearing of the results upon the subject of design will 
be considered with suggestions for an improved formula for 
deflection, 

Before proceeding further the writer wishes to acknowledge 
ins indebtedness to those whose willing co-operation has aided 
him in securing the data upon which the article 1s based, espe- 
cally to R. G. Kelley for his able assistance. 


METHODS OF TESTING 


In order to secure satisfactory results in testing plate springs 
it is necessary before recording data to apply and remove an 
intial load several times, this load varving according to the con- 
diton of the springs. For repaired springs or those tested after 
removal from service the load used amounts to about 25 per 
cent over the static load for which the spring is designed while 
ior new springs it is usually taken at about 50 per cent over 
the static load. The limbering up of the spring in this manner 
eliminates slight irregularities which may be due to internal 
friction, initial stress resulting from the fitting and banding of 
the plates and the attendant temperature changes, or the taking 
of a slight permanent set at or below what is ordinarily con- 
sidered as the elastic limit of the material. Unless this practice 
is followed it is impossible to verify deflection readings by dupli- 
cating tests. Springs rarely, if ever, return to the original free 
height after the removal of an initial load even as small as 50 
per cent of the static or rated loading. 

In deflection tests on steel plate springs the methods to be 
used require careful attention. Whether the deflection is meas- 
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ured as the load is applied, or as it is released, and what load 1s 
to be used in testing for permanent set are questions the settle- 
ment of which will seriously affect the results obtained. 

In Fig. 1 are plotted the deflections obtained by the application 
of a compression load of 23.100 lb. to a number of locomotive 
driving springs. The springs are all of the same general di- 
mensions, but are divided into three groups differing in. chem- 
ical composition and the method of assembling. The springs 
in group f were built up of carbon spring steel, and were re- 
moved from several heavy Pacific type passenger Jocomotives 
after having been in service several months. Those in group B 
were new, with a vanadium content; and assembling, the 
plates had been painted with a mixture of oil and graphite. 
Those in group C were old carbon steel springs which had been 
reset, retempered and the plates painted with a mixture of oil 
and graphite. 

After an initial load of 29.000 Ib.. equivalent to a 25 per cent 
overload, had been applied and removed three times the camber 
was measured. The static load of 23,100 lb. was then applied 
and the camber of the spring again measured. The deflections 
recorded are the differences between the free camber and that 
with the static load applied. They varied from l'4 in. to 1.9 
in. for group ~l, the average being 1.63 in. The deflections for 
group B are considerably greater and much more uniform than 
those for group .1, ranging from 2.2 in. to 2.4 in. and averaging 
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about 2.27 in. The deflections for group C are still greater and 
more uniform, varying from 24 in. to 2.5 in., the average being 
244 in. It will be noted that the results obtained bv this method 
for new springs with oil and graphite between the platcs are 
fairly uniform while the variations in deflection of old springs 
are so great as to make the results practically worthless as a 
means of checking individual springs with formulas or specifi- 
cations. The causes for these variations will be discussed more 
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fully later on and attention is called to them at this point only 
to show the unreliability of data obtained in this manner. 

The results of a better method of testing, and one which is 
quite generally used are shown in Fig. 2. The abscissas represent 
the load in thousands of pounds and the ordinates the camber of 
the spring in inches. After being limbered up, the free height, 
or the camber of the spring, was measured and found to be 514 
in. The next step was to apply a load of about 2,000 lb., and 
again record the camber which in this instance was 4.88 in. 
Without removing this load an additional 2,000 Ib. was added. 
bringing the load up to about 4,000 Ib. This reduced the camber 
to about 4.45 in. In like manner successive points on the curve 
were determined, the camber gradually decreasing to one inch 
at a load of 20,000 lb. The operation was now reversed; that is, 
the load was reduced by about 2,000 ib., bringing it down to 18,000 
lb. It should be noted that the camber instead of returning to 
1.45 in., is now only 1.10 in. In other words, with the removal 
of the final increment of 2,000 Ib., the spring did not return to 
the position it had occupied previous to the addition of this in- 
crement. Likewise, each successive point on the release load 
curve will be found to be of smaller value than its correspond- 
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ing point on the applied load curve, though the difference be- 
tween the two curves diminishes as they approach the point of 
zero load, which is the same for both curves. 

The reason for this difference in the camber of the spring 
for the same load is due mainly to the friction existing between 
the individual plates composing the spring. To some extent, the 
time effect must also be taken into consideration. Upon the 
application of a load, an elastic elongation or deformation im- 
mediately takes place, even though the resulting stress is much 
below the primitive elastic limit, but the permanent or plastic 
deformation, ordinarily considered a negligible quantity, does not 
occur until after the elapse of a period of time. As this per- 
manent deformation increases gradually under a constant load, 
the return of the material to its original state after the removal 
of the load is also gradual. Since the effect of this phenomena 
is similar to that of the friction between the plates in that it has 
a tendency to result in a higher reading for the applied load 
curve and a lower reading for the release load curve. it no 
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doubt has some effect upon the curves; however, as this effect 
is comparatively slight, it may be disregarded in this article. In 
the case of a semi-elliptic spring a small portion of this difference 
is perhaps due to the friction between the rollers or blocks upon 
which the ends of the spring rest and the table of the testing ma- 
chine, although these surfaces were well lubricated. In all in- 
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stances the load increments were not of the same value. Should 
any one increment slightly exceed its preceding increment, any 
attempt toward equalization by removing the excess weight would 
result in a false value for the curves. In other words, it is to 
be borne in mind that once having applied a load to the spring. 
neither this load nor any portion of it should be removed urtil 
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Fig. 5 


Sim- 


it is desired to obtain values for the release load curve. 
ilarly, the values for the release load curve should be obtained 
only by the removal of the portion of the load and, in no case. 
should an attempt be made to equalize successive increments of 
the load bv the addition of any amount whatever. 
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In order to determine the extent to which the different speeds 
of the testing machine affected the results, the curves shown in 
Fig. 3 were plotted, in this case the deflection of the spring 
in inches being taken as the ordinate instead of the camber. The 
spring chosen for these tests was selected at random from a 
number on the store house platform. It was tested with the re- 
sult shown in curve 4, but for the purpose in question, it was 
desired to have a spring with a minimum amount of friction 
and it was reset, retempered and the surface of the plates painted 
with a mixture of oil and graphite before being assembled. In 
this condition it was tested at three different speeds of the 
testing machine head: 1 in., 35$ in. and 7% in. per minute as 
shown by curves C, B and D respectively. While there is some 
difference between these curves it is inappreciable so far as it re- 
lates to the purpose of the test and may be neglected. As a 
matter of fact, slight irregularities resulting in some instances, 
in differences as great as these have been encountered in verify- 
ing tests on the same spring. 

The reader's attention is called to the important fact that the 
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values of the release load curves are much more uniform than 
those of the applied load curves. 

In order to bring out clearly the necessity for the applica- 
tion of an initial load in testing springs before deflections are 
recorded the curves of a double elliptic tender truck spring are 
plotted in Fig. 4. As will be seen from the illustration of the 
spring in Fig. 5, it had accumulated a heavy coat of rust during 
several years of exposure on the storehouse platform, this con- 
dition serving to emphasize the point in question. The distance 
over the spring bands before the application of the first load was 
14.37 in., and instead of following a straight line, as is usually 
the case, the applied load curve exhibits a decided hump. The 
release load curve is also irregular, but to a less degree, and 
does not return to the same initial point. On the second appli- 
cation of the load the results are more nearly uniform. In this 
case the release load curve returns to the initial point of the sec- 
ond applied load curve. In some instances as many as five ap- 
plications of the preliminary loads are necessary to thoroughly 
limber up a spring and insure reliable results. 
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THE EFFECT OF FRICTION IN SPRINGS 


For the purpose of showing the variations in the deflection of 
springs due to variations in the condition of the plate surfaces, 
the spring referred to in Fig. 3 was selected after having been 
exposed to the weather on an unsheltered storehouse platform for 
about two years. It was first tested just as it was found, and the 
result is shown by curves A on both Fig. 3and Fig.6. It was then 
reset, retempered, the surfaces of the plates painted with oil and 
graphite and re-assembled. The test curve then obtained is shown 
at B, Fig. 6, the same testing machine speed being used in both cases. 
At a load of 34,000 Ib. the difference in deflection between the two 
application curves is .6 in., which may be attributed to the de- 
crease in internal friction in the spring after resetting. The 
spring was again reset and retempered and assembled without 
lubricant between the plates. In this condition curve C, Fig. 6, 
was obtained. While the difference between the three release 
load curves is very slight, the maximum being about .1 in. a 
marked difference exists between the applied load curves. For 
a load of 20,000 lb. the difference in deflection between the 
spring in its original condition and when reset without oil and 
graphite between the plates is .27 in. or 15.6 per cent. With 
oil and graphite between the plates a further increase in de- 
flection of .14 in., or 7 per cent was obtained. The total increase 
in deflection due to resetting and lubricating the plates was .41 
in. or 237 per cent. The uniformity of the release load curves 
for wide variations in spring conditions is shown in Fig. 6. 

[Epitor’s Note.—The remainder of Part I will be published in 
an early issue.] 


RECIPROCATING AND REVOLVING 
PARTS 


BY H. A. F. CAMPBELL” 


Part 1 (Concluded). 


The valve motion parts of these Pennsylvania locomotives 
are shown in Figs. 14, 15, 16 and 17. It is not the intention to 
discuss each part in detail. Looking at the illustrations, these 
parts seem startlingly light. Every detail towards weight reduc- 
tion has been carefully considered. Starting right with the pis- 
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Fig. 14—Valve Stem Crosshead of Pennsylvania Locomotive 


ton valve, the valve rod and valve rod crosshead, which are the 
main inertia parts, the weight has been greatly reduced over 
ordinary practice. All these parts may seem light, but as 
some of the principal stresses in them are caused by the inertia 


*Baldwin Locomotive Works, Philadelphia, Pa. 
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Fig. 16—Walschaert Valve Gear for Pennsylvania Pacific Type Locomotive 


Apart, 1915 


forces due to their own weight, it is evident that this very weight 
reduction has been one of the best safeguards against breakages. 
The bearing surfaces of some of the pins throughout the motion 
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valves have good lubrication, and the writer believes that the 
parts here illustrated will give every satisfaction. 
The reciprocating and revolving parts designed for a 2-10-2 
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Fig. 17—Walschaert Vaive Gear for Pennsylvania Atlantic Type Locomotive 


sem very small, but are probably not too small when we con- 
sider the reduced pressures that come on them. 

It may be remembered that the Pennsylvania Railroad pur- 
chased one of the French four-cylinder DeGlehn compounds. 
This engine had unbalanced valves, but the valve motion parts 
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type freight locomotive built in 1914 by the Baldwin Locomo- 
tive Works for the Chicago, Burlington & Quincy, will next be 
considered. The railroad already had one engine of this class 
and size, the cylinders being 30 in. by 32 in., the drivers 60 in. 
in diameter, the boiler pressure 175 1b., and the weight on drivers 
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-Flg 18—Running Gear of Chicago, Burlington & Quincy, 2-10-2 Type Locomotive 


were very light and the writer heard it authoritatively stated 
that after the engine had made a certain mileage it was carefully 
examined and it was found that the wear of the valve motion 
Parts was absolutely nothing. The wear of the valve motion 
Parts is mostly caused by their own weight, assuming that the 


300.000 Ib. The main drivers were several hundred pounds light 
as to counterbalance, even in balancing the revolving weights, 
and two counterweight bobs weighing 1,500 Ib. each had been 
placed on the main axle between the boxes. This made the dead 
weight on the main drivers excessive. The railroad company 
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asked the Baldwin Locomotive Works to design two locomotives 
of a duplicate order of ten engines without the counterbalance 
bobs on the main axle, and to use alloy steel for the piston rods, 
connecting rods, stub straps, pins and eccentric cranks. The 
pistons and crossheads were to be lightened as much as possible. 
It was decided to use nickel-chrome steel, annealed, with an 
ultimate strength of 100,000 Ib. per square inch, a yield point of 
70,000 Ib. per square inch and an elongation of 23 per cent. 
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Fig. 19—Piston and Rod for Burlington Locomotives 


This was found impossible to obtain. Nickel-chrome carbon steel, 
oil tempered, was finally used and had the following properties: 


Carbon ivecce vv Pra 0.38 per cent Ultimate tensile strength, 
Manganese ........... 0.50 per cent 96,000 Ib. per sq. in. 
Silicon veo a e 0.026 percent Yield point...... 70,000 Ib. per sq. in. 
Nickel ende qd 1.27 per cent Ultimate compressive strength 
Chrome .............. 0.28 per cent (assumed) ....60,000 Ib. per sq. in 
longation .............. 25 per cent 


Reduction in area........62 per cent 


The piston and. crosshead were made of 0.4 carbon cast steel, 
carefully annealed, with an ultimate tensile strength of 80,000 
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Fig. 20—Burlington Piston Redesigned 


lb. per sq. in., yield point 50,000 1b. per sq. in., and elongation 
22 per cent. An idea of the appearance of these parts may 
be obtained from Fig. 18. The results obtained in weight reduc- 
tion are given in Table IX. The counterweight bobs were omit- 
ted from the main drivers and the weight at the rail on the main 
drivers was reduced from 67,000 Ib. to 62,000 Ib. The main 
wheels without any bobs were better balanced vertically by 35 
ib. The forward, back and intermediate wheels have very much 
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less excess weight, and the total weight of the reciprocating parts 
was reduced 16 per cent. | 
Fig. 19 shows the piston and piston rod. The piston is made 
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Fig. 21—Another Redesign of the Burlington Piston 


of 0.4 carbon cast steel, annealed; a cast iron bull ring is used. 
The piston rod is of nickel-chrome steel, hollow-bored and then 
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Fig. 22—Pressed Steel Piston with Cast iron Wearing Shoe 


Side rod on main pin................. 718 577 141 
Side rod on intermediate pin.......... 476 388 88 
Side rod on back pin................. 150 111 39 
Main crank pin............ useless 360 325 35 
Eccentric crank ...............eeeees 160 125 35 


oil-tempered, and an extension piston rod is not used, so that a 
cast iron wearing ring seemed necessary. 
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The piston shown in Tig. 19 is not as light as it could have 
been designed and ample strength still retained. Figs. 20 and 
21 show this piston redesigned and considerably lightened. The 
piston rod is not to have an extension tail rod, and the piston is 
to be made of rolled open hearth steel of 0.45 to 0.50 carbon and 
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Fig. 23—Hollow Box Type Piston 


vil tempered. The wearing shoe is of cast iron with lips on the 
outside; ihis ring will be made in one piece, then parted by one 
cut and sprung around the head and welded or hrazed where 
t was cut. Eight 34-in. bolts help to hold the shoe to the pis- 
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This is a light piston but is expensive to make and fit up. 
Fig. 23 shows a 30 in. piston head of the hollow box type with 
This head is to 


a cast iron wearing shoe sprung in or cast on. 
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Fig. 25—Side Rod Stubs of Burilngton Locomotives 


be made of vanadium cast steel with an ultimate strength of 
90,000 Ib. per sq. in., and to withstand 190 lb. boiler pressure. 
This head, with only 3$ in. walls, is to be cast by the electric 
furnace process, and the manufacturers state that it is well 
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Fig. 24—Crosshead Used on the Burlington 2-10-2 Type Locomotives 


tun, although it is a question whether these are needed after the 
shoe is once put on and the ends brazed together. 

Fig. 22 shows a pressed steel piston head 30 in. in diameter, 
that has a cast iron wearing shoe, held by a retaining ring. 


within their possibilities. 
weighs only 250 Ib. i 


This piston, complete with rings, 


Fig. 24 shows the crosshead of the Burlington engines. This 


is made of .4 carbon cast steel annealed, the ultimate tensile strength 
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being 80,000 Ib. per sq. in. A cast iron wearing gib is used. The 
Laird type of crosshead with two bar guides was decided on, as 
for large freight engines it was found that this was the lightest 
type obtainable. Many railway men are not in favor of this type 
of crosshead, but it has been successfully used on many freight 
and passenger locomotives, some of the freight locomotives be- 


ing of very high power. On many European railways it is 


standard, especially on passenger engines. 
It will be noted that a small lug has been cast on for the pin 
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The connecting rods of the Burlington locomotives are shown 
in lig. 26. | section main and side rods have been used and 
the bearing pressure on all the pins kept fairly low. The main 
side rod connection is of the strap type with wedge adjustment, 
this arrangement being used in order to keep the bearing pres- 
sure low on this pin. As the diameter of the crank pin increases 
and the periphery speed of the brass on the pin also increases, 
the bearing pressure on these large pins should be kept even 
lower than has been done in this case. The stub straps are of 
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Fig. 26—Connecting Rods of the Burlington Locomotives 


for the combining lever. It was decided to do this because it 
was thought that the crosshead pin had enough to do without 
driving the valve motion, and also because the length of the 
combining lever required this particular location. A large cross- 
head pin has been used, and ample bearing surface provided 
for the pin in the crosshead itself. 

The stresses on the various sections are given in table X, 
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Fig. 27—Main Crank Pin of Burlington Locomotive 


based on a load equal to the area of the piston multiplied. by 
the full boiler pressure. The usual allowable unit stresses are 
given in the second column. 


TauLE X—StrReEsses IN ChossuEAD OF BURLINGTON 2-10-2 Tyre 
LOCOMOTIVES 
Lb. per sq. in. 
pue 
Usual allow- 
Section Stress able stress 
Shear OH Key oo Leber Ae LER ERE Cees es 10,000 9,000 
Tension in rod through keyway............ lese. 13,100 10,000 
Tension in neck of crosshead through keyway.... 5,000 3,500 
Crushing of key on rod... . cece cee ee ee eee 20,300 17.000 
Crushing of key on crosshead.........lleesseusu. 17,000 15,000 
Bearing pressure. pin on crosshead. ............. 5.200 5,500 
Compression in main shank of piston rod........ 10.000 8,000 


nickel-chrome, oil-tempered steel and are light. The stubs on 
the main pin, although of the strap type have had every pound 
of unnecessary weight removed and are very light in relation to 
the work performed. The stresses in the different sections are 
given in table XI, based on the main rod load equal to the area 
of the piston multiplied by the full boiler pressure and a pro- 


Fig. 28—Eccentric Crank and Rod of Burlington Locomotive 


portional load on the side rods, 50 per cent on the front and back 
rods and 80 per cent on the two middle rods. 

The intermediate knuckle pin is large in diameter and has 
ample wearing surface. The front and back knuckle pins are 
of the ball pin type. This type of stub is clearly shown in Fig. 25. 
When this style of ball pin is used, it is the writer's belief that 
greater stresses may safely be used in the rods. This style ot 
pin has been running some years and has given every satis- 


faction. 
The ] sections of both the main and side rods are of a design 
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not much used by other American designers. The rods are nar- 
row and heavy webs are used. It is thought that the narrower 
the original slab from which the rod is made the sounder every 
part of it is forged; then instead of cutting away and leaving 


Taste XI—Srresses IN Main AND Sipe Rops or Burtincton 2-10-2 Type 
LocoMOTIVES 


Stresses, lb. per sq. in. 


n = 
Carbon steel, 


Allo 
Section steel Not heat treated 
Main rod, I section. ..... 0... cee ees 11,250 8,000 
Crosshead stub strap.......... 0.2 eee ewes 7,050 6,000 
Crosshead stub strap at set screw............0. 5,800 6,000 
Main rod stub, tensions... 0.0. ce eee ee eee 8.500 8,000 
Main rod stub, bending...............06- nus du E 11,700 14,000 
Side rod (front and back) I section............ 9,850 8,000 
Side rod (intermediate) I section............... 11,300 8.000 
Stub (front and back) eye, tension............. 6,000 6.000 
Stub (front and back) eye, bending............ 32,700 20,000 
Main side strap, tension....... llle 0.02 eee eee 7,500 6,000 
Main knuckle eye, temsion...........0 0. eee eee 11,000 6,000 
Intermediate stub eye, tension.............008- 7,900 6,000 
Intermediate knuckle eye, temsion.............. 7,500 6,000 


only a very thin web in the middle of the rod, which is the least 
worked part of the steel, enough metal is left to provide a sub- 
stantial and solid web. 

It must not be thought that this style of rod is any heavier 
than the slimmer and wider one, because each has the same 
stress and therefore the same cross-sectional area. As a strut 
in compression, where the ratio of length to the least radius of 

| 
gyration — does 

p 
sections have shown that this type of rod is just as strong as the 
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to the driving wheel design—the style cf rim, the spokes and 
hub—some weight was taken off the unbalanced hub portion and 
a few pounds added to the counterbalance where this weight 
counted most. 

Reference has been made to the difficulty of keeping the bear- 
ing pressure low on large crank pins on account of the peri- 
phery speed of the brass increasing as the diameter of the pin is 
increased, and in this connection Fig. 29 shows another style of 


Fig. 30—Running Gear of Philadelphia & Reading, 4-4-0 Type 
Locomotive 


main stub and brass. The Chesapeake & Ohio had great dith- 
culty in keeping the main pins cool on their Mountain type loco- 
motives, which originally had the usual strap and wedge stub. 
This new stub is solid, with no key adjustment and a steel bush- 
ing is pressed into the solid end and held by steel plugs at the 
top and bottom. The brass is a loose bronze ring and revolves 
on the pin and in the bushing; this reduces the velocity of the 
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Fig. 29—Main Rod Used on Chesapeake & Ohio Mountain Type Locomotive 


wider and slimmer one. It is the writer's belief that this type of 
rod will withstand the varied stress conditions better than any 
other section. 

The main crank pin, Fig. 27, is of nickel-chrome steel, hollow 
bored and then oil tempered. The fiber stress in this pin in 
bending is not high considering the fine quality of the steel. As 
a matter of fact the outside dimensions of the pin were deter- 
mined by the bearing pressure. A larger hole could have been 
hored out of this pin and the fiber stress still kept within safe 
limits. 

The eccentric crank and eccentric rod, Fig. 28, were lightened, 
but not as much as they might have been. By careful attention 


brass by one-half. The pin is otled by a series of holes in the 
brass, grease plugs, top and bottom, being used. J. R. Gould, 
superintendent of motive power of the Chesapeake & Ohio, states 
that this style cf stub has been in operation two years and has 
given satisfaction. 

Fig. 30 shows a Philadelphia & Reading 4-4-0 type passenger 
locomotive, ten of which were built by the Baldwin Locomotive 
Works m 1914 to the company's designs. It is believed. that 
these are the heaviest eight-wheel engines ever built. Special 
attention was given to the design of the reciprocating and re- 
volving parts and all the valve motion parts. It is not intended 
to go into their design in detail, but the illustration shows clearly 
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that all these parts, and especially the valve motion. work, are 
light. 


— 


AN X-RAY INSPECTION OF A STEEL 
CASTING* 


BY DR. WHEELER P. DAVEY 
Research Laboratory, Genera! Electric Company 
It has always been true that as soon as a new tool is perfected 
unsuspected applications of that tool rapidly develop. This has 
been especially true in the case of the Coolidge X-ray tube. 


Possibly the question of observing the "pipe" in a steel ingot 
by the use of the X-ray, thereby being able to determine just 
where the ingot should be cropped, may seem still somewhat re- 
moved, at least in so far as commercial applications are con- 
There is no inherent impossibility in the process how- 


cerned. 


Fig. 1—Radlograph of Steel Casting Showing a Blow Hole Below 
the Surface. The Circle Shows Where the Button Was: Removed 


ever. The case now being described is a long step in this di- 
rection. It is the object of this article to describe in detail what 
has already been done in the way of an X-ray examination of 
a certain steel casting of which suspicion had been aroused as 
to its homogeneity when in the machine shop. 

The original casting was 214 in. thick and weighed about a 
ton. When received at the Schenectady works of the General 
Electric Company it had been machined down to approximately 
the desired shape and thickness. The amount still to be taken 


Fig. 2—Machined Surfaces of the Button Removed from the Point 
Shown in Fig. 1 


from the faces was not more than V$ in. and in some places 
was only 1/16 in., but when this was removed it was found that 
some small imperfections had been cut into. These extended 
over an area about 5 in. long and 175 in. wide. The mechanical 
department at once chiseled away a part of the surface at this 
point, and then sent the casting to the research laboratory to 


determine if, by means of an X-ray examination, it might te 
_* Abstract of an article appearing in the January, 1915, issue of the 
General Electric Review. 
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possible to reveal still other hidden blow holes or imperfections. 

A Coolidge tube especially made for use on high voltages 
was set up in front of that part of the casting where the im- 
perfections had been found. An &-in. by 10-in. Seed X-ray plate 
was mounted immediately behind the casting and the plate was 
backed by a large sheet of lead. The distance from the source 
of X-ray to the plate was 20 in. The tube was excited by an 
induction coil with a mercury-turbine interrupter. The current 
through the tube was 1.25 milli-amperes and the potential across 
the terminals of the tube corresponded to that sufficient to break 
down a 15-in. spark gap between needle points. The X-ray 
plate was exposed two minutes. At the place where the radio- 
graph was taken, the finished casting was about 9/16 in. thick. 
After a radiograph had been obtained at the point where the 
imperfections were discovered, the casting was moved 8 in. and 
another radiograph made. In this way a number of exploratory 
radiographs were taken through different points of the casting, 

AH the radiographs thus taken showed plainly the tool marks 
on the surface of the casting. AIL but one showed peculiar 
markings, which were of such shape as to strongly suggest that 


Fig. 3—The Ends of the Blow Hole Passing Through the Button 


they were indeed the pictures of holes in the interior. A cir- 
cular piece, 1 in. in diameter, was punched from the casting at 
a point where one of the radiographs indicated that a blow hole 
should be found. A reproduction of this radiograph is shown in 
Fig. 1, and the point at which the punching was taken is indi- 
cated by the circle. An examination of Fig. 2 shows that the 
surfaces of the casting were entirely free from blow holes at 
the point where the button was removed. Fig. 3 shows the ends 
of the hole in the button. 

This has proved, then, that with the proper X-ray exposurc, 
blow holes or cavities may be disclosed in apparently solid metal 
of considerable thickness. A careful comparison of the X-ray 
photographs and the button photographs leads to the conclusion 
that very small air inclusions are made visible; and the fact 
that the tool marks are plainly visible on the X-ray plate confirms 
this. 


RevativE Erriciency or. Steam, Gas AND Oir. ENGINES.— 
Roughly stated, a first-class modern steam engine utilizes about 
12 per cent of the available heat in the coal, resulting in, say 
1.6 to 1.7 1b. of fuel per b.hp.hr. during a week's work of 55 
hours. If the boilers are to be fired by producer gas, for which 
purpose slack and dust can be used, then each brake horse- 
power will require about 2 to 22 Ib. of coal. Internally fired 
gas and oil engines are approximately twice as efficient as steam 
engines, which means that they utilize about 25 per cent of the 
available heat. Crude oil being 37 per cent better than good or- 
dinary coal, oil engines should use only about three-cighths as 
much oil as the coal mentioned above, say about 0.6 Ib. per 
b.hp.hr. Then, however, as there are no boiler radiation losses 
over night, a material saving results and the oil consumption 
per week of 55 hours may be about 0.5 Ib. per b.hp.hr. Petrol 
and similar internal combustion engines would require about 0.4 
lh. per b.hp.hr. Gas engines. have the efficiency 
as oil engines, but as there is a loss of about 20 per cent in the 
producers, if these work day and night, and another loss of 
quite 10 per cent if they have to stand idle over night, the ct- 
ciency of gas engines is only about 40 per cent better than that 
of first-class steam engines.—Power. 
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THE DEFECTS OF MODERN BOX CARS 
AND THEIR REMEDIES* 


BY ROBERT N. MILLER 
Instructor in Mechanical Engineering, Carnegie Institute of Technology, 
Pittsburgh, Pa. 


The proper strengthening of box car underframes is in 
itself a subject worthy of serious consideration, owing to the 
ever Increasing demands placed upon the underframe. As a 
result of the introduction of larger and more powerful loco- 
motives, the cars of weaker design have been gradually retired 
to the cripple shop to be reinforced or, where damage has 
been too great, to be scrapped. With this gradual elimination 
of the weaker type and the substitution of still stronger 
types has arisen the question as to what shall be considered 
a proper standard for the strength of box cars. This question 
is one of great import, for in it are involved questions con- 
cerning first cost, depreciation and maintenance, and inter- 
locking with these the questions pertaining to durability, 
pretection of lading and the cost of hauling the dead weight 
over the line. 

Aside from the question of first cost of equipment can be 
considered that phase of economical construction in which 
more stress is laid upon durability, maintenance and pro- 
tection of lading than upon first cost, depreciation and cost 
of haulage of dead weight and therefore on the basis of equal 
revenue ton-miles we could consider the extremely heavy 
construction on one side of the balance against the extremely 
light construction on the other side, with the most economical 
type of construction somewhere between the two. After all, 
ralway operation is a matter of dollars and cents and in 
these days of rigid economies and retrenchments it should 
be the aim of managements to safeguard the future by in- 
vesting only in such forms of equipment as give the lowest 
tnal cost and not. as is more often the case, in designs 
which are low in first cost but high in maintenance and 
depreciation. 

It is of course to be admitted that in cases of new types 
of construction figures are not always available showing the 
cost of maintenance or of actual depreciation of these newer 
types, due to wear and tear, and therefore it may be argued 
that at best we can but resort to the method of cut and try 
in determining which type of construction is the more eco- 
nomical. However, by a constant study of yearly costs of 
depreciation, maintenance and haulage of dead weight, based 
on revenue ton-miles made by the car, we can soon observe 
whither the drift of costs is carrying us. This is, of course, 
assuming that no one type of car has been favored to the 
detriment of the others. 

With this end in view, after a series of observations cover- 
mg a period of several years of the performance of various 
types of construction used in freight equipment, the writer 
concludes as follows: 


UNDERFRAMES 


The average freight car of today, whether of high or low 
capacity. does not possess an underframe of sufficient strength 
to withstand repeated stresses due to loading of the car and 
due to end shocks or jerks received in train handling or in 
hump yard service. In order to prove this we have only to 
visit the cripple yard to observe the more common repairs 
made there. Many center sills can be found which, while 
they are of ample section area in the gross to withstand end 


~ 


“Entered in the car department competition which closed October 15, 1914. 


171 


shock, still, due to defective design in the distribution of 
this area, or in the splicing at the draft sills or at the riveting 
of the tic or web plates of the body bolsters or crossbearers 
to the center sills, have been so badly mutilated with rivet 
holes as to render them practically useless as tension mem- 
bers capable of resisting the jerks incident to the starting 
of trains or to undesired quick action from the rear of the 
train when moving at slow speeds. 

That center sills are often weaker as tension members 


than as compression members can be seen by inspection 
of the many forms of so-called steel center sill cars, in 
which the center sill can be considered as a form of the 


continuous draft gear officially declared obsolete. In this 
case one may find as high as 25 to 30 per cent of the full 
section. of the sill removed through rivet holes for either 
coupler lugs or tie and web plates at the bolsters or cross- 
bearers, or at the draft sill splices to the center sills. Not 
only has the net area of the center sill been seriously re- 
duced, but what is of greater consequence, the resisting sec- 
tion modulus of the center sill has been impaired to a far 
greater extent. It can therefore be seen that the matter of 
the most cfficient type of riveting arrangement is one which 
warrants careful attention in order that the center sill sec- 
tions shall be most efficient. 

Again, where center sill construction employs draft sill 
splices to center sills at some point between the end sill and 
the body bolster, the section areas of the draft sills are often 
purposely made less than that of the center sill proper so 
as to localize the weakest member of the center sill con- 
struction. However, it appears that in the attempt to safeguard 
the center sill itself, the draft sills have been made entirely 
too light, with a result that due to repeated shocks in both 
alternate tension and compression the draft sill fatigues, 
weakens and finally fails along the path of least resistivity, 
namely, at the rivets. Inasmuch as the great majority of 
draft sill splices are of the chain riveted type it is believed 
that a decided improvement can be affected at this point by 
the use of the staggered form of riveting. This would also 
in a way apply to the riveting found at the bolster and cross- 
bearer connections to the center sills. 

Where underframes are spliced at the draft sills the splice 
riveting should be given particular attention with a view to a 
design such that the section modulus of rivet areas or the 
rivet shearing moment shall be at least equal to the net re- 
sisting moment or section modulus of the draft or center sill. 
A study of the splicing commonly found at draft sills de- 
velops that many are weak at this point, so that while the 
shearing areas of the rivet sections appear sufficient for a 
direct shear, yet they are entirely inadequate to resist shear 
due to combined eccentric and direct draft gear loads, with a 
result that those rivets less favorably located with respect to 
their neutral axis are the first to fail, either by working 
loose, shearing or tearing out. The fact that these rivets 
pound loose proves the rivet section of improper design. 

It has been recommended before the Master Car Builders’ 
Association that for cars built after 1913 the area of the 
center sills should exceed 24 sq. in. and that the ratio of end 
stress to strain should not exceed 0.06, as shown by the 


formula: 


1 X 
0.06 > — + —-- 
A Sm 


Where A = center sill section arca; 
X = eccentricity of resultant draft gear load about the neutral axis; 
Sm = section modulus of sill section. 


This formula is directly applicable to constructions where 
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the center sill is not used to support the car lading, as would 
be the case in the true side frame types of construction. 
However, where the center sill is, in addition to acting as a 
column member, subjected to a transverse bending due to 
the nature of the loading, the additional stress due to the 
maximum transverse bending moment at any point under 
consideration should also be included; so that where M rep- 
resents the resultant maximum bending moment due to load- 
ing. being plus or minus, according as it is in the same clock- 
wise direction, or not, as the draft gear bending moment, 
then the equation becomes: 


M ] X 

ud 4e -) ES 
Sm A Sm 
where ES is the value of cnd strain or draft gear load. 

The question as to whether the net value of 4 (sill area) 
and Sm (section modulus) are to be used depends entirely 
upon the matter of the direction of the maximum bending 
moment and the direction of the force ES. If the indications 
are that the section is more unfavorable to a tension force 
ES, then of course the net values are to be used, otherwise 
full section values could be employed. As a matter of fact. 
however, the writer believes it better to err on the side of 
net areas rather than to attempt to decide just where tension 
and compression cease in the section. Under an end load 
LS, equal to 400,000 lb, the maximum permissible working 
fibre stress in the center sill would be 24,000 lb. per sq. in. 


0.06 ES >- 


This fibre stress is equivalent to a factor. of safety of 
about two when based on the elastic limit of the material 
used. 


DIAGONAL BRACING OF UNDERFRAMES 


The present tendency in the bracing of body bolsters and 
crossbearers against longitudinal movement at the outer ex- 
tremities seems to be toward the elimination of all diagonal 
braces except those from the outer ends of the end sill to 
a point forward of the body bolster. These have been re- 
tained in order to permit poling of the car through the pole 
pockets and also to reinforce the underframe against serious 
damage in the event of the car being cornered. This elimina- 
tion of diagonal bracing can be considered as satisfactory 
from an engineering point of view, provided bolsters and 
crossbearers each have sufficient. lateral rigidity to bear their 
portion of impact loads along the lime of the underframe 
without distortion, and with this in mind each crossbearer 
or bolster should be so designed that the resultant fibre stress 
due to vertical bending under direct loading, plus that due to 
lateral bending through inertia of loading, does not exceed 
a predetermined value of 20,000 Ib. per sq. in. Therefore, 
not only should the section moduli of the crossbearers and 
bolsters be considered with reference to vertical bending, 
but they should also be considered with reference to lateral 
bending, so that: 


M KM 
— + -- - = or < 20,000 Ib. per sq. in 
Sx Sy 
Where M = the vertical bending moment on each arm of crossbearer due 

to lading; 

K = inertia factor due to sudden change in speed of car; 

Sx = section. modulus of net section of crossbearer with reference 
to the horizontal axis; 


Sy = section modulus of net section of crossbearer with reference 
to the vertical axis. * 


The factor A can be derived as follows 


Let V, = initial speed of moving body in miles per hour; 
Va = final speed of moving body in miles per hour; 


d distance, in fect, in which the speed has been changed from 
ry to I's: 

Kı = average force acting upon one pound of the moving body to 
change the speed from 1, to Ig in distance d; 

K = 2 Ky, or value of a force ranging from zero to a maximum K, 


with average equal te Ka 
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Then on the basis of each penne of moving weight: 
Vei— V Vi— VZ 
wd = (+) «G) 0C) 
28 
or Kd = enn 7— V) x .0334 
Kd = 0.0668 (V,? - Vg?) 
= 0.07 x (V -— Vz), approximately, 
V— VL? 
or K = 0.07 (-——-) 
d 
By means of diagonal bracing to the extremities of the 
crossbearers to take care of inertia loads in either direction, 
the crossbearer sections need then only be designed for 
vertical bending with the diagonal ties or struts to resist the 
lateral bending, in which case the net section of the diagonal 
tie as a tension member can be shown as: 
KM 


Area = — - - zs 
20,000 X 1cosa 


Where K = inertia factor; 
M = vertical bending moment due to load; 
] = length of crossbearer arm in ivches; 
a = angle which the diagonal makes with the center sill. 


In cases where the diagonal is used as a strut the section 
of the strut should be determined from the column formula: 


KM 20,000 X A 
l cosa EF 
l O ER 
36,000 r? sin” a 
In which r = least radius of gyration of strut section. 


The use of diagonal members to brace the crossbearers also 
subjects the latter to an additional direct tension or com- 
pression of: 

K M Tana 


IXA 

This should be combined algebraically with the stresses 

due to vertical bending and the final resultant fibre stress 
should not exceed the 20,000 Ib. limit. 


CENTER SILL CASTINGS AND DETAILS 


Where sills or members are coped out to afford clearances 
for lever floats, piping, etc., the sections at these points 
should be designed to give proper equivalent section moduli 
and owing to the frequency of failures at these points par- 
ticular attention. should be paid to these structural details. 
Castings used as fillers or reinforcement over the center 
plates should be designed to meet shocks due to the inertia 
of trucks, as well as to afford reasonable access for riveting, 
so that the center plate can be firmly secured to the under- 
frame, thereby eliminating one of the most prolific causes of 
cars being thrown off center or center sills damaged through 
lack of proper bearing upon the center plates. 

The draft sill members of center sills should also be se- 
curely tied at the top and bottom of the sills and especially 
back of the rear draft lugs. to prevent spreading of the draft 
sills under the draft gear loads. 


END SILLS 


The end sill member has received very little attention and 
many cars can be seen in daily service where it is so coped 
out at the center or draft sill as to render it well nigh useless 
as a load resisting member. It is believed. where circum- 
stances permit, that end sills should be superimposed upon 
the center sills so as to render them most efficient in resisting 
cornerwise blows and also to resist those inertia loads coming 
from the end reinforcement members of the body end framing. 


SIDE AND END FRAME 


Where a steel side frame is used the members should be 
designed to meet not only stresses due to the dead weight of 
the car body and the car loading, but also the horizontal 
loads due to the inertia of the various car frame members 
and the fading. Especial attention should be given to the 
riveted connections of the frame members so as to obtain 
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connections of maximum efficiency for the loads to be sus- 
ined. The matter of lateral pressure or bending on the 
members of the superstructure should be considered with 
re-pect to the various commodities to be carried in the car. 
This lateral pressure warrants particular attention at the end 
reinlorcement members, for one can observe unlimited in- 
stances where these end members have been designed entirely 
too light or weakened through cutting out for clearances, such 
as for uncoupling attachments, with the result that the end 
of the car soon assumes a spherical contour due to the effect 
of load shifting. 

[n connection with this matter before the Master Car Build- 
ers’ Association it has been further recommended that end 
reinforcement members (not including corner posts) should 
have a section modulus equal to (15 in.)* at a point 2 ft. above 
the car floor, or practically equivalent to four 7/16 in. by 4 in. 
Z-bars. It has been further noted that such designs as have 
end reinforcement equivalent to the above recommendations 
experience very little trouble from bulged-out ends and this 
in itself. should be ample indication that the recommendation 
is sufficient to meet present-day requirements. 

Side frames at the door openings should be of sufficient 
strength in both top and bottom chord members to resist the 
combined stresses due to transverse bending and direct load 
and with the corners of the opening thoroughly gussetted to 
prevent distortion of the rectangular opening. When a car 
is provided with large end doors, as in those built for auto- 
mobile service, special attention should be given to the lock- 
ing attachments of these doors, so as to provide a removable 
tvpe of end reinforcement of ample strength to resist such 
load shifts as are to be met in grain service. 


ROOFS 


When wooden frame cars were in more general use than 
at present the design of roof was such as would permit of 
a certain degree of flexibility, so as to accommodate itself 
to the weaving or twisting action of the car body while 
rounding curves or passing over uneven track. The feature 
of flexibility is still largely adhered to in steel side frame 
cars, and appears to have been more or less overdone in this 
case. Where steel side frames are employed and where they 
are of proper design to carry the loads imposed, one may 
observe no appreciable weaving of the car frame while passing 
over track inequalities; the whole car body or frame acts as 
a compact unit. In view of this fact, together with the 
difficulties inherent in sectional roofing, it would appear that 
a more logical type of roof would be that in which roof 
sheets (either rust-proof or anti-corrosion steel) are securely 
riveted together and to the roof carlines, thus tying the side 
frame and carlines into one rigid unit capable of withstanding 
mechanical strain. This would lead us to a type of continuous 
roof such as can be found on steel passenger equipment. 

It is further believed that when the roads are sufhciently 
interested in the preservation of their steel equipment from 
corrosion, by the use of anti-corrosion paints or rust-resisting 
steels, we may expect to find a more general introduction oí 
the all-steel car roof and finally the all-steel box car, which 
can be considered the "ultima thule" to which car builders 
are turning. 


—— 


ConvenTIONS AT SAN Francisco.—Up to the present more than 
400 national and international congresses and conventions have 
chosen San Francisco as the 1915 meeting place, including 25 edu- 
cational conventions.—/ron Age. 


PsycHOLOGY IN MACHINE DesiGN.—The man who remarked 
while standing in line waiting at a box office that he would 
rather walk two miles than stand five, expressed an important 
tact that we should keep in mind in designing machines. The 
human being must neither be unduly restricted in his freedom 
of action nor overtaxed with hard work.—James Hartness. 
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BOX CAR END DOOR 


BY GEORGE E. McCOY 


The lower rail end door illustrated below has recently been 
adopted by the Canadian Government Railways and applied 
to a number of 40-ton steel frame box cars. As shown in 
the engraving, the center line of the opening is located 2114 
in. above the floor of the car and the door is operated inside 
the car. The door frame is a one-piece steel casting, the 
flange of which is secured to the outside by means of bolts 
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Section A-8. 
Lower Rail! End Door, Canadian Government Railways 


passing through the end of the car. The opening is tapered 
and is 10 in. square next to the door on the inside. The open- 
ing is closed by a steel plate which slides vertically in guides 
inside of the car. When closed the door is locked by means 
of a strut, the free end of which drops into position against 
the handhold near the bottom of the door and when open it 
is held up by the same device. Cars fitted. with this type of 
door have been in service for some time with excellent 
results. 


Brock SvsrEM ON HAULAGEWAYs.—In the main underground 
haulageway maintained by the Bunker Hill & Sullivan mine, 
through the Kellogg tunnel, two miles long to the shaft, an 
electric block signal system has been installed and has been in 
successful operation. This consists of a special circuit of colored 
lights strung along the tunnel throughout its main haulage 
length in one-mile sections, operated by the motorman through a 
lever that can be thrown conveniently at the end of each block. 
Red lights are used in one direction and green lights in the 
other, and the motormen are prohibited from entering a block 
ecrrying the opposite colored light until it is extinguished and 
shown to give them a clear track for a mile in length.—/ingineer- 
me Cy Mining Journal, 


GRAND IRUNK SUBURBAN COACHES 


Steel Frame Construction Employed With Wood 
Reinforcement and Wood Finish; Weight 137,000 Ib. 


The Grand Trunk recently placed in service a number of 
suburban coaches, which are of particular interest from a num- 
ber of standpoints. They are 83 ft. 344 in. long over buffers, 
74 ft. long over body end sills and weigh complete, ready for 
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two trucks (40,000 Ib.) to the car body, preventing the body from 
turning over in case of derailment; third, the full effects of the 
air brake can be obtained under all conditions, even after a de- 
railment, as each truck is held in position under the car. 


Pru 


Floor Plan of New Crand Trunk Suburban Car Which Seats 96 Passengers 


service, with six Wheel trucks equipped with rolled steel wheels, 
137,000 Ib. 

The framing is of steel construction with all steel vestibule, 
the interior and exterior finish being of wood. This construc- 
tion is the result of much study and consideration, with the ob- 
ject in view of obtaining a construction which offered a maxi- 
mum of safety and comfort to the traveling public, and a mini- 
mum expense to the railway company for maintenance. This 
problem seems to have been successfully solved by the adoption 
of a steel underframe and steel side framing, equivalent in 
strength to a steel car, in addition to which the car body and 
truck are locked together, so that the braking force is effective in 
stopping the car body as well as the trucks in case of derail- 
ment or collision. By the introduction of this truck and body 
bolster locking device,* and adopting all steel vestibules, the 
possibility of telescoping is believed to be practically eliminated. 
The locking device is designed to have a three-fold function, 
in case of wreck or derailment: First to prevent telescoping ; 
second, to lower the center of gravity by adding the weight of 


*For description of this device see American Engineer, February, 1913, 
page 104. 


By installing steam heat and electric light the car is rendered 
practically fireproof. The railway ofhcers concluded after care- 
ful investigation that the passengers’ wearing apparel, the 
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Steel Frame Suburban Car with Wood Finish Recently Placed in Service on the Grand Trunk 
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Grand Trunk Suburban Car During Construction, Showing the Arrangement of the Steel Members 
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End Arrangement of the Grand Trunk Suburban Cars; the Detall Sectional Views Are Given in a Separate Drawing. 
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in. web plate and 3 in. by 3 in. hy % in. bottom angles. The in. pressed steel diaphragms placed back to back, with 10 in. by 
depth of the center sill at the center of the car is 26 in, and 3% in. top cover plate and 7 in. by 34 in. bottom cover plate, both 
at the bolster 16 in. The body bolster is built up of eight 34 in. extending the full width of the car. 
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pressings as side members, one cast steel center member of BODY AND END CONSTRUCTION 
heavy construction designed to take the lecking device, a top The side girder consists of a 13$ in. by 4 in. by 7/16 in. drop- 


cover plate 5 ft. 6 in. by 5/16 in. extending the full width of the per bar, 4 in. by 35 in. web plate, 2 in. by 274 in. by 3/16 in. 
intermediate angle and 5 in. by 11.6 lb. Z-bar side sill. The side 
posts are 3 in. by 2 in. by 14 in. angles, and the side plate is a 


An End View of the Steel Work 


Interior of the Grand Trunk Suburban Car 34 in. by 3% in. by 3$ in. angle. The steel construction of 

the body is reinforced with wood posts and horizontal and 

‘ar and two 7 in. by 3$ in. reinforcing plates extending from vertical wood blocking. The interior and exterior finish is of 
side sill to side sill. There are two crossbearers placed 14 ft. wood. Wrought iron carlines, 2 in. by 5% in.. are riveted to the 
3 in. on either side of the center of the car and built up of 3á side plate, completing the steel superstructure, and here again 
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the wood reinforcing is employed. Canvas duck is used for 
the final roof covering and the headlining is 3/16 in. Agasote. 
Agasote is also used below the belt rail. No special insulation 
was necessary in this construction except below the belt rail, 
where 34 in. Salamander is applied outside the % in. steel plate. 
Special care was taken, however, for insulation under tke floor, 
two air spaces, two layers of 34 in. Salamander and one layer 
of Neponset paper between the upper and lower course of the 
floor being used. 

The end posts are 4 in., 82 Ib. Z-bars with wood reinforcing, 
and the end plate is a 4 in. by 3 in. by 5/16 in. angle. The vesti- 
bule posts are 8 in., 18 1b. I-beams connected at the bottom di- 
rect to the platform end sill, which is built up of 7 in. channels, 
while at the top these I-beams are connected to the body of the 
car by 6 in. channels running parallel with the center line of the 
car and by 3 in. by 3 in. by % in. angle diagonal braces from 
the ends of the I-beams to the corners of the car body; these 
braces are in turn braced to the vestibule corners by 215 in. by 
2V4 in. by 14 in. angles. The vestibule end plate is a 3% in. by 
3% in. by 3$ in. angle and 2 in. by 2/5 in. by 5/16 in. angles 
brace this plate to the end of the car body between the I-beam 
and the outside of the car. The vestibule is sheathed with % 
in. steel plate. 

The interior finish is mahogany and rattan seats are used. 
the seating capacity of the car being 96. The Stone Company's 
axle system of electric lighting is used, the generators being ar- 
ranged to cut in at about six miles an hour, and the cars are 
heated by the Chicago Car Heating Company's vapor system of 
steam heat. They were built hy the Canadian Car & Foundry 
Company, Montreal, Quebec. 


BRITISH ALL-STEEL KITCHEN CARS 


The first all-steel passenger train cars to be used in Great 
Britain were recently placed in service on the express trains of 
the East Coast Joint Stock running between London, Newcastle, 
Edinburgh and Aberdeen. There are three of these cars, which 
were built at the York works of the North Eastern Railway, 
under the direction of Vincent L. Raven, chief mechanical en- 
gineer of that road, They are self-contained kitchen cars, and are 
devoted entirely to the supply of food, wines, etc., thus acting as 
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are 11⁄2 in. by 11⁄4 in. by 3/16 in. angles. 
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to build these cars of steel. All the other vehicles in these trains 
are lighted by electricity. 

The underframe is built entirely of British standard steel sec- 
tions, and is of the trussed type. The side sills or solebars are 
in one length, the section employed being 9 in. by 3% in. by 4-in. 
bulb angle, trussed with a 174 in. diameter rod carried 14 in. be- 
low the side sill. This member also carries a pressed plate sec- 
tion which supports the body posts, and also forms the lower 
attachment for the body panels, to which they are riveted. The 
center sills, or main longitudinals, are in one length from bolster 
to bolster, and the section is 9 in. by 3 in. by %-in. channel. The 
end sills, or headstocks, have bcen made specially deep. in order to 
bring the body lines uniform with standard East Coast Joint 
Stock wooden cars, and consist of 15 in. by 4 in. 42-lb. channels. 
The body bolsters are built up of 10 in. by 314 in. by 15-in. chan- 
nels attached to the center sills by heavy knees and angle gus- 
sets. The end diagonal braces are 8 in. by 3% in. by 14 in. angles, 
while the end longitudinal sills are also angles, 10 in. by 3% in. by 
V, in. section. For the truss rod needle beams, two angles, each 
6 in. by 3% in. by % in., are arranged back to back, the queen 
rosts being sandwiched into them at 6 ft. 3 in. centers. The under- 
frame members arc all well connected by gusset plates, bent plate 
and angle knees, the rivets in the main connections being 34 in. 
in diameter. To carry the floor plating, in addition to the under- 
frame members, 10 T-bars, 3 in. by 275 in. by !4 in., are arranged 
at 4 ft. centers, and the floor plating is riveted to these and to 
the main members of the underframe. 

The body framing is constructed throughout of British standard 
rolled angles, channels and T sections, having a breaking 
strength of 28 to 32 tons per sq. in., with an elongation of not less 
than 20 per cent. The main posts and the door posts are 3 in. by 
2V5 in. by % in. angles, bent to the required contour, and secured 
to the side plates by turning over the flange and to the side sills 
by 6 in. by 6 in. knees. All intermediate posts and local stiffeners 
The side plates are 3 
in. by 3 in. by 34 in. angles, carried continuously to the end sweep 
angles or end plates, to which they are connected by means of 
gusset plates. The top light rail angles, which are above the win- 
dows, are 1% in. by 174 in. by 3/16 in., riveted to the posts, while 
the bottom light, or belt rails, are 217 in. by 3 in. by 14 in. angles 
arranged to butt znd rivet to the posts, which are stiffened by 
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All-Steel Kitchen Car Used on the East Coast Route In England 


tenders to the first and third-class dining cars, one car per train 
being arranged between these latter cars with a direct service to 
each simultaneously. 

Owing to the difficulty of procuring sufficient current for an 
efficient electrical cooking installation, gas is used, and it was de- 
cced, with a view to reducing the liability of fire to a minimum, 


bent plate knees between each two posts. The end framing has 
been arranged to provide ample resistance to impact. The corner 
posts and end posts are all 3 in. by 3 in. by 3$ in. angles, sub- 
stantially secured to the underframe by forged knees; the corner 
posts being secured to the side plates by gusset plates 36 in. thick. 
The top end arches, and the top and bottom framing rails, are 
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Four-Wheel Truck for the East Coast Route All-Steel Kitchen Car 


3'8 Dia wheels on tread 


3 in. by 2 in. by 14 in. angles. The ends are adequately 
stiffened and braced to afford the Pullman vestibule gear the 
maximum of support. 

The whole of the body outside paneling is of No. 16 gage char- 
coal finish, cold rolled, hydraulically flattened steel plate, ar- 
ranged in various sizes to suit the framing. The general rivet- 
ing is 5/16 in. diameter, all outside heads being countersunk in 
either panel or moulding. The mouldings are of rolled steel 
throughout and of various sections. 

It was found that a thoroughly satisfactory arrangement was 
produced for holding the windows and inside paneling by filling 
in the side plates, belt rails and main posts with packing, which 
is screwed to the steel members. The main doors are lined out- 
side and inside with steel plate of the same gage and manufac- 
ture as on the body. 

The elliptical roof is constructed throughout of No. 16 gage 
steel plate curved to a template, and riveted to a series of 2 in. 
by 2 in. by % in. T-bars, which are connected by gussets and 
rivets to the angle steel side plates. All rivets are 5/16 in. diame- 
ter, with countersunk heads on the outside. A cotton duck roof- 
ing canvas is laid over the steel and secured by No. 20 screws 


An Interior View of the Steel Kitchen Car 


to the side plates and end sweeps by a 21 in. by 2 in. cornice. 
The roof ends are swept down 10 13/16 in., in a moderate curve. 
There are 13 torpedo air-extractors or ventilators arranged on 
the roof, those in the kitchen and pantries having large bell- 
mouthed openings, and no valves. 

The floor consists of 5 Ib. per sq. ft. steel plating laid from end 
to end, and is riveted to the underframe. It is covered with 
a plastic cement composition known as Decolite, 34 in. thick, and 
waterproof, hygienic and impervious to insects, In the corridor, 
kitchen, pantries and passages, all square corners are avoided by 
sweeping the cement into a continuous curve. The corridor in- 
terior is fitted on the body side, from the sill to the roof casing, 
with No. 20 gage steel panel plate, secured to the steel framing 
packing by rolled steel mouldings. The corridor screen is also 
covered from top to bottom with the same material, so that the 
passageway from end to end is perfectly fireproof. The first- 
class pantry, located adjacent to the first-class dining car, is 9 ft. 
long, and 6 ít. 32$ in. wide inside. It is entered by a col- 
lapsible gate, the doorway being 2 ít. 3 in. wide, and every con- 
venience is provided for the storage of glass and chinaware, etc. 
At the end is a large drainboard for drying off the washed dishes, 
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with a storage cupboard below. Hot and cold water is sup- 
plied at all times to a large teak-lined sink, adjacent to which is 
another cupboard with a table top. Crockery racks are arranged 
above the head level on the transverse partition, while below, 
there are the plate racks, refrigerator and ice closet, wine cup- 
board, etc., an additional cupboard or sideboard being arranged 
for with a large complement of drawers. An improved pure 
water filter with hand pump is arranged over the sideboard. 

An incandescent gas lamp of 50 c. p. is placed at the center of 
the pantry, and flanked by two torpedo ventilators. The ven- 
tilation is further assisted by a louvre ventilator, which consists 
of a series of vertical vanes so arranged that air may be induced 
or extracted at the will of the operator. A large water tank is 
placed adjacent to the pantry in the ceiling. The two transverse 
passages are 2 ft. 6 in. wide, and are necessary for ingress and 
egress, in addition to which all stores taken on the car come 
through these doors, and empties may be discharged and new 
supplies taken on simultaneously. A drop table is provided in 
both passages. These passage walls are lined throughout with 
steel plate and steel mouldings. 

The kitchen is 22 ft. long by 6 ft. 7% in. wide, inside dimen- 
sions. At one end is located the range, occupying the full avail- 
able width, the partition, roof and corridor screen around it be- 
ing covered with asbestos and No. 16 W.G. steel plate. The 
range is raised clear of the floor. At the body side are installed 
two sinks with hot and cold water supply and a hinged flat table, 
while the table on the right-hand side serves the chef as a carv- 
ing table, below which is fitted the cold storage, and the cup- 
board, which is ventilated, is used for the storage of fresh meat, 
fish, fruit, etc. 

All the serving of meals is done on the corridor side of the 
kitchen, and the partition at this side is provided with an up- 
ward sliding door 2 ft. 2 in. wide, while a drop table is arranged 
below the hatchway as a serving table. The hot plate and closet 
are fitted with twelve burners. 

The main entrance to the kitchen is off the corridor through 
a collapsible gate, with an opening 2 ft. 3 in. wide, a folding 
table filling up the gateway when the gate is closed. To pro- 
vide for hot water at any time a patent hot-water gevser, gas 
heated, is installed, the boiler and gas rings being located below 
the table. The water supply to the boiler is taken írom the 
overhead tanks, and is automatic. Two additional cupboards. 
the top of which serves as a sideboard if required, complete the 
kitchen. The ventilation, and the endeavor to avoid the sweat- 
ing so common to kitchen cars, has been carefully planned. 
louvre ventilators being arranged over two out of the three win- 
dows on the body side, while six torpedo ventilators, with large 
brass bell-mouths, take out the impure air. The three side 
windows have double glass, and are protected from damage on 
the inside by galvanized wire frames. The floor is covered with 
steel mats, which can be taken up and thoroughly cleaned, in ad- 
dition to which is arranged a large sump for the removal of all 
waste. Galvanized refuse bins of large capacity are located be- 
low the sinks. The entire kitchen sides and partitions are cov- 
ered with white enameled iron plates. 

Three pedestal gas lamps, each of 50 c. p. are applied, and 
arrangements are provided in the kitchen for cutting off the gas 
supply from the receivers on the underframe. 

Adjacent to the kitchen is a second passage, with outwardly 
opening doors, identical with that already described, next to 
which is the third-class pantry. This is 6 ft. 5 in. long and 6 ft. 
37$ in. inside width, and is fitted. with sink, drying board, bins 
for mineral waters, plate and crockery racks, pure water filter, 
hot and cold water, etc. Entrance is by means of a folding gate 
opening off the corridor. Over the single window is arranged 
a louvre ventilator, and two roof air extractors are also applied. 

The attendant's compartment is 5 ft. 11% in. long, with two 
transverse seats, below which are lockers for uniforms. One 
incandescent gas lamp of 50 c. p. and pilot light is employed, 
flanked by two torpedo ventilators. A large lavatory adjoins the 
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attendant's compartment, and is set apart for the use of the staff. 

The corridors, which are 2 ít. in the clear, and 1 ft. 914 in. at 
the door pillars, are covered with sheet steel throughout, var- 
nished teak color. They are lighted by five lamps, fitted with 
pilot lights; each is of 50 c. p., and ventilated by four louvre ven- 
tilators. At the third-class end is a soiled linen cupboard. 

The vestibule connections are of the Pullman type, and have 
canvas and rubber diaphragms. Two wind screens of the spring 
roller type are also fitted to each vestibule. 

The supply of gas for the kitchen, and also for lighting, is 
carried in five storage cylinders, which have automatic valves to 
cut off the cylinders in the event of the pipes being broken 
through accident. The cylinders, and also the regulators, of 
which there are three, are housed as high in the frame as pos- 
sible. The gas supply to the stove, hot-plate and lamps is con- 
trolled within the kitchen. The brakework is of the vacuum type 
with two 22-in. vacuum cylinders, and two reservoirs each 4 ít 
6 in. long by 1 ft. 3 in. in diameter. The leverage 1s so arrangec 
as to produce 76 per cent of the tare weight brake shoe pressure. 

East Coast Joint Stock cars use the Buckeve center coupling 
in conjunction with the Pullman vestibule. and this is titted to 


Another interior View of the Steel Kitchen Car 


these particular cars. The coupler head is of the latest pattern 
with vertical locks operated from the car side, and pulis 
directly on to a pair of steel springs arranged in parallel, wh.c 
bear against steel castings sliding in cheek castings which are 
attached to the 10 in. by 3^; in. angle longitudinal sills. If re- 
quired, the coupler head may be hinged, and an ordinary screw 
coupling attached to a hook forged on the coupler shank for this 
purpose. The side buffers are of the telescopic pattern, and are 
not in use under ordinary circumstances, only being extended 
when running with vehicles with ordinary screw couplings. 

The cars are mounted on two four-wheel trucks of 8 ft. wheel- 
base, placed 36 ft. between centers. They are of the Fox pressed 
steel pattern, and have side frames !4 in. thick. 

The weight of each car is 36 tons (of 2,240 11.2, which includes 
about 200 gallons of water in the roof tanks. 

The principal dimensions are as follows: 


Length over body vestibules.. 00.0.0... . 0. ccc cee cece eese ern 55 ft. 
Length^ovet body uin bes cae seagate ares ee e s don iu eS 53 ft. 6 m. 
Length over end sillls. 24a nS Brace RRECEEESERÉ Ded ing ue 52 ft. 
Distarce between truck centers. 0... ccc ce eee rr hn 36 ft. 
eC cwheelbase- ud xuean ER Soe OR ald eee Bo MASE DS AS ta FE BESS RATE 8 ft. 
Width outside body over mould?! gs......... ele ntt 9 ft. 
Widh of corridor bL ORO DU NUM RNC MCA cla hated 
Width over facthoardsic icc Oo vivre uas oho to Wd DA CERA E PAX ao DO A 8 ft. 10 1n 
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SPECIAL CHUCKS FOR AIR PUMP 
REPAIRS 


BY W. W. ELFE 
Machine Foreman, Central of Georgia, Macon, Ga. 

A simple chuck for bushing valve chamber heads on 914-in. 
air pumps is shown in Fig. 1. The chuck is made from a piece 
of 34-in. by 7-in. wrought iron, the feet and inside face being 
machined so that they will be parallel. It is secured to the 
face plate of the lathe by means of bolts and proper alinement 


Fig. 1—Finishing Air Pump Valve Chamber Head for Bushing 


facilitated by the use of dowel pins. .X hole is bored through 
the center just large enough to fit the projection on the inside 
face of the head so that accurate chucking is accomplished with- 
out loss of time. Two shell reamers of high speed steel, both 


Fig. 2—Chuck for Repairing Worn Air Pump Check Valve Caps 


fitting the same machine steel arbor, are used with this chuck. 
The larger one sizes the head for the bushing, which is applied 
with a press ft. After the bushing is applied the smaller 
reamer is used to finish it on the inside. The bushings are 
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1 11/16 in. in length and 2 7/16 in. outside diameter, the fin- 
ished inside diameter being 2% in. When worn more than 
1/32 in. they are removed and new bushings applied. 

Fig. 2 shows a chuck used in reclaiming worn check valve 
caps from the air cylinders of 9'4-in. air pumps. The chuck 
is bored to fit over a small face plate to which it is secured 
by means of two %-in, cap screws. A hole is bored through 
the center and threaded so that the cap may be screwed in from 
either the front or back. The illustration shows the check 
screwed in from the back to have the valve stop faced off and 
to be drilled through the center for the dowel. The dowels are 
made on a turret lathe from ] in. round bars, the shank being 
finished to !4 in. in diameter and threaded to receive a nut. 
After the cap has been bored it is removed from the chuck and 
replaced from the front, in which position the head is counter- 
sunk to receive a 14 in. nut. The body of the dowel is finished to 
a driving fit and after being driven into position is secured by 
means of the nut. The appearance of the repaired cap is clearly 
shown in the illustration. 


PISTON ROD GLAND AND OILER 


BY JAMES STEVENSON 
Gang Foreman, Pennsylvania Railroad, Olean, N. Y. 


The combined piston rod gland and oil cup shown in detail 
in the drawing is designed to replace the usual method of oiling 
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Piston Gland with Direct Attachment for Oll Cup 


the piston rod packing through a pipe from an oil cup on the 
top guide. It is simple in design and includes a sight feed as 
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well as a means of access to the oil passage for cleaning with- 
out removing the oil cup. : l 

An arm extending out fo clear the side of the guide bar is 
cast on the upper outside corner of the gland. A 5/16 in. diag- 
onal passage is drilled through the arım to the inside of the 
gland and the outer end of the passage is counterbored to a 
diameter of 34 Into this enlarged passage is drilled and 
tapped a 34 in. vertical opening to receive the oil cup, and the 
end of the «diagonal passage is closed with a swinging cover 
secured by means of a % in. machine screw. By opening this 
cover it may be readily ascertained whether or not the oil cup 
is feeding properly, and in case new packing has been applied 
more oil may be added without disturbing the adjustment of the 
oil cup. By inserting a wire at this point the oil passage may 
be readily cleaned without removing the oil cup. This device 
was developed by the writer, and a patent has been applied for. 


MOTOR DRIVE FOR A BRADLEY HELVE 
HAMMER 


BY W. E. JOHNSTON 


Chief Draftsman, Western Pacific, Sacramento, Cal. 


When making the tool layout for the blacksmith shop of the 
Western Pacific, at Sacramento, a 200-lb. Bradley helve ham- 
mer was desired in a location near the center of the shop where 
the usual overhead drive would have been difficult to install on 
account of the height of the roof trusses. A framework resting 
on the floor for the support of the countershaft would have been 
unsightly. besides obstructing the space around the hammer. 

To meet these conditions, the special drive shown in detail 
by the drawing was installed and has proved entirely satisfac- 


Position of Idler with 
Hammer at rest shown 
solid Posrhon with Hammer 
running dotted. PS 
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by the treadle. Pressing down the latter raises the idler, tight- 
ening the belt and increasing its arc of contact on the motor 
pulley. The pullev is of cast iron and soon acquires a high 


polish, so that it runs against the slack belt practically without 


Location of Driving Motor for Helve Hammer 


friction, but “takes hold" and starts the hammer promptly as 
soon as the treadle is depressed. 
This drive has been in continuous service for over a year 
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Method of Operation and Details of Motor Drive for Helve Hammer 
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tory. As shown in the photegraph an induction motor is placed 
at the side of the hammer where it offers but little obstruction 
to the free use of the floor space around the machine. The 
motor runs continuously during the working hours. The ham- 


mer is operated by the treadle in the usual way. An idler pul- 
Jey is secured between the ends of a double lever operated 


and a half with no attention other than the occasional tighten- 
ing of the belt as would be required with anv belt drive. 


EFFECTS oF IMPURE WATER ON TURBINE BLApEs.—Impure wa- 
ter, even though treated, is sometimes the cause of a fine coating 
of lime forming on turbine blades.—7 ^e Engmecer. 


AN INSPIRING ADDRESS TO APPRENTICES’ 


"It Takes Great Courage to Perform a Perfect 
Task on a Thing That May Never Be Seen" 


BY GEORGE M. BASFORD 


Every man living, with real blood in his veins, desires to do 


something big, something noteworthy, something brave, 
something courageous. To have one's name associated in 


the public mind with some great heroic act, or some impor- 
tant work, gives a thrill of pleasure. To be the one to step 
lorward from the crowd and show the way out of a difficult 
emergency, to be a leader, to wield power, to hold a place of 
prominence is the ambition of every real man. It is a natural 
and proper ambition. Thousands, many thousands of young 
men in the terrible nghts of the European war are ready and 
vager to show their courage. They are impatiently waiting 
for calls for volunteers for difficult and dangerous service. 
They wish to be useful, they desire to make names for them- 
shes and they know that the whole world is looking on, 
equally eager to admire and reward heroism with public ap- 
proval. The dramatic features of a submarine torpedo attack, 
of the rescue of human life at a fire or in a runaway on a 
crowded street have an important influence on the men who 
make the rescues. It necessarily must be far easier to enter 
a burning building to save lives than to stagger against a win- 
ter storm on a desolate beach and struggle against a frozen 
gale to give warning of a shipwreck. 

Who are the greatest heroes of the fight to the horrible 
bnish of two battleships? They are the firemen, down in the 
bowels of the ship where the temperature is 150 deg., hot 
enough to drive men to madness. They tend their fires when 
the armor is pierced, when the electric plant is out of business, 
so long as the main engines are working. They then work 
in the dark, except for the light of their furnaces. They do 
not know the inspiration that comes from seeing the effect 
ot their own work. They usually go down with the ship, but 
it victorious, victory is due to them as much as to those who 
Wear unilorms and who inspire the poets. 

It is difficult to be courageous and to do an arduous duty 
when no one is there to see, to praise or to know. If life 
coud be concentrated so that. we could. nerve ourselves to 
individual, powerful efforts it would be easier to succeed, 
easier to. win a high place and to keep it. Life, however, is 
not like that and success cannot come in that way. l 

You see the highest officers of this railroad passing through 
the shop where you are working. You cannot help admiring 
the men. You often think how fine it would be if you could 
drop your tools, wash up, dress up and be like them. They 
appeal to you because they are prominent, they are success- 
lul and they seem to you to be very powerful. They are big 
men, they are doing big things in a big way and you are am- 
hittous to be like them. 
they are in mine. 


They are heroes in your eyes, as 
They are human, however. 

How do these officers get to these high positions? Do they 
accomplish at by a few spectacular performances with the 
world watching and waiting to give its approval and its re- 
ward? They do not. These men are trusted with their great 
responsibilities, they have gained their high positions, be- 
canse they bave done something far different from that. 
These officers have worked like the surfman patrolling the 
beach. They have worked faithfully, in comparative ob- 
scurity, Tor many years. They have done the most cour- 
agcous thing any man is called upon to do. Greatest courage 
is required, not for spectacular things, but for plain, simple, 


evervday work, in quiet obscurity. ]t takes great courage to 


"From an address. entitled “Heroes.” delivered before a meeting of the 
Cncago & North Western apprentices at Chicago on February 15, 1915. 
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perform a perfect task on a thing that may never be seen 
and where imperfect workmanship cannot be traced and laid 
at your door. It requires more courage to do a good and 
thorough job for someone else, a perfect Job and do it every 
day, whether you think. anybody will see it or not, than to 
climb to a burning roof to rescue a human lite. because 
these men are heroes of this everyday kind they have been 
elevated to their fine positions. 

You look at them as they pass through the shop and you 
If you do as they have done you may 
You see the officials of the road as 
grown men in so-called middle Hie. Perhaps it does not oc- 
cur to you that they ever were boys. Picture them as boys 
and young men of your own age. Life looked to them as it 
now looks to vou. They, however, were different in some 
way from their comrades. At your ages they were probably 
but very Dittle different and the difference was perhaps in 
attitude, in loyalty, in the courage that we have been con- 
sidering, They certainly were good workmen and they were 
good subordinates, or they would never have been preferred 
end promoted. They were earnest. They were Joyal. They 
did not do and, therefore, did not conceal bad work. They. were 
doing something every minute. They selected. friends in the 
shop that were worth while. They chose to admire good, strong, 
efficient men and they did not listen to the noisy fellow who 
told them that the bosses would think no more of them for 
extra effort or steadfast loyalty. They were, however, 
human. 

Their successors are in this gathering tonight—who are 
they? You may all have ambition which will bring you no 
disappointment. ^ You may not all be superintendents of 
motive power, but you may all be something else that is 
equally honorable and equally important. You may all be 
competent, honest, efficient workmen, doing good work every 
day. This will bring you satisfaction and happiness, for you 
will feel that these officers. depend upon. you and. that. they 
cannot hold their positions without. you. 

It does not matter how high you climb, but it does matter 
how far you climb. A friend recently told the graduating 
class of Harvard University that it means more to climb 
Mount San Bernardino than to climb Pike's Peak. The 
former begins at a point 300 ft. below the level of the sea 
and rises 11.000 ft. The latter begins at a point 7.000 ft. above 
the level of the sea and rises 14,000 ft. above that level, a real 
climb of 11,000 ft. in one case and 7,000 ft. in the other. It's 
where you start and where you finish that counts. These 
good friends and this good railroad are supplying the equip- 
ment for your climb. How far will you go? That's up to vou. 

These othcers reached their high positions by climbh‘ne. 
When they started they prepared for the first step. They 
then prepared for the next one. They were always ready 
for the next job and they impressed this fact upon all who 
were around them. They were not to be kept down. 

You are preparing for your first step in promotion. llave 
a care as to the preparation. Make known by your work 
that you are ready for the next step and patiently wait for 
it, making the preparation more secure as vou wait. 
body here this evening will be the first to be sought for and 
promoted. Are you prepared? Is it to be you? 

As these officers go through the shop you see them. Do 
they see you? They certainly do. They are keen observers. 
They see you and what is more they see your work. Knowl- 


wish to be like them. 
perhaps be like them. 


Some- 
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edge of that also comes to them in their records of cost and 
of engine failures. Be assured the officers know every good 
workman. They know every hero in their ranks. They know 
better than you do what it means to be a good, faithful, efh- 
cient workman. They know better than you do that this is 
the foundation for the only success that is worth while. 

When he passes you in the shop can you hold your head 
high, look the superintendent of motive power squarely in 
the eye, as a good American workman, feeling that you are 
absolutely necessary to him to aid him in dealing with his 
many and varied responsibilities? ]le may find you fitting up 
a driving brass, driving a rivet, beading a flue or putting in 
cotter pins. Let him find the work perfect and done at 
proper cost of time and material. He will know that that 
job will not worry him later as the cause of an engine failure. 

That little cotter pin may bring in the train. Its absence 
may cause the wreck that costs the life of your father, your 
brother, your mother. But if the officer does not see your 
work, you yourself sce it and when you look into the glass 
vou wish to see a man and not a moral coward. Think 
how that passenger engine you worked on last week depends 
upon you, upon your heroism to resist the advice of one of 
your cowardly colleagues. who may say: “Let it go. It's good 
enough. No one will thank you for more than a passable 
Job." lí no one sees it, your reward will come in being able 
to walk out of the shop at quitting time, holding your head 
up, knowing that you are a man and that you have done a 
real man's work. 

The Chicago & North Western has made you, has trusted 
you and honored you with this great opportunity. It holds 
out to you, as few railroads do, opportunities for preferment 
and advancement. This organization is led by men who grew 
up from the ranks, from positions such as you now occupy. 
The head of this motive power department has spent all his 
years of service on this road. Today Mr. Quayle stands 
with the.greatest leaders of his calling. So does Mr. Bentley. 
They give you a better opportunity than they themselves ever 
had and beckon you on to the greatest advancement oí which 
you are capable. They have established an ideal for you to 
strive toward. Their superior officers support them and ofer 
you the best opportunities offered to any young men in rail- 
road service today. 

The future is up to you. Will you be traitors? Will you 
be heroes? Choose. Choose to be heroes in the heroism of 
simple honesty in the work that shows and in that which lies 


concealed. that you may look back in years that are to come, 


proud that you have done an important part in making the 
Chicago & North Western a better railroad than it was when 
it took you in and gave you this place in a great organization 
of real men. Are you worthy? Are you worth while? If 
you are not satisfied with your own answer you have some- 
thing to do. "To see what is right and not to do it is want 
of courage." 

A railroad as a business organization is like an army fight- 
ing its way step by step up a long hill. Many fall as they 
advance. Somebody is taking their places. Will you take 
these places or will you loaf and straggle and let the honest, 
earnest ones pass you? Will you shirk or will you work? 
You may shirk into a narrow, selfish existence of little value 
to yourselves and to others. You may work into a condition 
of useful progress, as these officers have done, but to go as 
high as they have you must aim high and you must consider, 
as they do, that nothing is ever finished. 

How can I start a lot of lively young men like you to think- 
ing of the future so that you will make the necessary efforts 
to take the places that you ought to take? Let me give you 
the story of "Reddy" Johnson as I had it from a friend down 
East. 

"Reddy" was a machine shop apprentice eighteen vears old 
and had nearly finished his time. He looked forward to a fore- 
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manship more than to anything else in the world. The con- 
cern had a traveling salesman, Van, by name, who sold all 
the shop could make. He had graduated from the shop and 
made $3,000 a year. He did about as he liked, was looked up 
to by everybody and what he said "went" with the old man. 
"Reddy" thought him a prince and wondered if he would ever 
reach so high a place. Whenever Van came to town he 
would come into the shop, talk with the foreman and look 
after his orders. lle came in one day and wandered over to 
see "Reddy." 

"Well, ‘Reddy,’ " he said, "when are you going to be fore- 
man?" Then he sat down and drew "Reddy" out. "You can 
be foreman either of this place or some other, just as soon 
as you can boss men. You've got to start in and practice 
just as you did on the lathe and planer.” 

"How can I practice?" asked "Reddy," "I'm only a cub 
here and everybody bosses me and I've got to do as I'm told." 

"Well, ‘Reddy’ Johnson, you can practice on one and that's 
Johnson." 

"Me?" 

"No, not you, but Johnson. Every man has two distinct 
personalities in the one body. One is energetic, ambitious, 
likes to do right and get along. Thats you, ‘Reddy.’ The 
other is careless, shiftless, lazy and fond of a good time. 
That's Johnson. Now, ‘Keddy,’ what you've got to do is to 
learn to boss Johnson, your other self, and you'll find it a 
big job. When you can boss Johnson successfully and keep 
him up to the mark all the time and keep him good natured 
about it—then and not till then you'll have the skill and prac- 
tice to boss more than one man." 

The idea struck "Reddy" and he tried it. In the course of 
a week he liked the game. As "Reddy" the foreman he 
bossed Johnson the workman and jacked him up whenever 
necessary, and, according to “Reddy,” Johnson was a bad onc. 
Van went out on the road and "Reddy" went after Johnson. 
He made him study, checked him up in his work and had a 
poor opinion of him generally. One night he went to a sow 
and before the curtain rose he keard two people talking in 
front of him. One had been away and said: "IIow's ‘Reddy’ 
Johnson doing?" "Fine," said the other, "he's assistant forc- 
man at the shops now, in charge of erecting, with from three 
to ten men under him all the time.” 

"Reddy" heard no more of the play. “Was I foreman?” 
thought "Reddy." “How long have I been foreman? When 
the new wing was put up six months before I was put to 
work in it with some helpers and my wages raised. Yes, I 
had been foreman for six months and was so busy bossing 
Johnson 1 hadn't noticed it." 

This is said to be a true story of the real start of a success- 
ful man. Think it over. Try it. 

Let me leave this thought with you. 

One stone ai a time builds the world’s greatest. structures. 
One step at a time makes our journey. One day at a time 
makes our lives. Little improvements in small things faith 
fully continued make men great. 

PoLes FOR TRANSMISSION Lines.—The choice between steel 
and wood poles for transmission lines is mainly a question of first 
cost plus maintenance charges. In the industrial districts of 
England there are many reasons why wood poles cannot be run 
in a straight line, with the result that the spans usually do not 
exceed 85 yd. in length. For such spans it is cheaper in first cost 
to employ wood poles which require no after maintenance. 
Under exceptional conditions, such as in Cornwall, longer spans 
can be used and steel poles can then undoubtedly be employed 
with advantage. Steel poles should not be employed in smoke 
and fume-laden districts without the most careful investigation, 
because experience with them on tramway and railway systems 
has shown that their rate of deterioration is rapid, and the cost 
of maintenance in painting, ete. is high.—The Engineer. 


if 


Bo. a ef 


ENDS... Am — ON - 


APRIL, 1915 


TURRET HEAD FOR PLANING GUIDES, 
SHOES AND WEDGES 


BY B. O. YEARWOOD 
Machine Shop Foreman, Virginian Railway, Princeton, W. Va. 


The planer turret head shown in the illustration was de- 
signed by the writer and applied to a Detrick & Harvey 42 
in. by 20 ft. open-side planer for use in finishing guide bars, 
and both the inside and outside of shoes and wedges at one 


Turret Head Set for Finishing the inside of Shoe Flanges 


setting. The saddle on the crossrail is of the standard pattern 
and the only change required for the application of the tur- 
ret head was the insertion of a central stud in the vertical 
slide, about which the turret head revolves. The turret has 
four arms, three of which are each provided with a single 


Finishing the Outside of Driving Box Shoe Flanges with Planer 
Turret Head 


tool post taking tools of 34 in. by 117 in. section. The fourth 
arn is provided with two tool holders in which are secured 
¥% in. square tools for finishing the inside of shoe and wedge 
flanges. Both guide bars and shoes and wedges are clamped 
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in a special jig provided with a single tie rod, thus making 
it necessary to tighten but one nut in clamping the whole job. 
l.ocomotive guide bars are planed from the rough forging, 
the face and both sides being machined at one setting ready 
for finishing on the guide bar grinder. Shoes and wedges 
are completely finished at one setting ready to be placed on 
the engine and laid off. The illustrations show the construc- 
tion of the turret head which provides for planing both sides 
of the work at one time. Both the inside and outside of 
shoes and wedges are finished in one operation and the single 
tool mounted in the straight arm is used for finishing the 
horizontal surfaces. Steel shoes and wedges are being fin- 
ished in this manner for 9 to 11 cents each. 


SUGGESTIONS FOR A PROPERLY KEPT 
ROUNDHOUSE"* 


BY W. U. APPLETON, 
General Master Mechanic, Canadian Government Railways, Moncton, N. B. 


The foreman who is under the impression that it 1s necessary 
to maintain a comparatively large staff for the special purpose 
of keeping the shed clean is under a misapprehension as the 
proportion of roundhouse expense directly chargeable to such 
work should be very light. One or two men assigned to gen- 
eral cleaning should be ample at our largest sheds and with the 
different gangs and individuals doing their part the sheds should 
always be in a presentable condition. With men assigned to do 
all the work the tendency is to cause the other classes to be- 
conie careless and untidy, resulting in a dirty shed at all times. 
The wood wheeler should carry a broom and after unloading 
the wood and putting it on the locomotive should gather up 
al refuse and make proper disposition of it. He can also as- 
sist materially by keeping the wood pile in proper shape and 
using the small broken pieces. The same applies to the fire 
builder who should keep the floors of the cabs clean and free 
from coal, etc. 

Proper receptacles should be located between the pits for 
dirty waste and the wipers should be careful to always gather 
up and put their waste into them while performing their work 
and when completed. This means very little effort and loss of 
time compared with the result to be accomplished. Suitable 
inexpensive receptacles may be easily made from worn out air 
reservoirs and smoke stacks. 

The ashpitmen should keep the premises about the pits and 
their shanty in a neat condition and a suitable inexpensive rack 
should be provided for the tools and hose. They should insist 
on the valves of the water supply being kept in good condition 
to prevent waste of water which is generally expensive and 
sufficient of which might easily be wasted to be equivalent to 
$1 or $2 a day. 

The tube cleaners should where possible take care of all soot 
and cinders removed from the tubes or front end. The boiler- 
maker helper or other employees could assist to a large extent 
when removing ashes and cinders from a front end by always 
putting them into the barrow or trolley that would ultimately 
be used to carry them away instead of throwing them on the 
floor. This would prevent a duplication of the work and a 
dirty shed. 

Fitters using blocking, etc., should see to it that it is properly 
piled in the places assigned for it when the work requiring 
it has been completed and all tools should be kept together and 
returned to the tool room when not required. 

Suitable scrap bins are important; separate bins for the dif- 
ferent classes of scrap to the extent necessary to avoid extra 
handling should be provided and the bin for worn out brake 
shoes should be so arranged as far as possible to permit in- 
spection of the shoes at all times. A bin for scrap material 


“Extracts from an article in the Canadian Government Railway Employces’ 
Magazine, January, 1915. 
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that there is possibility of working over is a good feature and 
all bins should be periodically inspected. by chargehand and 
foreman to insure against good material being scrapped. AH 
scrap should go to the bins as it accumulates; if a defective 
arch bar or spring hanger is replaced it is equally important to 
make prompt and proper disposition of the defective part as it 
Is to replace it, as far as organization is concerned. All scrap 
brass and copper should be personally inspected by the charge- 
hand who should decide regarding its disposal and a system of 
getting proper receipts for it should be in effect. Valve bodies 
are sometimes condemned owing to defective seats when they 
are fitted with removable seats and it is only necessary to re- 
new the seats. A careful check should be kept on all valves, 
gages, regulators and air brake materials and requisitions for 
new stock should never be without first ascertaining 
what nas become of the old. 
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CARE OF LYE TANKS 


BY J. A. JESSON 


The lye tank is an important feature of shop equipment 
for the repair of the various parts of the air brake apparatus 
and other locomotive appliances which has received com- 
paratively little attention. The writer has experimented 
considerably with tanks of various shapes and with several 
methods of regulating the solution with results that were 
very interesting as well as beneficial. 

The ideal location for a lye tank is inside the shop, where 
the temperature of the atmosphere is constant. When lo- 
cated in the open air the conditions are such that it is dift- 
cult to maintain a solution of uniform strength. It is im- 
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Automatic Regulating Device for Lye Tanks 


possible te even. approximate the amount of raw lye required, 
especially where the contents of the tank are being con- 
tinually changed and where the tank cover is not a close fit. 
From tests made in the open air with a tank 2 ft. wide, 2 ft. 
deep and 8 ft. long, the solution in which was 18 in. deep, 
the evaporation at an atmospheric temperature of 80 deg. 
amounted to 6 gal. per hour, or at a rate which would result 
in an entire change of volume in 30 hours. At a temperature 
of 20 deg. the evaporation was 8 gal. per hour, or an entire 
change in 23 hours. To automatically maintain the depth of 
the solution at 18 in. under such varying conditions proved 
to be a difficult matter. The common practice of feeding 
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steam to the solution through a certain size. Ofitice in the 
steam pipe proved to be wholly unreliable. — X sensitively 
operated float valve gave very good results so long as the 
valve remained free from leaks, but scale from the steam 
pipe would lodge upon the valve seat, resulting in an increase 
of water supply and consequent danger of overflow. Several 
float arrangements were tried out, but finally the device shown 
in the drawing was adopted and the results have been most 
gratifying. 

A 34 in. heating pipe is located around two sides and one 
end of the tank. To prevent excessive boiling of the solution 
around the down pipe to the heater it is well lagged with 
rope asbestos. The outlet pipe from the single heater coil 
leads to a 4g in. globe valve of which admits the condensation 
to a '4 in. pipe B.A loose connection is made at the tee C. A 
float D is connected between the tee and the inner end of the pipe 
E. As the solution evaporates this pipe will be pulled down 
and the condensation will flow into the tank. As the level 
of the solution is raised the pipe is also raised until the excess 
condensation flows out at the other end of the pipe B, which 
delivers outside of the tank. Sufticient heat to bring the 
solution to a gentle boil and an ounce of raw lye to each 
18 gal. of evaporation seems to meet all requirements. 

In cleaning air pumps waiting repairs, the pump is placea 
in the tank in an upright position, supported by iron bars 
which engage the upper flange of the center piece and rest on 
the rim of the tank. The usual steam and exhaust connec- 
tions are made and the air cylinder inlet and discharge con- 
nections are provided with pipe fittings, the open ends of 
which are immersed in the tink. The thus be 
taken in and forced out of the cylinder back to the tank with- 
out any loss and the connections can be readily changed 
for passing fresh water through the pump without its coming 
in contact with the contents of the tank By this arrange- 
ment the interior and exterior of the evlinder are thoroughly 
cleaned in a remarkably short time. A loose partition is 
placed in the tank to prevent the disturbance of the solution 
in the other portions. 


solution. can 


JIG FOR PLANING ECCENTRICS 


BY H. L. LOUCKS 


Machine Shop Foreman, Erie Railroad, Dunmere, Pa. 


A simple device for chucking eccentrics on a planer is shown 
in the engraving; it replaces. the miscellaneous collection of 
blocks and bolts otherwise required for this purpose. The ee- 
vice is designed to be attached to the planer bed and is 3 ft. 
454 in. long by 1744 in. in width. The height of the sides is such 
that when the eccentric is in position it is firmly held. trem 
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Eccentric 


Jig with Eccentric in Place 


rolling and may be secured by a single clamping bolt in the 
tee slot in the bottom of the jig. Several pieces may be fin- 
ished at one time. Other material, such as shoes, wedges, gibs, 
crossheads, etc, may be planed in the same device, the sides 
providing a means of pinching and holding the piece in line. 
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MACHINE STEEL FOR SMALL TOOLS 


BY OWEN D. KINSEY 
Toolroom Foreman, lllinois Central, Burnside, III. 


Soft steel as a material for manufacturing small tools is 
worthy of consideration, and it is surprising to learn how ex- 
tensively it can be used as a substitute for the higher-priced 
materials. Steels used in tools in railroad service may be classi- 
ted under three heads, namely: High-speed steel; first carbon 
steel and second carbon steel, the last two being commonly 
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Flexible Joint. 
Fig. 1—Fliue Cutter Made of Soft Steel Casehardened 


known as tool steels. High-speed steel is, as its name implies. 
a steel that is suitable for cutting metal at high speeds. Its 
mtroduction revolutionized metal working and has brought 
about a marked advance in production. It is the most expensive 
of the three grades named, its value ranging between $50 and 
$60 per 100 lb. There is a great difference of opinion as to its 


Fig. 2—Sample Bar Showing the Depth A of the Casehardening 
(Twice Actual Size) 


economical use. Some maintain that tools made of this steel 
Should be made in one piece, which obviously entails a great 
amount oí expensive material. There are many instances where 
à solid tool is the more efficient and econoniical, and on the 
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other hand, there are just as many instances where a solid tool 
is pure extravagance. These points will be touched on later. 

First-grade carbon steel is particularly suited for hand tools 
and for finishing purposes. It is especially suited for cutting 
tools, such as hand reamers, hand taps and dies, shear blades 
and other tools of a similar kind. The cost of this steel varies 
from $15 to $18 per 100 1b., and although inexpensive as com- 
pared with high speed steel, the cost of solid tools made from 
it, such as crosshead reamers, knuckle-joint reamers, washout- 
plug taps and other heavy tools, amounts to a surprisingly high 
figure. For instance, in a set of eight crosshead reamers the 
steel ügured at 15 cents a pcund would aggregate a material 
expense of $67 alone, not considering the expense of handling 
the heavy bars, cutting off and getting the stock ready to start 
the work. By inserting carbon steel blades in soft or machine 
steel bodies the material cost totals only $16, the labor being 
slightly in excess of labor costs of machining the solid material. 
Second-grade carbon steel, which is worth from $10 to $12 per 
100 ib., is suitable for other than cutting tools, such as sectional 
expanders, roller and expander pins, forging dies, etc. 

Soft steel ranges in price from $1.55 to $1.75 per 100 Ib., and 
can be used extensively in manufacturing small tools where 
good case-hardening and heat-treating facilities are available. 
For cutting purposes it cannot be relied on nor is it recom- 
mended. However, for many other purposes it is a very valuable 
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Fig. 3—Rose Reamers of Soft Steel with High Speed Steel inserted 
Biades 


material. One instance where it has positively proved superior 
to tool steel is in the manufacture of flue cutting tools. (See 
Fig. 1.) This particular tool, when made entirely of tool steel, 
was a source of much trouble, due to the breaking of the barrel 
which holds the tool steel cutter. We found that if the barrel 
was hardened it would snap off when under working strain. If 
it was used soft it would do the work better, but when the 
knife broke it would be cut in two by pieces of the knife wedg- 
ing in between the inside of the flue and the barrel flue cutter. 
Soft steel, case-hardened and drawn to 450 deg., has overcome 
this trouble completely and makes a successful tool in every 
respect. It 1s, moreover, a much cheaper tool to produce. 

For manufacturing flue roller bodies the soft steel has proved 
equally satisfactory; in fact, it is superior to tool steel, as it has 
an elastic body, and a hard and tough outer surface. Our prac- 
tice 1s to case-harden to about 1/16 in. deep. cool slowly and 
reheat at 1.000 deg. quench in oil and draw to 450 deg. in an 
electric furnace. This produces a hard, tough, outer surface 
and an elastic body. Fig. 2 shows the texture of a piece of ma- 
chine steel thus treated. Eight and one-half pounds of raw ma- 
terial is required for a complete flue roller for 2 in. flues. If 
made of second-grade tool steel at $0.12 per pound, the ma- 
terial cost is $1.02 each. If made from soft steel the same tool 
costs $0.125 for material, which, manufactured in quantities of 
six dozen shows a saving of $64.80 in material. Moreover, a 
marked gain is made in machining costs, which just about covers 
the expense of case-hardening and heat-treating. 

The foilowing is a list of tools which we manufacture, util- 
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izing soft steel extensively: Drill chucks, drill sleeves, drill re- 
pair sleeves, drill extension sockets, flue cutter holders, flue 
roller bodies, steel nuts, equalizer jacks, square sockets. ( Morse 
taper shanks for machine tapping and reaming) rose reamers 
(high speed steel blades are inserted as shown in Fig. 3), cross- 
head reamers (inserted first carbon blades), knuckle joint ream- 


Fig. 4—Group of Tools in Which Casehardened Machine Steel Has 
Been Used with Success 


ers (inserted high specd blades), washout plug taps (inserted 
carbon steel blades), counterboring tools (inserted high speed 
blades). and machine tool holders (case-hardened for holding 
inserted high speed bits). 

Fig. 4 shows a group of tools made of soft steel, the more ex- 
pensive material being inserted. 


RESULTS OF THE LOCOMOTIVE BOILER 
INSPECTION LAW* 


BY FRANK McMANAMY 
Chief Inspector, Locomotive Boilers, Interstate Commerce Commission, 
Washington, D. C. 


The results so far obtained from the locomotive boiler in- 
spection Jaw are due to a number of reasons, among which are 
more careful inspection, more prompt repairs and attention 
to minor defects, investigation and classification of every 
accident that resulted in injury, with a view to determining 
the cause and remedying it, and giving publicity to the infor- 
mation collected. 

No railroad man with a trace of honesty and a knowledge 
of conditions and practices prior to the passage of the law can 
question that, generally speaking, inspections are now made 
more carefully and more regularly, and repairs are more 
promptly made, and further that the question of repairs is less 
apt to be determined by the number of loads in the yard await- 
ing movement. although unfortunately that is still occasionally 
considered to be the deciding factor; an illustration being a re- 
cent request by a master mechanic to operate a locomotive with 
43 broken staybolts a distance of 312 miles, because they needed 
the power. It must be admitted, however, that such instances 
are becoming more rare, although we still occasionally find a 
superintendent or trainmaster who, in spite of the fact that he is 
at the other end of the division, considers himsclf a better judge 
of the condition of a locomotive than an inspector or foreman 
who is on the ground, and orders it into service regardless of 
its condition. | 


č *From a paper presented at the March meeting of the Western Railway 
‘lub. 


at least one water glass and three gage cocks. 
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The importance of giving attention to minor defects can 
be shown by a single illustration. During the last fiscal year 
18 persons were injured, due to studs blowing out of firebox. 
or wrapper sheets. The practice of repairing leaky studs hy 
caulking, or permitting them to continue in service without re- 
pairs, should be cliscontinued. 

I have recently had occasion to read very carefully state- 
ments made before Congressional committees at the time the 
boiler inspection law was pending, to the effect that all boiler 
explosions were really crown sheet failures due to low water. 
therefore, were man failures. In order to correct this misappre- 
hension, attention is directed to the records of such accidents 
since July 1, 1911. 

During the year 1914, as compared with 1912, accidents which 
are usually termed boiler. exptosions which resulted in injury 
have decreased 44 per cent, or from 97 in 1912 to 54 in 1914, 
and the number of killed and injured has decreased 64 per cent, 
or from 290 to 104. During the same period crown sheet tail- 
ures due to low water decreased 48 per cent, or from 92 to 4. 
I am directing attention especially to this class of accidents, 
first to show that the class of accidents which were said te be 
unpreventable have been materially reduced, and also because 
our investigations have shown that by proper application. and 
maintenance of boiler appurtenances they can be still furti.er 
reduced. 

Rule 42 provides that, "Every boiler shall be equipped with 
The lowest 
gage cock and the lowest reading of the water glass shall be 
not less than 3 in. above the highest point of the crown sheet.” 
While it may be a compliance with the letter of the law to lo- 
cate these appurtenances where they can be most easily applied, 
regardless of thcir convenience to the enginemen, it is mani- 
festly not a compbance with the intent of the law, and is not 
conducive to safety, as an improper or inconvenient location 
may seriously interfere with their proper use. A certain type 
of locomotive has the water glass located directly behind the en- 
gineer and entirely out of sight of the fireman. In other in- 
stances glasses are found so obscured by other boiler appur- 
tenances or by an improper shield that it is difficult, and under 
certain conditions, impossible to see the water level. A recent 
investigation of a crown sheet failure showed that the cab ar- 
rangement was such that the water glass and gage cocks were 
9 in. above the engincer’s head and that he regularly carried a 
small keg to climb upon to try the gage cocks. Can it be seri- 
ously questioned that such conditions cause accidents, particu- 
larly when operating in a busy terminal? Using a shie:d that 
obstructs the view of the water glass is also too commen. ‘The 
manner of application is also important, both as to water glasses 
and gage cocks. 

We also find that the manner in which gage cocks and gage 
cock drippers are applied indicates that the purpose for which 
they were applied did not receive sufficient consideration. While 
the application of a dripper is important to prevent the dis- 
charge from the gage cocks from scalding anvone in the cab. 
it should not be located so close to the gage cocks that the nip- 
ples extend down inio the dripper. preventing enginemen from 
seeing the discharge, as dripper pipes occasionally become ob- 
structed and fill with water, in which event the sound of water 
and steam are identical. 

Failure of injector steam pipes continues to be one of the 
most frequent causes of serious accidents, and is the only one 
which shows an increase during the present fiscal year over 
the corresponding period for the previous year. To bring 
out clearly the cause of these failures, the following is a com- 
plete list of all that have occurred since July 1. 1914, and which 
resulted in 1 killed and 15 injured, showing the cause of cach: 


Injector SrEAM Pire FAirunES, Jury 1, 1914, 10 Marcu 1, 1915 
l. Collar broke or right injector steam pipe, due to old crack in collar. 
2. Steam pipe to left injector blew off where brazed ta collar. 
3. Injector steam pipe blew off; union nut broke while being tightened 
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under pressure, due to defective nut and use of improper tools for making 
repairs. 

4. Threads stripped in injector steam pipe union nut while being tightened 
under pressure; nut too light and threads badly worn. 

5. Injector steam pipe blew off; union nut broke while being tightened 
urder pressure. 

6. Union to left injector steam pipe blew off, fatally scalding fireman 
who was attempting to tighten it under pressure; spanner nut too large. 

7. Steam pipe to left injector pulled loose at turret connection due to 
defective brazing and injector not properly braced. 

8. Left injector steam pipe collar broke at injector throttle connection; 
old crack in flange of collar ard wrapped with asbestos to stop leak. 

9. Injector steam pipe collar broke; defective collar. 

10. Injector steam pipe span:er nut broke while being tightened under 
pressure. 

il. Spanner nut on injector steam pipe broke whilc being tightened under 
pressure. Nut had been badly damaged previous to accident by use of 
bammer and set. 

12. Injector steam pipe pulled out of collar; improperly brazed. 

13. Spanrer nut on left injector steam pipe broke while being tightened 
under pressure; due to use of improper tools. 

14. Injector steam pipe broke at brazing. 

15. Right injector steam pipe collar broke; defective collar. 

16. Injector steam pipe collar broke; defective collar. 

Tte nine failures, four of which were due to poor brazing 
and five to collar or sleeve breaking. can, I believe, be pre- 
vented by extending the pipe through the collar or sleeve and 
flanging or beading it, thus reinforcing the collar and reducing 
the strain on it, as the end of the pipe itself will be solidly held 
in the joint; therefore, it will carry the load. If properly ap- 
plied in this way, brazing is not necessary, although it can be 
done if desired. This method of application is at least as cheap 
as brazing, and defective or improper workmanship can be dis- 
covered by inspection, which is impossible with the brazed con- 
nec tion, 

T here are other results, more or less indirect, but of sub- 
stamitial beneht to the carriers, among, which are a reduction 
in the number of engine failures, as we have numerous records 
af locomotive performance which show an increase of from 
200 to 800 per cent in the miles per failure since the law be- 
came effective, which it is admitted is largely due to improved 
conditions resulting from the stimulating effect of the law. A 
saving in fuel is another result of the improved conditions 
brought about by compliance with the requirements, among 
which are prohibiting the use of flue plugs and providing that 
boilers must be more carefully washed, and must have all scale 
removed. from theni when in the shop for repairs, and that leaks 
both inside and outside of the firebox must be kept to the mini- 
mum. 

Failure to properly wash and scale boilers is another evil 
which had grown to alarming proportions, due perhaps to the 
fact that washing or scaling a boiler is among the most dis- 
agreeable tasks arovnd a shop, and is too often performed by 
incompetent or indifferent labor not properly supervised. In 
addition to. being one of the chief causes of leaking crown 
and stavbolts, tests have shown that ' in. of scale on heating 
surfaces results in a loss of approximately 15 per cent of 
the value of the fuel; therefore. clean boilers mean in addi- 
tion to increased efficiency a saving in cost of fuel as well as 
in the cost of repairs. 

While it can not be doubted that the remarkable decrease in 
the number of casualties and the improved conditions noted, as 
well as many others are a direct result of the operation of the 
law. ] do not wish to be understood as claiming that those who 
are administering the law are entitled to all credit for the im- 
Provement shown. Such results could not have been accom- 
plished without the co-operation of the railroad officers, which 
we have in a great measure received, However, co-operation 


does not mean that we should ignore defective conditions and 


permit locomotives to remain in service in violation of the law, 
and that will not be done; it does not mean that attempts sl:ould 
be made to conceal defects by making improper inspections or 


by certifying to reports which do not represent actual con- 
ditions. 
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DISCUSSION 

Mr. McManamy also called attention to the desirability of hav- 
ing the opening in the boiler for the bottum water glass htting 
above the crown sheet, for if any obstruction occurred in the 
top connection the gage glass would not drain until the water 
was below the crown sheet. Cases were mentioned where 
hostlers and fire-up men used the bottom water glass cock for 
án indication of a sufficient amount of water ior firing-up, and 
under the above conditions it is evident that there would be no 
water on the crown sheet. It was also pointed out that the cir- 
culation of water through the arch tubes would, if the glass was 
located near them, influence the height and give a false reading 
causing racing or a fluctuation of the water in the glass. M. D. 
Franey stated that he has eliminated the trouble with racing. 
due to the circulation of the water through the arch tubes, by 
cutting off the inside ends of the water glass cocks at an angle 
of 45 deg. In this way there is a shelf below the water glass 
cock opening that would protect the water just above it from the 
effect of this circulation. He also stated that it is preferable 
to insert the gage cocks and water glass connections on s'oping 
boiler heads horizontally rather than at right angles to the boiler 
sheet. 

The subject of. leveling boilers for the application of gage 
cocks and water glasses was discussed and the majority of the 
members speaking on this subject believed that the rubber hose 
and water glass method was the most satisfactory, the boiler. 
of course, having been leveled with the frame. 

In answer to a question regarding the use of flue thimbles, 
Mr. McManany stated that the government has made no re- 
striction on their use, that matter being left to the judgment 
of the men, but if it were found that this practice was being 
abused, action would be taken concerning that particular case. 
Regarding the reporting of alterations, he beheved that this rule 
was scmewhat misunderstood, and that if the rules were read 
more carefully much of the unnecessary reporting. could be 
eliminated. 


PORTABLE RIVET FORGE AND BLOW 
TORCH 


BY W. S. WHITFORD 
Genera! Foreman, Chicago s North Western, Milwaukce, Wi is. 


The accompanying illustration shows a portable rivet forge 
and blow torch which was designed by E. J. Nicholson, the 
boiler foreman at this point, for use in the roundhouse. Fuel 
oil is used and air can be obtained either from a locomotive 
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Portable Forge and Blcw Torch for Use in Rcundhouse 


or the roundhouse air line. The forge is made up of a 12 in. 
by 40 in. air drum securely fastened to zn old truck and thc 
fire pot extends up over the drum as shown in the illustration, 
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The biow torch is very useful in straightening front frames, 
running board brackets, tank angle irons and heating frames 
for thermit welds. It is used by unscrewing the small pipe at 
the reducing bushing which leads to the furnace and attaching a 
hose leading to the torch. This apparatus 1s very easily made, 
and old material can be used. It will pay for itself in a very 
short time. 


POST CLUSTER FOR EXTENSION CORD 
PLUGS 


BY F. W. BENTLEY, JR. 


It is often necessary for a number of individual extension 
lights to be used by men working on the same job in the erect- 
ing shop. The illustration shows a plate to which are secured 
a number of plug boxes to which several extension cords may 
be attached. By the location of such plates at suitable intervals 
all extension lights may be attached to plugs near the work, thus 
providing greater safety than is possible where long cords are 


Terminal Boxes for Extension Cord Plugs 


used with the connections at some distance from the work. 
With the long cord there is always the possibility that the plug 
may be accidentally pulled from the box at a time when failure 
.of the light may result in injury to the user. The support is 
made of 2-in. pipe through which the wiring is conveyed from 
the post to the boxes, 


USING OLD BOILER TUBES AS PIPE 


BY J. P. NOLAN 


Assistant Superintendent, Morgan's Louisiana & Texas Ry., Algiers, La. 


Efforts have been made to make pipe lines for steam. water, 
air, ete., from old boiler tubes by swaging down the ends of the 
tubes to pipe size and threading them or by welding short pieces 
of pipe to the ends of the tube and threading the ends of the 
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Old Boiler Tubes Joined by Standard Pipe Coupling 


pipe. Satisfactory results have not always been obtained by the 
first method, however, because the worn tubes are often too thin 
to form a substantial joint after being threaded. The illustra- 
tions show an effective means of joining old tubes. A piece of gas 
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pipe about. equal in length to twice its outside diameter, one end 
of which is threaded, is slipped over the end of the tube. A 
tight joint is made by expanding the tube near each end and in 
the middle of the pipe with a roller tube expander, care being 
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Ends of Tubes Expanded into Short Pieces of Pipe 


taken not to enlarge the size of the thread by too tightly expand- 
ing the tube at these points. In this manner the ends of old tubes 
may be readily adapted to receive standard pipe fittings and may 
be used to build substantial pipe lines about the shop. 


FIXING STANDARD TIME FOR A BONUS 
SYSTEM* | 


The bonus system was established in one department ot the 
Atchison, Topeka & Santa Fe shops, at Topeka, in 1904, bv Har- 
rington Emerson. At the beginning an effort was made to cs- 
tablish a really scientific system. | Each operation was carefully 
observed and timed with stop watches and standard tasks were 
so set. 

“In the latter part of the year 1906," says the company's book- 
let explaining its bonus system, "it was decided by the manage- 
ment from expericuce thus far gained, that better results would 
be obtained by adopting the simplified Santa Fe efficiency plan. 
This simplitied plan among other things involved the abandon- 
ment of timing operations with stop watches and the installation 
of a system for fixing rates by a staff of bonus supervisors said 
to know the work thoroughly. To quote one of the officers of the 
company “our supervisors have become so proficient that they 
know by looking at a process the time it should be done in, and 
they can set the rates more accurately than by using stop 
watches.” 

Few reputable efficiency engineers would accept such a state- 
ment without much questioning. In fact it seems self-evident 
that no method of fixing standard time by observation—no mat- 
ter how skilled the observer—can be as accurate as one in 
which every movement in the performance of each task is care- 
fully and repeatedly timed under varying conditions. Changes 
m locomotives and in methods of manufacture are continually 
producing new jobs which may in part be resolved into certain 
clements that are common to old operations, and so can be 
easily adjusted. But especially in repair work, new tasks dif- 
fering from old ones are constantly coming up, which make 
necessary new schedules for payment. In the Santa Fe shops 
these schedules are made by one person who determines what 
shall be paid. Under these conditions, therefore, there is all 
the more reason for working out a system for fixing rates that 
will be precisely fair and just to the men dealt with. 

Moreover, under the present plan, which has eliminated the 
timing of separate parts of each operation, there is not the same 
opportunity which existed under the earlier plan for each worker 
to determine the fairness and accuracy of the company's stand- 
ard by means of testing for himself the time fixed for each part 
of his task. This is especially important in a shop like those 
on the Santa Fe where there is no method for collective rep- 
resentation of employees’ interests when the process of “stand- 
ard time” setting is going on. 

Men doing their tasks in standard time are said to be 100 per 
cent efficient and those achieving over 66.7 per cent efficiency 
earn bonuses according to their output. “At 66.7 per cent ef- 


*Extract from a report by Zenas L. Potter of the Department of Surveys 
and Exhibits, Russell Sage Foundation, on Industrial Conditions in Topeka. 
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haency." the company’s explanatory booklet states, "the com- 
pany acknowledges having obtained value received for the hourly 
wages paid." The presumption is—and this is in accord with 
the principles of the bonus system—that those below 66.7 per 
cent eticiency do not return "value received" for their regular 
wages. In other words, save for a few who may be exactly 
(67 per cent efficient, those who are unable to earn bonuses must 
he a direct loss to the company. In an efficiency system those 
failing to earn bonuses become for this reason subjects for 
special investigation, and if their failings continue, for dis- 
charge. 

An investigation for the month of October, 1913, showed that 
while 60 per cent of the workers earned bonuses, 40 per cent 
did not. If the point where bonus earnings begin marks the 
point where the company receives value for regular wages, then 
the great majority of the 541 workers, making up this 40 per 
«ent (except for a few who may have been exactly 66.7 per 
cent efficient), must have been a direct loss to the company. 
It is not likely, however, that men whose product is of lower 
yalue than their wages would be continued at work, and the 
presumption must be that 66.7 per cent efficiency does not mark 
the point at which the company gets "value received” for regu- 
iar wages. Thus it appears that the methods of fixing the task 
which the workers must perform before beginning to earn 
neither accurate nor scientific. 

Another fact was brought out. The percentage of men able 
to carn bonuses varies greatly from trade to trade. Only 50 
per cent of the boiler makers, for instance, 45 per cent of the 
pipefitters, and 37 per cent of the car repairers, as against 100 
per cent of the cabinet makers, 57 per cent of the painters, and 
89 per cent of the blacksmiths were able to make this extra pay. 
These very wide variations indicate that "standard time" has 
not Leen adjusted so as to reward equally relative equality of 
skill in the different trades and suggests that methods for 
fixing standards are far from being accurate or scientific. 
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FINISHING CAR AND ENGINE TRUCK 
BRASSES BY GRINDING 


BY R. E. BROWN, 
Machine Shop Foreman, Atlantic Coast Line, Waycross, Ga. 


An economical method of preparing car and engine truck 
brasses dor babbittine is in use at the Waycross shops of the 
Atlantic Coast Line. The brass patterns have all been made tc 
finished size and the rough castings, instead of being bored, 
are taken to an emery wheel where all scale is ground away 
from the circle of the brass, leaving the bright, clean metal 


Grinding Wheel for Finishing Car and Engine Truck Brasses 


exposed. The brasses are then spotted on both sides of the 
center with one-half inch holes, nlled to 2 depth of one-quarter 
inch from the drill point. They are then placed upon a form 
and habbitted. This method has been in use for more than a 
year with excellent results, and the cost of doing the work is 
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much lower than by the old method of boring all brasses. The 
wheels used are five inches in diamter by nine inches long and 
are mounted on a double wheel stand as shown in the drawing. 
A simple device is used for handling the brass while it is being 
grourd ard is readily attached to and removed from the brass 
bv means of two set screws. By this method an unskilled helper 
is able to finish from 25 to 30 brasses in an hour, whereas when 
boring the brasses the output of a mechanic was about 12 per 
hour. 


TURNING ENGINE BOLTS 


BY C. L. DICKERT 
Assistant Master Mechanic, Central of Georgia, Macon, Ga. 


A system of standard engine bolts and reamers has been 
adopted by the Central of Georgia, and a machine tool group 
installed at the Macon shops especially for the manufacture of 
bolts on shop orders for stock. 

Bolts are made on shop orders iu quantities of from 2,000 to 
6,000, ranging in sizes as shown in the accompanying table. 
Occasionally small lots are made to fill in where the most used 
sizes in stock have been reduced. The diameter of the stand- 
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Standard Taper Bolt Sizes Used on the Central of Georgia 


ard bolts under the head varies by 32nds from 13/16 in. to 
1 17/32 in., and each size is designated by the number of 32nds 
in its diameter. The standard lengths range from 4 in. to 18 in. 

All reamers are sized and marked at the large end, to corre- 
spond with the size of the bolt under the head, so that both can be 
ordered according to the size of the reamer. With this arrange- 
ment the hole is reamed to suit the bolt, and only in special 
cases where it is difficult to ream, is the bolt fitted to the hole. 

The bolts are largely carried in store stock. However, in the 
erecting shop suitable bins are provided for a small number of 
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each size. Frequently only one or two bolts are needed and 
this saves special trips to the store house in such cases. When 
a number of bolts are needed for bolting up cylinders, new 
frames, etc, they are drawn írom the store, cut to length, 
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Cutter Heads, Blades and Gages for Adjusting the Heads; Hollow 
Gages for Testing Turned Bolts 


threaded, and placed at the engine where the machinist reams 
the holes and drives them in. 

The group of machine tools devoted to the finishing of bolts 
is made up of one 3-in pointer, a 4-spindle bolt turner, a bolt 
alterer, one triple head bolt cutter, one 14-in. and one 16-in. en- 


Four-Head Bolt Turning Machine 


gine lathe, two center drills, and two nut íacers. One of the 
illustrations shows a pile of rough bolts as received from the 
bolt header. They are first pointed in order that they will 
properly enter the cutter head of the bolt turning machine. 
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This has four heads and is shown in one of the illustrations. 
The cutter heads are located in the base of the machine, and 
the bolts are driven into them by revolving spindles. The cut- 
ter heads are fitted with removable blades which are adjusted 
for diameter and taper by means of plug gages. A set of hollow 
gages are also provided by which the turned bolts may be tested 
both as to the correctness of size and taper. The bolts are fin- 
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Bolt Cutter 
Group of Machine Tools for Finishing Engine Bolts 


ished with one cut, no roughing cut being necessary, the aver- 
age time required being less than one and one-half minutes for 
each bolt. When all four heads are working a 1 in. by 12 in. 
bolt is turned in one minute. 

Bolts with countersunk and counterbored heads 
from the standard stock hexagonal head engine bolts. 


are made 
These 


operations are performed on the bolt altering machine which 


Rough Bolts Ready to Be Pointed 


has two sliding heads operated by a hand lever giving a quick 
movement of tools. By this means two apprentices are able to 


‘more than keep ahead of special bolt fitting. Bolts are cut off to 


length in this machine and threaded on the bolt cutter. 

All bolt machines, except the two bolt lathes. are operated bv 
cheap labor, thus bringing the cost of bolt turning and fitting 
to a minimum. 


Cactus As A Binver.—The United States Patent Office has re- 
cently granted a patent to F. Meyer, of Denver, Colo., on a new 
binder for briquetting coal dust. coke breeze, flue dust and fine 
ores. The binder is the liquid extract of cactus, and its wide oc- 
currence in all the southwestern states and its almost absolute 
uselessness for other purposes ought, according to the patentee. 
to furnish a binder cheaper than any other mentioned in the 
various publications of the Bureau of Mines on the subject of 
briquetting of fuel. There can be no doubt that cactus has ex- 
cellent binding qualities. Any one who has ever had the mis- 
fortune to experiment with cactus knows that its pulp is as 
sticky as glue, and we also know that the extract of Cactus 
opuntia is often used as a substitute for tragacanth by confec- 
tioners.—Engincering ¢ Mining Journal. 


ApgiL, 16135 


ANSWERS TO SOME QUESTIONS ON 
ELECTRIC ARC WELDING"* 


BY J. F. LINCOLN 


The available literature on arc. welding is very incomplete, 
and gives but little information to the man who might apply 
arc welding to his product. The object of this paper is to con- 
sider the fundamental principles of arc welding so that the 
manufacturer can decide for himself the following questions: 

l. What metals can be welded by the electric arc? 

2 What ditficulties are encountered in electric arc welding? 

3. What is the strength. of the weld in comparison with the 
original piece? 

4, What is the cost of welding? 

5. What is the function of the arc welding machine ? 

6. How does electric welding compare with oxy-acetylene and 
other similar methods ? 

All metals can be welded. Any two pieces of metal which 
are brought into centact at their melting temperature will ad- 
here so that they are no more liable to break at the point of 
junction than at any other point. The electric arc is used in the 
process merely as a heating agent, and this is its only function. 
It is superior to any other method of heating because of its 
case of application and the economy with which heat can be 
concentrated at any given point by its use. 

The difficulties which are encountered in welding are the 
following: Formation of oxide; expansion and contraction under 
heat; burning through. In the case of brass or zinc, the heated 
parts will be covered with a coat of oxide before they come to 
a welding temperature. This makes it impossible for two clean 
sur faces of the metal to come into intimate contact. Some 
method must be adopted for disposing of this oxide at the weld 
and allowing the two surfaces to be welded to come together 
without. the possibility of oxide being included between. them. 
This condition obtains in the welding of aluminum and of a 
great many alloys. In order to eliminate this coat of oxide it 
Is usually necessary to puddle the weld, that is, to have enough 
of the metal melted at the weld so that the oxide is floated 
away from it. When this is done, the two surfaces are covered 
by a coat of melted metal on which the oxide floats, thus al- 
lowing two clean surfaces of metal to come together. This 
precaution, however, in the case of steel 1s not usually necessary. 

Another dithculty with arc welding is that very thin pieces of 
metal are very liable to burn through, leaving holes where the 
weld should be. This difficulty can be avoided by backing up the 
weld with a metal face to carry away the heat, or by decreasing 
the intensity of the arc so that the melting through will not 
The limiting thinness of metal to which arc welding can 
he apphed without metallic backing is approximately 22 gage. 

The next diftculty with are welding is the lack of skillful 
operators. Manufacturers sometimes do not give the operators 
a chance to master the process before making up their minds 
that the method is not feasible. If the same point of view were 
held in regard to welding by means of the forge fire, black- 
smithing would never have come to be practiced. It does not 
require as skillful handling to make a good arc weld as it does 
to make a weld on an anvil, and there are very few electric 
welds that cannot be handled successfully by an operator ot 
average intelligence with one week's instruction. 

The strength of the weld is equal to that of the metal of which 
the weld is made. It should be remembered, however, that the 
metal which goes into the weld is really a casting, and has not 
been rolled. This means that the strength of the weld would 
be equal to that of the same metal that is used for filling. if used 
in the form of a casting. There are a great many welds where 
It is possible to make the section at the weld a little larger than 
the section of the rest of the piece. The disadvantage of the 
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.CMrtract. of a paper read. before the American Institute of Electrical 
Eneincers, C'eve'and, Olio, March 18:19, 1915. 
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weld being in the form of a casting can thus be overcome. 

There are no doubt some cases where the use of a drop ham- 
mer and a forge (ire and the oxy-acetylene blow torch will make. 
al things considered, a better job than the use of the electric 
arc. However, the electric arc will melt metal in a weld for from 
3 to 30 per cent of the cost of melting it with the oxy-acetylene 
blow torch, on account of the fact that the heat can be applied 
exactly where it is required, and in any amount that is required. 

It is practicaily out of the question to apply the alternating 
current to arc welding since one electrode must always remain 
positive. In welding by means of the carbon arc, the piece to be 
welded is made the positive electrode, while with a metallic arc 
either the piece to be welded or the filler may be made the posi- 
tive electrode. With a carbon electrode the voltage will vary 
from 0 to 45 volts; with the metallic electrode from 0 to 30 volts. 

The simplest welding machine is an ohmic resistance in series 
with the arc. This is entirely satisfactory except in regard to 
the cost of current. By the use of resistance in series with the 
arc on a 220-volt supply circuit, from 80 to 90 per cent of the 
current is dissipated as heat in the resistance. 

Practically all arc welding machines now in use consist of 
motor-generator sets, the motor of which is adapted to the exist- 
ing supply circuit, and is direct connected to a compound-wound 
generator delivering current at approximately 75 volts, which is 
applied to the arc in series with a resistance. Considerable 
saving is effected by this method over the use of a resistance in 
series with the full supply voltage. It is possible to construct a 
machine that will eliminate these losses by avoiding the use of a 
resistance in series with the arc. A machine of this kind will 
save its cost in a short time, provided it is in steady use. 

The following figures give the approximate cost of power for 
operating arc welding machines under average conditions, which 
are assumed as follows: Cost of current, 2 cents per kw-hr.; 
metallic electrode arc. of 150 amperes; carbon are of 500 am- 
peres; voltage across the metallic electrode arc 20; voltage across 
the carbon are 35; supply circuit 220 volts direct current; a single 
resistance in series with the arc. With the metallic electrode, the 
cost of energy will be 66 cents per hour; with the carbon elec- 
trode $2.20 per hour. If a motor-generator set with a 75-volt 
constant potential machine is used for a welder, the cost will 
be for the metallic electrode 25.2 cents per hr., and for the carbon 
electrode 84 cents per hour. 

With a machine which will deliver the required voltage at tlie 
arc without the use of a series resistance the cost will be for 
the metallic electrode, 7.2 cents per hour, and for the carbon 
electrode 42 cents per hour. These figures assume that thc arc 
is held continuously at its full value. This condition, however, 
is impossible in practice, and the actual load factor is approxi- 
mately 50 per cent, which means that. as a welder is usually 
operated, the actual cost of operation will be about one-half of 
the amounts given above. 


FINISHING CYLINDER COCKS 


BY R. E. BROWN 
Machine Shop Foreman, Atlantic Coast Line, Waycross, Ga. 
A cylinder cock body in use on the Atlantic Coast Line is 
shown in one of the accompanving drawings. A special drill 
ard reamer and a pneumatic chuck are used in finishing the 


No.4 Morse Taper 
Shank 


Combination Tool for Finishing Cylinder Cocks 


valve seat, valve stem guide and threaded connection of the 
cylinder cock. The chuck consists of an angle plate back of 
which is an air cylinder by means of which the castings are 
clamped in position. Recesses in the face of the chuck con- 
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form to the cylinder cock bodies so that they are held rigidly 
in position. Two castings are chucked at one time and arc fin- 
ished with the combined drill and rose bit reamer shown in one 
of the illustrations. The reamer is provided with a recess in 


a 


Cylinder Cock Used on the Atlantic Coast Line 


the end in which is inserted a 7/16-in. twist drill, a small set 
screw in the reamer holding the drill shank in place. The drill 
finishes the valve stem guide and the reamer faces the valve 
seat and finishes the threaded connection at the top of the cylin- 
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Chuck Used With Atlantic Coast Line Cylinder Cock 


der cock body. After the reaming operation is completed the 
threads are tapped, both operations being done on a drill press 
by a handyman, wko can finish about 25 castings per hour. 


BORING FRONT END MAIN ROD BRASSES 


BY C. H. ANDRUS 
Master Mechanic, Pennsylvania Railroad, Harrisburg, Pa. 


The jig shown in the illustration was developed and applied 
to an obsolete horizontal boring mill to increase the output and 
reduce the cost of finishing front end main rod brasses. By its 
use seven sets of brasses are finished at one time. They are en- 


Jig for Boring Front End Main Rod Brasses 


tered at the end of the Jig. set in position with liners and securely 
clamped at the top and sides by set screws with swivel ends. 
They are then finished with a roughing and a nnishing cut. In 
this way seven sets of brasses can be set up. lined and clamped 
in position, the two cuts made and the brasses removed trom the 


Front End Main Rod Brasses Set Up in Old Horizontal Boring Mill 


machine in 21 min. With the former practice of finishing the 
brasses on a lathe, one set at a time, to finish seven sets required 
13 hr. The work of this machine has proved very satisfactory. 


SPECIAL CHUCKS FOR A TURRET LATHE 


BY W. W. ELFE 
Machine Foreman, Central of Georgia, Macon, Ga. 


The illustration shows three chucks designed for use in turn- 
ing and threading front end main rod keys and tire door latches 
on a turret lathe. The body of each chuck is designed te ^t the 
body of the piece to be machined, lcaving the end to be threaded 
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Chucks for Threading Fire Door Latches and Front End Main Rod 
Keys in a Turret Lathe 


projecting beyond its face. 
cured by means of the set screws shown in the illustration. The 
chucks are provided with cylindrical shanks by means of which 
they are held in the automatic chuck of the turret lathe. 


MANGANESE Ore.—Russia’s export of manganese ore for the 
first nine months of 1914 were 737.149 tons against «17.345 tons 
for the same period in 1913. Imports of coke were 512,000 tons 
to October 1, 1914, compared with 687,000 tons in the same period 
in 1913.—7ron Age. 


When in position the work is se- 
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OXY-ACETYLENE EQUIPMENT 


Among the considerations of special importance in 


oxy- 
acetylene welding or cutting are the thorough and uniform 
mixing of the two gases employed and the close regulation of 
both the volume and velocity of the gases delivered to the mix- 


ing chamber of the torch. In the oxy-acetylene equipment. re- 
cently placed upon the market by the Imperial Brass Company, 
328 South Racine avenue, Chicago, the principle on which the 
oxygen and acetylene are mixed assures a high degree of uni- 
formity in the mixture as it leaves the torch. Before entering 
the mixing chamber the oxygen at high velocity passes through 


Portabie Oxy-Acetylene Welding Equipment With Interchangeable 
Tips 


a spiral groove which imparts to it a whirling motion. This 
causes the oxygen to mix thoroughly with the acetylene and 
effects a uniform mixture of the gases before they reach the 
point of combustion. The result is claimed to be a saving in 
oxygen and a flame of greater intensity both with the welding 
and the cutting torches. 

The Imperial torches are fitted with interchangeable tips 
which are designed to cover all ranges of work within the limit 
of the oxy-acetvlene process. The torches are durable in con- 
struction, no solder being used in their construction. The gas 
mixture is controlled by needle valves which admit of fine ad- 
Justment and are so located that the operator may readily ad- 
just the flame with the hand which holds the torch, making it 
unnecessary to lay aside the welding stick. Both welding and 
cutting tips are made of a special alloy with an extremely high 
melting point and all threads and other dimensions are standard. 


NEw DEVICES 


New tips for temporary use can readily be made in any machine: 
shop from ordinary rod brass, so that the torch can be kept in 
service until new tips are secured. 

The pressure regulators included in this equipment. are. de- 
signed to deliver to the torch a constant. predletermmed volume: 
of gas at a constant velocity, and the movement of the valve 
with relation to its seat is so limited as to prevent cutting. of 
the seat, thus insuring long life. The regulators are desizned to 
automatically shut off in case of emergency. 


SMALL SINGLE ACTING HYDRAULIC 
PUMP 


To meet the demand for an inexpensive hydraulic pump 
delivering à small quantity of water and sull capable of ex- 
erting a high pressure, the pump shown in t^e illustration 
was designed by the Hydraulic Press Manbnuzacturinz Com- 
pany. Mount Gilead, Ohio. [t is especially adapted to service 
requiring a steady, uniform flow of a small quantity of water 
under high pressure. (On account of its lz t weight, when 
motor driven, it may be mounted on a truck and be used as 
a portable pump for operating small hydraulic shop tools on 
which no pump is mounted. It is provided with a knock-out 
attachment which automatically cuts off the delivery of water 
to the press ram, but maintains the pressure when a pre- 


Smali Single Acting Triplex Pump 


determined maximum pressure is reached. A s'ight drop in 
the pressure automatically starts the flow. which continues 
until the maximum pressure is again reached. The base of 
the pump forms a reservoir for the liquid used im its opera- 
tion. It is built for either gear, chain or belt drive. 

The design of this pump is such that any one of twelve 
different size plungers may be furnished. These range trom 
3/16 in. to 1 in. in diameter, advancing hy increments oct 1/16 
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in. The maximum pressure which may be obtained ranges 
from 750 lb. to 8,000 lb. per sq. in., the larger the plunger 
diameter the lower the pressure capacity. The pump is single 
acting. The three plungers are of the same diameter and 
work to the same maximum pressure. The stroke is 234 in. 
Each plunger has a speed of 35 ft. per min. at 150 strokes 
per min, which is the rated speed. When driven at this 
speed the pump has a capacity of .41 gal. to 4.20 gal. per min.. 
depending upon the diameter of the plungers. The suction 
and discharge valves are located in the pump cylinder. 

The frame is cast in one piece of semi-steel; the cross heads 
are of cold rolled steel. The connecting rods are made of 
malleable iron with bronze bearings. The pump plungers are 
naval bronze, with the exception of the 5/16 in. and 3$ in. 
sizes, which are of steel, to withstand the high pressure, and 
with which torged steel cylinders are used. Other sized cyl- 
inders are cast en bloc, for plunzer diameters larger than 3$ in., 
a special bronze being used. The pump has a height over 
all of 35 in. and occupies a floor space of 16 in. by 18 in. The 
weight without motor base or belt shifter 1s only 500 lb. 


QUINTUPLE PUNCHING AND SHEAR- 
ING MACHINE 


To meet the demand for a combination machine that will 
handle the punching, shearing and notching work met with in 
structural shops. car shops and ornamental iron working shops. 
*he machine shown in the illustration was recently developed bv 
Jos. T. Ryerson & Son, Chicago. This machine embodies the 
functions of five metal working machines in one. It handles 
punching, shearing, coping notching operations on plates, bars 
and structural sections without the necessity of interchanging 


Combination Punching and Shearing Machine 


any attachments. The punch and bar cutter as well as the split- 
ting shear may be operated independently by clutches which may 
be thrown in either by hand or foot. 

The frame of the machine consists of a solid steel offset shear 
hody, the construction of which permits the cutting of plates of 
any width or length. An adjustable hold-down is provided 
with the splitting shear. The bar cutting device is provided 
with an arrangement which permits the shearing of angles and 
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tees as well as both round and square bars without changing the 
blades. The shape of the upper blade for shearing angles and 
tee-bars is such that small and light sections may be cut without 
bending. The stationary blades of the bar and angle cutter are 
mounted in a hinged frame which may be swung back from the 
side of the machine permitting easy removal of the blades for 
grinding. The shear hlades are each made in four sections in- 
stead of one which greatly simplifies maintenance. Adjustable 
hold-downs permit the cutting of various material to a perfect 
right angle and a special attachment is provided which permits 
intercutting up to an angle of 45 deg. 

The punch is equipped with the standard architectural jaws. 
which permits the punching of I-beams and channels, both in the 
flanges and in the web. A patented centering device is furnished 
which permits the centering of the punch to the full length of the 
stroke. The material is stripped from the punch by a universal 
hold-down. The splitting shear is provided with an extension to 
the sliding head which receives the die blocks for coping and 
notching work. ‘This is of rectangular shape and permits not 
only the coping of light I-beams and channels, but the notching 
of other sections and material used in stair, fire escape or other 
ornamental work. i 

This machine is especially adapted to shops which do not have 
sufficient work to justify the expense of separate tools for the 
various operations referred to above. It is furnished for either 
belt or motor drive. As shown in the illustration the direct mo- 
tor driven machine is provided with a bracket at the top to which 
the motor is secured. 


EXHAUST NOZZLE WITH INTERNAL! 


PROJECTIONS 


A new design of exhaust nozzle has recently been developed 
in the Pennsylvania locomotive testing plant at Altoona, Pa., by 
means of which considerable increase in locomotive capacity has 
been effected. It has been patented by F. A. Goodfellow. 

The new nozzle has a circular opening with four projections 
of triangular section, each of which extends out 1!$ in. from 
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Internal Projection Exhaust Nozzle 


the periphery of the opening, and is 11/16 in. in width at its top 
face. The projections diminish the area of the opening 3.44 sq. 
in. in the nozzle shown in the drawing. They are machined to 
size and fastened in place with studs so that the apex of each 
piece points in a downward direction, but will be drop forged 
in the future, thus saving the cost for machining; they will also 
be fastened permanently in place by electric welding. This will 
make it impossible to either increase or decrease the size of the 
opening without breaking off the welded projections and will 
eliminate the tendency to make unauthorized changes in the size 
of standard nozzles. In making up a nozzle of this type, it has 
been the practice to bore the circular nozzle for the particular 
class of locomotive on which it is to be tried, 14 of an inch 
larger than the specified diameter. The projections are then 
made to give an area equal to the difference between specified 
and bored out arcas. This method reduces the cost of applica- 
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uon to a minimum and does not necessitate the making of a new 
nozzle. 

The purpose of the projections is to break up the continuity 
of the circular section of the exhaust jet and change it to a 
Maltese cross form, thereby increasing the gas entraining capacity 
of the jet and creating a greater vacuum in the front end. The 
nozzle is fastened to the exhaust stand without attention to the 
angular location of the projections relative to the axis of the front 
end as experiments have proved that alterations in this location 
do not affect the performance. 

A number of tests were made in the locomotive testing plant 
at Altoona of both the standard circular nozzle and the internal 
projection nozzle on engines of three classes, in each case the 
only change made on the locomotives being the change in ex- 
haust nozzles. "These engines* were an Atlantic, E 6s, a Pacific, 
K 4s, and a Mikado, L ls. 

The following table gives a comparison of the maximum re- 
sults which were obtained from the locomotives when using each 


Type of locomotive 
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Kind of nozzle 
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Indicated horsepower 


of the two nozzles. A wide open throttle was used in each in- 
stance and the working pressure of all the boilers was 205 1b. 
per square inch. 

It will be observed that a much better performance in general 
was obtained from each of the locomotives when using the new 
type of nozzle, and especially is this true in the case of the Pa- 
cific and Mikado types of locomotives, both of which have boil- 
ers similar in design. The Pacific type locomotive delivered an 
equivalent evaporation of 87,414 Ib. per hour and 3,1839 indicated 
hp, with the four internal projection nozzle, while with the 
standard 7 in. circular nozzle it was possible to obtain but 51,842 
lb. equivalent evaporation per hour and 2241.5 indicated horse- 
power. The Mikado type locomotive, having smaller drivers 
and a longer stroke, developed 79,675 lb. equivalent evaporation 
per hour compared with 58,539 lb. obtained with the circular 
nozzle, and 2,835.5 indicated horsepower or an increase of 469 
i. hp. above what was developed with the use of the 7 in. cir- 
cular nozzle. Comparing the performance of the Atlantic type 
locomotive when equipped with each of the two nozzles, there 
was obtained with the four internal projection nozzle an in- 
crease in equivalent evaporation of 24.2 per cent and 14.6 per 
cent greater indicated horsepower. 

The considerably higher front end draft obtained with the new 
type of nozzle in each instance, is responsible for the remark- 
able results attained, enabling the maintenance of a much greater 
rate of combustion and permitting a higher degree of superheat 
to be obtained. | 


Litte’s Locomotives.—Lille is one of the biggest engineering 
centers in France, and the work shops must have been of con- 
siderable use to the Germans. The great Fives-Lille works are 
well known for the construction of locomotives and bridges, and 
have supplied an enormous amount of the equipment that has 
been required for France's railway projects in her African 
colonies. 


*For descriptions of these locomotives see the following numbers of the 
Railway Age Gazette, Mechanical Edition: E6s, page 63, February, 1914; 
K4s and Lis, page 343, July, 1914. 
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HEAVY DUTY ELECTRIC REAMER 


A heavy duty reamer of a new design, for use on direct cur- 
rent circuits only, has been brought out by The Cincinnati 
Electrical Tool Company, Cincinnati, Ohio. It is designed for 
bridge work, large shop and construction work of all kinds, and 
is made in three sizes for reaming holes 15/16 in., 1 1/16 in. 
and 1 3/16 in. respectively. 

The motor is of the series wound four pole type, and is 
completely enclosed. It is air-cooled by means of a fan mounted 
on the armature shaft. The housing and gear case is of steel. 
giving special strength and insuring the best of electrical per- 
formance. The gears are made of chrome nickel steel. They 
are mounted on roller bearings and are fully enclosed in the 
lower head of the reamer. They revolve in grease and are 
separated from the motor housing by means of a plate which 
prevents oil and grease from getting into the windings. High 
grade annular bearings are used on both ends of the armature 


Atlantic Pacific Mikado 
Four Circular, Four Circular, Four Circular, 
internal 6.25 in. internal 7 in. internal 7 in. 
projections diameter projections diameter projections diameter 
30.86 30.68 38.19 38.45 38.08 38.45 
46.9 47.0 47.3 37.8 28.3 29.3 
52.0 46.0 60.3 46.4 60.8 51.1 
204.9 184.8 201.3 202.2 204.7 204.4 
15.1 8.3 18.8 5.7 14.6 8.6 
0.40 0.41 0.71 0.51 0.¢0 0.64 
8,271 6,942 11,813 5,146 6,312 6,621 
148.3 124.4 170.6 74.3 133.0 94.6 
44,628 35,928 65,400 39,977 59,508 46,170 
58,641 46,771 87,414 51,842 79.675 58,539 
204.2 175.9 215.2 157.2 183.5 122.2 
2,304.8 1,901.1 3,183.9 2,241.5 2,835.5 2,366.7 
shaft. The spindle thrust is taken up by means of a thrust 


ball bearing. 

The switch is of the quick make and break type, with release 
lever in one side handle. Jt is simple in construction and is 
guaranteed against overload. The brush holders are mounted 
on fiber blocks and are highly insulated. The binding posts 


Electric Reamer for Heavy Work 


which hold the leads are specially designed tu secure contact by 
means of compression springs, doing away entirely with the 
use of nuts and screws, and preventing the latter from loosening 
and lodging in the motor. The brushes are readily accessible 
by means of four removable window guards and can be replaced 
instantly without removing the cap or disturbing any part of the 
machine. 

The reamer is equipped with special type of slp socket which 
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does away with the drift key and drift holes in the spindle and 
prevents dirt' and grease getting into it. 


JOURNAL BOX PACKING GUARD 


A packing guard for use in journal boxes, which holds the 
packing under the journal and prevents it from working out 
between the lid and the box has been placed on the market 
by the Nuway Packing Guard Company, Tuscaloosa, Ala. It 


Packing Guard in Position in the Journal Box 


is formed from No. 14 gage steel with teeth extending back 
from the sides and bottom. A tongue extends back from 
the top of the guard. by means of which it is secured in the 


Facking Guard for Journal Boxes 


journal box. In applying the guard the weight of the car is 
raised from the journal and the box packed. the packing be- 
ing pushed well back against the dustguard and the box filled 
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only to the end of the journal. The guard is then placed in 
the box with the tongue, which is formed to fit the lugs at 
the top of the box, between the box and the wedge. When 
in position the weight of the car is let down on the journal, 
thus securely holding the guard in place. A small quantity 
of packing is then pushed around the sides of the guard. 
Holes are provided in the packing guard through which oil 
may be applied should the packing become dry. The guard 
is manufactured in different sizes and to fit the various types 
of journal boxes. 


LOCOMOTIVE WEDGE BOLT 


The wedge bolt shown in the drawing is designed to be ap- 
plied and removed without the necessity of taking down the 
pedestal binder. The device. which is manufactured by the Wine 
Railway Appliance Company, Toledo, Ohio, is made standard 
tor ali wedges on the locomotive, and in case of emergency 
may be renewed by the engineer while the engine is in service on 
the road. 

The pedestal brace is provided with a slot, as shown in the 
drawing, through which is inserted a tee headed sleeve. The 
wedge bolt is screwed into this sleeve, which in its normal po- 
sition becomes a rigid part of the brace, and the bolt is operated 
in the same manner as if the sleeve were not used. The top of 
the pedestal brace is provided with a recess for the reception of 


Driving Box 


=e) Position for 


ry ~—_ Removal 


Recess for T-Head 


~- — m 


Recess for Sleeve 
Nut 


Wedge Bolt Removabie While the Locomotive is in Service 


the tee head and the bottom of the brace is provided with a re- 
cess for the reception of the sleeve nut, which is threaded on the 
sleeve. The wedge bolt is thus held rigidly within the pedestal 
brace. 

It will be noted that the nut which locks the wedge bolt bears 
against the sleeve nut and acts as a lock nut for the sleeve as 
well. 

To remove one of these bolts, all that is necessary is to back 
off the lock and sleeve nuts until the tee head on the sleeve 
can be lifted out of the recess on the top of the pedestal brace. 
The sleeve is then revolved through SO deg. into the position 
shown by dotted lines, the head of the wedge bolt being slid 
out of the slot in the wedge at the same time. In order to do 
this the wedge must be drawn down into the position shown 
so that the slot in the wedge is clear beneath the driving box. 

This device is in use on about 100 engines and is said to be 
giving excellent service. 


Export or Forp Motor Cars.—The Ford Motor Company, 
Detroit, Mich., announces an order for 40,000 motor cars for 
shipment to one of the allied nations. It is the largest recorded 
single order for motor cars, and is said to involve $16,000,000 
to $18,000,000.—Jron Age. 
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SINGLE LOCOMOTIVE WATER JOINT 


hates cH 

The single water joint illustrated below has recently been de- 
veloped by the Franklin Railway Supply Co., 30 Church street, 
New York. It eliminates the use of the present rubber hose 


connections for the injector suction pipes and provides one con- 


Location of the Single Water Joint Under the Drawbar 


nection which is large enough to supply water to both injectors. 
It is located directly under the drawbar on the center line of the 
locomotive. 

The water connection, which is made up of extra heavy 
wrought iron pipe. is attached at either end to tee heads, the 
branches of which lead to the two tank wells on the tender and 
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which is supported in a slide bearing bracket secured to the 
deck of the locomotive. This arrangement serves as a guide for 
the slip joint, relieving it from lateral strain. 

All the attention this joint is said to require is the occasional 
renewal of the gasket in the ball and slip joints. One of the 
difficulties it is expected to overcome is freezing, which often 
occurs in the present hose connections. The probability of freez- 
ing in this connection is reduced owing to the fact that either 
heater will keep it open while both heaters are required with 
the usual type of double connection. : 


INDIAN WATER Power SvsTEM.—On February 10 the governor 
of Bombay opened the Tata hydro-electric scheme, which ulti- 
mately will provide Bombay with electric energy equal to 130,000 
hp, or five times the amount hitherto derjved from water 
throughout India—The Engineer. 


CONVERTING BRITISH Cars.— Since 1911 the many passenger ve- 
hicles which have been added to the Great Eastern Railway 
Company’s stock have all been mounted on two four-wheeled 
trucks, and no further carriages will be built to older designs. 
Many of the more modern of the non-bogie type, however, still 
possess substantial life. and a plan is being followed to convert 
these into bogie or four-wheel truck cars. The bodies of these 
vehicles are 27 ít. in length and, as the standard bogie under- 
frame is 54 ít. long, two of them are placed together on one 
frame. One end of both bodies is stripped of panels and mold- 
ings and the overhanging roof boards are cut off level with the 
framework. The bodies are then placed on the underframe and 
butted and bolted together through the framework. The side 
joints are covered with a facia molding and the roof joint is filled 
in and covered with raw canvas bedded in stiff paint. The com- 
bined bodies are secured to the underframe with body bolts in 
the ordinary way, whilst the usual stop blocks are placed at each 
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Single Water Jolnt for Use Between Engine and Tender 


to the two injector suction pipes on the engine. It includes two 
hall joints and one slip joint, a combination which takes any 
metion occurring between the engine and tender. At its rear 
end the inside sleeve of the slip joint is threaded into an elbow 
connection which turns downward and forms the outer casing 
of the forward hall joint. An extension is cast on the elbow 


end. It is rarely that a body has to be lifted from the under- 
frame; but in case of such necessity the body would be divided 
where joined and lifted in two sections. Although this policy 
results in a decreased number of vehicles, the seating capacity 
is not diminished, and it is probable that some 500 carriages will 
be treated in this way.—T he Enginecr. 


On March 4 the roundhouse of the Cleveland, Cincinnati, Chi- 
cago & St. Louis at Benton Harbor, Mich., was destroyed by fire. 


It is.reported that the International & Great Northern is plan- 
ning to completely electrify its shops at Palestine, Tex., at an 
approximate cost of $25.000. 


The Queen & Crescent Route has recently completed a new 
coach shop building at Chattanooga, Tenn, which will accom- 
modate most of the coach repair work of the road. The building 
is 300 ft. by 106°ft.. and was built by the road's own forces. 


John G. Cooper, of Youngstown, Ohio, until lately a loco- 
motive engineer on the lines of the Pennsylvania company, is 
now the representative in Congress from the Nineteenth Ohio 
district. He has served two terms in the Ohio legislature and 
has been a prominent worker in the anti-liquor campaign. 


The “Safety First” committee of the Baltimore & Ohio reports 
that 91 per cent of all items recommended to improve safety 
conditions during 1914 were disposed of hy the company. Recom- 
mendations totafing 9,256 items were made by 698 employees, who 
are members of safety committees on 23 divisions. Only 806 of 
the items reported remain under consideration. 


J. E. Long, safety engineer of the Canadian Government Rail- 
ways—the Intercolonial and the Prince Edward Island—reports 
that during the first year of his incumbency, January 1, 1914. 
to January 1, 1915, fatal injuries to employees have fallen off 
from 19, in 1913, to 7, in 1914; injuries have been reduced 
from 695 to 523, and the number of trespassers killed dropped 
from 22 to 13. 


Aiming to protect its employees against permanent injury to 
the eye, the Baltimore & Ohio urges, in a circular issued re- 
cently, that in case of eye injury, or of foreign particles lodging 
in the cye, to secure the service of a company physician when- 
ever possible. Railroad experience cites many cases of per- 
manent injury to the eye or loss of sight as a result of inexperi- 
enced persons attempting to act in the capacity of surgeons. 


The Canadian government, confronted with the continued re- 
fusal of the Grand Trunk Pacific to operate the National Trans- 
continental Railway, which extends 1,500 miles from Moncton, 
N. B. to Winnipeg, Man., announces that to prevent the de- 
struction of the road bed and track by floods and frost, prepa- 
rations are being made to organize forces to take care of the 
property, and, probably, to establish a regular train service. 


The Russian government is negotiating with the New York 
Air Brake Company and the Westinghouse Air Brake Com- 
pany for an order of 2,000,000 shrapnel. The Russian govern- 
ment has already established a credit in this country to meet 
payment for one-fourth of the order, which, it 1s said, will have 
a total value of $36,000,000. The same government recently 
placed a large order for shrapnel with the Canadian Car & 
l'oundry Company. 


Governor Johnson of California has started a movement for the 
purchase of the Western Pacific, now in the hands of receivers, 
hy the state of California. The governor is quoted as saving, 
"It is my idea that with California owning and operating a 
great transcontinental ratlroad the state will always be assured 
of commercial freedom.” A memorial to Congress requesting 
it to take action toward the purchase of the road by the federal 
government has been introduced in both the House and Senate 
of the California legislature. 


The Southern Railway has just put in service 57 steel passenger 
cars, all electric-lighted. These cars have been assigned to eight 


NEWS DEPARTMENT 


of the most important through trains; and stee]-frame cars here- 
tofore used on these trains have been assigned to other through 


trains. This in turn has released steel underframe cars for use in 
local trains. Seven steel dining cars have recently been put in 
service. 


Rule G, the well-known paragraph of the Standard Code of 
Train Rules prohibiting the use of intoxicating liquors, has bcen 
taken as the theme for a motion picture, based on Rufus Steele's 
story in the Saturday Evening Post. The flm was staged in the 
vards and offices of the Southern Pacific Company at San Fran- 
cisco, and the road placed all its facilities at the disposal of the 
camera men. Even the actors were selected from the ranks of 
the company’s employees. This film is to be shown in numerous 
places along the Southern Pacitic lines, and elsewhere. 


The testing laboratory of the New York, New Haven & ilart- 
ford at New Haven, Conn., during the past year has made about 
10,000 tests, the articles tested ranging all the way from pencils 
to piston rods and from milk to paint. Special attention has been 
given to sanitation on passenger trains, and the milk and cream 
for the dining cars have been kept at the highest standard. The 
physicists of the laboratory have made a large number of tests 
of air in passenger cars on trains, and a thorough system oi 
sterilizing drinking water receptacles or trains has been estab- 
lished. The chemists have analyzed the water from each one of 
the wells on the company’s premises, 


Peter M. Hoffman, coroner of Cook county, illinois, has ad- 
dressed a circular ietter to various clubs and organizations in the 
county giving statistics of railroad accidents and pointing out 
the large prependerance of accidents to trespassers on railroad 
property. He encloses a copy of a bill. which is before the 
Illinois legislature to prohibit trespassing and urges efforts on the 
part of the organizations to secure its passage. He shows that 
in 1914 there were 282 people killed in Cook county by railroads 
or on railroad tracks. Of these 13 were passengers, 100 were 
emplovees and 169 were trespassers. For the 10 vears, 1605 to 
1914, his records show that 80 passengers, 1.369 employees and 
1,622 trespassers were killed. 


The Pennsylvania Railroad reports that 427 fres—more than 
three-quarters of all that occurred on the property of the sys- 
tem last year—were extinguished by company emplovees before 
receiving the aid of public fire departments. The average loss 
was $43. Organized fire brigades among the employees last 
vear checked 34 fires, and other emplovees, by the use of chemi- 
cal extinguishers, put out 71. The total fre loss on the Pennsyl- 
vania system during the year 1914, including fires where the 
assistance of city fire departments was received. was $038,483. 
while the value of the entire property was nearly $400.000,000, 
the fire loss being only 16 cents per each $100 of property value 
at risk. 

The safety department of the Delaware. Lackawanna & West- 
ern has issued Safety First Bulletin No. 10, giving a summary 
of accidents to Lackawanna employees fer the vears 1911, 1912, 
1913 and 1914. The number of employees killed in 1911. was 70. 
and in 1912, 46; 1913, 45, and in 1914, only 26. The number of 
employees injured in 1911] was 2,319; in 1612, 2.318; in 1913, 
2.092. and in 1914, 1,875. There has thus been a steady decrease 
year by year. Comparing 1914 with 1911, the decrease in the 
number of employees killed was 63 per cent. while the injured 
decreased 19 per cent. It has been decided to award a Safety 
First flag to the division making the best safety record in 1914, 
and subsequent years, and also one to the shop making the best 
record. For the year 1914, the Morris & Essex division was 
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awarded the division flag and the Scranton-Keyser Valley shops 
were awarded the shop flag. 


Congress, in making appropriations for the support of the army 
for the next nscal year, has inserted in the law a proviso that 
no part of the appropriations made at this time shall be available 
"for the salary or pay of any officer, manager, superintendent, 
foreman or other person having charge of the work of any em- 
plovee of the United States government while making or causing 
to be made. with a stop watch or other time-measuring device, 
a time studv of any job of any such employee between the start- 
ing and completion thereof, or of the movements of any such 
emplovee while engaged upon such work; nor shall any part of 
the appropriations made in this bill be available to pay any 
premium or bonus or cash reward to any employee in addition 
to his regular wages, except for suggestions resulting in improve- 
ments or economy in the operation of any government plant; and 
no claim for services performed by any person while violating 
this proviso shall be allowed." 


One of the striking exhibits at the Panama-Pacific Exposition 
is that or the Westinghouse Electric & Mfg. Company, 
which includes one of the Pennsylvania electric locomotives 
mounted on a turntable. The location of the turntable is under 
the center of the dome of the Transportation building at the 
junction of the two main aisles, thus bringing it in full view of the 
crowds which are expected to pass through this building. The 
turntable 1s 65 feet long. and, including the locomotive, weighs 
440,000 pounds. The height of the track is 12 ft. above the 
oor, and steel ties are used, a new type of construction for 
this class of work. By means of a 10-horsepower motor the turn- 
tale is caused to rotate at a speed of one revolution in three 
minutes. The rotation, which can be reversed in direction, is 
under the control of the operator located in a booth nearby. The 
locomotive is arranged and lighted so as to permit the people to 
pass through it and inspect the equipment. 


Commissioner Mavteld of the Texas Railroad Commission 
has sent a telegram to J. W. Everman, general superintendent of 
the St. Louis Southwestern of Texas, protesting against the 
recent closing of the company’s shops at Tyler, Tex., which 
threw out of employment some 300 or 400 men. The commis- 
sioner says in his telegram that the company's business is bet- 
ter than it has been for some time, requiring, as he is advised. 
"an extra switch engine to adequately handle the traffic,” and 
that the road should be getting its equipment in condition to 
handle the large business expected this spring and summer. 
He savs that unless the shops at Tyler are reopened and the 
men put back to work he will consider it his duty to move that 
the commission suspend further action on the application for 
an increase in freight rates pending investigation into the 
reason why the shops were closed. Mr. Everman said it was 
found absolutely necessary to close the shops at Tyler because 
of the decrease in earnings. 


M. A. Dow, general satety agent of the New York Central 
Lines, is sending out to manufacturers owning plants adjacent 
to the company’s property small printed slips on “safety first,” to 
he put into the pay envelopes of employees. The statement 
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begins by saying that the railroad company has called the manu- 
facturers' attention to the risk incurred by the employees of 
the factory who walk on the tracks; and, after briefly explaining 
the general situation, it ends with the injunction that “the prac- 
tice of walking the railroad tracks by our employees must be 
stopped at once. The interests of personal safety require that 
strict observance of this rule must be enforced.” Mr. Dow fur- 
nishes the slips printed in English and other languages, as may 
be needed. Within a reasonable time after the notices have 
been supplied to a given factory, the inspectors of the railroad 
company make observations to see how well the advice has been 
carried out; and if track walking continues officers are sent to 
make some arrests. 


oo 


NEW RAILROAD LAWS IN TEXAS 


The legislature of Texas has concluded its session of two 
months and a final review shows that it has passed only a few 
general laws affecting railroads. The most important, perhaps. 
is that requiring employees to be paid twice a month. Another 
one provides that employees of railroads (and of certain other 
concerns as well) shall be free to choose the company írom 
which they shall get surety bonds. The railroads now provide 
bonds without cost to the employee. 

The railroad commission is authorized, by one of the new 
laws, to require railroads to make track connections with in- 
dustries. . 

There was a full-crew law, but it died on the calendar as did 
the bill to require sheds to be built at all points where there are 
ten or more car repairers at work. 


On the whole it appears to many careful observers that the 
anti-railroad spirit among the Texas law makers is very mucli 
abated. 


MEETINGS AND CONVENTIONS 


Chief Interchange Car Inspectors’ and Car Foremen’s Asso- 
clatton.—At a recent meeting of the executive committee of the 
Chief Interchange Car Inspectors’ and Car Foremen’s Associa- 
tion, which was held in Chicago, it was decided to hold the next 
annual convention of the association in Richmond, Va., Septem- 
ber 14, 15 and 16. 


dir Brake Assoctation.—The twenty-second annual convention 
of the Air Brake Association will be held at the Hotel Sherman. 
Chicago, on May 4-7, 1915. The following is a list of the sub- 
jects to be discussed at the meeting: Accumulation of Moisture 
and Its Elimination From Trains and Yard Testing Plants; 
Adequate Hand Brakes on Heavy Passenger Equipment Cars; 
Need of Efficient Cleaning and Repairing of Freight Brakes: 
What Shall We Do to Improve the Present Pneumatic Signal 
Device; Difficulties the Railroad Companies Encounter in En- 
deavoring to Run 100 Per Cent Operative Brakes in Freight 
Train Service: M. €. B. Air Brake Hose Specification and 
Recommended Practice. The afternoon of May 6 has been set 
aside for a series of air brake lectures, delivered by representa- 
tives of the Pittshureh Air Brake Company, Westinghouse Air 


RAILROAD CLUB MEETINGS 


Ciub ME Title of Paper Author Secretary Address 

Canadian ........ ` M 13 Systematic Locomotive Valve Setting..... È R. Britton........ James Powell..... St. Lambert, Que. 
Central eie ess ay. 9 aeei en Serer eapite ee cR eique eu ee ree Harry D. Vought. 95 Liberty St. New York. 
New England.. April 13 Economical Handling of Freight Cars..... W. C. Kendall...... W m. ETE . 683 Atlantic Ave., Boston, Mass. 
iew York....... , April 16 ‘Recent Developments in Locomotives...... George R. Henderson Harry D ought. 95 Liberty St., New York 
Petbureh oo... ; ADEL 23- coche wae lhgtidhg eus Reel Soe Dele Male ee Pee el eta ULT OW ER l. B. Anderson... 207 Penn Station, di Pa. 
Richmond ....... '" April 12 Chilled Iron vs. Steel Wheels............. F. K. Milal m eee F. O. Robinson... C. O. Ry.. Richmond, 

t Louis ....... | April 9 Encouraging Railroad Men to Buy Homes. H. M. Cottrell...... IB. W. Fraucnthal. Union Station, St. Louis, Mo. 
South’n & S'w'rn. qi: QD. acus a swis tuac edu i dedu LI Cd bU ieu eR en E eR | A. J. Merrill...... Box 1205, Atlanta, Ga. 
uten ENT MENT April 3E S doors Ro aes a arent dicen ad arise: fo ca os ak eee a Dee E tote due S da Sad cnt ee ute, ene Tos. W. Taylor... 1112 Karpen Bldg.. Chicago, IN. 
Qc AS D "Anc c——mPPEr HEC x Louis Kon....... | Box 1707. Winnipeg, Man. 
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Brake Company, New York Air Brake Company, and possibly 
the Automatic Straight Air System, each speaker being limited 
to one hour. The practice inaugurated at the last convention 
of giving one afternoon to the representatives of the manu- 
facturers for the exploitation of their devices will again be 
followed this year, and May 4 is the date which has been as- 
signed for the purpose. 


Master Car and Locomotive Painters’ Assoctation.—The Ad- 
visory Committee, of the Master Car and Locomotive Painters’ 
Association has selected the following subjects and queries to 
be considered at the next convention, which will be held at 
Detroit. Mich., September 14 to 16: Subject No. 1, Flat color v. 
enamel color—which gives the best results under varnish in dur- 
ability and permanency of color? No. 2, Can we suggest any 
changes in the design or construction of steel passenger train 
cars to make them better fitted for preservation by protective 
coatings? No. 3, Will equipment finished in enamel or varnish 
color wear and “clean up” in service as easily and economically 
as the varnish finish? No. 4, Best methods of taking care of 
piece-work accounts, including rate fixing. printed forms, cler- 
ical organization, etc., for work in paint shops. No. 5, What is 
the most practical and economical method of maintaining the 
inside of steel passenger cars? Essay No. 1: The possible re- 
sults, where price vs. quality is enforced in buying paint stock 
for the railway car and locomotive paint shop. No. 2: The 
official recognition due to the efficient railway master car and 
locomotive painter. Query No. 1: Are we having any serious 
trouble with varnish turning white and if so, with what grade of 
varnish? No. 2: Is there any way by which a greater field of 
the work of the association can be covered, without increasing 
the time consumed in handling the work? No. 3: Of what 
value to the railway companies is ornamentation to the exterior 
of railway passenger equipment ? 


The following list. gives names of secretaries, dates of next or 
meetings, and places of mecting of mechanical associations. 


Arr Brake AssociIATION.—F. M. Nellis, 53 State St.. 
vention, May 4-7, 1915, Hotel Sherman, Chicago. 


AMERICAN RAILROAD oe TINNERS, COPPERSMITHS AND PIPEFITTERS’ 
ASSOCIATION. —W. Jones, C. & N. W., 3814 Fulton street, Chicago. 
Annual meeting, Joly 13-16, 1915, Hotel Sherman, Chicago. 


AMERICAN Railway Master MtEcHaNics! Assoctation.—J. W. Taylor, Kar- 
An building, Chicago. Convention, June 9-11, 1915,. Atlantic City, 


regular 


Boston, Mass. Con- 


AMERICAN Rattway Too. ForeMen’s ÁssociATioN.—O wen D. Kinsey, Illi- 
nois Central, Chicago, Convention, July 19-21, 1915, Hotel Sherman, 
Chicago. 


AMERICAN Society FOR Testine Materracs.—Prof. E. Marburg, University 


of Pennsylvania, Philadelphia, Pa. Convention, June 22-26, 1915, 
Hotel Traymore, Atlantic City, N. J. 
AMERICAN Society or MEgcnaNiICAL. ENciNEERS.— Calvin. W. Rice. 29 W. 


Thirty-ninth street, New York. Annual December 7-10, 


1915, New York. 


ASSOCIATION or RaiL wav ELECTRICAL 
W., Room 411, C. 
TE 1915. 


Car FonEMEN's ASSOCIATION oF Cuicaco.--Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 


CHIEF INTERCHANGE Car [NsrEcTORS' AND Car FonEMEN S 
S. Skidmore, 946 Richmond strect, CE Ohio. 
ing, September 14-16, 1915, Richmond, 


OR S G. Hall, 
Convention, May 17-20, 1915, 


INTERNATIONAL RAILWAY GENERAL FoREMEN's AssociaTioN,— William Hall, 
1126 W. Broadway. Winona, Minn. annm July 13.16, 1915, 
Hotel Sherman, Chicago. 


INTERNATIONAL RaitROoAD MasrER BLACKSMITHS 
worth, Lima, Ohio. 


Master BoiLgER MAKERS’ 


meeting, 


EnGrNeers.—Joseph A. Andreucetti, 
& N. W. Sta., Chicago. Annual meeting, 


ASSOCIATION, — 
Annual meet- 


922 McCormick 


INTERNATIONAL RaILWway FUEL 
Chicago. 


building, Chicago. 


Assoctation.—A. L. Wood- 
Convention, August 17, 1915, Philadelphia, Pa. 


Association. — Harry D. Vought, 95 Liberty street, 
New York. Convention, May 26-28, 1915, Chicago, Ill. 


Master Car BUILDERS’ AssociATiIoN.— I. W. Tavlor., Karpen nuding, Chi- 
cago. Convention, June 14-16, 1915. Atlantic City, N. 7 


Master Car ann Locomotive Painters’? Assoc. or U. S. 
A. P. Dane, B. & M., Reading, Mass. Convention, 
1915. Detroit, Mich. 


NIAGARA FRONTIER Car Men's Association.—F. Frankenberger, 
bane building, Buffalo, N. Y. Meetings monthly. 

RAiLWAv STOREKEEPERS’ Association.—J. P. Murphy, Box C, Collinwood, 
Ohio. Convertion, May 17-19, 1915, Hotel Sherman, Chicago. ] 

TRAVELING ENGINEERS’ ASSOCIATION. w. O. Thompson, N. Y. C. & H. R, 
East Buffalo, N. Y. Convention, September, 1915, Chicago, Ill. 


AND CANADA.— 
September 14-17, 


623 Bris- 


AGE GAZETTE, 


MECHANICAL EDITION VoL. 89, No. 4 


PERSONALS 


It is our desire to make these columns cocer as completely as 
posstble all the changes that take place in the mechanical de- 
partments of the railways of thts country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
lo bring this about. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


G. P. GoopRicH, who has been master mechanic of the Fort 
Smith & Western and the St. Louis. E]. Reno & Western for 
the last eight years, has resigned, effective April 1. 


J. W. Jounson has been appointed master mechanic. of the 
Arkansas, Louisiana & Gulf, with office at Monroe, La.. suc- 
ceeding J. T. Tadlock. 


A. E. McMILLanx, whose appointment as master mechanic of 
the Baltimore & Ohio Southwestern, at Washington, Ind.. was 
announced in these columns last month, was born in Wheeling, 
W. Va., December 26, 1880. He received his education in the 
public schools of that city. graduating from the high school in 
1898. Early in 1899 he entered the service of the Baltimore & 
Ohio at Benwood, W. Va. as a machinist apprentice, and on 
completing lis apprenticeship he served as a machinist at the 
same point. In 1905 he was made machine shop foreman. serv- 
ing in this capacity and as drop pit foreman until September, 
1907. He was then appointed engine house foreman. and 
April, 1910, became general foreman at Beawcod. Early in 
1913 he was transferred to the Baltimore & Ohio Southwestern 
system as motive power inspector, with headcuarters at Cm- 
cinnati, Ohio, and a year later was appointed assistant master 
mechanic, in which capacity he servel until his recent appoint- 
ment as master mechanic. 


R. J. McQuane has been appointed master mechanic of the 
St. Louis & Kansas City Terminal division of the Rock Island 
Lines, with office at Armourdale, Kan. succeeding O. C. 
Breisch, resigned. 


A. YovNc, whose appointment as district master mechanic of 
the Chicago, Milwaukee & St. Paul, at Milwaukee, Wis. was 
announced in these columns last month. was born January 24, 
18/4. After graduating 
from the public schools 
in Milwaukee he was 
emploved in the foundry 
of the Chicago, Mil- 
waukce & St. Paul for 
one year, and then trans- 
ferred to the machine 
shop as a machinist ap- 


prentice. After com- 
pleting his apprentice- 
ship, Mr. Young re- 


maimed in the employ of 
the St. Paul, serving as 
a machinist at various 
points until 1868, when 
he left the service to 
become an engineer in 
the Milwaukee city fire 
department. In the 
spring of 1902 he left 
the fire department to 
again enter the St. Paul 
service as a machinist in the Milwaukee shops, where he re- 
mained until 1905. He was then transferred to the roundhouse 
at the West Milwaukee shops, where he served successively as 
slip foreman, assistant foreman and general roundhouse fore- 
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man, being promoted to the latter position in 1909. In July, 
1913, Mr. Young was transferred to Chicago as general fore- 
man at that point, in which capacity he served until his recent 
appointment as district master mechanic. Mr. Young is a 
graduate of the International Correspondence School. 


W. L. Scorr has been appointed master mechanic of the Mis- 
souri, Kansas & Texas at Denison, Tex., succeeding N. S. Air- 
hart, resigned. 


CAR DEPARTMENT j 


A. CoPoNy, master car builder of the western lines of the 
Grand Trunk, has had his office moved from Port Huron, Mich., 
to Elsdon, Ill. 


V. J. LAMB, car foreman of the Charleston & Western Caro- 
lina, at Augusta, Ga., has been appointed general foreman car 
repairs at that place, succeeding W. F. Weigman. 


T. W. MansHALL has been appointed assistant car foreman 
of the Canadian Pacinc at Transcona, Man., succeeding H. Dib- 
lev. 

av 
dn SHOP AND ENGINE HOUSE 

A. BEARDsHAW has been appointed locomotive foreman of the 
Grand Trunk at Richmond, Que.. succeeding G. Blackbird, re- 
tired on a pension. 


W. C. Bure, district foreman of the Oregon Short Line at 
Montpelier, Idaho, has been appointed general foreman of the 
Utah district, Utah-Montana division, at Salt Lake City, Utah, 
succeeding H. Selfridge. 


R. A. Miter has been appointed general foreman of the 
Canadian Northern at Trenton, Ont., succeeding W. G. Rodden. 


W. R. Patterson has been appointed general foreman of 
shops of the Michigan Central at Detroit, Mich., succeeding 
A. K. Galloway. 


D. Ross, formerly locomotive foreman at the Southwark Ter- 
minal of the Grand Trunk at Montreal, has been appointed loco- 
motive foreman at Durand, Mich. 


C. E. Stewart has been appointed locomotive foreman of the 
Grand Trunk Pacific at Edmonton, Alta. 


CuHarces D. WILDER has been appointed boiler foreman of the 
Staten Island lines of the Baltimore & Ohio, at Clifton, Staten 
Island. 


Jons E. Woops has been appointed general foreman of the 
Staten Island lines of the Baltimore & Ohio, at Clifton, Staten 
Island. 


R. R. Youne has been appointed general foreman of the shops 
of the Tennessee Central at Nashville, Tenn. 


PURCHASING AND STOREKEEPING 


Frank Dengar has been appointed storekeeper of the Inter- 
colonial at Gibson, N. B. 


Joux O'Brien has been appointed storekeeper of the Cana- 
dian Pacific at Regina. Sask. 


OBITUARY 


CHarLes MCCANN, general foreman of the Chicago Junction 
Railway, died in Chicago. March 6, at the age of 65 years. Mr. 
McCann began railway work on the Atlantic & Great Western 
at Kent, Ohio, in 1867. He was later employed by the Lake 
Shore & Michigan Southern at Norwalk, Ohio, and the New 
York, Chicago & St. Louis, during the construction of this road 
hetween Conneaut, Ohio, and Ft. Wayne, Ind. In 1897 he left 
the latter road to enter the service of the Chicago Junction 
Railway, with which he remained. until his death. 
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Joun W. Annis, formerly superintendent of motive power of 
the Texas & Pacific, died at Marshall, Tex., on February 25. 
He was born on March 13, 1851, at East Liberty, Pa., and after 
learning the trade of machinist entered the shops of the Inter- 
national & Great Northern, at Palestine, Tex. In 1882 he went 
to the Marshall shops of the Texas & Pacific, and left that road 
to become general foreman at the Tyler shops of the St. Louis 
Southwestern. Ile was transferred later to the Pine Bluff shops, 
of which he had charge, and was then for about four years mas- 
ter mechanic at the Gouldsboro shops of the Texas & Pacific. 
About 1892 Mr. Addis succeeded A. G. Douglass as superintend- 
ent of motive power and rolling stock of the Texas & Pacific at 
Marshall, and remained in the service of that road until. June, 
1911. 

WitLLIAM McIntosu, formerly superintendent of motive power 
of the Central of New Jersey. at Jersey City, N. J. died on 


March 15, at his home in Plainfield, N. J. He was born on Au- 


gust 20, 1846, at Frank- 
lin, Que.. and began rail- 
wav work in 1864 as a 
locomotive fireman on 
the Chicago, Milwaukee 
& St. Paul; and ke served 
as machinist and engi 
neer on that road for 
seven years. [n 1871 he 
went to the St. Paul & 
Pacific, now a part of 
the Great Northern, at 
St. Paul, Mirn. where 
he was employed as ma- 
chinist. From August, 
1872, to November, 1877, 
he was locomotive engi- 
neer on the Chicago & 
North Western and then 
for about ten vears was 
foreman of locomotive 
repairs on the same road 
at Waseca, Minn. and 
at Huron, S. D. In July. 1887, he was appointed master me- 
chanic at Winona, Minn, where he remained about 12 years. 
On March 1, 1899, he was appointed superintendent of motive 
power of the Central of New Jersey, from which position he 
retired in 1909. . He was a prominent member of the .\merican 
Railway Master Mechanics’ Association, and in 1908 served as 
president of that association. Mr. Mel!ntosh was the inventor 
of a number of well known locomotive and car appliances. He 
was a member of the American Society of Mechanical Engineers. 


W. Mcintosh 


EXHAUST STEAM Injectors ror Locomotives.—The exhaust 
steam injector has found quite extensive use on British loco- 
motives, and from what information can be obtained it is be- 
lieved to be one of the small economy producers that are 
worthy of consideration. From its extended use it can no 
longer be considered experimental. The exhaust steam is 
„taken from the exhaust pipe just above the outlet from the 
cylinders. It then passes through a separator which removes 
all the grease and particles of dirt, and then goes direct 
to the injector.. Live steam is used to start the injector. This 
may be entirely shut off after the exhaust steam has been started, 
or a small amount can he admitted to assist in pumping against a 
high boiler pressure. When the engine is not working provision 
is made for operating the injector by live steam alone. From tests 
made in England it is found that an average saving oi 700 to 
1,000 Ib. of coal and about 4,000 Ib. of water per 100 miles is 
obtained. For boiler pressures in the neighborhood of 200 lb. 
it is necessary to supplement by the usc of a small amount of 
live steam, the exhaust steam at atmospheric pressure being 
capable of delivering against 120 lb. boiler pressure. 


SUPPLY TRADE NOTES 


Frederick. A. Hall, formerly head of the chain hoist depart- 
ment of the Yale & Towne Company, died at his home in 
Passaic, N. J., on March 16. 


J. W. Fogg, formerly master mechanic of the Baltimore & 
Ohio Chicago terminal, has become associated with the Boss Nut 
Company, with headquarters at Chicago. 


A. D. McAdam. formerly western sales agent of the Ralston 
Steel Car Company. Columbus, Ohio, has been appointed sales 
manager, with headquarters at Columbus. 


G. Haven Peabody, western representative of the Lima Loco- 
motive Corporation. Lima, Ohio, has resigned, effective April 15, 
to accept a position. with the Lackawanna Steel Company. 


W. C. Chapman, who for several years has been connected 


with the sales force of the Philadelphia branch office of Man- ' 


ning, Maxwell & Moore, Inc., has been appointed manager of 
that office. | 


Robert E. Jennings, president of the Carpenter Stee! Com- 
pany, Reading. Pa., has been elected to fill the vacancy on the 
board of the Joseph Dixon Crucible Company, Jersey City, N. J., 
caused by the death of William Murray. 


W. W. Rosser, manager of western sales of the T. H. Syming- 
ton Company. Rochester. N. Y.. has been appointed vice-presi- 
dent of the company. 
with ofice at Chicago. 
Mr. Rosser was born 
at Hutchinson. Minn.. on 
November 4, 1877. He 
attended the Hamline 
University at St. Paul. 
Minn., and was for four 


years with the Min- 
nesota Malleable Iron 
Company. In 1903 he 


left the company to take 
the position of super- 
intendent oi the Wash- 
burn Coupler Company, 
and two years later be- 
came sales agent of the 
T. H. Symington Com- 
pany at Chicago. In 
1910 he was appointed 
manager of western sales 
of that company, and 
now leaves that position 
to take up the duties of 


W. W. Rosser 


vice-president, as above noted. 

E. L. Leeds, who since 1907 has been manager of the railroad 
equipment department of the Niles-Bement-Pond Company, 
New York, has been appointed general manager of sales of that 


company and the Pratt & Whitney Company, Hartford, Conn. 


The Superior Car Metal Rooting Company, Chicago, IN., has 


recently been incorporated ior $25,000 for the purpose of manu- 
facturing and selling car roofs, doors, locks, etc. The incor- 
porators are William H. Slatten, William F. Nolan and E. A. 
Albright. 


The Stark Rolling Mill Company, Canton, Ohio, has appointed 
the Dearborn Stecl & Iron Company, with offces in the Peoples 
Gas building. Chicago. IIL, as its selling agent in Chicago, north- 
ern Illinois and Wisconsin. H. C. Perrine and E. L. Lyon will 
represent the company. 


The Sprague Electric Works of the General Electric Com- 
pany, New York, has opened a branch sales office in the Illu- 
minating building, Cleveland, Ohio, and Frank H. Hill, who also 
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has charge of the Pittsburgh office, has been appointed manager 
of the Cleveland office. 


The Locomotive Pulverized Fuel Company has obtained a 
charter in Delaware to manufacture patented fuel saving de- 
vices. The incorporators are Joel S. Coffin, Englewood, N. J.; 
John E. Muhlfeld, Scarsdale, N. Y.; H. F. Ball and Samuel G. 
Allen, New York, and LeGrand Parish, Mountain View, N. J. 


Walter C. Allen, vice-president and general manager of the 
Yale & Towne Manufacturing Company has been elected 
president and general manager to succeed Henry R. Towne. 
who has been elected 
chairman of the board. 
Mr. Allen has been in 
the service of the com- 
pany for 23 years. He en- 
tered the works in 1892 
as a truck boy end two 
vears later obtained a 
position in the ofhce. He 
then spent threc years 
acquiring the tool trade, 
and three more to obtain 
a knowledge of drafting. 
both of which he thought 
were essential to his ad- 
vancement with the com- 
pany. He was later 
made assistant to the 
general superintendent in 
the works at Stamford, 
and then became general 
superintendent. In 1909 
he was appointed gen- 
eral manager of the compauy at New York, and in 1914 became 
vice-president and general manager. Mr. Allen is a member 
of the American Society of Mechanical Engineers. 


W. C. Allen 


Frederick Winslow Taylor, originator of the modern scientific 
management movement, died suddenly in Philadelphia on 
March 21 from pneumonia. Mr. Taylor was born at German- 
town, Pa., on March 20, 
1856. He attended Phil- 
lips Exeter Academy, but 
left before completing 
the course, because of 
impaired eyesight. In 
1883, however, he gradu- 
ated from Stevens Insti- 
tute of Technology with 
the degree of Mechanical 
Engineer. In 1878 he 
entered the employ of 
the Midvale Steel Com- 
pany, with which com- 
pany he was successively 
gang boss, assistant fore- 


man, foreman of the 
machine shop. master 
mechanic, chief drafts- 


man and chief engineer. 
He left the company in 
1889 and began his spe- 
cial work of reorgan- 
izing the management of manufacturing establishments. Mr. 
Taylor was an inventor of considerable ability. Among his nu- 
merous inventions was the Tavlor-White process of treating 
modern high-speed tools, for which he received a personal gold 
medal from the Paris Exposition in 1900 and the Elliott Cres- 
son medal of the Franklin Institute. Mr. Taylor was a mem- 
ber of the American Society of Mechanical Engineers, and 


F. W. Taylor 
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served as its president in 1905 and 1906. He was the author of a 
number of technical books and articles, among the best known 
being “The Principles of Scientitic Management” and “Shop 
Management,” both published in 1911. 


Henry H. Sessions, vice-president of the Standard Coupler 
Company of New York, died at his residence in Chicago, 
on March 14. Mr. Sessions was born in Madrid, N. Y., on 
June 21, 1847. He en- 
tered railway service on 
March 1, 1862, and until 
January 1, 1870, he 
served as apprentice and 
journeyman in the car 
and machine shops of 
the Central Vermont 
at Northfield, Vt. From 
January 1, 1870, to No- 
vember 1, 1878, he was 
master car builder of 
the Rome, Watertown & 
Ogdensburg, and from 
then to April 1, 1880, 
for the Sioux City & St. 
Paul, now a part of the 
Omaha. On April 1, 
1880, he was made mas- 
ter car builder of the 
International & Great 
Northern, and on May 
10, 1881, and September 
1, 1882, he was appointed to similar positions with the Texas & 
Pacific and the St. Louis, Iron Mountain & Southern, respec- 
tively. In 1885 he was made manager of the Pullman Car Works. 
This position he held until 1892, and for four years he was 
chief mechanical engineer in an advisory capacity for the same 
company. During this time he invented the passenger car ves- 
tibule, and later designed the standard steel platform for pas- 
senger cars which went into general use at once. This led to his 
becoming associated with the Standard Coupler Company as 
vice-president and director in 1896. Mr. Sessions also designed 
the Sessions friction draft gear and in the course of his active 
life left a strong impression of his inventive genius on railroad 
operations in many ways. 


H. H. Sessions 


On March 22 the Chicago office of the Terry Steam Turbine 
Company, Hartford, Conn. was placed in charge of A. W. 
de Revere, and located in the Peoples Gas building. The com- 
pany has also opened an office in the Michigan Trust building, 
Grand Rapids, Mich., in charge of A. L. Searles, who will cover 
the southern peninsula of Michigan. 


Joseph Mohr, president of John Mohr & Sons, boiler manu- 
facturers of Chicago, lll, died at his home on March 2, 1915. 
Mr. Mohr was born in Chicago in 1855, and, after serving an 
apprenticeship as boilermaker, he engaged in business with his 
father in 1882, under the firm name of John Mohr & Son, which 
was later changed to John Mohr & >on». 


The Southwark Foundry & Machine Company, Philadelphia, 
Pa, has secured the exclusive United States license to manu- 
facture the Harris Valveless Engine. Diesel principle, which 
will hereafter be known as the Southwark-Harris Valveless 
Engine. The engine will be built in sizes from 75 B. H. P. to 
1000 B. H. P., for both marine and stationary service. With 
the company there will be associated as consulting engineer and 
naval architect Leonard B. Harris, the inventor of the Harris 
valveless engine, so that the company will have the benefit of 
his extensive experience in power engineering, especially in the 
marie field. J. P. Johnston, who has been interested in and 
Connected with the Harris valveless engine, will also be asso- 
aated with the company in charge of oil engine sales. The 
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Southwark Foundry & Machine Company also manufactures a 
full line of steam turbines, generators, turbine pumps, hydraulic 
pumps and presses, condensers, etc. 


Two suits by the Safety Car Heating & Lighting Company, 
New York, against the United States Light & Heating Com- 
pany, Niagara Falls, N. Y., have recently been decided in favor 
of the defendant by Judge Hazel in the Western District of 
New York. These suits were on the W. I. Thompson Patent 
No. 881,43, March 10, 1°08 on a dynamo suspension for car 
lighting, and W. I. Thompson Patent No. 926,518, June 29, 1909, 
on a lighting system commonly referred to as the carbon disk 
regulator. In each case the patent was held invalid and the bill 
of complaint dismissed. The court held that the predecessors 
of the United States Light & Heating Company had installed 
dynamo suspensions and the carbon disk regulator substantially 
as described and claimed in the patents, on their own apparatus 
on the New York Central prior to the dates of the patents. 


Henry R. Towne, president of the Yale & Towne Manufac- 
turing Company, New York, íor 46 years, having signified 
his desire to retire from the duties of that office, has been 
elected chairman of the 
board. Mr. Towne was 
born in Philadelphia, Pa., 
August 28, 1844. He at- 
tended the University of 
Pennsylvania, but he left 
before graduation to en- 
ter business, receiving, 
however, the honorary 
degree of M. A., in 1887. 
He was first employed as 
a mechanical draftsman 
in the Port Richmond 
Iron Works at Philadel- 
phia. In 1866 he made 
an extensive tour of the 
leading engineering es- 
tablishments in. England. 
Belgium and France, 
spending six months in 
Parts, where he studied 
at the Sorbonne. Upon 
his return he worked for 
some time in the shops of William Sellers & Co., Philadelphia. 
In October, 1868, he formed a partnership with Linus Yale, Jr.. 
and the Yale Lock Manufacturing Company was established at 
Stamford, Conn. Mr. Yale died shortly after, and in 1869 Mr. 
Towne became the president of the company, which at that time 
had a factory with 30 employees at Stamford and a salesroom 
in New York. To sketch Mr. Towne's career from that time 1s 
to sketch the growth of his company. At first it made bank 
locks and the Yale pin-tumbler locks. Later there were added 
sate deposit locks, mortise locks, the Yale time lock, ete. The 
company also had an important business in complete post office 
“equipments.” In 1873 it added a bronze department, and in 
1882 it established an art department. The company secured the 
American rights for the Weston differential pulley block. It 
was also one of the first, if not the first, in America, to build 
cranes, but the crane business was later sold to the Brown 
Hoisting Machinery Company, Cleveland, Ohio. It being felt 
that the name Yale Lock Manufacturing Company was not suf- 
ficiently inclusive, the title was changed in 1883 to the Yale 
& Towne Manufacturing Company. The company took many 
steps to broaden its activities. In 1878 it absorbed the United 
States Lock Company and the American Lock Company; in 
1864 the Branford Lock Works, and in 1865 the Blount Manu- 
facturing Company, in each case adding new lines. Mr. Towne 
has been an active member of the American Society of Me- 
chanical Engineers for many years and served as its president. 


Henry R. Towne 
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CATALOGS 


Evectric DRiLLs.—Dulletin. E-35 has recently been issued by 
the Chicago Pneumatic Tool Company. It is devoted to electric 
, portable drills which are designed for operation on direct or 
alternating current. 


PREVENTION OF BELT SuirrixNG.— The Gripwell Pulley Covering 
Company, 601 Candler building, New York, has just issued a 
folder devoted to its product “Gripwell,” which is a cement and 
canvas covering for pulley surfaces designed to increase the 
adhesion of the belt. 


Pire Benper.—Bulletin No. 5,001 of the Hydraulic Press 
Manufacturing Company, Mount Gilead, Ohio, is a folder en- 
titled Bending Pipe with Hydraulic Power. It deals with a re- 
cently developed hand operated pipe bender manufactured by 
this company, having a pressure capacity of 30 tons. 


STEAM Trap.—Catalog No. 8 of the Automatic Steam Trap & 
Specialty Company, Detroit, Mich., is devoted to the Barton ex- 
pansion automatic steam trap which is manufactured by this 
company. In addition to the price list the catalog contains a 
number of illustrations of traps in service and a number of tes- 
timonials from users of the device. 


THREADING Toors.—The Oster Manufacturing Company, Cleve- 
land, Ohio, has recently brought out its list No. 28 of Oster 
threading tools. This 15 a 64 page catalog containing illustrations 
and price lists of die stocks, light hand machines, screw plates, 
recutting dies and power machines. The operation of several 
types of Oster die stocks is described. 


Coat Dritr.—Bulletin No. 212 of the Link-Belt Company, Chi- 
cago, describes the Wendell continuous automatic coal drier 
which is designed to dry washed coal for coking purposes and 
the smaller sizes of steam and domestic coal. The booklet is a 
four-page folder and contains a number of illustrations, among 
which is a diagram showing the method of operating the machine. 


GrapHic Metuovs.—The Statistics Bureau, 5 East Forty-second 
street, New York, has issued a 20-page catalog entitled Ma- 
terials for the Graphic Presentation of Facts. It deals with 
drawing room material, cross section paper, maps and other 
materials for statistical. work, and in addition contains a list 
of books dealing with the general subject of graphic presen- 
tation of facts. 


COMPRESSED Atr.—The Blaisdell Machinery Company, Brad- 
ford, Pa. has recently issued a loose-leaf catalog which is de- 
voted to its line of air compressors, vacuum cleaning system and 
accessories. [t is well illustrated. and contains considerable in- 
formation relative to the installation. and operation of com- 
pressed air ecuipment in addition to the description of the de- 
vices manufactured by the company. 


Borer Makers’ Toors.—A 40-page catalog has recently been 
issued by the J. Faessler Manufacturing Company, Moberly, 
Mo., which is devoted to the general line of boiler makers’ tools 
manutactured by this company, together with its special flue 
cutting and countersinking tools. The catalog ‘is well illus- 
trated and contains price lists as well as information concern- 
ing the operation of the various tools. 


Titanium ALUMINUM BRONZE.—An eight-page booklet just 
issued by the Titanium Alloy Manufacturing Company, Niagara 
Falls, N. Y.. deals with the use of Titanium as a deoxidizer in 
alloys of aluminum and copper. The booklet contains a number 
of extracts from some reports setting forth the properties of 
aluminum and copper alloys, the practical casting of which has 


been facilitated by the use of Titanium. 


Forcing Ham Mers.—Cataleg No. 66 of the Chambersburg 
Engineering Company, which has just been issued, is devoted to 
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a representative line of the different types of steam hammers 
manufactured by this company. This is a 64-page, 8%-in. by 
ll-in. catalog in which the features of Chambersburg hammers 
are deseribed in some detail. It contains a complete index of 
machinery built by this company, including several lines not 
shown in the catalog. 


Oxy-ACETYLENE ArPARATUS.—Catalog No. 111 of the Imperial 
Brass Manutacturing Company, Harrison street and Racine ave- 
nue, Chicago, deals with oxv-acetvlene welding and cutting out- 
fits, torches, regulators, gages and other accessories. In addition 
to the usual information concerning such apparatus, the catalog 
contains a number of illustrations showing the torches in oper- 
ation on various classes of work and examples of broken parts 
repaired by the Imperial outfit. 


Ecectric Horsrs.— The Link-Belt Company, Chicago, in its 
bulletin No. 207 sets forth the special features of the Link-Delt 
electric hoists. These are of the monorail type, having a ca- 
pacitx up to four tons and are built with either a plain trolley, a 
geared trolley propelled by a hand chain, a motor driven trolley 
with pendant cords for operation from below, or with an oper- 
ator's cage suspended from the hoist. These hoists may also be 
provided with a shackle or kook suspension in place of the trol- 
ley, making them suitable for stationary work. 


HyprRaAvLic Presses AND PuMps.—The Hydraulic Press Manu- 
facturing Company, Mount Gilead, Ohio, has issued a booklet in 
which a few of the various hydraulic appliances manufactured by 
this company are described and illustrated. The development of 
the business of this company as well as its present organization is 
briefly set forth and the plant described. The booklet is intended 
for distribution to visitors at the exhibit of this company at the 
Panama-Pacitic International Exposition and contains a list of 
catalogs dealing in detail with various classes of hydraulic equip- 
ment, Which are now ready for distribution. 


Founpry CRANES AND EoviPMENT.—Catalog No. 99 from the 
Whiting Foundry Equipment Company, Harvey, Ill, is intended 
to furnish foundry men in condensed form descriptions aud il- 
lustrations of the cranes and foundry machinery manufactured 
bv this company for the equipment of complete foundry plants. 
The catalog contains 40 pages and is completely illustrated, the 
equipment covered including, besides cranes, overhead trolley 
systems, air hoists, cupola charging machines, bottom door 
hoists, elevators, core overs, core oven cars, ladles. tumblers, 
brass furnaces, sand sifters, converter steel, malleable foundry 
and pipe foundry plants. 


Oxy-ACETYLENE WELDING AND CurTING.— The Vulcan Process 
Company, Minneapolis, Minn., has issued a pamphlet outlining 
the use of its oxy-acetylene outht, which includes an acetylene 
generator, in railway shops. It contains descriptions of some of 
the work performed by this equipment with the corresponding 
savings made in doing the repairs by this method. <A table is in- 
cluded showing the cost of cutting and the cost of welding. The 
cost per foot of cutting. ranges from $9.0126 for one-quarter- 
mech plate to $0041. for 1v;-in. plate and the cost per foot of 
welding ranges from $0045 for one-eighth-inch plate to $1.24 
for five-eighths-inch plate. 


STEAM ENGINE-DDRIVEN GENERATOR Sets.—In_ bulletin. No. 
42,300, recently issued by the General Electric Company, 
Schenectady, N. Y, that company’s line of small direct. con- 
nected generating sets, of sizes ranging from 2!'4 kw. to 
75 kw., is described. While ordinarily designed to meet the 
severe conditions of marine work demanding light, compact 
and durable sets of close regulation and quiet operation. 
they are also well adapted and used extensively for both 
power and lighting in isolated plants, and as exciters for 
alternating current generators in central station work. Both 
the engine and generator are described in the bulletin in 
considerable detail. 


May, 1915 


INCLUDING THE 
AMERICAN ENGINEER 


PusiisHgD ON THE First Twurspay oF Every MONTH BY THE 


SIMMONS-BOARDMAN PUBLISHING COMPANY, 
WootwortH BvuirpiNc, New York, N. Y. 


CHICAGO: Transportation Bldg. CLEVELAND: Citizens’ Bldg. 
LONDON: Queen Anne's Chambers, Westminster. 


Epwanp A. Simmons, President L. B. Snerman, Vice-President 
Henry Leer, Secretary 
The address of the company is the address of the officers. 


Roy V. Waicut, Editor 
Associate Editor A. C. Loupon, Associate Editor 
. B. Peck, Associate Editor 


R. E. THAYER, 


Subscriptions, including the eight daily editions of the Railway Age 
Gesette published in June in connection with the annual conventions of 
the Master Car Builders’ and American Railway Master Mechanics’ Asso- 
ciations, payable in advance and postage free: 


United States, Canada and Mexico............. $2.00 a year 
Foreign Countries (excepting daily editions) .. 9.00 a year 
Single Copy «o. 6 64% oe re Sens ER IES e E 20 cents 
Entered at the Post Office at New York, N. Y., as mail matter of the 
second class. 


WE GUARANTEE, that of this issue 6,350 copies were printed; that of 
these 6,350 copies 4,917 were mailed to regular paid subscribers, 250 were 
provided for counter and news companies’ sales, 230 were mailed to adver- 
tisers, exchanges and correspondents, and 953 were provided for new subscrip- 
tions, samples, copies lost in the mail and office use; that the total copies 
printed this year to date were 25,900, an average of 5,180 copies a month. 


The RAILWAY AGE GAZETTE, MECHANICAL EDITION and all other 
Simmons-Boardman publications are members of the Audit Bureau of Circu- 
lations. 


Statement of the cwnership, management, etc., of the Railway Age 
Gozette, Mechanical Edition (including the American Engineer), published 
menthtly at New York, N. Y.: 


Editor, Roy V. Maio Woolworth Bldg., New York, N. Y. 
Managing Editor, None. 
'usiness Manager, None. 


Publisher, SixMoNs-BoanpMawN Pvatisiinc Co, Woolworth Bldg., 
New York, 
ens Simmons: “BOARDMAN PUBLISHING Co., Woolworth Bldg., New 
or » e es 


STOCKHOLDERS: 
E>warp A. Stumons, New York. Roy V. Wricut, New York. 
Im R. StMoNs, New York. Ermer T. Howson, Chicago, Ill. 
Liars B. SugRMAN, Chicago, Ill. A. C. BoarpMaAn, Riverdale, N. Y 
Hisav L VE New York. F. BoarpMan, Riverdale, N. Y. 
SamctEL O. Dunn, Chicago, Ill. B. BoarpMan, New York. 
Ray Morris, New York. 


ER BONDHOLDERS: 
5. W. Duxsinc, New York. C. C. Newcoms, Brooklyn, N. Y. 


Estate oF Wat. H. BoarpMan, N. Y. 


SimmMons-BoarDMAN PuBLISHING Company, 
ty E. A. Simmons, President. 


Swern to and subscribed before Harry E. French, Notary Public for 

Ug County, N. Y. (No. 15), whose certificate is filed with the County 
Clerk of New York (No. 13), and whose commission expires March 30, 1916, 
on April 1. 1915. 


VotuME 89 Mav, 1915 NUMBER 5 
EPITORIALS: 
Government Inspection of Railway Equipment.........e..eeee cena 209 
Mere Supervision Needed... cece cece cece cere tec ce se s, 209 
ut Treatment OF Steel areas peace ee dis ek ee etx Padua tius ets 210 
Dead W eight in Passenger Equipment.. .essussesesssssssseereses 210 
Fashions in Locomotives ........2... 9 cee eh sh Ry ae RR SUE TR RET 210 
Stop Men or Railroad Menge. uec neat Rr PEU CREWS 211 
Pulverized Fuel for Locomotives........ eee 211 
NGI BOOK Se. auus Eod CERE eters a Sa dM utet pa Le. 211 
COMMUNICATIONS: 
Stresses. in. Side Rods 2 zh re ap REC RU xS EY REY GIA E Td 
GENERAL: 
Pulverized Fuel for Locomotives .............e eee et voa 
Reciprocating and Revolving Parts ......ceecee cess ce cree ereeeene 215 
Ecncating Enginemen in Smoke Elimination ...............2-000- 216 
(age Tor -Pilot Coupler sac seu noc sews ssc eae Up Le exire ke ona nnn 216 
Sarta Fe “Pacific: Type Locomotivéscsiascicoas obese ua Seances eeu’ 217 
Characteristics. of Plate Springs cs isda een er aa ed 3.68 ESTRES 219 
Water Tube Firebox on the Lackawanna..........ccceeceeeeeeeee 222 
Good Features of Tender Tank De-sign.......... eee 234 
Tests Gf Lubricants auto Ratio oia rd o UR rs ors S OP ases pun ay OO 
Feed Water Heater Used on Geared Locomotives...........0.008+ 226 


( nu DEPARTMENT: 
C nsderations. Affecting the Type of Center Sills in Steel Passenger 


ECUDIDEUE nis ebur quecsu us yarn eer amides Wires Ep quos MI nee E 
Ficht-Wheel Caboose with Steel Underframe .......... cerne 231 
Improper Leading of Box Catsecroeesas (Dex y ach OR xn a caesis 233 
Testa of Exhaust Ventilators: 442214 pe EDS ETRARRE SEES Ca 235 
Mew-Ladder for Sleeping QGrsl.2....4 9399 RR re» 9 ER CES S 238 


SHOP PRACTICE: 
ling and Facing Back End Main Rod Rrasses and Driving Boxes. 239 
Prce Work and Bonus Systems in the Boiler Shop............ LL. 240 
lig for Grinding Guide Bars.......c cece cece ccc e ccc eecceeecteness 242 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


209 
Repairing Worn Air Pump Reversing Rods............. esee. 242 
Factors in Hardening Tool Stel... ..aoeese ew m eo 243 
Guard for Vise Tail Prete oa 5 565 ewe eae PO» CROCO OR E RR ew 247 
Does Modern Apprenticeship Pay?................ eee eee. OAM 
Grinding Wheel Protection: 24.4 coule t RR RR OE hm Aag 249 
Measuring Efficiency. ee ce cece cece ee cece eee reece hh hh nnn 249 
Combination Rivet Set idus oleic d we eek ba CERE E VIA YN 251 
Boiler Washing and Filling System for Small Roundhouses......... 251 
Reclaiming Worn Lubricator Choke Plugs ............... ee ee ees 252 
NEW DEVICES: 
Power Plant Oil Filter ven techies bias de eoe eed Seong iene st 253 
Main Reservoir Ball Joint Connection. .... ccc ccc ee eee eee cee eee eee JAM 
Locomotive Safety DOT ABMS el ane Shee peace eae a, 
General Utility Vise for Drill Presses... ccc cc cee cece cece sree ene oat 
Squirt. Hose Ejector 4 cic awas yoo oss ed RAT RS ER Ar wee: 200 
Underframe Suspension of Car Lighting Generators. .........00.05 287 
Piston Valves Applied. to Slide Valve Cylinders. ........0.0.00044 258 
Hand. Brake for Freight Care... ossa ed tat eda teeta deem m 
Emergency Jacks, ste ne 49 sais bats 0E hee a ee hw ee dea 259 
Friction Spring Draft Rigging: «2. 6.66 eh hh hers us 239 
Vacuunii Oil DufHer- <4. 626682 ee sawn teow ke oe OI de '60 
Clothe Lined) Metal Weather tps. quet ram RR Gia ys eR Fe Ens 260 
Time Snnle Natii ia cen ee eeleherdcAw hav 4n e nA GU aoe as E 261 
Internal Guide for Pipe Threading Tools......... eee eee es 261 
Brine Tank Drain Valve dicen sa cb n Ax be ees Cea eee be Bees 20) 
NEWS DEPARTMENT: 

NCES E te Bop E cease eae a ed A ae ALORS E t 
Meetings and Conventions co... cece cece eect er ee ere nnn nnn 262 
Personals xexxewodc ua exea ORS Sard ees Ot CSF ARIES hate COA 
Supply Trade NOES aara Seated aca ain se otha Tee we wee Raa eh ee 265 
Catalogs oiris aa wales Swe ed ache ak cg eae es PRR ee E 206 

Government In but a few isolated cases do we fnd 


that the federal inspectors of cars or 
locomotives have treated the railways 
Railway Equipment under their jurisdiction unfairly, and 
after these cases were brought to the attention of the chicf 
inspectors a distinct improvement was noticed. So far, it 
has been shown that the government inspection bureaus aim 
to do the square thing, but they do, at the same time, demand 
that the roads co-operate with them and show them the 
same consideration. The roads that have done this have 
found it much to their advantage. The inspection laws should 
be interpreted in a broad sense and every effort should be 
made to comply with the "intent of the law," an expression 
frequently used by the inspectors, which is to promote satety. 

Mechanical department officers from the top to the bottom 
should so conduct their work that the inspectors will have 
absolute confidence in them. It is far better to come to a 
definite understanding on the ground than to try to "put 
something over," as it were, after the inspector leaves the 
premises. If an agreement cannot be reached and an injustice 
has been done the mechanical men in charge should com- 
ply with the inspectors’ demands and then take the matter 


Inspection of 


up through their superiors with the chief government 
inspector. 

More The already extensive territory of some of 

E the division master mechanics on a certain 

Supervision trunk line has recently been increased, and 

Needed this without the appoimtment of any extra 

assistants. We believe that in general such a move 1s wrong; 


there are very few roads which would not benetit by reducing 
the extent of the territory of division master mechanics, and in 
this particular instance, where each man has jurisdiction over a 
division extending from 700 miles to 1,000 miles, consider- 
able of which is double track carrying a dense traffic, it is dit- 
cult to follow the reasoning of those responsible for the change. 
Probably it was made on the basis of the old-established idea 
which still seems prevalent on railways, that an officer, to give 
the company his best service, should be so burdened with work 
that he never has time to think of anything else and is always 
at least a week behind in his correspondence. It is seldom 
economical to reduce supervision; on the contrary, economical 
results are much more likely to be obtained from an increase in 
the supervising forces, provided care is taken to make the or- 
ganization effective. An officer who 1s overloaded with work 
cannot keep in close touch with his subordinates, who are quick 
to realize this, and in consequence become slack in both their 
movements and their thinking. Cases of cutting down the 
number of foremen or master mechanics arise not infrequently. 
but we have vet to learn of such a move resulting in economy. 
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Great advances have been made in the 
science of heat treatment of steel during tne 
past 15 or 20 years. These have been 
simultaneous with the development and in- 
creasing use of alloy steels, the utility of which depends largely 
upon the care exercised to properly control the heating during the 
operations intervening between the manufacture of the steel and its 
final application as a finished product. While a thorough knowl- 
edge of this science and the application of the most approved 
methods and latest appliances are not as essential in the rail- 
way shop as in some other industries, they should not be con- 
sidered as unnecessary refinements. <All railways are extensive 
users of tools, many of which are manufactured in their own 
shops, and carbon or alloy heat treated steels are now being 
used for such locomotive details as crank pins, piston rods, 
side rods, frames, axles and many small valve motion parts. It 
is true that the larger parts, such as rods, axles, etc., may be 
purchased ready to finish in the machine shop, thus avoiding the 
necessity of handling the material in the railway blacksmith 
shop. However, in order to take full advantage of heat treated 
material, the railway shop must be equipped to handle it. 
While there are many skilled operators working with the open 
forge and depending upon color indications for temperature 
control, we believe that present day demands upon material fully 
justify the application of more accurate methods. In an article 
on hardening tool steel appearing on another page of this issue 
the numerous variables in the hardening process are discussed, 
some interesting data being included. We wish to call especial 
attention to the author's conclusion: "To expect uniformly 
good results from a hardener whom you have not provided 
with adequate or suitable equipment is unreasonable. When 
the question of good equipment in the way of furnace, quench- 
ing mediums, pyrometers, etc., has been satisfactorily taken care 
of, your hardener still has plenty of variables to contend with, 
which are beyond his control." 


Heat Treatment 
of 
Steel 


Since the all-steel passenger train is now 
a matter of every day railway service, it 
is interesting to consider comparative fig- 
ures as to the weights of wooden and steel 
cars. The day coach of wooden construction, built within the 
past ten or twelve years, averaged in dead weight per seated 
passenger, assuming the full seating capacity as occupied, about 
1.000 Ib.; a similar average for the steel day coach is about 
1,500 1b., with a minimum of 1.225 Ib. One of the most recent 
wooden coaches used on a certain road weighs 91,000 1b., which, 
with a seating capacity of 62 gives a dead weight of 1.470 Ib. 
per passenger. This figure seems high, particularly when we 
consider that the standard steel coach of the same road has a 
dead weight per passenger of 1,360 1b. A slightly older wooden 
car, on this road, with a total weight of 70.000 Ib. seated 64 pas- 
sengers, which is 1.090 Ib. dead weight per passenger. 

A steel frame day coach, of which there are a large number 
in service, has a total weight of 120,000 lb, seating 70 pas- 
sengers, with a dead weight per passenger of 1,710 1b., while a 
steel coach used on still another road weighs 142,000 1b., with 
a seating capacity of 84, giving a dead weight per passenger 
of 1,470 Ib. But on the average, the cars of a passenger train 
are not fully occupied and it is enlightening to look into the 
matter of dead weight hauled under such conditions. Consid- 
ering first an all-wooden train of ten or fifteen years ago, con- 
sisting of a baggage car weighing, with load, 75,000 ib., four 
day coaches weighing 75.000 Ib. each, and five sleeping cars 
weighing 100,000 lb. each, we have a total dead weight in the 
ten car train of 875,000 Ib. If we assume 45 passengers in each 
of the coaches, the seating capacity of each coach being 64, 
and 30 in each sleeping car, which should be a very liberal 
average, we have a total of 330 passengers, which gives a dead 
weight per passenger in the train of 2,650 lb. Considering, 
now, a similar all-steel train, the baggage car and load weigh- 
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ing 130.060 Ib.. four day coaches weighing 142,000 Ib. each and 
five sleepers weighing 150,000 Ib. each, we have a total weight 
in the train of 1,448,000 1b., an increase over the all-wood train 
of 573,000 lb. Assuming the same number of passengers in each 
sleeper, and about the same proportion of the seating space 
as occupied in the day coaches, we have 60 passengers in each 
coach, or a total for the train of 390. This gives a dead weight 
per passenger of 3,700 lb, or an increase over the wooden car 
train of 1,050 ib., or 31 per cent, per passenger. 

As before stated the figures employed for the number of pas- 
sengers are liberal; there are hundreds of trains operated 
daily in which such a large proportion of the seating capacity 
is seldom occupied, and many of the seats are occupied for 
short distances, while the entire train has to be hauled through 
between terminals. Moreover, if we consider the day coaches 
as replaced by club cars, buffet library cars and dining cars 
we have a very common condition and one which is still more 
expensive for the railroads. The traveling public demanded and 
received all-steel equipment in passenger trains. With the re- 
sultant conditions as indicated above, is it unreasonable to ex- 
pect the same traveling public to pav increased passenger fares? 


Under the heading "Why Use a High lac- 


Fashions "NM" 
: tor of Adhesion in Steam Locomotives? 
in . . ~ 
a correspondent in the Railway Age Gazette 
Locomotives 


of April 9, 1915, page 778 says. in part: 
“From the standpoint of utilizing the greatest possible portion 
of the total engine and tender loaded weight in developing 
tractive etfort, the ideal locomotive is the one in which all such 
weight is carried on the driving wheels. Where truck wheels 
must be used the same reasoning dictates that the weight on 
drivers shall be as large a proportion of the locomotive weight 
as is practicable. It is, therefore, surprising to note in how 
many instances designers fail to make use of even the weight 
actually carried on the drivers in deciding on the factor of ad- 
hesion. For example, why should it be necessary to use a fac- 
tor of adhesion of from 4.5 to 5.0 or over when it has been fully 
demonstrated by locomotives now in successful operation that a 
factor of 4.1 or 4.2 is sufficient?” 

In looking over a list of recent locomotives it is surprising 
to find in how many cases the factor of adhesion is higher than 
would seem to be warranted. It is, of course, easy to under- 
stand that in the case of a high speed passenger locomotive the 
desire for high boiler capacity in conjunction. with driving 
wheels of large diameter, forces the designer to use a higher 
factor of adhesion than he would otherwise adopt, while in some 
cases the factor is purposely made high to prevent slipping of 
the driving whecls under difficult operating conditions. 

But a consideration of the amount of effective weight on 
drivers leads naturally to that of the relation between the ad- 
hesive weight and the total locomotive weight. The trailer 
truck, by facilitating the use of a deeper firebox and larger 
boiler has unquestionably been a most material factor in in- 
creasing locomotive capacity; but it is also true that it has 
added considerably to non-productive locomotive weight. Pacitic 
and Mikado type locomotives have been the means of solving 
many operating problems and there are many roads on which 
they could not well be dispensed with. But the fact remains 
that these two types are "in fashion" and for that reason and no 
other conceivable one have they been placed in service on some 
roads which would be just as well, if not better off with loco- 
motives of the Consolidation or Ten-wheel type. We hold no 
brief for the non-trailer locomotive, but we are firmly convinced 
that the craze for locomotives equipped with trailer trucks has 
been carried to extremes and that if the necessary designing 
were put into the Consolidation or the Ten-wheel type they 
would in many cases prove as economical and efficient as loco- 
motives of the Mikado and Pacilic types, if not more so. If 
boiler capacity is the main essential, and it is found that this 
cannot he obtained in passenger service without the use of a 
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trailer truck, there remains the Atlantic type whose possibilities 
have never yet been exhausted, at least for low grade roads. 
This has been amply demonstrated by one conspicuous design 
of Adantic type locomotive produced within the last three years. 
The locomotive designer has made rapid progress in America 
during the past few years, and we believe that if the best in- 
terests of the railways are to be served, still more attention 
must be given to matters of design and less to following fashions. 


Shop Men We have always devoted a considerable 
S portion of each issue to matters bearing 
upon shop and engine house practice; it 
Railroad Men? is of great importance that means be de- 
veloped for more easily and quickly accomplishing the different 
classes of work pertaining to locomotive and car repairs. lm- 
provements in shop methods mean a reduction in shop expenses 
with a consequent reduction in the drain on the company’s treas- 
urv, and it is our aim to publish descriptions of such devices 
and practices as will tend toward such economies. It seems 
pertinent, however, to remind some of our shop friends that the 
repair shop is. after all, only a means to an end; its function 
iste so repair equipment that it will be most effective in earning 
money for the company. Unfortunately, quite a number of shop 
trained men become narrow in their viewpoint and look at the 
equipment problem only from a repair shop standpoint. We by 
no means intend to belittle a man who perfects a device that 
will save $100 or $50, or even $1 in the repairing of a locomotive; 
the man who accomplishes such a saving is a valuable employee, 
but the man who can devise means of keeping a locomotive 
longer in service, that is, of increasing the number of miles run 
hetween shoppings, is much more valuable. The ideal condition, 
which, of course, is impossible of attainment, would be to keep 
locomotives and cars in continuous service. As equipment must 
needs undergo repairs. the company will be best served by the 
period between repairs being as long as possible and the time 
out of service undergoing repairs as short as possible. In gen- 
cral. it may be said that the shop man should strive toward re- 
pairing equipment as cheaply and at the same time as quickly and 
as well as possible, so that it will give a maximum mileage 
before again requiring shopping, cost a minimum for running 
repairs and give a maximum of economy in working, pre- 
supposing. of course, that it receives fair treatment while in 
service. This sounds like a pretty big order; it is, and no shop 
man can reasonablv hope to even approximate such an accom- 
plishment by looking at the problem from a shop standpoint 
alne. A shop man is a railroad man just as much as a division 
superintendent or a trainmaster or an engine house foreman 1s 
a railroad man, and he should look at his problems and attack 
them from a railroad standpoint. 


The modern locomotive turns into useful 
work a considerably greater percentage 
of the heat units liberated in the burning 
oí the coal than did the most efficient 
eneine of ten years ago. The advances made in capacity and 
economical working have been the result of no single device or 
Improvement, but rather of a combination of improvements. 
The superheater. the brick arch, the Mallet compound and the 
mechanical stoker are all factors in the increase of locomotive 
capacity; the three former have contributed extensively toward 
fuel and water economy, while improved design has undoubtedly 
helped in both economy and capacity. But the coal has still 
been burned in the same wasteful way on erates. With the 
Successful completion of the experimental work connected with 
the use of pulverized fuel for steam generation in locomotives, 
a description of which will be found on another page, it should 
be of interest to consider briefly the possibilities of this method 
of combustion. 

Enormous quantities of coal dust, slack. culm, etc, now go 
t^ waste at coal mines, in addition to which there are, princi- 
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pally west of the Mississippi river and in Canada, beds of sub- 
bituminous coal and lignite. Such fuels are obtainable at prices 
which are extremely low as compared with those now paid for 
coal suitable for burning on grates, but for various reasons they 
cannot be successfully burned in locomotive fireboxes. If, there- 
fore, as is believed, such fuels can be successfully burned in a 
pulverized form, the effect on the cost of locomotive fuel, 
which at present constitutes about 25 per cent of the total cost 
of conducting transportation, can be readily seen. l'or exam- 
ple, some of the low grade western coals can be obtained at 
from 15 cents to 20 cents a ton, at the mine, but they cannot 
be utilized because of the amount of live sparks thrown from 
the locomotive stack, resulting in large fire losses along the 
right of way. ln pulverized form, these same fuels can be 
placed on the locomotive tender at a total cost not to exceed 
from 50 cents to 75 cents a ton, and cinders, sparks and smoke 
are eliminated. Moreover, this development should be oí great 
interest to coal operators, particularly in the West, as the large 
proportion of the coal that now goes to waste, but which costs 
just as much to mine as the salable grades, can be utilized for 
pulverization. 

The smoke nuisance is the greatest argument of those who 
favor electrification, and it seems quite probable that pulverized 
fuel will be the means of postponing for many years some of 
the electrification schemes that have from time to time been 
urged, the capital that would have been necessary thus being 
available for other and more important betterment work. Aside 
from these important considerations, the application of pul- 
verized fuel equipment to a locomotive is claimed to result in 
a direct saving of at least 20 per cent in fuel when the locomo- 
tive is working steam, as well as a saving due to the ability to 
extinguish the fire while standing on side tracks, at terminals 
and when drifting; there is a very considerable increase in the 
locomotive's sustained capacity, due to the reduction in back 
pressure and to the improved conditions of combustion; and the 
hreman has no heavy physical work, which should be the means 
of improving the standard of the men employed, with a corre- 
sponding effect on the standard of enginemen. 

There must, of course, be considered the expense of drying 
and pulverizing machinery, but as the pulverized coal can be 
shipped to outlying stations in box or tank cars, it should not 
be necessary to equip more thau a few terminals, and the sav- 
ings effected in other ways should much more than offset this 
expense. For example, if lignite containing 9,000 B. t. u. can 
be pulverized ready for use at the mine tipple for 75 cents per 
ton, the saving through the use of this fuel as compared with 
coarse coal containing 13,500 B. t. u., costing $2.50 at the mine, 
is self-evident, even neglecting the greater effectiveness in the 
water evaporation. Considered from any standpoint, the suc- 
cessful use of pulverized fuel, if it meets present expectations, 
would seem to be the greatest single advance made in locomo- 
tive development in recent years. 


NEW BOOKS 


United States Safety Appliances. Issued by the Master Car Builders’ Asso- 
ciation, Joseph W. Taylor, secretary, Chicago. 111 pages, 37$ in. by 
7 in. Bound in brown press-board. Price 25 cents. 

This book contains the orders issued by the Interstate Com- 

merce Commission concerning safety appliances, and includes 

the rules and illustrations for their application and maintenance. 


Catechism of U. S. Safety Appliances. By J. D. Mac Alpine, Collinwood, 
Ohio. 42 pages, 2 plates, 314 in. by 6 in. Bound in paper. Published 
by the author. Price, single copies, 15 cents; two copies, 25 cents; 
12 copies, $1.50; 100 copies, $10. 

This book covers the entire instructions of tne Interstate Com- 

merce Commission regarding safety appliances not only for 

freight cars but also for cabooses and passenger cars. [t is ar- 
ranged under headings for the different safety appliances, each 
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being considered separately. It is written in the question and 
answer form in order that those of limited. education may more 
readily understand and comprchend the safety appliance rules. 


The Mechanical World Pocket Diary and Year Book. 298 pages, net, 4 in. 
by 6 in. Bound in cloth. Published by Emmott & Company, Ltd., 
Manchester, England. Sold in the United States by The Norman 
Remington Company, 308 North Charles street, Baltimore, Md. Price 
50 cents, postpaid. 

This well known book contains a large amount of information 

covering a wide range of engineering subjects, all of which has 

been brought up to date in the new edition. Aside from the re- 
vision of material which the book formerly contained, a number 
of new sections have been added including some useful notes 
on gear cutting, a new section dealing with limit gages and an- 
other containing information relative to the strength of flat 
plates. A large number of tables are given, several of which 
are included for the first time this year, and many additional 
illustrations have been introduced. The present edition marks 
the twenty-eighth year of publication of the Pocket Diary and 

Year Book, and it has met with much favor because of its mod- 

erate price and the concise form in which the subject matter is 


arranged. 


The Mechanical World Electrical Pocket Book. 224 pages, net, 4 in. by 
6 in. Bound in cloth. Published by Emmott & Company, Ltd., Man- 
chester, England. Sold in the United States by The Norman Reming- 
ton Company, 308 North Charles street, Baltimore, Md. Price 50 cents, 
postpaid. : 

The electrical pocketbook is a companion volume of the well- 

known Mechanical World Pocket Diary and Year Book. The 

1915 issue has been thoroughly revised and a number of new 

sections added. The section on electricity on shipboard has been 

rewritten and considerably extended, while additions have been 
made to the sections on electricity in coal mines, motor starters 
and others. A number of sections have been revised and con- 
densed and as it now stands this little volume contains a large 
amount of up-to-date information covering the whole range of 
electrical engineering which should be especially useful to those 
in charge of electrical plants and machinery. Aside from the 
engineering information the book contains a number of mathe- 
matical tables and also includes a conveniently arranged diary. 

It is well indexed and its convenient size and low price com- 

mends it to those who desire a ready source of general infor- 

mation on electrical subjects. 


Universal Safety Standards, Machine Shop and Foundry. By Carl M. 


Hansen, consulting safety engineer. Illustrated and indexed. 312 
pages, 5 in. by 7% in. Bound in leather. Published by the Universal 


Safety Standards Publishing Company, 12th and Race streets, Philadel- 

phia, Pa. Price $3. 
This is the second edition of this book, which has been revised 
and enlarged. It is intended as a reference book of rules, draw- 
ings, tables, formulas and suggestions on safety devices and pro- 
tection for machines in the machine shop and the foundry. It 
was compiled under the direction of and approved by the New 
York Workmen's Compensation Bureau. The book is classified 
into four parts, general, machine shop, foundry and rules and 
practices. Each division touches practically all cases that arise 
under that classification. The book is confined to the conserva- 
tion of life and limb rather than the conservation of property, 
making it a valuable book for employers of labor. It gives a 
collection of conditions ordinarily found in machine shops and 
foundries. and indicates the proper safeguards to apply, treating 
the conditions with plain, clearly worded, brief specifications and 
illustrating these specifications with drawings. Conditions in the 
construction of the plant are taken up, and the product followed 
from the receiving department to the shipping room, showing 
how in each instance safety measures may be applied. The illus- 
trations are particularly good. machines and buildings being 
printed in black and white, while the safety devices are printed 
in color which makes them stand out very clearly. 
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COMMUNICATIONS 


STRESSES IN SIDE RODS 


] ALTOONA, Pa. 
To THE EDITOR: 


In the article on Reciprocating and Revolving Parts. pages 
109 to 115, issue of March, 1915, there is a statement that the 
stress in the front and back stub eve of Pennsylvania Railroad 
rods is 26,500 Ib. per sq. in. for the Atlantic type, and 31.700 Ib. 
per sq. in. for the Pacilic type. If the stresses in the rods ran 
this high the rods would not last a week. It is quite apparent 
that in determining this bending stress the author used the 
wrong method. 

Referring to the eye of the rod, shown in Fig. 12, page 115: 
It will be noted that the inside diameter of the eye is 8 in. 
and the outside diameter 11 in. The bearing consists of a solid 
brass bushing, 1 in. thick, forced into the rod by hydraulic 
pressure. The circular shape of the rod eye cannot be changed 
without permanently compressing the bushing. There are three 
conditions to be considered. The pressure with which the bush- 
ing is put on may be too high. In that case the limit of the 
stress in the eye of the rod must be based on the elastic com- 
pressive strength of the bushing, and, with this as a basis, the 
bursting pressure of the eye, considered as a shell with pressure 
inside, must be determined. On this basis the stress is some- 
what less than 12,500 lb. per sq. in. 

The normal condition is when the bursting effect from the 
bushing is equal to the effect from tension on the rod, in 
which case the stress in the fibres on the circumference of the 
8-in circle is 8,500 lb. per sq. in., and that on the circumference 
of the 11-in. circle is 5,000 Ib. per sq. in. 

The third condition covers a loose bushing, in which case the 
maximum stress is on the outer fibre, and may reach the value 
of nearly 10,500 Ib. per sq. in. 

As a matter of fact, when rods become defective after thev 
have been in service, the breakages seldom, if ever, occur on 
the horizontal center line of the eye; they usually occur through 
the oil cup. 

The author of the article also makes the statement that there 
is no really satisfactory formula for the design of pistons. As 
a matter of information, the writer begs to refer to an article 
by John Kraft. translated by J. Rennie, on page 243 of the 
Minutes of Proceedings of the Institution of Civil Engineers. 
Volume CXXVII, published in 1897, 

W. F. KiEsEL, JR., 
Assistant Mechanical Engineer, Pennsylvania Railroad. 

[Epitor’s Nore.. The author of the article did not intend to 
convey the impression that the stresses given were actual. They 
are empirical, the idea being that if by a certain formula the 
stress at any particular section does not exceed a predetermined 
amount the rod is safe. The stresses of 26,500 lb. and 31.700 1b.. 
referred to above, are not actual stresses; they are simply com- 
parative figures derived from using a certain empirical formula 
that has proved its value by many years' practical use.] 


QUALITIES or MAGNET STEEL.—In a paper presented to the Eng- 
lish Institution of Automobile Engineers it was pointed out that 
while permanent magnet steel usually contains tungsten, the proc- 
ess of hardening it is one that requires great knowledge and care. 
the magnets being always very hard but not necessarily glass 
hard. If a long and short magnet are made of the same steel. 
the short one must be rather harder than the long one to get the 
best results out of each. The two qualities required in a magnet 
are high magnetization and permanence. The great bulk are 
small and for scientitic instruments, but must possess as nearly 
absolute permanency as possible and need not be very strong. 
Magnets for a magneto, however, are large and therefore more 
dificult to harden uniformly. They must be as powerful as pos- 
sible and reasonably permanent.—.donerican. Machinist. 


| PULVERIZED FUEL 


Tests Conducted Under Severe Operating Condi- 


FOR LOCOMOTIVES 


tons Have Proved Satisfactory; Future Possibilities 


The use of pul erized coal for heat-producing purposes is 
wot new, thais fuel having been extensively used for many vears 
in cement and metallurgical furnaces, but while experiments 
have from time to time been conducted with a view to its use in 
the generation of steam, they were never developed to a practical 
and commercial conclusion. 

There are many reasons why a successful application of a 
means of burning pulverized fuel in locomotive fireboxes should 
he looked upon tavorably. Such combustion is smokeless and 
there are no cinders or sparks thrown from the stack. The first 
ot these items would bring the use of pulverized coal into care- 
tul consideration in congested terminal districts where public 
opinion is forcing the railways towards expensive electrification 
projects, while the second shows its value in the operation of 
steam locomotives through forests and other regions where fires 
are easily set. Furthermore, with the rapid inroads which are 
being made in the more superior qualities and grades of fuel 
supply of the United States, and. in fact, of the world, the cost 
ot coal is rapidly increasing. With the-application of pulverized 
coal burning apparatus, use can be made of the dust and refuse 
trom mines as well as peat, petroleum coke, coke brieze, lignite 
and other low grade coals which are under present conditions 
unsatisfactory for steam production in locomotives. 

To produce the best results as regards complete combustion 
and the least trouble from ash and slag, pulverized coal should 
contain not more than l per cent moisture and be of a uniform 
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cent of the coal dried. It will, of course, be necessary in rail- 
road work to equip the existing principal coaling stations with 
machinery for crushing, grinding, drying and conveying the 
coal to a suitable storage plant as well as to the locomotive 
tenders. 

The work of developing equipment for burning pulverized 
coal in steam locomotives has been carried out during the past 
year and a half and the results have now assumed a final and 
definite form, so that it is possible to give in what follows a gen- 
eral idea of what has been accomplished. The equipment re- 
ferred to in this article has been developed by the Locomotive 
Pulverized Fuel Company, 30 Church street, New York, and 
while it is not possible to describe it at present in detail, it is 
expected that a more jetailed description of the apparatus will 
be available at a later date. In order to determine the com- 
mercial practicability of the appliances which have been de- 
veloped, application was made to a ten-wheel locomotive of 
about 31,000 Ib. tractive effort, 200 lb. working steam pressure, 
22 in. by 26 in. cylinders, 69 in. diameter driving wheels, 55 sq. 
ft. of grate area and equipped with a Schmidt superheater. 

The experimental work has been carried out on this locomo- 
tive almost continuously since early in June, 1914, on a ruling 
grade from 614 to 8 miles long and also on a district of 92 miles. 
Some of the indicator diagrams obtained are shown below for 
the purpose of illustrating the relatively low cylinder back 
pressure. As originally built the locomotive had an ex- 
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Indicator Diagrams Taken on a Locomotive Burning Pulverized Coal, Showing Low Back Pressure 


lineness, so that not less than 95 per cent will pass through a 
100 mesh and not less than from 80 to 85 per cent through a 200 
mesh screen. Coal must, of course, be dried either before grind- 
Ing it or when burning, this being an item of expense that is 
necessarily present regardless of whether the coal is burned on 
grates or in suspension in the powdered form. When coal which 
is not dry is fed into a furnace the moisture is evaporated, which 
means that an added quantity of coal must be burned to maintain 
the temperature, the latter being reduced about 72 deg. F. for 
‘cach one per cent of moisture entrained. As this cannot be over- 
come by feeding additional fuel with the same percentage of 
moisture, the loss of heat is about two per cent for each one per 
«nt of moisture, this loss being further increased when applied 
te the usable heat above the temperature of the escaping smoke- 
box gases. If the coal is dried before grinding, however, the 
cust for drving will be almost saved because of the decreased 
fewer required for pulverization and also because of the im- 
proved combustion resulting from the greater degree of fineness 
obtained in the dried as compared with the moist coal. 

The cost for preparing pulverized coal varies with the cost of 
the coarse coal and with the moisture content. However, from 
data obtained during the past 10 years, assuming the cost of the 
coal at from $1 to $2 a ton, the total cost for preparation will vary 
trom 25 cents to 50 cents in the case of a plant having a capacity 
oi two tons (of 2,000 Ib.) per hour to a cost of 10 cents to 20 
cents ina plant of a capacity of 25 tons per hour. The amount 
of fuel required for drying the coal averages from one to two per 


haust nozzle 5 in. in diameter, this being approximately 19.6 sq. 
in. in area. The nozzle used with the pulverized coal apparatus 
was rectangular, 514 in. by 8 in, giving an area of 44 sq. in. 
With the original nozzle the back pressure at speeds of from 15 
to 20 miles an hour was from 8 1b. to 11 1b., while with the rect- 
angular nozzle the back pressure at the same speeds was from 
1 Ib. to 3 Ib. The reduction in back pressure much more than 
compensated for the steam consumption of the turbo-generator 
as well as for any use made of the steam blower while at the 
same time increasing the locomotive's capacity and reducing 
wear and tear on the machinery. The turbo-generator, which 
is of 10 kw. capacity, is placed at the forward end of the locomo- 
tive in front of the smokebox or in any other convenient loca- 
tion, and supplies current for two motors driving the conveving 
and blowing machinery, located on the front of the tender, 
which carries the coal into the firebox. 

The smokebox temperatures obtained were from 425 deg. to 
490 deg. F., while the corresponding firebox temperatures ranged 
from 2,000 deg. to 2.850 deg. F. On no occasion did the locomo- 
tive stall because of insuthcient steam; in fact, the safety valves 
were open at all times when the engine stalled. The tests were 
all conducted under the most severe conditions possible, namely, 
cold weather, low volatile coal, coarse pulverization of the coal, 
full tonnage rating and in many instances more than full rating. 

The tonnage hauled on the maximum ruling grade ranged from 
the regular summer rating to 15 per cent greater than the sum- 
mer rating in freezing weather and the locomotive accelerated 
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the train in numerous instances on the ruling grade to speeds of 
from 20 to 25 miles per hour. 

The coal used in these tests was ordinary bituminous coal and 
contained from 21 to 26 per cent volatile matter and about 15 
per cent of non-combustible. When fed at the rate of 2,500 lb. to 
4,000 ib. per hour the various smokebox gas analyses showed an 
average of less than 1 per cent of free oxygen or carbon monox- 
ide and from 11 per cent to 14 per cent of carbon dioxide. The 
evaporation obtained ranged from 917 1b. to 1234 lb. of water per 
pound of coal from and at 212 deg. F. 

The coarsest grade oí the coal ran 39.6 per cent through a 200 
mesh screen, 20 per cent on a 200 mesh screen and 40.4 per cent 
on a 100 mesh screen. The finest grade ran 6612 per cent 
through a 200 mesh screen, 9575 per cent through a 100 mesh 
screen and 98% per cent through an 80 mesh screen. According 
to statements made before the American Society of Mechanical 
Engineers, the most satisfactory results are obtainable from 
coal which will run from 80 to 82 per cent through a 200 mesh 
screen and 95 per cent through a 100 mesh screen. Analyses of 
the coal used showed that it ranged from .67 per cent moisture, 
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compared with ordinary hand fring, but it has so far been 
impossible to compute this definitely. No change is necessary 
in the boiler of the locomotive other than to remove all of the 
smokebox draft appliances and the grate and ashpan equip- 
ment. The pulverized coal blower and combination conveyors, 
feeders and mixers are attached to the front oí the tender coal 
space and the coal tanks can be applied to many tenders as at 
present constructed. This coal container 1s so arranged as to 
be usable for either pulverized coal or fuel oil, and the entire 
equipment can be readily changed without extra cost for burning 
fuel oil. The Security brick arch is used in the hrebox and 
special brick work is used below the arch and mud ring. The 
refuse runs down into a collection pan below the nrebox in the 
form of a slag, which when hardened is of a glassy nature and 
is very easily broken and falls out when the pan is opened. 
About 2.5 per cent of the weight of the coal fired when it con- 
tains 15 per cent of non-combustible is deposited in the slag 
pan in the form of concentrated slag as compared with about 15 
per cent accumulation in the ashpan when coal is burned on the 
grates. This is due largely to the slag containing no combustible 


100 Per Cent of Total Capacity Utilized. 


[76 276 376 496 


5470 6% 7% BY 


Electric Power -All Elements Affected] | PLE 
Steam Loco. - Pulverized Fuel-Superheater. | eee O 
Steam Locb. — Hand Fired-Superheater Security Arch. TET. MN A DN Lane UAI 


Steam Loco.-Pulverized Fuel- Safurafed Stearn. 


aa | 1 —— L1 


Steam Loco-Hand Fired Sat Steam-Arch 7269 | | 


75 Per Cent of Total Capacity Utilized. 


lo Lh 3% 4 Yo 


O^ 6% 


7 To 8 76 
Electric Power -All Elements Affected. Loan a 9 eee 1 1 
Steam Loco.- Pulverized Fuel -Superheafer- BEER Pek O O 


Stearn Loco.- Hand Fired-Superheater -Security Arch. 


Stearn Loco. - Pulverized Fuel-Safurafed Steam.) L4 72 de —— 


Steam Loco.- Hand Fired-Saft. Steam- Arch. 


3.84% M — —————— 


IIo 2% 3% 4%o 


65.16 per cent fixed carbon, 21.63 per cent volatile matter, and 
13.12 per cent ash with 13,671 B.t.u. per lb., to .88 per cent mois- 
ture, 25.67 per cent volatile matter, 63.05 per cent fixed carbon 
and 10.4 per cent ash with 13,912 B.t.u. per lb. In the state- 
ments before the American Society of Mechanical Engineers, re- 
ferred to above, 30 per cent volatile matter was generally men- 
tioned as a minimum for the best results. The capacity of each 
combination conveyor, feeder and mixer ranged from about 250 
lb. of coal per hour at the lowest speed of 23 revolutions per 
minute of the feed screw to about 1,600 Ib. of coal per hour at a 
speed of 133 revolutions per minute, this capacity being sus- 
ceptible to increase or decrease as the demands of the locomotive 
may require. 

The locomotive steamed satisfactorily throughout the tests; in 
fact, more steam was produced than was required, and there 
was no smoke. The exhaust steam assumed at times a slightly 
grayish color, but at no time was there any evidence of dust 
or ashes, and no cinders or sparks were emitted. There is a 
saving of from 15 per cent to 25 per cent in coal consumed as 
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considerable combustible. 

The cost for preparing pulverized coal should, it is believed 
be more than offset by the difference in mine cost of the mine 
refuse and sweepings as well as lignite and other inferior grades 
of coal, as compared with fuel that must be used when burning 
on grates. Considerable savings in the matters of inspection, 
maintenance and operation are also indicated through the com- 
plete elimination of grates, ashpans, smokebox netting, hand- 
hole plates and spark hoppers, hring tools and squirt hose, as 
well as prevention of loss of fuel from the open coal space. 
There is very httle collection of ash in the tubes and terminal and 
intermediate delays due to cleaning and dumping fires and blow- 
ing out tubes are also avoided and the facilities for performing 
such work are practically eliminated. There being no cinders, 
cutting of superheater elements, etc., is eliminated. The cost of 
building fires is also reduced to a minimum, as no special fuel 
or labor is required for this purpose, it being only necessary to 
light a piece of oily waste or other refuse material to start the 
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nre. The fire can be extinguished when the locomotive is on 
sidings and at terminals, or when drifting, thus saving fuel, 
and it will restart from the heat of the furnace within an hour 
without relighting. When building fires, 200 lb. steam pressure 
can be obtained from water at 40 deg. F. in 45 or 50 min. The 
physical requirements of firing a locomotive are reduced to 
those of firing with oil, while at the same time a more constant 
nrebox temperature and more uniform steam pressure are claimed 
to be available under varying operating conditions. Relieving 
the fireman of the arduous physical exertion of hand firing 
should result in an improved standard of applicants for this po- 
sition, making it correspondingly easier to develop higher class 
enginemen. 

The following figures should be of interest as bearing on the 
cost of electrification as compared with that of equipping an 
average modern type of locomotive for burning pulverized fuel: 
Cost of a new Consolidation type locomotive of 50,000 Ib. tractive 
effort, equipped with superheater and 


(a) for magar nng and burning coal on grates, approximately...... $22,000 
ib) for burning fuel oil in suspension, approximately..........-- E 
(c) for mechanically stoking and burning coal on grates, approxi- 


niàtély 5 Bice Rh aka ROC RAN RO RUE ECL P CN UAE DR ea Ca bs 24,000 
(d) for automatically stoking and burning pulverized coal, lignite, 

peat or fuel oil in suspension, approximately... .... cee ee eee 26,500 
(e) cost of electric locomotive, approximately... ....... leere 50,000 


Throughout the entire series of tests no trouble whatever was 
experienced with explosions, no tendency was found for any ex- 
plosion to take place and there was no blow-back and noise 
such as occurs where fuel oil is used. In general, the firing of 
pulverized coal is conducted by means of one of two methods, 
one being known as the short flame method and the other as the 
long flame method. In the application to locomotives a combi- 
nation of the two methods has been employed. 

One of the illustrations shows a diagram of the thermal ef- 
ficiency of electric and steam motive power under different 
conditions. The top portion of this diagram, in which 100 per 
cent of the total maximum capacity or load factor is assumed 
as utilized, is obviously an ideal condition and one which never 
obtains in actual service, the condition in which 50 per cent is 
utilized being more nearly the average for steam road operation. 
With electrical operation this load factor seldom exceeds 35 
per cent. It will be noticed that under these conditions pulver- 
ized coal shows up as extremely advantageous. These figures 
do not consider any emergency power plant or storage battery 
equipment for electrical operation. 


RECIPROCATING AND REVOLVING 
PARTS: 


BY H. A. F. CAMPBELL* 
PART II—ALLOY AND HEAT-TREATED CARBON STEEL 


Thirtv vears ago it was a difficult matter to convince engi- 
neers that steel was better than wrought iron for axles, pins 
or connecting rods, yet today a wrought iron axle or pin is 
hard to find. In the same way many engineers are now un- 
certain as to the advisability of using either heat-treated 
carbon steel or heat-treated alloy steel. 
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is freed from all internal forging strains. In alloy steels, 
when heat-treated, the elastic limit can be very greatly in- 
creased in relation to the ultimate strength, but, without 
sacrificing ductility. No two pieces of steel, however, are 
alike in their chemical composition and even if they closely 
approach each other in this respect, the difference in mechan- 
ical treatment during their manufacture causes them to 
possess widely different physical properties. The method of 
forging, that is, the size of the original ingot in relation to 
the size of the final forging, the amount of work put upon 
this ingot, and the rate of reducing the metal. all have a most 
important bearing upon the final physical quality of the steel. 
When an alloy steel is used, the care which is put into the 
forging process helps greatly in obtaining desirable physical 
qualities. The alloy of nickel or chrome or vanadium makes 
a marked difference in the structure of the steel, but just as 
much is it the time and care that has been put into the 
forging. 

To date the use of alloy steel for locomotive piston rods, 
connecting rods, stub straps or wrist pins has been limited; 
chrome-vanadium steel has been used for a few sets of these 
parts. But advantage has not been taken of the opportunity 
to reduce the weight by working the steel up to its full 
capacity as regards strength. Nickel-chrome steel has been 
used in only two sets of these parts in recent years; details 
of their design have already been given in this article. In 
this case full advantage was taken of the increased strength 
of the steel to reduce the weight. Ten years ago some nickel- 
chrome steel crank axles were made in this country. These 
crank axles are running today, having made over 1,000,000 
engine miles. This metal has proved to be a good bearing 
surface for the crank pins. Chrome-vanadium and nickel- 
chrome crank pins have shown excellent wearing qualities. 

Table XII gives the chemical and physical properties 
that should be obtained from .45 carbon stecl, .45 carbon stecl 
heat-treated, chrome-vanadium steel heat-treated and nickel- 
chrome steel heat-treated. 

In many cases fractures of rods are due to failure on the 
compression side of the member and not to failures on the 
tension side. That being the case, it is very important to 
know what is the compressive strength of these steels. Many 
tests of the tensile strength are available, but there are very 
few tests of the compressive strength. The few tests that 
have been made on such sections as apply to the parts under 
consideration have shown that in compression members, when 
] 
— does not exceed 150, the ultimate compressive strength 
p 
is about equal to, or a little less than, the tensile elastic limit. 
This relation has been discussed by Prof. Lanza in the pro- 
ceedings of the American Society for Testing Materials, Vol. 
VII, 1907, page 281, and seems to be pretty well established. 
We have, then, a means of determining approximately the 
ultimate compressive strength. The writer does not know of 
any compressive tests on full size parts made of chrome- 
vanadium or nickel-chrome steel. When such tests are made 
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TABLE XIJ.—ProprertiEes oF Various STEELS 


Kind of steel Carbon Chrome Nickel 
O. H. carbon... iov pi eae eee 2 35 to.45 § du ane 
0. H. carbon, heat-treated.......... .35t0.45 a ew 
Chrome-vanadium, heat-treated ..... . 28 to .42 75to l'á.  ..... 
Nickel-chrome, heat-treated......... .35 to .40 .25 to .28 14 


— 
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If we wish a material to resist shock loads, alternating and 
repeated stresses, we should choose one possessing high 
elastic limit and good elongation; and in the case of a forging, 
the work should be particularly well done so that the material 
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*Baldwin Locomotive Works, Philade!phia, Pa. 


*Part I appeared in the March and April, 1915, issues, pages 109 and 163. 


Elongation 
Ultimate strength, lb. per sq. in. Limit, in 

Vanadium 'Tension Compression elastic 2 in., per cent 
oss 75,000 32,000 35,000 20 
i453 85,000 46,000 50,000 20 
Not under .15 100,000 60,000 65,000 20 
or 100,000 60,000 65.000 20 


the results should follow closely those given in table XII. 
There is no reason why they should not, but until such time 
it would seem conservative to consider the ultimate com- 
pressive strength as 90 per cent of the tensile elastic limit. 
This means that alloy steel, if considered from the com- 
pressive side alone, is about 45 per cent stronger than regular 
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non-heat-treated .45 carbon steel, or about 20 
stronger than heat-treated .65 carbon steel. 

At the December, 1914, meeting of the American Society 
ot Mechanical Engineers, C. D. Young, engineer of tests of 
the Pennsylvania Railroad, and H. V. Wille, of the Baldwin 
Locomotive Works, discussed heat-treated carbon and alloy 
steel and high carbon steel for locomotive parts. A table 
showing the ultimate strength and the allowable working 
stresses for these different steels was given.* Mr. Wille 
brought out an important point, namely, that we have not 
vet obtained all that is possible from carbon steel. His idea 
was that if a higher carbon steel were used, say .65 carbon 
oil-tempered, with a slightly reduced elongation, say 15 per 
cent, results equally as good as those from alloy steels could 
be obtained. 

It is to be hoped that more tests on full-sized sections of 
these different steels can be made. The results would be of 
great value and would form a basis for further study of the 
relative merits of the steels now so much under discussion. 


per cent 


EDUCATING ENGINEMEN IN SMOKE 
ELIMINATION? 


The education of enginemen in the elimination of smoke 
must by no means be restricted to the tiremen. The engineer 
is in direct control of the fireman while they are on the en- 
gine and unless he too is instructed. interested, and his co- 
operation obtained, the effect of the tireman’s instruction will 
be materially lessened. Most of the engineers were educated 
in the art of firing at a time when it was thought that a loco- 
motive must make smoke in order to get steam, and this idea 
must be removed from their minds. 

The principal factor to be considered in the matter of instruc- 
tion is the instructor. He should be one who has not only 
had a thorough practical experience, but a sufficient technical 
education concerning the process of combustion. In addition 
he should be a man who knows how to handle men, and at the 
same time, be capable of so imparting his knowledge to them 
that they will become thoroughly interested in their work. A 
road foreman of engines is, perhaps, one of the best men for 
this work. One of the greatest difficulties the instructor will 
meet in his endeavor to establish new rules and educate en- 
ginemen along the lines of proper combustion, will be in making 
them realize the fact that in order to utilize as nearly as pos- 
sible all the heat contained in the coal, a locomotive must be 
fired in such a manner as to consume the hydrocarbon gases 
of the fuel as well as the coke or fixed carbon. In other words, 
if they are fired with a minimum amount of smoke, a maximum 
of economy will obtain. 

The locomotive freman in attempting to obtain. smokeless 
combustion has a much more difficult problem than the fireman 
of a stationary plant. for the latter has constant and stable 
conditions to deal with, while the former is required to furnish 
steam for maximum and minimum power requirements within 
small intervals of time. [n this respect the engineer, by in- 
forming the fireman as to his intended epcrations, can mini- 
mize his difficulty. 

An applicant for the position of locomotive fireman should 
he at least 21 vears of age. have a common school education, 
good habits, and be accustomed to hard labor. When first em- 
ploved he should be instructed on combustion and provided 
with literature on this subject so written that it can be easily 
understood. He should be instructed on the rules pertaining 
to the movement of trains, which can be most successfully ac- 
complished by requiring the student fireman to ride with a com- 
petent engine crew. Then the road foreman, or the traveling 


*See Railway Age Gozette, Mechanical Edition, January, 1915, page 13. 
From a paper presented at the. ninth. annual convention of the. Inter- 
rational Association for the Prevention of Siroke, 
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fireman, should take him in hand and demonstrate by actual 
practice the advantages of complete and smokeless combustion, 
at the sume time explaining the process of combustion as much 
as possible while on the road. The operation of smoke con- 
sumers used should be thoroughly explained and their effect 
demonstrated by actual operation so that it may be clearly 
shown why it is necessary to admit air above the fire. The 
student fireman should also be instructed as far as possible in 
the judging of the temperature of the firebox by the appear- 
ance of the fire; also, considerable benefit may be obtained by 
giving lectures to the enginemen on combustion, showing stere- 
opticon views which will not only interest the men, but give 
them something definite to keep in their minds. Above all, 
both the road foreman of engines and the engineer should co- 
operate with the fireman so that he will realize that interest 
is being taken in his welfare. 


GAGE FOR PILOT COUPLER 


BY H. C. SPICER 
Gang Foreman, Atlantic Coast Line, Waycross, Ga. 


A coupler gage which is very convenient for gaging the height 
of pilot couplers is shown in the accompanying drawing. The 
gage may be made from % in. or 3$ in. by 1 in. common iron, 
and the stem graduated in half-inches beginning at 32 in. and 


Device for Gaging the Height of Pilot Couplers 


continuing upward. The circular shape of the base will permit 
of its being used over the nose of the pilot. 


COLE-SCOVILLE TRtcK.—In the description of a 2-10-2 type lo- 
comotive recently built by the Baldwin Locomotive Works for 
the Erie Railroad, which appeared on page 158 of our April issue, 
it was stated that the locomotive was equipped with the Cole 
trailing truck. Our attention has been called to the fact that 
the correct name of this truck, which is of the outside bearing 
type with a hinged or floating yoke, is the Cole-Scoville truck. 


Machining Cast Iron.—To overcome tool trouble in ma- 
chining small gray-iron castings, an annealing process is often ef- 
fective. A process claimed to accomplish excellent results is to 
pack the castings in cast-iron chips (with some broken charcoal 
to make a reducing atmosphere to prevent scaling) in ordinary 
annealing boxes. The castings are then heated to a good red 
heat and kept there for several hours, the time varying with the 
size of the pieces. Slow cooling is then permitted to take »lace.— 
-Imerican. Machinist. 
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SANTA FE Paciric TYPE LOCOMOTIVE 


Single Expansion Engine Equipped for Burning 
Fuel Oil; Maximum Tractive Effort 41,000 Ib. 


The Atchison, Topeka & Santa Fe received from the Baldwin at the third course. A circular opening 16 in. in diameter 
Locomotive Works a simple Pacific type locomotive, which now under the auxiliary dome permits entrance to the boiler with- 
forms a part of the exhibit of the builders at the Panama-Pacific out dismantling the standpipe and throttle fittings in the main 
International Exposition at San Francisco, Cal. It is the first dome. The boiler is equipped for oil burning, but the staybolts 
single expansion* engine to be built for passenger service on the are so located that arch tubes may subsequently be applied 
Santa Fe system in some vears. should it be necessary to fit the locomotive for coal burning 

The locomotive is designed to develop the maximum pos- service. The inside firebox door sheet is flanged outward, bring- 
sible capacity within a limiting rail load of 58,000 Ib. per pair ing the rivet heads in the water space, and the seam is closed 
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Boller of the Santa Fe Simple Pacific Type Locomotive 


ot driving wheels, and the total weight on the driving wheels with a copper calking strip. The O'Connor fire door flange is 
ot 172,500 Ib. closely approaches this limit. The design was used and the door seam is welded by the autogenous process. 
prepared jointly by the railway company and the builder and, Flexible staybolts are used in the breakage zones in the throat, 
as in all recent Santa Fe locomotives, the details have been de- sides and back as well as in the first four rows of crown stays. 
signed to interchange as far as practicable with those of loco- The boiler is equipped with a Schmidt superheater of 40 elements 
motives already in service. The new locomotive develops a with a superheating surface of 980 sq. ft., and among the special 
tractive effort of 41,000 lb., with a factor of adhesion of 42, fittings is included the Chambers throttle. 

and has a total equivalent heating surface of 5,913 sq. ft. The The cylinder castings are strongly built with liberal steam and 
ratio of cylinder tractile effort to equivalent heating surface is exhaust passages. The steam distribution is controlled by 16- 


Simple Pacific Type Lccomotive for the Atchison, Topeka & Santa Fe 


3617, which indicates a capacity for high sustained performance. in. piston valves driven by the Baker valve gear. The valves 

The boiler is composed of three courses, the middle course are set with a lead of one-quarter inch and cut off at 87 per 

being tapered, with the slope at the top, and the main and cent when in full gear. The Ragonnet power reverse gear is 

axillary domes are placed on the third course. The diam- used. 

tter of the first course is 80 in, which is increased to SO in. The frames are of steel and are each cast in two sections with 
IET. Be s — - the splice located back of the rear driving pedestals, the main 

Fer SC pUens of Santa Fe balanced compound Pacific type locomo- sections having a width of 5 in. The splice has a slab fit with a 


"ves see Railway Age Gazette, June 19, 1914, page 1519, and American : À . í 
Engneer, October, 1912, page S15. large bearing area and is secured by 18 horizontal 1'¢ in. bolts 
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and a pair of vertical keys. A substantial system of transverse 
frame bracing is applied. The guide bearer brace, which is a 
large steel casting, extends the full depth of the leading driv- 
ing pedestals, serving as a fulcrum for the driving-brake shaft, 
and the valve motion bearer, which is located midway ‘between 
the front and main driving pedestals, has a long bearing on the 
upper frame rail. A similar brace supporting a waist sheet is 
placed between the main and rear driving pedestals. A deep 
brace is also applied at the main pedestal and the.frames are 
braced at the splices between tke main and rear sections by a 
large casting which supports the front end of the firebox and 
carries the trailer truck radius bar pin. LS E 

The driving boxes are cast steel and are fitted with brass 
hub faces which bear against steel wheel centers. The shoe 
and wedge faces of the boxes are also lined with brass, while 
the shoes and wedges are cast iron. Flange oilers are applied 
to the main driving wheels. The trailer track is of the Rushton 
type with outside journals, a design .hat has been applied to a 
large number of locomotives built for the Santa Fe System. 
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Cross Sections of the Boller 


The truck frame is composed entirely of steel castings and the 
swing links are of the three-point suspension type. 

The tender has a water capacity of 10,000 gal, and carries 
3,300 gal. of oil. The trucks are of the six-wheel Common- 
wealth type; this type is now in use under a large number of 
high capacity tenders in passenger service on the Santa Fe. 

The principal dimensions ane data are as follows: 


General Data 


(I ge ——————————— abate 4 ft. 8% in. 
CO MET ee te oe het 2 oe eae Re hare ae Passenger 
Pael es Garis, Sic, cee CT FORE ULM ROREM DON MO S state tase il 
Tractive: efort ochre eee ei e eb Prasad COSS etas 41,000 Ib. 
eight in working Otderescscsva srant eino O eee ees ous 288,700 Ib. 
MARNE on MCiVERS "o 172,550 Ib. 
Weight on leading truck...........0.. cece cece nee n cence ees 59,950 1b 
eight on trailing truck... coe dea EC eh RA S 56,200 Ib. 
Weight of engine and tender in working order................. 506,000 Ib. 
base, driving avs oA he Ua E Cm CAE LG OA 13 ft. 8 in. 
Wheel base, total... oc iie cie n rer er ehm 35 ft. 3 in. 
Wheel base, engine and tender...........0.. ccc cece eee 71 ft. 5% in. 
Ratics 
Weight on drivers -- tractive effort... 4.21 
otal weight - tractive effort.......... 0. cece cece eee eee nen 7.04 
ractive effort X diam. drivers — equivalent heating surface*...... 506.17 
Auivalent heating surface? -- grate area......... ce eee ee cee eee 88.65 
frebox heating surface -- equivalent heating surface,* per cent..... 3.92 
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Weight on drivers — equivalent heating surface*............... Lue. 29.18 
Total weight -- equivalent heating surfacc*............. cece eee eese 48.82 
Volume: both. cylinders dace Sa rmn mh xesskRRS ES ERYA 15.98 cu. ft. 
Equivalent heating surface* — vol. cylinders................llelses. 370.02 
Grate area — vol. cylinders... cc ccc eee cece eese DE 4.17 
Cylinders. 

Kind uen Peru ditensed esas iui’ ecu a roobu duos Fa eae ate ie Simple 
Diameter and stroke... .... ccc cece eee e sree eene nnn nnns 26 in. by 26 in 
Valves 
Kind) 22592301992 00i xe a esee Fe E c La bcd nae qu ee Piston 
Diatittet: 2x22 xw x ext ERAN edd dus Rae weis ds nod qM deed 16 in. 
bead iui ERR ERA mir ni VA usce E tiia a iode Ste ca LO S e Gea !4 in. 
Wheels 
Driving, diameter over tires: cio. codes ie e e e ERTEEEVE MA S 73 in. 
Driving, thickness of tires.4 sss eie seo eR e Ss sean dda rER EN J'4 in. 
Driving journals, main, diameter and length.............. 11 in. by 13 in 
Driving journals, others, diameter and length............. 11 in. by 13 in 
Engine truck wheels, diameter.................eelleeeeeeee enne 3414 in. 
Engine truck, journals... o. 655 60 s-00 0 6 Aas te 6 40d RT rx 7 in. by 12 in. 
Trailing truck wheels, diameter...........0. 2c cece cece cece seeeee 50 in. 
Trailing: truck, journals... esee ru 960d gee baw nee eee ewe 8 in. by 14 in 
Boiler 
Style 2229 eee 64a UE Se e a e Re qd rex Extended wagon top 
Working pressure .......- ee eee ee eee eee eee ewes eese. 200 Ib. per sq. in. 
Outside diameter of first ring... 2... . ccc cee cc cee we n 80 in. 
Firebox, length and width............... 2 cece wee eecees 114 in. by 84!4 in. 
Firebox plates, thickness........ Sides, back and crown, 3$ in.; tube, !4 in. 
Firebox, water space.......... lees. Front and sides, 5 in.; back, 4% in. 
Tubes, number and outside diameter.............. eee eene 244—2% in. 
Flues, number and outside diameter.............. llle eee 40—5714 in. 
Tubes and flues, lenglliz use 64.4086 e OVE Va PC a E ewe vu Res 21 ft. 
Heating surface, tubes and flucs.......... cece cece cece een 4,211 sq. ft. 
Heating surface, firebox ...es di.26 44% sGadatetu Gadde ySE RA RA 232 sq. ft. 
Heating: surface, total 24 o ek Ese E Ss eae Fas 4,443 sq. ft. 
Superheater heating surface ........ cc eee eee eee eee 980 sq. ft. 
Equivalent heating surface* .................. eere enn 5,913 sq. ft. 
Grate area. aes EC Sere ee ie. d si died Munt id eb 2 ari aan 66.7 sq. ft. 

Tender : 
Qus diameter and length... ERR EY 514 in. by 10 in. 
ater capacity. (osos ees ore a area A edixit sau beu died quid oed 10,000 gal. 
Oil capacity  udovckexno NOE URINE Zu aa tcd d re te a E qu e dts 3,300 gal. 


*Equivalent heating surface — 


total evaporative heating surface + 1.5 
times the superheating surface. 


CHARACTERISTICS OF PLATE SPRINGS* 


BY GEORGE S. CHILES 
Part I (Concluded). 


The test curve of a double elliptic tender truck spring which 
had been exposed to the weather on the storehouse platform for 
some time is shown in Fig. 7, the ordinates in this instance 
showing the distance between the bands instead of deflection. 
While this spring has only five plates in each section, the friction 
reaches a maximum value of 6,000 Ib. This brings out clearly 
the large influence which friction may have upon the action of 
springs, especially those on which rust has accumulated. 

Test curves of a locomotive driving spring are reproduced in 
Fig. 8. Curve A was taken just after the spring had been re- 
moved from the engine and curve B after it had been reset, re- 
tempered and the plates painted with oil and graphite before as- 
sembling. The decrease in friction resulting from the rework- 
ing of the springs and the introduction of a lubricant between 
the plates is very pronounced. The deflection for a load of 
26,000 Ib. has been increased from 1.35 in. to 2.1 in. A slight 
irregularity is apparent in the upper portion of the release load 
curve before the spring was reset. This is of quite frequent 
occurrence and is considered of little consequence so far as it 
affects the general law of the performance of springs. The 
curves obtained from this spring are very similar to a number 
of others obtained under similar conditions from springs differ- 
ing considerably in design, flexibility and friction, and may be 
considered as fairly representative of the effect of service on 
the action of locomotive driving springs. They show that the 
prevailing opinion that springs become more flexible after a pe- 
riod of service is not well founded. 

This conclusion is also borne out by experience with passenger 
car bolster springs. One of two springs removed from a dining 
car which had been shopped on account of hard riding is shown 
in Fig. 9. As near as could be ascertained these springs had 
been in continuous service for four years and one month, during 
which time the car had traveled a distance of 380,119 miles. The 
car was equipped with wooden trucks, which were scrapped. 


*Part I commenced on page 161 of the April, 1915, number. 


220 RAILWAY 


The condition of the old springs, however, seemed to warrant re- 
placing them in the new trucks without resetting. [n accordance 


ELLIPTIC SPRING 
LATES sh xSe' STEEL LZ'CTRS. 
S*xS3a" BANDS 
SPRING HAD BEEN ON STOREHOUSE 
PLATFORM SEVERAL YEARS 
LOAD OF 20000 LBS. APPLIED THREE 
TIMES BEFORE TAKING READINGS 
MACHINE SPEED 356 PER MINUTE 
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Fig. 7 


with the usual practice at the shop in question several men, 16 
in this instance, got upon the platform and jumped the car up 
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and down to insure that the springs were working properly. 
Under this treatment the bolster springs showed no movement 
whatever, although the equalizer coil springs gave considerable 
movement. The springs were therefore removed from service 
and photographed. The reason for their stiffness is apparent 
from Fig. 9, which shows the extent to which rust had collected 
between the plates. 


SERVICE HEIGHT OF SPRINGS 


Attention has been called to the greater uniformity of release 
In order 


load curves as compared with application load curves. 


Fig. 9 


to determine which curve is nearer the actual height of springs 
in service, a coach was selected at random; the load on the four 
springs accurately determined by weighing the coach and de- 
ducting the weights unsupported by the springs, and the height 
of each spring calipered. The springs were then removed and 
tested, the lower part of the curves being reproduced in Fig. 10. 


BANDS H 


z 
wl 
kJ 
3 
H 
W 
A 


DISTANCE 


17 e T i 
LOAD — THOUSAND POUNDS | | 
* DOUBLE ELLIPTIC BOLSTER SPRINGS 


& PLATES 4/4'x Ya STEEL - BANDS 3' X Ya" 
OIL AND GRAPHITE BETWEEN PLATES WHEN SPRINGS WERE BUILT 
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Fig. 10 


The heights of the springs as calipered under the car are shown 
by the double circles, which are plotted for loads of 14,875 lb. 
the average load for the four springs. For curve 1 this point 
falls practically on the release load line. For curves 2, 5 and 6 
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the points fall between the two lines; the first two mentioned 
being slightly nearer the applied load line, while the latter is nearer 
the release load line. In a similar test on springs from a cafe 
car, the calipered loaded heights of the springs removed from 
the range side of the kitchen end of the car are on the release 
load line, while those for the springs from the passageway side 
of the same end of the car practically coincide with the applied 
load curve. That is, the springs from the range side ride lower 
than those from the other side, which fact may explain why car 
foremen often make it a practice to place heavier springs, or 
springs of greater height, under the range side of the kitchen 
end of a car. This had evidently been done, for these springs 
were similar in all other respects except that those under the 
range side had seven plates, while the others had six plates. In 
case a car is heavier in one corner, it would perhaps be advisable 
to provide for it in the design of the springs, otherwise they 
may ride low and possibly take a permanent set. 

These curves seem to indicate that the working height of a 
spring under a static load falls about midway between the ap- 
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plied and release load lines, favoring slightly the release load. 
Attention is called to the fact that the height of the springs was 
measured when the car was at rest. Doubtless when the car is 
in motion, the springs do not have the opportunity to adjust 
themselves that they do during the gradual retardation before 
the car stops, in which case the average running height probably 
approaches nearer to the release load curve. While the data 
relative to the service height of locomotive driving, trailing and 
tender truck springs is not complete, personal observation would 
seem to warrant the conclusion that these springs generally ride 
doser to the release load curve. 


PERMANENT SET 


Early in the article the fact was brought out that the íree 
height of a spring is often reduced by the applicaton and re- 
moval of the initial load. Assuming that the readings are free 
from error and neglecting the time effect, this reduction, often 
referred to as the initial set, may be due to either one or both 
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of two causes. The first is the internal friction existing between 
the plates. This results partly from the imperfect hitting or cam- 
ber of the plates, and is sometimes brought about by the use of 
plates of different thickness in the same spring. In the course 
of carefully conducted experiments, it has frequently come under 
the observation of the writer that a spring, constructed in such a 
manner that only slight initial stresses are set up in the indi- 
vidual plates when the band is applied, will not exhibit as marked 
a difference as an improperly constructed spring. Frequently, 
the spring can be made to return to its original free height by 
jarring it or allowing it to stand undisturbed for some time. 
Secondly, this reduction in free height may be caused by one or 
more of the plates of the spring taking a permanent set. This 
condition is shown in the curves of Fig. 11, in which a triple 
elliptic spring was loaded to 24,000 1b., without previously hav- 
ing been limbered up. After the removal of this load, a second 
load of 48,000 lb. was applied, the heights for the various loads 
being measured. Upon the removal of this load, three succes- 
sive loads of 70,000 Ib. each were applied and removed. The 
applied load curves are approximately parallel, but at some dis- 
tance from each other, this distance being quite appreciable for 
the 70,000 Ib. load. These curves would seem to indicate that a 
slight permanent set resulted from the application of the second 
load, although it is possible that the spring had not yet be- 
come thoroughly limbered up. The same is true for the third 
load. As the applied load curves for the fourth and fifth loads 
coincide, but are somewhat lower than the applied load curve for 
the third load, with the exception of the final or 70,000 Ib. point. 
it would seem that having taken a permanent set for the first 
load of 70,000 Ib., the set was not appreciably increased when this 


load was repeated in the fourth and fifth tests. 


As in the case of any material which develops defects under 
test, it is customary to reject springs that take any permanent 
set at a specified test load. Generally speaking, the method of 
procedure in testing springs is more or less a matter of personal 
opinion, and it is questionable whether in all cases permanent 
set is detected. One method of testing which is quite generally 
followed in railroad shops consists in first giving the spring a 
load varying from 125 per cent to 150 per cent of the static 
load. This preliminary load is applied from one to three times. 
three applications being ordinarily specified, the free height of 
the spring being recorded upon its final removal. The loaded 
height, which is then obtained will vary according to the manner 
in which the spring is loaded. In some instances the static load 
is specified while other specifications require that an overload 
be applied and then released to the static load. Inasmuch as 
these two readings will be found to vary considerably some 
specifications call for the average of the two readings as the 
height of the spring under the load. Finally. after this load 
has been removed, the free height of the spring is measured and 
compared with the free height after the removal of the pre- 
liminary load to determine if the spring has taken any permanent 
set. Now had the spring referred to in Fig. 11 been tested ac- 
cording to either of these methods, it seems fair to assume that 
the permanent set would have taken place under the first ap- 
plication of the overload rather than under its repeated appli- 
cation or the application of the lighter static load. Had the 
spring been first loaded to 70,000 lb., an overload of approxi- 
mately 150 per cent, it is plain that it would have taken a per- 
manent set under the first application, and since no additonal 
permanent set took place when this load was twice repeated, it 
seems certain that it would not have done so under its fourth 
application, or a subsequent application of the lighter static load 
of 48,000 Ib. If this is true then this method of testing springs 
for permanent set is not trustworthy and the unreliability of a 
reapplication of the final load as a check is apparent. 

The following method of testing for permanent set is sug- 
gested. Knowing the static load for which the spring is de- 
signed and having determined upon an overload, of say, 50 per 
cent of this static load, first, subject the spring to a load of 75 
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per cent of this overload, or in other words to a load equal to 
11275 per cent of the static load. Having subjected the spring 
to this load from three to five times the free height should be 
recorded, after which the 150 per cent overload should be ap- 
plied. This should then be removed and the free height ascer- 
tained and compared with the free height previously noted. Any 
variations between these readings would indicate that permanent 
set has taken place. In case a retest is necessary, the previous 
maximum load should be increased for each test by an additional 
load of say 10 per cent, or an amount sufficient to make evident 
any permanent set which has taken place. For laboratory tests, 
more accurate results could no doubt be obtained by taking the 
height of the spring after the load had been reduced to 40 per 
cent of the static load or less. In other words, light release load 
readings should be taken instead of the heights at no load, since 
the free height readings on the same spring quite often vary due 
to the manner in which the load is removed. Release load 
readings are quite often difficult to secure in an ordinary shop 
test, and this method is therefore not universally practicable. 


WATER TUBE FIREBOX ON THE LACKA- 
WANNA 


In December last the Delaware, Lackawanna & Western re- 
ceived from the Lima Locomotive Corporation a Pacific type 
locomotive equipped with a special type of firebox, patented by 
S. S. Riegel, mechanical engineer of the Lackawanna. 
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Interior of the Firebox, Showing the Water Tubes and Arch Tubes 


Reference to the drawings will show the construction in detail. 
As will be seen there are two nests of water tubes with 66 2% 
in. outside diameter tubes in each. The cross section of the fire- 
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Top cf the Firebox, Showing Roof Sheet Plugs Opposite the Upper 
Ends of the Water Tubes 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


VoL. 89, No. 3 


>, 
| 


i 
bow Y 
i È 
a | eS 
Nia! § > 
QI LF 
ey | “a 
04 dg" 
T 
I | 
| M 
ems qor 
| ` E 
r^ ! 
I | | 
l i i | | 
Bi a PEE | : 
- ~ 
A Y us S i : 
i D i a3 Y x | 
l Qc | a | "wr | 
{ ~ I EM | x | 
| xæ 
E NER wa ae GR. K^ ' 
| PEE dcus 
| i 
| dE | | | 
Us |o d "9 2. i 
LA. | 4 | 
iod i d | —- 
l + ~~~ —/6g - — ~~ 
i Ki "x l DE | I 
l T E r | | 
(gif i E ZEE 
| UR i | | n 
MR no i | | | | 
i | l xi i 
2 a | | r^ i 
T | | | M sy | 
! © $o | igs di 
| a E. | » 
| ~ 1 1 3 | EE 
| | x^ o | , 0 
| | | 1as | , E 
1 | 1 | $e | t o 
l | e TR e { E 
| | o—Á-— | | , 9 
| ane i | 
| | xi xs | o 
| D vibe ed | . 2 
| | t- l Oe D 
n T l OE 
' 
= m EAE E ---} 4---~-- ET E 
Eu LE NE NM S i © 
1 l g mU © ' g 
* | . ; 
| g LEG S | | av | i 
E: N, E : 1 “Mt | ; s 
Qd : : | ax £ 
n. M" mE Y E- 
! | ‘ ; f | DD | ! 6S 
ie pst E NE mon y 
Én ? E E- 
l ' j i -— 
Wut KE | DN i 
Ps d à 1k | 3 
ee : CaN [om 
BUM : ^Y | | | | B 
| e l z a 11 ? a i | ! 
os RES UTE oe eee =: 
1 | I ! ! o 
NU E i f { 1 | 
| v 
Qi J l | | i ! © 
EE M Ln hoe ” e. 
i I F2 --2..L.64$ — € > | 2 
oy vw i | T ME | 
i = > r= 204 pod , i x 
i E Qu. -=e = = NS, —-» | K- 08 
(OPE n pe d 
l S 
l Rand dM c ne mere R & 
l = E "0000022 € i adie it E | l i 
| -MM——— b F:9902900007206lo2»0--xX 4 l 
| -m-—Ft- + «00020020 9l» vloooe-tt © 
& DO m 1 $8 
. uq = 3 . > 000 o OD opro — ‘ l 5 
i Eey eae “10009000 È Popes | | E 
i Ea Obes E i 
P DET] F ^ Pree MÀ * a 
E-— £i m$RRBR— | Se! & 
Rey | ene a. Le SENE 4 v 
z= al ama e 6550805 3% pam k, 
l E Ee gag 1 9000000097 4M ES i 3 
l re a2 es Bana O09 9 9 2 Oc 6 o oca de Ey | 
| E i cd 65553555090 -7 i G^ oom NE. nO | | £ 
! I-— +4 c^-0620009000»5»5 | c. Iio - 
| = Pete OE OOPS b eM T l l 3 
l ! ——t 23».000005525* I: + | 
! 1 : 92732708090 084 2 + 2 EQ l I e 
| ee eee 637 : 0000 O » MES 8 v13 4^! l = 
| 9b . 1 s - 52 -600090 ) 0 a ad v! | Q 
«| Mule. o5 929995521 s | a 
^ at s +f - cao - O00 09 $3» ue S, l 
S ; id i 0203255000005» ^522» ve W^ | 
| WM B oos e922525»52: 7 SIN 
l m t wt 3 oog O02272 29 : : : «S1 NI 
i ah por. i 99399990 99 > 22 dla try? jx! 
: E EH ER 
| hodie] 3502500000 -25-^ c ^ e + 
l " ale od ri oa 9 ^ pooo >. 93 > ci ne ~o l 
| | VE + p- ^2 90 '. e o e - » A A ic E 7 E | 
i We - = X poe 2 ¢@9000 728° e i "S | | 
J " PM »uod3doooQOo»5»ov 2 E ae | j 
l è 5 IM | 
| ] i L"5,^.boetooo "m > E | { 
x —* ory 3 \ a o7 
| M ur : Bahan eggs «a isen: | A l 
Y coe oe 70 07000'0900 777» :,. Í 
wg CAE B Ree 2 S T a n 1! 
SLN F 2059909. 2 m 
Š pee Ro: JU "a ape o$ A ail | 
~ »! | Tw l E ncm PELO" m. "A | l 
t i ee Ji di cbr mor. E 
* LoT peu 
i cadem 7s Li DL 
Ps a aeae z quete 
"Tig mes etal F 
Pup. ww. oN * o. 
1 x a o t ---35] ae 
A i : 220 q o 
M GC goon 8 a» ~ve 
bod e 2200 9 oo 
2^ 90x55 79% o 8 
Xo ng 90453 90% 4 925 
E R o0 o 
> E 995 o0 °° 
AS ^oo02956509 oo 
a 2500 ? o o o? 
(V eo 4g 92009700 o99 
eva e oego»2ooP*.oe 
a "029 9 o o 9 oo 
"s Ea 23 3 °° 3c E 
vo sao0970?75 o9" "oo 
- Cx99,259,90 co 
* Sa? NE PE n NES 
E Sig. us dig o9? o0 
Ww, "wu970-95859029 
x a 9 b] x e ao a099 i 
ES ME 29 ^; 
Sa Fg gue ty 


May, 1915. RAILWAY AGE GAZETTE, MECHANICAL EDITION 223 


box shows the shape to which the side sheet is bent in order to joint in the two sheets is shown in the drawing of the boiler 
permit a satisfactory connection between it and the lower ends of cross sections, but in this instance the water tubes are not welded 
these water tubes, the bottom row of which is about 15 in. above in as shown on the drawing. Instead they are prossered, belled 
the mud ring at the front end. The tubes are spaced at 4 in. and beaded and set without ferrules in the top sheet, while the 
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Cross Section Showing the.Arrangement of the Tubes in the Firebox; In this Engine the Tubes Are Not Welded as Indicated 


centers and swing upward across the firebox space to the crown bottom ends are set with a ferrule, prossered, expanded and 
sheet, in which the ends are inserted. Plugs for cleaning pur- belled. These tubes are made of seamless soft steel, tested to 
poses are placed opposite the ends of the tubes in the outer shell — 2,000 Ib. per sq. in. hydraulic pressure before application. 

sheets, both top and bottom. The method of securing a tight The water tubes give a heating surface of 471 sq. ft., the total 
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| Section A-A. 
Brick Arch Arrangement Used in the Water Tube Firebox 
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heating surface of the boiler being 494 sq. ft. greater than that 
of other locomotives of the same class. The total heating 
surface for the engine with the experimental boiler is 3,960 sq. 
ft., while that of the sister locomotives is 3,466 sq. ft.; this does 
not include the superheater surface of 740 sq. ft. In the experi- 
mental engine the heating surface of the firebox and combustion 
chamber is 288 sq. ft., while that of the other engines of the same 
class is 267 sq. tt.; the tube heating surface for the experimental 
engine is 3,177 sq. ft., the same as that of the sister engines. A 
special application of the Security brick arch was made to the 
water tube firebox. 

The object of the water tube construction was to obtain an 
improved circulation by providing definite cycles of circulation 
through these tubes in the zones of greatest heat intensity as well 
as to locate the heating surfaces to greatest advantage. While 
the locomotive has not so far been in service long enough to per- 
mit of any definite results being obtained, the performance has 
been so satisfactory with both bituminous and anthracite coal 
that the Lackawanna has ordered another engine fitted with this 
boiler, for use exclusively in fast passenger service. Consider- 
able valuable information has been obtained showing its per- 
formance in comparison with the sister engines; further tests 
are being conducted, and it is expected at a later date that inter- 
esting performance data will be available. 

A few of the principal dimensions of the locomotive are given 
in the following table: 


Class acea venen d echas eas RN ue ERE dores doa Shee a 2m 4-6-2 
Gage uasietzzaed thing cereal sb ded ea dp eu owe ue s ua ERN EE 4 ft. 8% in. 
Diameter of driving wheels........oslia lue elisa wee ees 69 in. 
Tractive effort... v eR b WwoerELE A eens Eee esa RE RE EE 43,200 lb. 
Cylinders odo ee Be EFRON RON Rae ROL EWES Qu RE ENS 25 in. by 28 in. 
Weight on leading truck. ........... ccc cece eee e es ehem 50,000 Ib. 
Weight oñ drvere cs 2 05% 5/28 Shey bie cies VER e suae ace Eee wks 189,600 Ib. 
Weight on trailing truck. e se oe REQUE chee oa Oe 58,000 Ib. 
Total weight of ei gine in working order.............l.leeeeeeee. 297.600 Ib. 
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GOOD FEATURES OF TENDER TANK 
m DESIGN ' | 


BY WALTER R. HEDEMAN 


Much attention is being given to the effect of locomotive de- 
tail design, both upon the cost of maintenance and the con- 
venience of operation. The opportunities for improvement are 
not confined to the locomotive itself; tender tanks are a source 
of considerable trouble in the shop and on the road, which, par- 
tially at least, may be eliminated. It is the purpose of this arti- 
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Fig. 1—Pressed Steel Tank Deck Supports 


cle to describe a number of features of design which have 
proved valuable in reducing tank troubles and facilitating the 
making of proper inspections and repairs. 

Where the tank and tender frames are of separate construction 
it is generally the practice to support the tank upon a wooden 
floor. If the floor is laid solid it is necessary to lift the tank 


Lackawanna Pacific- Type Locomotive, the Boller of Which Has a Water Tube Firebox 


Coal capacity of tendér.u 26 226542 Suwa ElR T RREEEG RES QESi DR UE 10 tons 
Water capacity of tendet. c.c soo uuh oet er rci RN RN AES 9,000 gal. 
Total weight of tender loaded.................... ce ee eee eee 165,500 1b. 
Total weight of engine ard tender...................eeeeeeee 463,000 lb. 
Rigid wheel. bases sepes ous Sastenptex ur ERTAW E VERSER ERN YR DC eX 13 ft. 
Wheel base of engine........ 0. ccc ccc cect e eee nt 33 ft. 10 in. 
Wheel base, engine and tender............. ccc cece cece ce teees 66 ft. 4 in. 
Boiler pressure 2.2259 4x02 2A deor Ga oea Soe Ree ee Ee ES ens 200 Ib. 
Grate area os Vous She il oe EU OME SS awe Eu d e arto BERENS wee 69 sq. ft. 
Diameter of Doulete.. © occa eed ge es W's BS AED A SEPA ee 78 in, 
Firebox Wionce| NA SG US SEAS OK Ee SR eR eee 89 in. by 111 in. 
Factor of adhesion., oces cinean ew ee i^c uad ddr edd a 4.39 
Water tubes, diam., gage and length, 

2% in., O. D.; seamless steel, No. 9; 6 ft. average 
Heating surface, firebox and combustion chamber............. 288 sq. ft. 
Heating surface, water tubes....... 0.0... cc eee cc eee ah 471 sq. ft. 
Heating surface, fire tubes. .... 0... 0... ccc cee eee 3,177 sq. ft. 
Heating surface, arch tubes......... 0... ccc ccc ccc wc cece eee 24 sq. ft. 
Total heating surface of firebox......... cc cece cee cece eens 783 sq. ft. 
Total heating surface. .... 2... cc ccc cece eww as e onse 0,000 sq. ft. 
Superheater heating surface.......... ccc ccc cece eee eee teens 740 sq. ft. 


PANAMA CANAL Tnarric.—During the first six months of its 
operation, 496 vessels were handled through the Panama Canal. 
These vessels carried a total cargo tonnage of 2,367,244, on which 
the tolls amounted to $2,126,832. A press despatch from Panama 
says that up to April 1, the tolls have amounted to $2,894,300, 
and that the total cost of operation and maintenance during the 
same period was $3,020,000, leaving a deficit of $125,700. 


from the underframe in order to locate and repair leaks which 
develop in the bottom sheet. It will be found of great assistance 
in making repairs between general shoppings of the engine to 
have the boards spaced from 6 in. to 9 in. apart, the rivets in 
the cross seams being located above the spaces. where they are 
readily accessible for calking. The length of the boards should 
be considerably shorter than the tank in order that access may 
be had to the rivets and seams along the side of the tank. Both 
the amount of tank leakage and cost of maintenance have been 
reduced since this practice was adopted. 

Fig. 1 shows a type of tank deck support which is durable 
and simple in construction. These supports leave the front of 
the tank open for inspection below the deck and prevent the ac- 


cumulation of fine coal against the tank sheets, which causes 


corrosion and wasting of the sheets. 

Another means by which the cost of tank repairs may be re- 
duced is shown in Fig. 2. In water bottom tanks the bottom of 
the coal pit is covered with a %-in. plate. resting on 3$ in. by 
174 in. spacing strips. It extends forward from the slope sheet 
seam to the front of the tank deck, to which it is secured by 
lag screws. It protects the water-bottom roof sheet from wear, 
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and when worn out its renewal is an easy matter compared to 
the laborious operation of renewing or patching the tank sheet. 

With the usual form of tank manhole, it is a difficult matter 
in making water stops to accurately spot a locomotive hauling 
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Fig. 2—False Shovel Sheet 


a heavy passenger train. It is frequently necessary to stop with 
a suddenness that is very disagreeable to the passengers. Fig. 3 
shows a manhole designed to increase the range within which 


W ell 


Fig. 3—Long Tank Manhole with Enclosed 


service from the water crane may be secured. It is 18 in. wide 
by 6 ft. 4 in. long and permits the engine crew to reach the water | 
crane anywhere within a distance of about 10 ft. The large 
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Fig. 4—Tank Strainer Used with Outside Tank Valve 


tanks of modern passenger locomotives extend back of the coal 
space for a sufficient distance to permit the use of this construc- 
tion. The manhole sheets extend from the top to the bottom 
of the tank, the sides being cut away for a depth of 13 in. from 
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a point about 6 in. below the top. The openings thus formed 
are covered with 2/7 in. by 272 in. wire mesh, a screen of the 
same mesh being placed across the well below the openings. 
The large holes shown in the walls below the screen are located 
about midway between the top and bottom of the tank. The 
bottom of the well forms a trap for sediment which passes 
through the screen; it has been found that considerable hard 
matter accumulates at this point. The horizontal screen is made 
in three sections, which are readily removable for cleaning out 
the bottom of the well. The cover of the manhole is also made 
in three sections in order that each part may be easily handled. 

While the well below the manhole accumulates a large amount 
of fine material which would otherwise enter the tank, it has 


Fig. 5—Outside Tank Valve 


been found desirable to cover the tank well with the strainer 
shown in Fig. 4, as an additional protection to the injector from 
small particles of coal which may be carried through to the tank. 
With an outside tank valve this strainer can be made exceptional- 
ly tight. No provision is required through the top for the 
passage of the tank valve rod; the only openings are the %-in. 
perforations through the cylinders. 

Tank valves operated from the deck by means of a rod ex- 
tending up through the tank, have been a source of much trou- 
ble on water-bottom tanks. Unless the tank is built with a well 
surrounding the rod, a packing gland is required where the rod 
passes through the water-bottom roof sheet, and considerable 
trouble is experienced in keeping this tight. The valve is in- 
accessible and can be given very little attention. With a gate 
valve applied outside of the tank, as shown in Fig. 5, very good 
results have been obtained. The valve is accessible and can be 
readily packed; when open it offers an unobstructed passage. 


TESTS OF LUBRICANTS 


BY H. M. BAXTER 


In large plants, where a chemist is constantly employed, the 
testing of lubricants, together with all other materials, is com- 
mon practice. For smaller shops, where constant testing is ren- 
dered impracticable owing to the expense and time involved, it 
is necessary to purchase ready-to-use lubricants, or, where 
economy is required, the pure natural products. The latter 
course, while more economical and far superior to using the 
cheaper prepared products, is one that requires some knowl- 
edge of the qualities required in the lubricant to best meet the 
conditions of various classes of service. In judging the purity 
and usefulness of oil, the practical analyst usually makes eight 
different tests. While no attempt is made to give in detail the 
methods of conducting these tests, the writer believes that the 
following general outline of the points to be investigated may 
be of help to those who are interested in lubrication. 

The first test is for specific gravity, which may not necessarily 
be of paramount importance in itself, but is invaluable as an 
eliminating test. For instance, pure sperm oil has a specific 
gravity of 0.883, and while the specific gravity of some other 
oils or mixtures may possibly be the same, any other degree 
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instantly stamps the same as impure and the test need be car- 
ried no farther. The second test is made with the aid of al- 
kalies, which clearly show whether the sample is pure, fatty 
(of either vegetable or mineral origin), hydrocarbon (mineral), 
or a mixture of both. This information is of great value owing 
to the varying degrees of spontaneous combustion possessed 
by the several grades of oil, which property should be care- 
fully considered. The third is the sulphuric acid test giving 
the true color value in determining the source of fatty oils. 

The free acid test is fourth and is one of the most important, 
as a very small proportion of free acid will attack the bearing 
metal, this action being especially severe on copper or brass. 
An oil containing a fraction of 1 per cent of free acid will 
dissolve sufficient brass within a few hours to take on a de- 
cidedly greenish tint. The fatty vegetable oils usually possess 
free acid, ranging from a fraction of 1 per cent to a consider- 
able proportion of their bulk, and as they become rancid the 
free acid increases. Properly refined mineral oils do not carry 
any free acids, nor do they develop any with age or exposure. 

The fifth test is for viscosity, or body. The old fashioned axle 
grease, thick as cold butter, was extremely high in viscosity, 
while the many modern trade-marked oils, which are invariably 
light mineral oils, recommended for general use on sewing ma- 
chines, oil-stones, etc., are almost as thin as water with a cor- 
respondingly low viscosity. The correct degree of viscosity de- 
pends upon the use for which the oil is intended. Heavy or fast 
running machinery requires a heavy, thick oil, whereas a delicate 
mechanism requires a thin, light oil. The sixth is the flash point 
test, which determines the effect of heat upon the oil. This in- 
cludes the determination of the dangerous spontaneous combus- 
tion, or flash point as well as the unpleasant vaporizing, or 
smoking point. The temperature at which an oil will flash is 
often used as an indication of its viscosity or body, it being 
much easier to make the flash test than to directly determine 
the viscosity. This is based upon the assumption that the more 
body an oil possesses, the higher the temperature required to 
give off inflammable gases. This test also has a direct bearing 
on the tendency of the oil to gum, as it is the oxidization of the 
oil which causes it to assume a gum-like consistency. Seventh 
is the evaporation test. No good lubricating oil should lose 
more than one-quarter or one-half of 1 per cent of its weight 
when subjected for several hours to a temperature of approxi- 
mately 212 deg. Fahrenheit. A good cylinder oil subjected for 
several days to a constant temperature of 350 deg. Fahrenheit, 
should not lose over 5 per cent in weight. 

An eighth test is sometimes made with acetic acid to ascertain 
the temperature at which an oil will lose its clearness and be- 
come muddy or turbid. While this is not of vital importance it 
is of interest when choosing the better of two nearly equal oils, 
as a clear oil is more desirable than a muddy one. The essential 
requirements of a successful lubricant will be determined by the 
first seven tests. 


FEED WATER HEATER USED ON GEARED 
LOCOMOTIVES 


BY HAROLD S. JOHNSON 


The accompanying engravings show a type of front end feed- 
water heater used on the Shay geared locomotives of the Tamal- 
pais and Muir Woods Railway in California. There are five 
locomotives fitted with this type of heater and it has been in use 
on this road for over ten years, with satisfactory results. 

The heater consists of a cast iron header H which rests on 
legs directly over the exhaust nozzle E. The header is divided 
into two compartments; the lower compartment is tapped to ac- 
commodate 16—34 in. tubes and the upper compartment is 
tapped to accommodate 16—1% in. tubes. The 1% in. tubes 
have plugs welded in their upper ends, squared on top so that 
the tubes can be easily applied and removed by the aid of a 
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socket wrench. The ends of the 34 in. tubes are open and 
these tubes terminate several inches below the ends of the 11% 
in. tubes. 

After leaving the injector the water passes through 11% in. 
pipe .4 to the lower compartment of the header, thence up 
through the 34 in. tubes and down through the 174 in. tubes as 
indicated by the arrows, after which it passes out of the header 
and into the boiler through connection B. The hot gases passing 
up through the stack heat the water circulating through the 
heater. [n a recent test on a locomotive pushing one light car 


Arrangement of Feed Water Heater Used on a Shay Geared 
Locomotive 


up a 7 per cent grade it was found that the average temperature 
of the feed water, after leaving the injector and before passing 
into the heater, was 184 deg. In circulating through the heater 
the temperature was maintained at 204 deg. making a rise in 
temperature of the feedwater of 20 deg. With a load consisting 
of three of the light cars in use on the Tamalpais road the feed- 
water temperature after leaving the heater was maintained at a 
temperature of 230 deg., making a rise in temperature of 46 deg. 

The locomotives equipped with this heater use a good quality 
of water and no trouble is ever experienced with scale. The 
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Details of the Feed Water Heater 


only trouble ever caused by these heaters is the tendency oí the 
water to eat away the bottoms of the tubes, but this can largely 
be done away with by the use of a better quality of tube. Com- 
mon black pipe is used in the heaters at present. The life of a 
set of tubes is from four to five years, with one or two re- 
threadings of the ends on account of the action of the water. 
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CONSIDERATIONS AFFECTING THE TYPE 
OF CENTER SILLS IN STEEL PASSEN- 
GER EQUIPMENT 


BY L. K. SILLCOX 
Assistant Mechanical! Engineer, Canadian Northern, Toronto, Ont. 


The writer recently had occasion to discuss the question 
as to whether built-up fishbelly or rolled steel center sills 
are preferable for use in conjunction with a stecl side con- 
struction. Apart from any personal opinion, it is believed 
that consideration should first be given to the matter of 
weight per lineal foot of car body, assuming, of course, an 
ample factor of safety in the structure to meet operating 
conditions as encountered in general. 

In determining on the design of a steel car, there should 
hrst of all be taken into account past practice in wooden car 
construction. The wooden car which is being discarded today 
is the result of many years’ refinement in design and possesses 
many requirements which it would be advisable, if possible, 
to duplicate in steel construction. One of the reasons for 
the remarkable performance of the wooden car in resisting 
all but destructive impact forces, is its flexibility. No metal 
underframe of any type can ever give satisfaction unless there 
is a proper regard for flexibility in the design; if this is not 
present there is nothing that will absorb impact shocks and 
disseminate buffing strains. It is also unreasonable to expect 
to obtain a maximum factor of safety in the car itself or 
even obtain a reasonable service from couplers and draft at- 
tachments, unless a high capacity draft gear is provided. It 
is required in the designing of postal cars that 400,000 Ib. be 
assumed as the shock necessary to be absorbed. The United 
States Railway Mail Service department acted conservatively 
in deciding upon this figure, since it has been found in several 
tests that shocks may be as high as 600.000 Ib. or more. 

The center sills in a car are in compression when perform- 
ing their most difficult function. The strength of any con- 
struction in compression depends on the uniformity of the 
material, the arrangement of the section, the unit cross sec- 
tional area, and the length between supports. The center sills 
form a beam supported at two points, and having overhanging 
ends and have to be arranged to resist buckling or crushing due 
to the load of 400,000 Ib. already mentioned. In a steel beam or 
column designed to absorb this impact force, considering 28,000 
lb. per sq. in. to be the elastic limit of the steel, the minimum 
area required would be 400,000 — 28.000 = 14.28 sq. in. 

The height from the track to the center of the coupler is 
determined by law and the customary height of the floor 
above the coupler is regulated by the required height of 
platform buffers. In general, this is 16 in. above the center 
of the coupler. In wooden car construction the center sills 
are shallow and the coupler is supported below them. Loads 
upon the underframe brought about by buffing tend to bend 
down the ends of the car. due to the fact that it is impos- 
sible to provide camber at the center of steel center sills 
without allowing it to take a natural slope to the extreme 
tnd of the center sill structure; that is, practice has proved 
the impracticability of trying to mechanically secure the camber 
in the sills, so as to have the portion from the bolsters to the 
end of the car come parallel with the rail. 

The ideal underframe should have all members join each 
other in the same plane. so as to prevent buckling due to 
eccentric loading; each member should also be designed to 
Periorm its individual functions, passing the stresses from 
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one member to the other. The central portion of any under- 
frame is exposed to receive initial impacts on account of the 
prevailing design of convex end, which is necessary in order 
that equipment may properly clear on curves when coupled 
in trains. This portion should therefore be made strong 
enough to take the greatest buffing shock assumed to be en- 
countered in service. As has already been shown, the under- 
frame receives the force of end collision as a column load 
on its longitudinal members, while the end frame receives 
it as a transverse load on its exposed members. Under these 
circumstances it is obviously impracticable to make the end 
frame equally strong with the underframe; furthermore, it is 
evident that provision ought to be made to protect the end 
frame from destructive forces. A strong side construction is 
admittedly a valuable asset in providing additional end frame 
protection. In designing an end frame it has been the writer's 
practice to assume it to be a beam supported at its upper 
and lower ends and loaded at a point 18 in. above the car 
floor line. as it is generally considered that in case of two 
cars tending to telescope the point of maximum shock is 
never above this point. Connections are provided between 
the end frame and the remainder of the car frame of sufh- 
cient value to develop the full transverse strength of the 
end frame; the vertical members of the latter are connected 
by horizontal members so that in case the end frame is 
loaded to destruction the connections are sufficient to sepa- 
rate all the longitudinal members of the car frame and when 
they yield all parts will be forced toward the center at the 
end of the car, thus affording a maximum of resistance to any 
telescoping action between adjoining cars in a train. 

There are some rather important functions which the un- 
derframe is called upon to perform. Not only must it sustain 
the weight of the superstructure and load (this embodies only 
that portion from a point about 12 in. inside the bolster, to 
the end. for shallow sills), but it must withstand impact, 
oscillating and pulling strains without distortion, Were it 
not for these conditions the underframe might be considered 
as a steel span resting upon the center plates. The design 
must also be reasonable with respect to material forming the 
frame, without excess weight, in addition to being strong 
enough to resist compressive strains of large magnitude. 

A careful analysis of the prevalent systems of passenger 
car underframe design will be found of material help in de- 
ciding the best construction for any given case, Generally 
speaking, there are four theories of design now in practice 
and in order to properly present the subject, there are shown 
five designs for cars actually in service covering these four 
classes, and one additional showing the present practice on 
the road with which the writer is connected. The four types 
of design are: 


1. Underframe designed to carry the whole weight on the 
center sills only. 

2. Underframe designed to carry the whole weight on the 
center sills with a sustaining side girder. 

3. Underframe designed to carry the load equally dis- 
tributed on side and center sills. 

4. Underframe designed to carry pulling and bufting loads 
only. 


The first type has reference to a construction where deep 
center sills are used in conjunction with a light side girder, 
as shown in Fig. 1. Most underframes of this type now in 
service are built with cast steel end portions which include 
in one casting the body bolster, platform, side and center 
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sills extending as far back as the bolster. This design of 
framing requires very deep sills, which represent additional 
weight over that necessary for any other type. Unquestion- 
ably the lightest car designed to uniform specifications as 
to strength would not be found among this first class. This 
additional weight does not mean an extraordinary increase, 
as from direct comparison it would appear not to exceed 
4,000 lb. per car under usual circumstances, but on account 
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Fig. 1—Underframe with Deep Center Sills and Light Side Girders 


of the necessity of the center framing having to sustain its 
own weight and that of the entire superstructure without 
deflection on a long span, it is necessary to use too much 
metal to be economical. With this style of framing, it is pos- 
sible to secure a center line of draft coinciding with the 
neutral axis of the center sill at the center of the car. The 
stress per square inch on the center sills, due to any assumed 
maximum force of impact, would be equal to this force 
divided by the area of the section to be analyzed. Where 
such deep sills are used, it sometimes happens that the neutral 
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Fig. 2—Underframe Designed to Carry the Weight cn the Center 
Silis, with a Sustaining Side Girder 


axis of the section will come above the center line of the 
coupler, which adds to the total combined compression, This 
fact has helped to discourage the use of a framing like this. 

In dealing with the second type, it can be stated that its 
greatest value appeared to be established during the period 
of the composite car; in fact, it is widely used at the present 
time for such construction. By referring to Fig. 2 it can be 
rcadily seen how the members naturally adapt themselves to 
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the application of wooden side framing. Many of the fea- 
tures common to the wooden underframe are discernible. 
This style of framing is somewhat lighter than that just con- 
sidered. It served its purpose fairly well and did not affect 
the old style wooden side framing to any great extent, except 
in the replacing of the usual diagonal bracing by side blo:k- 
ing with straight planking. 

In considering the third class, where it is assumed that 
the side and center sills sustained an equal share of the total 
vertical loading due to weight of construction and equipment 
appliances, the construction shown in Fig. 3, which is em- 
ployed by one of the large car builders, has been selected. 
As an elementary consideration, an evenly distributed load 
is assumed over the entire length of the sills, and in the cal- 
culations only that portion of the load which comes between 
the truck centers is considered. The effect of the overhang 
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Fig. 3—Underframe Designed to Carry the Load Equally 
Distributed on Side and Center Silis 


is neglected, which, if taken into account, would reduce some- 
what the fiber stresses obtained at the center of the car. The 
section moduli of both side and center sills are generally 
combined to àrrive at the maximum stresses produced by the 
loading. This is based on the assumption that there is no 
connection between the center sills and the side girder, but 
it would not seem unreasonable to assume that the crossties. 
holsters and end sills tie these members together in such 
a way that we obtain far more strength from them together 
than we apparently obtain by adding the strength of the two 
members; that is. if we consider the steel in the side girder 
and center sills as one member and take the center of gravity 
of the entire structure, a much higher section modulus would 
be obtained than under the system named above, resulting in 
a considerably lower fiber stress. For a construction such 
as that under consideration, assuming truck centers 56 ft. 6 in. 
apart, it is reasonable to suppose that if the girder is designed 
to take care of the load for this distance, there ought to be 
no question of having a large margin of safety for any buffing 
stresses that might develop. 

A rather large proportion of the all-steel cars built recently 
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are fitted with deep center sills. There is probably some 
cosd reason for this, but it is the writers object to show 
some good reasons for the use of a shallow center sill. Un- 
doubtedly, the point of chief interest centers around the ques- 
tion of weight. The writer has not been able to find a single 
case where any decrease in weight was obtained from a car 
having a steel side construction in conjunction with a fish- 
belly underframe, as compared with the same class of car 
with channel center sills. The following table is based on 
actual weights covering several styles of recent construction: 


Design of Light weight Light weight 
Class of car underframe of body, lb. per lineal ft., lb. 
Bag gate pins Gots Fishbelly 76,160 1,268 
Paggage.......... Fishbelly 94,160 1,298 
Baggage and Postal Fishhelly 103,500 1,478 
Baggage.......... Fishbelly 90.580 1,298 
Baggage and Postal Fishbelly 79,800 1,330 
Beggage and Postal Fishbelly 82,640 1,377 
Paggage.......... Fishbelly 83,400 1,264 
Daggage........- Channel 91,360 1,260 


It is not to be denied that there are advantages to be 
derived from the use of fishbelly underframes, but for a car 
having steel side construction it is not believed by the writer 
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to be best. The foregoing table deals only with blind end 
equipment: Fig. 4, however, illustrates the present practice 
for ccaches of one of the large roads and this car is also re- 
ferred to in the last line of the following table: 


] Design of Light weight Weight per 

Class of car underframe of body, Ib. lineal ft., lb. 
Creches een eee 2 Fishbelly 103,040 1,467 
Ld C sus ware ak Fishbelly 101,920 1,456 
(Oat We unns Fishbelly 97.000 1,338 
Coacleo saute md Fishbelly 103,000 1,411 n 
Coe heeii cutee saw Channel 97,000 1,329 


Tre cars referred to in this table are all in operation and 
an analysis of the sections considered shows that no matter 
what view the designer has taken of the subject, practically 
the same total number of square inches of material is provided 
in each case, with a slight showing in favor of the channel 
"rnderirame type. We must, therefore, conclude that any 
advantage which one design is believed to have over another 
is the result of practical reasoning. 

The operating man appreciates a construction where ease 
of m.pection. is possible, which certainly is not true of the 
fishbelly underframe; neither does this type lend itself easily 
to the application of electric lighting apparatus on account 
of the absence of sufficient clearance at the truck end sill. 
The structure is more or less weakened by having to be cut 
ior the necessarily large number of pipes, conduits and levers 
unless additional metal is provided around the openings for 
reinforcement. It is very difficult to apply steam heat drips 
‘tthe crossover and to apply rods and piping in the center 
(tbe car. The sills have to be spread at least 18 in. apart 
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if top inside flange angles are used, to enable the structure to 
be riveted up, as the rivet bucker cannot be accommodated 
in less space than this. 

Great care is necessary to secure the proper camber for 
fishbelly underframes. For instance, the design in Fig. 2 
has the camber provided for differently from that in Fig. 3. 
In Fig. 2 there is 34 in. camber in the top angle only of the 
center sill; the plate runs straight with the top and bottom 
edges parallel to the rail. The rivet gage in the top angle 
is 244 in. for the entire length, starting 2% in. down on the web 
plate at each end and rising to 13%% in. at the center of the car. 
In Fig. 3 there is a 34 in. camber in the top angle only; the 
plate runs straight with the top and bottom edges parallel to the 
rail. The rivet gage in the top angle is 2 in. for the entire length. 
starting 174 in. down on the web plate at each end and rising to 
1% in. at the center of the car. In both cases, 1'4 in. camber 
is provided in the side girder. 

To secure a permanent camber in cars having shallow cen- 
ter sills is simply a matter of providing good workmanship 
and having the rivet holes true to gage and the rivets well 
driven. This is one of the secrets of this type of frame where 
top and bottom cover plates are used and it accounts for fully 
half the deflection occurring when a car 1s in the course ot 
construction. It is usual to provide about 1v; in. camber at 
the center of the side írame and center sills in this type of 
construction, which results in a minimum 34 in. finish camber 
when the car is complete. 

Again referring to the wooden car, the last design built for 
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Fig. 5—Underframe Used on the Canadian Northern 


the company with which the writer is connected was fitted. with 
four 5 in. by 9 in. wooden sills, so located as to be nearly uni- 
formly affected by end strains. There was a total cross sectional 
area of 180 sq. in. in this section with a section modulus of 270, 
the center of the draft gear being 11.5 in. below the neutral 
axis of the section. Based on a 400,000 lb. buffing shock 
with 150,000 lb. absorbed in the draft gear we have 
250,000 x 11.5 2.87 5,000 250.000 
— = = 10,649; ———— = 1388. 
270 270 180 
Adding, this gives 12,037 lb. per sq. in. fiber stress. Consider- 
ing the design shown in Figs. 5 and 6, which is a steel con- 
struction having 38.49 sq. in. area with a section modulus of 
103.13, there being a drop of &5 in. between the draft pear 
2,125,000 250,000 
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103.13 38.49 


center line and the neutral axis, we have 


— 27,300 lb. fiber stress. 


It is now the usual practice to use elastic limit as a basis 
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in comparing the relative value of steel and wood in car con- 
struction. The elastic limit of open hearth steel ranges close 
to 28,000 ib. and that of B. C. fir, such as is used for sills, 
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Bending moment at center of car, neglecting overhang which would re- 
duce F. S. (Assume all load carried by side framing): 


Estimated light weigut of car body 72 ft. 6 in. long....... = 103,000 lb. 
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Fig. 6—Stress Diagram for Steel Car of the Type Shown in Fig. 5 
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averages 6,400 lb.; we then obtain a ratio of 28.000 — 6,400 
= 4.4, This is pointed out to sustain the contention that the 
stress shown for steel center sills is safe. The method of 
calculation does not take into account anything but absolutely 
maximum conditions. If the whole buffing shock were taken 
on the buffers we should have 400,000 — 38.48 = 10,400 lb. 
per sq. in. at the center and 400,000 — 25.55 = 15,700 Ib. at 
the ends of the car, which gives a ratio of 15,700 — 400,000 
= 0.039. 

It is believed that in main line passenger car construction, 
where sills less than 12 in. deep at the center are provided, 
the deflection is such as to require support from the side 
girders. This is actually the case with many designs of fram- 
ing and has never resulted in any ill effects on account of the 
potential value of the side girder, which has a large reserve, 
as shown in Fig. 6. This diagram has reference ‘to a car 
weighing, complete, 150,000 lb. the weight of the trucks being 
38,000 lb., the lading 9,000 lb. and the body 103,000 1b., and 
even with such an extremely heavy car the stress is less than 
8,000 Ib. in the side girder. To assist in this, it is possible 
to employ wide, continuous cover plates top and bottom of 
crossbearers, and lateral cantilevers connecting the side 
girders in a single length. 

A casual study of the prevailing methods of design of 
steel framing for freight equipment shows that deep center 
sills are not countenanced except where conditions demand. 
The deep center sill is all very well for a flat car having no 
side support. Probably the most annoying car in the past 
has been the wooden flat car, which, when heavily loaded at 
the center, will rise at the ends, or when subjected to a severe 
shock will rise in the center. No designer would think of 
providing deep center sills for a hopper car with high sides: 
it would be a waste of metal and a useless expense. 


It is the function of the center sills, with the draft gear 
and the buffers, to dissipate the greater portion of impact 
shocks, leaving under the most difficult circumstances only a 
small proportion to be withstood by the car body proper. 
Pulling strains are transferred to the side framing on most 
cars through the use of diagonal bracing and also by substan-- 
tial cover plates over bolsters and crossbearers. Great care 
should be exercised to see that the underframe is designed to 
resist weaving and diagonal strains, which have a tendency 
to throw the frame out of square. l 


It has been recognized for many years that camber is a 
positive necessity in the formation of any design of girder 
having a considerable span. This is based on the principle 
that the compression members, which are normally the upper 
ones, shall not become tension members, as a reversal of 
the camber brought about by severe loading would cause 
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Steel Framing for a Car Which Has Wooden Sheathing 


May, 1915 


this condition and the consequent failure of the structure. 


Extremes of design have not been discussed, as it was 


only the writer's aim to show the most suitable design of 
frame where steel is to be used. It is believed that the data 
sheet, Fig. 6, covers a design which is pre-eminently safe, 
even considering as it does the application of two supply 
boxes, two sets of batteries weighing one and one-half tons, 
a complete gas equipment and water raising system in con- 
junction with a large tank under the car and overhead storage 
tanks inside; also a superimposed load of 9,000 Ib. all with 
an extreme hber stress less than 8,000 ib. per sq. in. The 
frame is light, the total cross section of sides and center sills 
amounting to 77.23 sq. in. Reference may possibly be made 
to Fig. 2, which has an area of 70.97 sq. in., but when a car 
with a steel outside is considered the writer believes that 
advantage should be taken of the side plate and letterboard 
construction as a compression member; otherwise this means 
just so much dead weight. | 

If a 4 in. by 4 in. by 3$ in. side plate angle, a 2 in. by 3$ in. 
bar, a 13 in. by 3/16 in. letterboard plate and a 2 in. by 3$ in. 
bottom stiffener were added to this design, it would increase 
the total cross sectional area by 13.60 sq. in., making a total 
of 84.57 sq. in., or result in an increase of 914 per cent, as 
compared with the design in Fig. 6. 


EIGHT-WHEEL CABOOSE WITH STEEL 
UNDERFRAME 


BY E. F. GIVIN 


The Pittsburg, Shawmut & Northern has adopted the eight- 
wheel type caboose as standard to meet the regulations promul- 
gated by the state of New York in 1913 and eight cabooses 
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been in service considerably over a year and have given excel- 
lent service in heavy trains hauled by four locomotives over 
grades of from 1 to 3 per cent. The cost of repairs during that 
time has been very small. 

The car is 25 ft. long over the body end sills and 30 ft. long 
over the platform end sills. The width over the side sills 1s 9 
ft., and at the eaves is 9 ft. 34 in., while the inside length is 24 
ft. 6y$ in., and the width 8 ft. 6 in. When fully equipped and 
ready for service the weight is 36,000 lb. The floor plan was 
worked out so that cupboards and toilets did not interfere with 
the window arrangement and the uniform bracing of the body. 
The length of the car is only one foot greater than that required 
by the state law, but sleeping accommodations are provided for 
seven men, five in the body of the car and two in the cupola. 
The size of the cupola is based on the length of a berth 6 ft. 
2 in. long and the seats were so designed that the seat and back 
cushions on one side could be utilized for a mattress in con- 
nection with a berth board which is kept in one of the closets 
when not in use. The five berths in the body have lockers under 
them which provide room for tools and supplies and such bed 
clothing as the crew wishes to carry. Special attention was 
given to the comfort of the trainmen, owing to their having to 
occupy the cars for sleeping purposes at outlying points. 

The center sills are 15 in.-33 1b. channels placed 127$ in. back 
to back with a 1934 in. by 4 in. top cover plate extending be- 
tween the body end sills. The center sills are in three sections, 
the main or center section extending to a point 201% in. from 
the center of the body bolster. The end sections are spliced to 
the center section by two L4 in. by 21 in. plates and secured in 
place by twenty-two 7$ in. rivets through the web and eight 7$ 
in. rivets through the top and bottom flanges, cover plates and 
outside splice plates. The end sections of the center sills are 
cut to accommodate the body and platform end sills. Top cover 
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Steel Underframe Caboose in Service on the Pittsburg, Shawmut & Northern; the Springs Used Are Double Elliptic instead of the 
Helical Springs Shown 


were built by the Russell Car & Snow Plow Company, Ridgway, 
Pa. in December of that year, from designs prepared by the 
mechanical department of the railroad. These cars have now 


plates are used on the end section and extend from the plat- 
form end sill to the inner edge of the body end sill. The center 
sills are tied together at the bottom by three 3$ in. by 12 in. 
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plates equally spaced between the body bolsters. The end sec- inward. Riveted to the outside of the side sill is a 4 in. by 4 in. 
tions are connected at the bottom by a % in. by 6 in. plate with by 3$ in. angle forming a bracket to support a 4 in. by 10 in. 
the ends turned up over the flanges of the sill and fastened by yellow pine side sill which mortises into the body end sill of the 
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Body Framing of the Pittsburg, Shawmut & Northern Caboose 


four 34 in. bolts with nuts and cotters. There is also a 4 in. wooden frame. The end sills are of 5/16 in. plate with 3 in. by 
by 1 in. carrying strap turned up over the flanges of the center 3 in. by 14 in. angles riveted to both top and bottom on the out- 
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Arrangement of the Underframe Members 


sills, the outside bolts passing through the flanges of the center side of the plate. There is a crosstie at the center of the car 

sills. made of !4 in. plate with 3 in. by 3 in. by 3$ in. top and bottom 
There are two side sills consisting of 8 in., 11.25 lb. channels angles on both sides. SEP 

extending between the body end sills with the flanges turned The body bolsters are built up of two ł% in. plates placed 


EN 


May, 191: 


vertically and extending between the side and the center sills 
with 3 in. by 3 in. by 34 in. angles, both top and bottom on the out- 
side. They are connected to the center and side sills by 3 in. by 3 in. 
by 3g in. angles on the outside of the plate and have a 4 in. 
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low pine, tongued and grooved, running lengthwise of the car 
and covered with canvas roofing. 
cludes Buffalo Brake Beam Company's M. C. B. No. 2 brake 
beams, Simplex truck bolsters, New York air brake equipment, 


The special equipment in- 
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Cross Sections and End Elevation of the Shawmut Caboose 


by 12 in. top cover plate, passing through the center sills and 
connected to the top flange of the side sill channels. There is 
also a 34 in. by 12 in. bottom cover plate passing under the 
center sills and connected to the center sills and the side sills. 

The trucks are of the arch bar type spaced at 15 ft. 734 in. cen- 
ters and having a wheel base of 5 ft. 2 in. They are equipped with 
double full elliptic springs and not helical springs as shown in the 
photograph. The cupola is placed on the center line of the car, 
with the cupola corner posts in one piece from side sills to cupola 
side plates. In the body framing the posts and braces are of 
yellow pine, the corner and the cupola posts being 4 in. by 5 in., 


ee, 


Gould couplers, Acme uncoupling device and Farlow draft 


rigging. 
IMPROPER LOADING OF BOX CARS* 


BY W. H. SITTERLY 
General Car Inspector, Pennsylvania Railroad, Buffalo, N. Y. 


Several branches of the railroad service are directly interested 
in the matter of improperly loaded box cars; first, the agent of 
the railroad, who can assist if he will endeavor to have loaded 
at his warehouse and teaming tracks only such cars as are fit for 
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while the end and door posts are 2% in. by 4 in. The belt rail is 2 
in. by 4 in. yellow pine and the body end plates are 27% in. by 1214 
in. oak. The body side plates are 2% in. by 4 in. yellow pine, 
while the carlines are of oak, 134 in. by 274 in., cut to a radius of 
16 ft. on the upper edge. The roof is 13/16 in. by 3% in. yel- 


loading. A strict observance of the inspector's shop marks on 
the car by his subordinates will be the means of the defective 


*From a paper presented before the Car Foremen’s Association of Chi. 
cago and re-read before the Niagara Frontier Car Men's Association, Buf- 
falo, N. Y., January 20, 1915. 
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car moving to the shop repair track instead of receiving a load 
and then moving to the shop for repairs betore it is placed in a 
train, thereby reducing the revenue that the company should re- 
ceive for transporting the commodity to its destination. Proper 
stowing of some commodities in the car by the agent’s forces will 
prevent their coming tn contact with the doors en route. 

l believe that every car man can recite cases where cars have 
been loaded at the freight station and teaming siding to be de- 
livered to a connecting line, the line making the switching move- 
ment receiving but $3 for such movement and paying to the re- 
ceiving line trom $4 to $20 for a transfer or readjustment of the 
lading. Instead ot the line which made the switching movement 
receiving a profit from each haul, it was assessed a large amount 
of money above the switching charge. This also applies to a 
load where the destination is on the line where the car was 
loaded. Instead of being placed in the first train and moving to 
destination, it makes a shop track movement; a large amount of 
money is spent on it due to defects, reducing the amount of net 
revenue. 

There is another feature to be taken into consideration be- 
sides the money lost in the immediate case, ana that is a dis- 
satished shipper. He expects the commodity to reach his cus- 
tomer on a certain date and it does not, for the reason that the 
car makes a shop track movement with the load and is delayed 
in transit from 24 to 48 hours, and in some instances longer. 
This is particularly bad in a competitive district. 

I have found in a great many instances where I have investi- 
gated cases of delays and claims for damage that cars bearing in- 
spectors shop marks have been moved from the distributing 
point to the loading point and loaded. At the time of collecting 
the cars for distribution, some time of course was saved in not 
switching out the defective car. One department saved some 
time, but did the railroad in the end save or lose money? The 
answer is clear. 

A group of thirty photographs taken in one of the large yards 
recently shows the condition of the lading in closed cars. They 
give a very good idea of the poor loading and the absence of 
doorway protection. In every instance, the initial road or the 
road loading the car was at fault in not seeing that the load was 
properly placed in the car and if necessary doorway protection 
added. The initial road was not assessed with the cost of re- 
arrangement and the application of doorway protection, but the 
second or third road handling the commodity had the revenue re- 
duced very materially. 

A number of cases of bad loads originate at stations where 
there is no inspector located and the agent passes judgment on 
the load. Not being thoroughly conversant with the rules he has 
insisted on the misapplication of the rules, where if he had taken 
the matter up with his superior officer and requested the services 
of a car inspector or other representative thoroughly conversant 
with the rules, the load would have been properly loaded, the 
shipper satisfied and the load would reach its destination much 
sooner, passing hy a repair yard instead of into it for adjust- 
ment or possibly transfer. 

It is the duty of every railroad to educate the shippers located 
on its lines in the proper method of loading material, both in 
open and closed cars. This can be done very easily by furnish- 
ing the industrial plants with a copy of the Master Car Builders’ 
loading rules and delegating a representative of the railroad 
who is thoroughly familiar with them to instruct the shipper. 
I have had considerable experience along this line and while I 
have met with some objections from shippers, the majority have 
shown a willingness to co-operate with the railroad company 
in the proper loading and securing of their commodity so as to 
insure its reaching its destination safely and without delay. Co- 
operation of the railroads along these lines at large terminals is 
absolutely necessary and what are the demands of one railroad 
as to loading, if in strict accordance with the Master Car Build- 
ers’ loading rules, should be the demands of each railroad in that 
district. In this manner, improper loading will be reduced to a 
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minimum. It is, however, absolutely necessary that the rep- 
resentative who is delegated to impart the information to the ship- 
per be thoroughly conversant with the loading rules, as I have 
found in some cases that inspectors or other railroad representa- 
tives have insisted on the shipper using a certain rule which did 
not apply to the particular load. 

In a large district, it is surprising the number of foreign cars 
that are held in the shop and transportation yards awaiting dis- 
position from the owner on account of their physical condition. 
l can safely say without fear of contradiction that a large per- 
centage of these cars started away from the loading point carry- 
ing a load and it was necessary to shop the cars and transfer all 
or part of the lading in order to make repairs. In some cases 
the car never reached the destination intended with the load, the 
load going forward in another car. 

During the past year I have had occasion to watch the physical 
condition of the box car, which I must say is deplorable. Box 
or house cars are placed on the shop tracks, and sheathing and 
siding renewed over posts and braces which are split and in a 
great many instances posts are decayed at the base or ends. The 
car receives a load, bulges at the sides and ends, and claims fre- 
quently result from loss or damage. l reter particularly to the 
time of the year when the demand is great for box cars for mov- 
ing grain out of lake ports. 

At one of the large terminals I made a check for a few days 
and the accompanying table shows cars shopped on account of 
apparently improper loading, causing bulged doors, shifted loads. 
etc. Instead of showing the names of the roads, I have used a 
numeral to represent them. 


Avg. Avg. Avg. 
Cost, cost, cost, Avg. No. 
Total Per — material material material cars days 
Total days diem and Total and and labor ¢ delay 
Road cars delay expense labor cost labor per day day. per car 
1... 13 36 $10.15 $18.02 $28.17 $1.39 $2.17 0.4 3 
2... 296 395 106.05 296.18 402.23 1.00 1.35 10.0 1.3 
335 39 45 15.75 34.68 50.43 .89 1.30 1.0 1.2 
4... 67 110 38.50 44.12 82.62 .66 I. 2:2 2 
5... 104 205 61.95 211.54 273.49 2.03 2.63 3.5 2 
6.. 11 42 11.90 18.12 30.02 1.65 2.59 as 4 
ia 10 8 2.80 4.14 6.94 41 70 3 1 
8.. 20 24 6.65 13.68 20.33 .68 1.01 6 1.1 
9... 18 18 4.20 18.06 22.26 1.00 1.23 6 1 
10... 4 4 1.40 3.42 4.82 .85 1.20 «i 1 
Total. 582 885 $259.35 $661.96 $921.31 $1.14 $1.62 19 1.6 


When working under an agreement, as in the Niagara district, 
the delivering line passes a car on in order to expedite the 
movement of freight, which to my mind is not expediting it 
because it does not make any difference whether a car of this 
kind lies two days in “A” road’s yard for transfer or adjustment, 
or whether it lies in "D" road's yard for two days. 

It has been found that at points where a car inspector is not 
located, loads are often unevenly distributed in cars through the 
ignorance of the loader and also due to the agent not under- 
standing the absolute necessity for a proper distribution of the 
lading, and a number of derailments have resulted from this 
cause. 

A large number of railroads are placing in service new 80,000 
and 100,000 lb. capacity box cars and frequently the first load 
they receive is fertilizer, hides, oil and tar in barrels, destroving 
the car for the loading of high class commodities. Many car de- 
partment men have undoubtedly seen this class of car loaded in 
this way, and adjacent to the car an old empty 60,000 Ib. ca- 
pacity car perfectly ft for the load of hides. 


Raitiess Tram Cars.—.\iter being in use for only a few 
weeks, the system of railless cars, which was started in Shanghai 
by the Shanghai Tramway Company, has, it is announced, had 
to be suspended for the time being. The only road traversed 
by the vehicles was the Fekien road, and when everything was 
promising well it was found that the road foundations were in 
such a weak condition as to be unable to stand the weight of 
the cars. The only way for the service to be retarded is for the 
road to be concreted.—The Engineer. 


TESTS OF EXHAUST VENTILATORS 


Conducted to Determine Operative Efficiency; 
Comparison Between Laboratory and Service Tests 


BY GEORGE 
Consulting Mechanical 


During the past winter an investigation was conducted to 
determine the operative efhciency of the Standard exhaust 
ventilators used on the passenger equipment cars of the New 
York Central. Prior to this the only data available as to their 
operation was that obtained in laboratory experiments con- 
ducted by the makers, the Standard Heat & Ventilation Com- 
pany of New York, to determine the ratio existing between 
the velocity of the wind blowing over the ventilator and the 
volume of air that would be exhausted by the action of the 
ventilator. This data will be referred to later. 

The Standard exhaust ventilator is pressed from sheet steel 
and its general outside appearance is that of a quadrilateral 
pyramid with one side removed. Its base, which is open, is 
bolted to a side opening in the deck of the car. Its bottom 
is the side removed and the shape is such that when air is 
moving past it, either parallel to the center line of the car or 
at an angle thereto, an induced current is produced, flowing 
out at the open side. As this opening communicates directly 
with the interior of the car, through the base, this induced cur- 
rent is supplied by the air within the car and the exhaustion 
of this air follows, coupled with the ventilation of the car 
itself, 

The purposes of the investigation were to ascertain the 
quantity of air removed from the car per hour, under the 
ordinary conditions of service; the rate of the exhaust removal 
of air at various speeds, so as to obtain the percentage of 
eftciency as compared with the results of laboratory investiga- 
tion, which latter may be regarded as the theoretical or highest 
efhciency ; the effect of wind direction; the effect of the loca- 
ton of the ventilator on the car, or the car in the train; the 
movement of the air currents within the car; the variation in 
harometric pressure within and without the car, and the amount 
of air delivered at the breathing zone. 

The car selected for the purpose was a standard steel passen- 
ger coach of the New York Central lines. It was 69 ft. 4 in. 
long inside and had a seating capacity for 84 passengers and a 
cubic content of about 5.160 cu. ft. The car was fitted with 
twenty Standard exhaust ventilators, ten on each side, alternat- 
ing with plain perforated metal deck opening screens of which 
there were eleven on each side. Both deck and exhaust open- 
ings could be closed by a Cheeny deck sash. The deck open- 
ings measured 2814 in. by &34 in. The exhaust openings were 
trapezoidal in form and had a free opening of 5415 sq. in., or 
378 sq. ft. which was reduced hy the dial of the anemometer 
placed in front of them to .359 sq. ft. No screen or netting 
Was used with them. 


INSTRUMENTS 


For the purposes of the investigation the car was equipped 
with a vane anemometer, registering to 100,000 ft. of air flow. 
Placed in front of each of four of the exhaust openings on 
each side. There was one at each end exhaust. with the other 
two spaced equally between, which made one for each third 
ventilator, 

A cup anemometer of the regulation government type, was 
Maced on the center of the roof of the car deck on the outside. 
lt was arranged to make and break an electrical circuit for 
tach one-tenth of a mile of the flow of the wind. This electri- 
cal circuit was arranged to operate a telegraph sounder by 
which a signal was given for each one-tenth of a mile of flow 
of air over the roof of the car. 
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L. FOWLER 
Engineer, New York 


A Boyer speed recorder was attached to one of the axles of 
the car, and the wire to the indicator was led up into the car. 
This made it possible to observe the spced at any instant and 
also retain a graphical record of the speed of the whole run. 

A wind vane of standard government dimensions was placed 
on the center of the deck roof, in line with the cup anemometer, 
but at the other end of the car. The stem from this vane ex- 
tended down into the car and had attached to it a pointer ro- 
tating over a dial, thus indicating at all times the angle at 
which the wind was blowing against the car, as a resultant of 
its own normal motion and that of the car. 

A clock was arranged to make and break an electrical circuit 
at two-minute intervals. This was connected with a bell which 
sounded a signal for the taking of readings. 

The apparatus used for the determination of the variation is 
barometric pressure, inside and outside the car, consisted of 
a wooden box, measuring 7 in. by 7 in. by 8% in. In each of 
five of the six sides of this box, eight holes were bored. These 
were cach 5/16 in. in diameter and were widely scattered over 
the sides. In the sixth side a hole was bored large enough 
to admit the insertion of a rubber tube having a bore 3g in. in 
diameter. One end of the tube thus communicated freely with 
the interior of the box, while the other end was attached to 
one leg of a U-tube, which was half filled with colored water. 
The box was bolted to a board which replaced one of the deck 
opening screens. The small holes opened to the outside air 
and the rubber tube led down to the U-tube within the car, 
one leg of which was open to the air inside the car. It was 
thought that the air entering the box through the small holes, 
and under the influence of the pressure, would have its velocity 
greatly reduced by the relative sectional area of the box to that. 
of the holes; that it would be so essentially calm as to produce 
no effect either for exhaust or pressure at the end of the tube. 
and that the barometric pressure within would be that of the 
external air, uninfiuenced by the motion of the car. The areas 
were to each other as about 80 to 1, so that air entering the 
box at the highest recorded wind velocity, even though un- 
checked by passing through a rough hole 5/16 in. in diameter 
and 1 in. long would move through at a rate of less than one 
mile an hour. 


MOVEMENT 


The car, so equipped, was handled on regular passenger 
trains for one round trip between Albany and Buffalo; two 
round trips between Albany and Syracuse, and one round trip 
between Albany and Weehawken, a total distance of 1,466 miles. 
With one exception the trains were express. Between Albany 
and Buffalo six intermediate stops were made westbound, and 
sixteen eastbound. Between Albany and Syracuse there were 
fifteen westbound and twelve eastbound. Between Albany and 
Weehawken, there were thirty-four southbound and ten north- 
bound. 


OBSERVATIONS 


Readings at two-minute intervals were made of the speed 
of the train, the velocity of the wind relative to the car and 
the direction of the wind relative to the car. At fifteen-minute 
intervals readings were taken of the anemometers in the ex- 
haust openings, and at intervals between these readings ob- 
servations were made of the rate at which air moved through 
the exhaust openings. The readings for these observations 
were taken at 15 and 30 seconds intervals, the time and speed 
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of the train being also noted. From the time at which the 
observations were made it was possible, by means of the two- 
minute readings, to determine the velocity of the wind relative 
to the car. 


AMOUNT OF AIR REMOVED PER HOUR 


The amount of air removed from the car per hour was de- 
termined by the regular readings of the anemometers placed 
in the exhaust openings. The individual readings were widely 
scattered, but, when grouped and gathered under averages of 
speeds increasing by increments of five miles an hour, they were 
found to increase with the speed, and show, as would be ex- 
pected, that the amount of air removed varied with the speed. 
The amount of air removed from the car under observation, 
in the eight runs involved, averaged 296,669 cu. ft. for each of 
the eight ventilators to which anemometers were attached. If 
this total is divided by the number of hours that the car was 
under observation, which was 41, we have an average removal 
of 7,236 cu. ft. of air per ventilator per hour. This covers all 
speeds and conditions of operation from standing still to 76 
miles an hour. The average speed of all the trains between 
terminals was 35.7 miles per hour, elapsed time. 

The rate of the removal of the air through the exhaust ven- 
tilators was obtained by taking readings of an anemometer, 
placed at one of the openings of an exhaust ventilator, at such 
short intervals of time, and in connection with the actual speed 
of the train at the instant, that it was possible to determine the 
actual rate at which the air was removed at different speeds 
of train and wind. During the whole period of these investi- 
gations, there was little or no wind stirring. The result was 
that wind velocity relative to the car corresponded very closely 
to that of the car itself. 

The readings referred to were taken at intervals of 15 or 30 
seconds, and at speeds that ranged from zero to 75% miles 
an hour for the speed of the train, and from zero to 72 miles 
an hour for the speed of the wind relative to the car. There 
were 201 of these observations, and they have been grouped 
together in five-mile intervals of speed and plotted in the ac- 
companving diagram, under the average speeds. The anemome- 
ter readings, thus obtained, have been taken to indicate the 
rate of flow of air through the ventilator at the several ob- 
served speeds, and this has been considered to have been uni- 
form throughout the whole area of the exhaust opening. This 
is warranted by the results of laboratory investigations, in 
which it was found that, when the direction of the wind cur- 
rents was parallel or nearly parallel to the center line of the 
car, the rate of exhaust flow was uniform over the whole area 
of the ventilator opening. This diagram shows a general pro- 
gressive increase in ventilator capacity on a straight line up to 
60 miles an hour of train and wind speed. In this case, the 
train and wind speeds being so nearly the same, it is impossible 
to differentiate between them in the construction of the median 
line. 

For the purposes of comparison the diagram ot the ventila- 
tor capacities obtained in the laboratory is plotted with those 
obtained in service. In the case of the laboratory investigation 
the capacities given are those obtained with the air moving 
parallel to the center line of the car, and it is interesting to 
note that there was a steady increase of capacity directly as 
the speed up to 60 miles an hour, followed by an immediate 
falling off as that speed was exceeded. 

Owing to the absence of wind during the tests the direction 
of the resultant wind relative to the car indicated only a slight 
deflection. The average for all of the runs was but 9.35 deg., 
and it was near this point that the vane stcod for most of the 
time. For this reason it is fair to compare the ventilator 
capacities obtained in practice with those of the laboratory, as 
is done on the diagram. lí a comparison is made of the rela- 
tive capacity of the ventilator under the two conditions, it will 
Le found that up to a speed of 60 miles an hour the efficiency 
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in service was about 70.5 per cent of the theoretical capacity 
of the ventilator, as measured by the laboratory experiments. 

For the purpose of making a practical application. of these 
results, let us take the figures already set forth as an example 
of what was done on the eight runs under consideration. In 
these we have an average performance per ventilator of re- 
moving 7,236 cu. ft. of air, and that at an average speed of 
357 miles an hour, and under widely varying conditions from 
standing still to a speed of 76 miles an hour. According to the 
diagram each ventilator should remove about 6.700 cu. ft. of 
air per hour. The actual performances through a wide range 
of conditions check verv closely, therefore, with those obtained 
from a detailed study of an individual ventilator. As the line 
of the diagram is straight from 0 to 60 miles an hour, the 
capacity of the ventilator varies directly with the speed, an: 
may be obtained by multiplying the latter by 188. 

Again, if we take the average speed of the train during 
elapsed time from the start to the last reading of the anemome- 
ters, and credit each anemomcter for the removal of an amount 
of air corresponding to the elapsed time and the average specd 
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of the train in accordance with the diagrams presented, it will 
be found that, according to that diagram, each ventilator should 
have removed 282,797 cu. ft. of air. Comparing the two, we 
find the average actually removed was 4.9 per cent more than 
that calculated with the diagram as a base. Hence the diagram 
may be assumed to represent the conservative capacity of the 
ventilator, as this small percentage of variation ts weil within 
that allowable. 
EFFECT OF LOCATION 

During the course of the investigations the car was placed 
in different positions, from being next to the engine to the 
seventh in the train. It will be readily understood that the 
data available from so small a number of runs is too meagre 
to make definite conclusions possible; but what there is indi- 
cates that the location of the car in the train does have an 
effect on the operation of the exhaust ventilators. In order to 
determine this it was necessary to consider both the amount 
of air exhausted and the speed of the train. In this l have 
taken the total amount of air exhausted and prorated it among 
the eight ventilators that were titted with anemometers. This 
gives the average rate of operation for the car. 
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According to the diagram the amount of air exhausted varies 
directly with the speed, so that by dividing the average amount 
of air exhausted by the average speed of the train a quotient 
will be obtained that may be called the base unit of the opera- 
tion of one ventilator for the particular run under considera- 
tion. If we take the averages of all readings and plot them 
in accordance with the location of the car in the train we find 
that there is a slow falling away in total capacity as the car 
is moved back from the engine; until for the seventh car, it 1s 
alout 14 per cent less than for the first. 

The effect of ventilater location on the car is also noticeable. 
By taking the ventilators, fitted with anctiometers in pairs, as 
they were opposite each other, and averaging each pair for the 
several trips, it appears that, going back from the front, there 
is a steady fall in efficiency trom the first to the third, with 
a rise for the fourth. 

This indicates that the ventilators at the forward end of the 
car are most ethcicnt, and that there is a ialling off in efficiency 
at the middle of the car and a rise again towards the rear. 


MOVEMENT OF AIR CURRENTS WITHIN THE CAR 


Careful observations were made of the movement of the air 
currents within the car. This was done by means of smoke 
produced at the points at which it was desired to make ob- 
servations. The doors and windows of the car fitted closely 
in their frames. At the cracks of the doors there was never 
sulfcient air movement to operate an anemometer, though a 
coolness could always be detected. Also in the body of the 
car below the seven-foot line above the floor, no air currents 
of suthcient intensity to operate an anemometer could be de- 
tected at any time. The anemometer explorations were, there- 
fore. all made in the deck space. 

When the car was running at 60 miles an hour, an anemome- 
ter placed at the back end of the deck opening, which was 5 ft. 
6 in. from the end of the car, showed air velocities of from 
180 to 575 ft. per minute when the opening was at the front 
end. One-quarter of the way across the deck and opposite the 
opening they were still higher, and when the anemometer was 
placed close to the ceiling, they ran from 735 to 976 ft. per 
minute. Out at the middle of the deck, still close to the roof, 
they fell to from 250 to 440 ft. per minute. As the exhaust was 
approached on the opposite side of the car, three-quarters of 
the way across, the velocities increased again to from 600 to 
60 ft. per minute. Dropping down into the car they ranged 
irom 700 to 835 ft. per minute, even as low as the deck sill, but 
no movement of the anemometer could be obtained below the 
hne of the parcel rack. This will give an idea of the velocities 
at which the air entered the car. 

Studies of smoke movement showed that, when produced in 
the deck, it did not come down into the body of the car, but 
Swept along towards the nearest exhaust ventilator and was 
carried out. When produced below the line of the deck sill 
it was quickly dissipated, but slowly came down into the car 
and then took an upward movement towards the ventilators. 
When produced in the body of the car in the breathing zone, it 
started at once for the deck, was nearly dissipated when it 
reached the sash of the ventilators and was then carried out 
with great rapidity. 

On the run from Albany to Weehawken and return, ob- 
servations were made as to tunnel conditions and effect. It is 
the practice of the road to close all of the deck openings and, 
at times, all of the exhaust ventilators, when passing through 
tunnels, of which there are three of some length. These are 
known as the West Point, Haverstraw and Weehawken tun- 
nels. There is a fourth and shorter one at Rondout creek, but 
the locomotive is out of this before the rear of the train has 
entered. 

In the runs under consideration all deck openings and all 
of the exhaust ventilators to which anemometers were applied, 
Were left open. Immediately upon entering the tunnels. large 
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volumes of dense black smoke rolled in at the front deck open- 
ings. The smoke swept back along the roof of the deck and 
out at the exhausts. None of it came down into the body of 
the car and none of it was perceptible to the senses, even to 
those immediately beneath, when it was so dense overhead as _ 
to obscure the head lining. This was true not only of the 
experimental car, but also in the regular working coach oc- 
cupied by passengers, whose ventilation was regulated to accord 
with that used in the experimental car itself. 

The runs from Albany to Weehawken, on the West Shore, 
were made with the twofold object of obtaining data as to the 
action of the ventilators in tunnels and when running along- 
side a high bank with a free and clear space on the other side 
of the car. These conditions obtained on the West Shore, 
where, for iong distances, the track is laid along the bank of 
the river with high, steep banks on the west and the open river 
on the east. 

It was suggested that, under these conditions, it might be 
possible that eddy currents, created by the normal wind and 
the movement of the car close to the bank, might be of such 
a character as to cause the exhausts to act as intakes. Noth- 
ing of the kind could be detected. The ventilators invariably 
performed their true functions as exhausters of the air within 
the car, whether running in the open, through tunnels or close 
to a side bank. 


BAROMETRIC PRESSURE INSIDE AND OUTSIDE THE CAR 


Under all ordinary working conditions, there was no per- 
ceptible difference in the height of the water in the two legs 
of the U-tube. But, with all deck openings closed, and the 20 
exhaust ventilators, with which the car was equipped, open, 
there was a rise of level on the car side of the U-tube of 1/16 
in. when the car was running at a speed of 53 miles an hour, 
and the wind velocity over the roof was about 54% miles an 
hour, thus showing that, under these conditions, the ventila- 
tors were capable of producing a partial vacuum in the car. 


AMOUNT OF AIR DELIVERED TO THE BREATHING ZONE 


Attention has already been directed to the fact that the cir- 
culation of air through the car, under all conditious of service, 
was of too quiet and gentle a character to be measured or 
detected by the delicate anemometers used. That there was a 
circulation, constant and persistent, is shown by the observa- 
tions of smoke movements. The means adopted to determine 
the efficacy and efficiency of this movement was that of taking 
samples of air from the breathing zone of working cars occu- 
pied by passengers. These samples were afterwards analyzed 
for their content of carbon dioxide. 

The method is generally known as that of Pettenkofer and 
"consists in estimating the vitiation of the atmosphere by de- 
terminating the amount of carbon dioxide that it contains, and 
from this computing the amount of air supplied for ventilation." 

For the purposes of calculation it was assumed that each 
passenger would excrete .6 cu. ft. of carbon dioxide per hour, 
and that the incoming fresh air was diluted with 4 parts in 
10.000 of carbon dioxide. The calculation is, then, simply that 
of estimating the amount of such air that would have to be 
supplied, for the time and number of passengers concerned, 
to produce an atmosphere containing the amount of vitiation 
indicated by the analyses of the samples taken. 

The method of collecting the samples was as follows: Two 
ordinary cautery bulbs were used for pumping the air into the 
receiving bottles. The admission valves of the two bulbs were 
held close together and at arms length from the operator who 
squeezed them. Their delivery pipes led to the bottom of two 
clean 8-oz. white-glass bottles. The bulbs themselves had a 
capacity of about 4 oz. This method insured the delivery of 
the samples of air to the bottom of the bottle and the forcing 
of the previous contents out at the neck. Jn accordance with 
the practice and recommendations of the Bureau of Mines the 
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bulbs were squeezed at least fifty times in the collection of 
each sample. The use of two bulbs delivering to two separate 
bottles was merely to secure two samples as nearly identical 
as possible for check analyses in case of doubt or accident. 

The samples were collected by walking slowly along the aisle 
of a working car. Immediately after the collection of the sam- 
ple the necks of the bottles were closed by the insertion of 
soft rubber stoppers of the best quality obtainable, and, at the 
end of the run, these were in turn sealed by dipping in a 
melted mixture of beeswax and turpentine. Every possible 
effort was thus made to insure the samples being truly repre- 
sentative of the average condition of the air in the car at the 
time they were taken. They: were all obtained from cars in 
regular service and the positions of the ventilator openings 
were recorded. 

While the special car was in service, the working coach next 
to it in the train was used to obtain the air samples, and its 
ventilators were arranged in the same manner as those of the 
special car, the only difference between the two being the loca- 
tion of the two cars in the train and its effect on the operation 
of the ventilators. The effects of this have, necessarilv, been 
neglected. 

In a report to the Master Car Builders’ Association, in 1908, 
a committee placed the amount of fresh air that should be 
supplied for the ventilation of a passenger car at 1,000 cu. ft. 
per passenger per hour. The results of these tests show that 
this amount was exceeded in every instance, and that this was 
accomplished without producing strong air currents or drafts 
in the breathing zone. 


CONCLUSIONS 


The conclusions to be drawn from this investigation are that: 

One Standard exhaust ventilator will supply sufficient air to 
the breathing zone to meet the requirements of four passengers 
on the basis of 1,000 cu. ft. per passenger per hour. Its 
capacity varies directly as the speed of the train up to 60 miles 
an hour. The actual capacity in cubic feet per hour equals the 
speed of the train in miles per hour multiplied by 188. This 
actual capacity may be taken to be about 70 per cent of the 
theoretical rating. 

The location of the car in the train has an effect on the ef- 
ficiency of the exhaust ventilator. Speaking generally, the 
nearer the car to the engine the higher the efficiency. There 
is probably no mathematical ratio determinable for this. 

The location of the ventilator on the car has an effect on 


its efficiency. The ventilators near the ends of the car have 


a higher capacity than those at the center, and those at the 
front have a greater capacity than those at the rear. 

No perceptible drafts are created by the Standard exhaust 
ventilators below the tops of the windows. There is a gentle 
movement of the air down into the body of the car, and up to 
the deck in a complex system of currents, that cannot be dif- 
ferentiated. 

Smoke or noxious vapors entering the car at the deck open- 
ings do not come down into the body of the car, but are drawn 
out through the exhaust ventilators. 

High banks, cuts or tunnels have no effect on the action of 
the Standard ventilator. 

It is not necessary to close the ventilators when passing 
through tunnels. 

The heating of car near floor is successfully accomplished. 


ETCHING ON GLAss.—A simple method of etching glass is to 
coat it with melted candle-grease, and draw the pattern to be 
etched in the wax with a sharp needle point. Then expose the 
glass to the action of vapor of hydrofluoric acid, generated by 
acting on fluorspar with hydrochloric acid, and gently warm. 
The gas must be generated in a Jead vessel, as it attacks most 
substances. It is very poisonous, and, therefore, care must be 
taken not to inhale it.—American Machinist. 
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STEP-LADDER FOR SLEEPING CARS 


The engraving shows a light step-ladder which has met with 
considerable success as an upper berth ladder for sleeping cars 
on the Canadian Northern. The main frame is made of chan- 
nels, the folding legs are angles, the treads are covered with 
carpet and the whole ladder combines lightness with strength. 
The method of securing the top of the ladder to the berth in- 
sures against slipping and possible accident therefrom. The 
locking arrangement, details of which are shown in the drawing, 
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Step-Ladder Used In Sieeping Cars on the Canadian Northern 


is on the back of the tread to which the l-in. webbing is at- 
tached and serves to secure the prop against the ladder when 
not in use. The space between the top of the ladder and the 
top tread is completely enclosed at the sides and back. This 
ladder was developed in the office of A. L. Graburn, mechanical 
engineer of the Canadian Northern, Toronto, Ont. 


ACCIDENTS Due ro Poor LicnuriNG.— That fully 25 per cent of 
the accidents to workmen are caused by insufficient lighting for 
men working at night, is the opinion of experts who have made 
a study of the subject. It is estimated that $250,000,000 is the 
average annual cost of injuries to workmen in the United States 
alone, and that over 50 per cent of these accidents are prevent- 
able.— Popular. Mechanics. 


Protecting Metats AGAINST Heat.—A recently discovered 
process. termed by its inventor “calorization,” said to protect 
combustible metals from atmospheric action at high temperatures 
and make them available for a much wider range of usefulness 
than is now the case, was recently described in the General Elec- 
tric Review. The metals are heated in revolving drums contain- 
ing, among other things, finely divided aluminum, by which a 
surface alloy containing aluminum is produced. Pieces which be- 
cause of their shape and size are not adapted for tumbling, may 
he calorized by packing them in, or painting them with a suitable 
mixture and heating them. After iron is calorized, the effect of 
heating is slight. Instead of burning and the scale falling off, 
as in the case of untreated iron, practically no effect can be de- 
tected —American Machinist. 


BORING AND FACING BACK END MAIN 
ROD BRASSES AND DRIVING BOXES 


BY M. FLANAGAN 
Master Mechanic, Chesapeake & Ohio, Richmond, Va. 


A special chuck for use on a 42 in. Bullard maximill has re- 
cently been fitted. up at the Seventeenth street shops of the 
Chesapeake & Ohio, Richmond, Va., for boring and facing back 


Rod Brass Being Reversed After Boring and Facing One Side 


end main rod brasses and driving boxes. The device was de- 
signed by Frank B. Moss, general foreman, and since it has 
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As shown in the drawing the base of the chuck is centered on 
the boring mill table by means of a cylindrical projection fitting 
into the central recess in the table and is secured by four bolts. 
The main jaws of the chuck are operated by a right and left 
hand screw in the base and each main jaw is provided with a 


Back End Main Rod Brass in Position for Boring and Facing 


chuck, the horizontal jaws of which operate at right angles to 
the main jaws. These secondary chucks may be released and 
revolved through 180 deg., and again accurately located in a 
horizontal position by the pressure of the work. 
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Detalis of Self-Centering Chuck for Back End Main Rod Brasses and Driving Boxes 


been in use, laying out brasses and boxes for boring has been 
discontinued altogether as the chuck accurately centers and 
clamps them in line with the inside faces of the flanges. 
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After having finished the sides and inside faces of the flanges 
of a pair of back end main rod brasses they are placed in the chuck 
as shown in one of the illustrations, the universal action of the 
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chuck jaws accurately centering the brass when they are closed. 
The brass is then bored and one side faced and filleted. The 
main jaws of the chuck are then released and the brass, still 
clamped in the secondary jaws, is inverted. After closing the 
main jaws the brass is faced and removed. 

When finishing these brasses by the old method of laying out, 
setting up and machining in an engine lathe, about two hours 
was required on each set, at a cost of 77 cents. By the use of 
this chuck the total time consumed on each set in the boring 
mill is about 10 min., and the cost of doing the work has been 
reduced to 615 cents per set. In the accompanying table is given 


Driving Box Chucked for Boring and Facing 


a record of the time expended in the various operations, from 
the time the brass leaves the floor until it is finished and again 
placed upon the floor. The time given is in minutes: 
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First brass.. 2 21 1% 1 1 1 1% 1 11 
Second brass 2 2 1% 1 A 1 1 1 10 
Third brass. 2 21 1% 1 WA 1% 11 1% 12 
Fourth brass 1'% 11 l l yu 1 1 | 814 
Fifth brass.. 1; 144 14 1 “4 11 1 l 914 
Sixth brass, 115 1% 1 1 V 1 1 1% 9 

Average total time per brass, floor to floor, 10 min. 


When used for boring driving boxes the secondary jaws and 
screws are removed from the revolving faces of the main jaws 
and the latter clamped against the shoe and wedge faces of the 
box. The box is thus centered between the shoe and wedge 
faces and may be adjusted along the vertical center line to suit 
the requirements of the brass. The time used in laying out is 
thus eliminated and the total cost of boring and facing the 
boxes is reduced about 50 per cent. 


VARIATIONS IN LOCOMOTIVE PERFORMANCE.—An article recently 
published by one of our contemporaries calls attention to the 
troubles attendant on the variations in locomotive running in 
that engines of the same class, hauling similar loads, over the 
same stretch of line, under identical running conditions, will 
sometimes show a disparity in running that is almost inexpli- 
cable. Again, a certain engine may run badly on one occasion, 
and yet do brilliantly on another, without any apparent reason 
for the difference. A certain driver, also, with a heavy express, 
to which his engine has been attached at an intermediate station, 
will make every effort to regain time, for the loss of which he 
is in no way responsible, whereas another driver, with the same 
type of engine and a lighter train, under similarly late conditions 
of running, will be content to adhere strictly to his schedule 
throughout. Such variations in locomotive running are the 
hardest of all to explain, as it is difficult to believe that there can 
be any difference in the constructional work sufficiently great to 
account for them.—T he Engineer. 
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PIECE WORK AND BONUS SYSTEMS IN 
THE BOILER SHOP 


BY N. H. AHSIUOLH 


The fundamental purpose of both piece work and bonus sys- 
tems is to increase the ratio of output to time consumed. It 
has been proved that this result can be successfully accomplished 
in locomotive boiler repair shops by either system and still turn 
out a high grade of work. The personal efficiency of the in- 
dividual workman which is necessary to accomplish these re- 
sults is frequently not developed, however, due to the lack of 
proper facilities, or to their improper arrangement, and to the 
lack of interest among foremen and their immediate superiors. 

The foreman must take an active interest in the earnings of the 
men and should know approximately how each man or each 
gang of men is working. If they are falling below the earnings 


‘which they may be expected to make he should learn the reason 


and take steps to remove the causes of the reduced output. 
Where the men feel assured that the foreman is thus interested 
and that they may always expect fair treatment they will have 
a greater interest in their work and will accomplish much better 
results than would otherwise be possible. 

In any efficiency system the efforts of the workmen are meas- 
ured in units of output, and where he is paid on this basis the 
workman's interest is naturally to increase his output as much 
as possible, at times even at the expense of proper workman- 
ship. The judgment of the individual is used to a greater ex- 
tent in boiler repairs than in any other line of locomotive work, 
and the foreman must therefore be continually on the, alert to 
see that good judgment is exercised and that the incre&sed out- 
put does not result in any slighting of the work. | 

Under an efficiency system there are always some jobs that 
do not pay well no matter how great the efforts to increase the 
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Fig. 1—Organization of a Boiler Shop Under the Bonus System 


output. It is difficult to get ‘men to stay on these jobs and to 
equalize matters the writer has had occasion to divide them 
among men who are on good paying work, but such conditions 
are usually a source of friction. 

Fig. 1 represents the organization of a locomotive boiler shop 
which the writer has handled under a bonus system for several 
years. This organization is composed of a large number of smail 
specialized units. The small units are required by the bonus 
system because bonus payments are based on individual effort 
and no provision is made for pooling workmen into a number 
of larger units as is done in piece work shops. 

A portion of the force is divided into regularly assigned boiler 
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shop and erecting shop boiler gangs whose work is confined 
to their respective shops, the balance of the force being placed 
in either shop by the foreman as required. The staybolt gangs 
apply staybolts in both shops. The cutting up gangs remove fire- 
boxes in the boiler shop and tube sheets, door sheets, etc., in the 
erecting shop. This division of the force into a large number 
of small units increases the difficulty of supervision as compared 
with a force of larger gangs, each in charge of a gang leader. 

In the following table are given the operations into which the 
erecting shop boiler work is divided, together with the names of 
the gangs handling the different operations. With the exception 
of the riveting and flanging gangs each gang is made up of two 
men who perform but one or two operations on each boiler, the 
gangs following each other in the order shown: 


I Remove: grates. oc6.5 sce we hrs m anie RUE Grate gang 
2— Remove ashpalu... eus ves Ond eww aaa Ashpan gang 
3—Remove front end................... lees Front end gang 
4—Remove back tube sheet................. Cutting up gang 
S—Remove front tube sheet................. Cutting up gang 
6—Remove staybolts.......... 0... cee eee eee Cutting up gang 
7—Remove radials........ ee eeee eee eer as Radial gang 
&8—Flange tube sheets............ e... Flange gang 
9— Fit and drive back tube sheet.............. Riveting gang 
10—Fit and drive front tube sheet.............. Riveting gang 
I l— Apply braces......... eee ehem Brace gang 
12-— Apply radials. seis cas e edo RUE E s CO Radial gang 
13—Apply staybolts .....ccccccce ee sccncccesens Staybolt gang 
14— Apply washout plugs.................. Washout plug gang 
IS— Apply tubes... cie8 oc eee kara RR ava wba E n cu Flue gang 
16-—Calk hydrostatic test. ........ cece wee e eee Calking gang 
17—Apply ashpan ..............ccceeeeeeoeohe ed Ashpan gang 
1R=— N pply prates ea bksxekawckess VR oem CERRAR A Grate gang 
19— Apply front end... ioo vor vr we X ea Front end gang 


During the year 1914, with an average of 68 men working 55 
hours per week the output of the larger jobs involved was as 
follows: ': 


Staybolts renewed ........ ccc cc cece cence eee ateeeues 28,948 
Pirebexes-apolied: «esc £5xo 49e ERERASSQE PET E 

Back tube sheets applied................. luere 26 
Door sheets applied ————————— M 

Radial stays renewed... .cccccccsccccccccccscccccsce 8,946 
Crown bar bolts renewed........ccc cece ec ce ese eene 2,043 
Half side sheets applied.................... cece cence 4 
Three-quarter door sheets applied..................... 5 
Tubes removed and replaced..........cccececcccccccee 30,608 
Front tube sheets applied........... 0. cece cece ececes 19 
Boiler patches applied................cceeeeeee e ento 155 
Firebox patches welded............. cerne 26 
Firebox patches lapped............ e. eeeee esee 24 


This work was done in a shop having few facilities, the boiler 
shop machinery consisting of one set of 10-ft. rolls, two drill 
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Fig. 2—Organization of a Piece Work Boller Shop 


presses, one punch and shear having a 28-in. throat, one stay- 
belt threader, one hand clamp, one flanging forge and a set of 
air clamps. The boiler shop contains a few home-made jib 
cranes for handling fireboxes and there are no cranes in the 
erecting shop, an engine hoist being provided to wheel the 
engines, 

All riveting is done with air hammers, and all staybolts and 
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radials are driven with air hammers. Careful attention is given 
to the fitting of work before riveting. Tube sheets and door 
sheets are fitted into place with acetylene gas burners, and when 
riveted it is never necessary to calk the seams; on firebox re- 
newals the seams are never calked on either water or fire side. 
No rivets are allowed to be driven until the foreman has in- 
spected the various seams and determined that the fit is abso- 
lutely metal to metal. The extra time thus required is more than 
justified by the time gained in riveting, and when the hydrostatic 
test is applied very few leaks are found. Considering the ab- 
sence of facilities and the comparatively high earnings of most of 
the men the cost of work is low in this shop. Staybolts in new 
fireboxes are applied for about eight cents each complete and 
mud ring rivets for six cents each. Back tube sheets are fitted 
and riveted complete in the erecting shop for $20 each. 

The oldest of the so-called efficiency systems is the straight 
piece work system, which is now in use in several railroad 
shops. The organization of a piece work boiler shop is shown in 
Fig. 2. When a firebox job arrived in this shop the cutting-up 
gang dismantled and removed the old firebox and, if necessary, 
the front tube sheet. The new sheets went first to the laying-out 
and punch. gangs and were next turned over to the flange gang. 
The latter flanged and fitted up the new fireboxes, and where 
nccessary the shell sheets. The work was then delivered to the 
firebox gang, who riveted and calked the firebox, riveted and 
calked the shell sheets, put the firebox in the shell, applied the 
mudring, staybolts, radial stays and front tube sheet, completing 
the boiler work ready for the tubes. The boiler was then gen- 
erally taken to the erecting shop where the tubes were applied 
by the tube gang. 

The erecting shop boiler work was handled by gangs of about 
five men each. These gangs each did all the work required on 
a single boiler, with the exception of the tubes, ashpans and the 
front ends, which were handled by specialized gangs. The duties 
of the cost inspectors shown in the organization chart were to 
write all piece work slips for the jobs as they were completed. 

The pooled units in this shop being of a comparatively large 
size and the numiber a minimum, proper supervision was not 
difficult. The foreman could follow the output and earnings of 
cach gang, and therefore was enabled to keep a better grasp on 
the situation in this shop than in the one referred to in Fig. 1. 
This organization was a complete success, and all the men made 
good money and turned out excellent work. Its special feature 
was the assigning of a gang of from five to seven men to one 
boiler on which it handled all the work, including the riveting, 


staybolt work, tube sheets, etc., the gang doing the work being 


responsible for the calking required on the hydrostatic tests. 
As a result there was a friendly rivalry among the different 
gangs which stimulated the men to do both the maximum amount 
and the best quality of work at all times. This incentive to do 
good work was a very important factor contributing to the suc- 
cess of the organization viewed from an efficiency standpoint. 
There was always a race to see which gang would get its boiler 
or firebox completed in the quickest time and to see which 
could turn out the tightest work, requiring the least calking in 
the hydrostatic test. 

These gangs were made up of two boilermakers, one or two 
handy men, one or two helpers and a rivet boy. As the op- 
portunity presented itself the helpers and handy men were pro- 
moted and given corresponding increases in pay. This is of 
great assistance in keeping the organization of a boiler shop in- 
tact. With no prospect of something better in the future, men 
are constantly quitting, and high efficiency cannot be obtained 
where it is necessarv to be continually hiring and breaking in 
new men. 

Of the two systems the straight piece work system is the bet- 
ter where a steady class of labor is available. But in many lo- 
calities, where the right kind of labor is hard to secure and 
much harder to keep, the bonus system is the better because it 
guarantees an hourly rate regardless of the workman's efficiency. 
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The bonus system is much more complicated than the piece 
work system and is less apt to be thoroughly understood by the 
men in the shop. If the piece work price for calking 100 rivet 
heads is $1, and a man calks them in 27 hours, he immediately 
knows that he has made $1 in 214 hours; but in a bonus shop it 
requires considerable calculation to arrive at the earnings for 
any particular job. 

It is a poor efhciency system which permits a boiler shop to 
turn out a boiler after a general overhauling. supposed to run 
from 18 to 20 months, in such a condition that within 3 or 4 
months the roundhouse boilermakers are beginning to calk tube 
sheet flanges, renew leaking rivets in side sheet patches, renew 
staybolts in the fire line which were broken before the engine 
was shopped, and other work which should have been taken 
care of while the engine was in the shop. The intelligent deter- 
mination of the repairs which are necessary and the careful 
supervision of the work while under way are most important 
considerations in the handling of a piece work or bonus shop. 
The foreman and his assistants and the boiler inspector must 
have a knowledge of the repairs required on each boiler in 
ample time to plan for the work before the boiler reaches the 
shop. 


JIG FOR GRINDING GUIDE BARS 


BY R. E. BROWN 
Machine Shop Foreman, Atlantic Coast Line, Waycross, Ga. 


A very simple device for lining up guide bars on a grinding 
machine is shown below. It consists of a base clamped to the 
table of the machine with two bolts and a guide rest pivoted to 
the base by a long taper pin. Two of these jigs are used, one 
under each end of the guide bar. The guide bar is first clamped 
to the guide rests, the set screws on the ends being loosened to 
clear the table at least 14 in. The guide is then squared up by 
adjusting one of the set screws, the other being then turned 
down until it touches the table. The guide rests are then rigidly 
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Jig for Setting Up Guides on Grinding Machine 


secured by means of bolts at 4 and the guide lined up longitu- 
dinally by set screws in the tapped holes D. 

This device eliminates the cut-and-try method of setting guides 
which is necessary when they are clamped directly to the table. 
By its use an experienced operator is enabled to change guides 
in about two minutes; and this is possible whether or not the 
guides are sprung, as the jigs automatically adjust themselves 
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to this condition. These jigs have been used at this point for 
about two years with excellent results, the output having been 
increased 50 per cent. 


REPAIRING WORN AIR PUMP RE- 
VERSING RODS 


BY J. A. JESSON 


The device shown in the drawing is used for upsetting worn 
97, in. air pump reversing rods and for straightening those which 
are bent. It consists of two steel blocks. grooves in which en- 
close the reversing rod when the blocks are placed together. The 
blocks are held in alinement by means of the dowel pins shown 
in the illustration. When a worn rod is to be repaired it is first 
heated at the button end and placed in the blocks which are then 
clamped tightly together. The set 4 is inserted over the button 
head in the 1 in. recess at the end of the blocks and with a couple 
of blows of the hammer the button is driven against the shoulder 
E at the inner end of the recess. The same operation drives the 
collar between the rod sections B and C against the shoulder F 
in the blocks. The distance between shoulders E and F is such 


Dies for Upsetting Worn Air Pump Reversing Rods 


that the rod is by this means restored to its original length. 
Should the rod at section C be too short it can readily be drawn 
out by swedging close to its end, and any bend in the rod may 
be straightened to conform to the groove. f 

Occasionally when repairing a rod so small in diameter that it 
will spring in the groove instead of closing up properly, the shim 
shown in the drawing is inserted in the slot between the collar on 
the rod and shoulder F. This holds the button end away from 
the shoulder at the end of the block far enough to compensate 
for the tendency to spring. The set fts closely in the recess in 
the block, and holds the button head in alinement during the up- 
setting operation. 


CoPPER AND WARFARE.— The magnitude of the estimated con- 
sumption of copper in the warfare in Europe is astounding. An 
English estimate of the copper consumption by the German and 
Austro-Hungarian armies is at the rate of 112,000 long tons per 
annum; a German estimate places the consumption at the rate of 
100,000 metric tons per annum. The estimates are in close agree- 
ment and, therefore. probably accurate. If the Teutonic allies are 
consuming 100.000 metric tons per annum, their opponents must 
be using a quantity that is at least as large, which would indicate 
a total of 200,000 tons, or 20 per cent of the world's maximum 
production. At present the rate of production is materially less.— 
American Machinist. 


FACTORS IN HARDENING TOOL STEEL’ 


Structural Changes Due to Heating; Quenching 
Mediums; Effect of Mass; Furnace Conditions 


BY JOHN A. MATTHEWS and HOWARD J. STAGG, Jr.7 


In this paper we shall confine our attention to carbon steels, 
together with some consideration of so-called special steels con- 
taining various alloys, usually below 3 per cent. We shall con- 
sider the subject, also, from the basis of sound well-worked 
materials, confining our attention to the hardening operation. 

Carbon forms at least one definite compound with iron, Fe;C, 
known as cementite. This is the hardest constituent in steel. 
Cementite exists in annealed steel associated with a perfectly 
definite quantity of iron, or ferrite, as it is metallographically 
known. This detinite relation between ferrite and cementite 
vields the constituent pearlite, in which the cementite and ferrite 
mav exist in a laminated or a granular condition. This aggre- 
gate contains a definite percentage of carbon, 0.89 per cent, 
and steel containing 0.89 per cent carbon in its normal condi- 
tion, is found to consist of nothing but pearlite when examined 
microscopically. In steel. containing less than 0.89 carbon the 
cementite associates with sufficient ferrite to form pearlite, and 
leaves the excess ferrite free in distinct microscopic grains or 
crystals. On the other hand, if the steel contains above 0.89 
carbon, there 1s more cementite present than can become asso- 
ciated with ferrite. and the excess being unable to find a partner, 
so to speak, exists in separate particles, either granular or in a 
more or less perfect net work surrounding the pearlite. The 


mentite. Practically considered, nothing is gained by doing so. 

Steels quenched quickly from above the decalescence tempera- 
ture retain the carbon more or less perfectly in the condition of 
solid solution that existed above the decalescence point. The 
structural name for the quenched product is martensite. Hypo- 
eutectoid steels, hardened, may show either all martensite or 
martensite and ferrite. Hyper-eutectoid steel should show 
martensite and cementite. Just as in the change of ice to water 
or of water to ice, there is an evolution or absorption of heat, 
so is there an absorption or evolution of heat in steel on passing 
through its critical range. 

The permanent changes in dimensions which steel undergoes 
in hardening are of the utmost interest to the hardener, and 
associated with these changes is the problem of hardening 
cracks. , 

Le Chatelier has studied the phenomena of expansion or dila- 
tation by accurate scientific methods, and has divided the changes 
into three zones of temperature: Changes at temperatures below 
that at which allotropic transformation begins; changes at 
temperatures above those at which allotropic transformation 
occurs; and changes occurring within the critical range itself. 
During the first of these periods trom 0 deg. to 700 deg. C., iron 
and steel expand nearly equally, the amount of carbon exerting 
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Fig. 1—Test Piece Used in Quenching Tests 


de.nite percentage of carbon which yields a full pearlite struc- 
ture in. the annealed or natural condition is known as the 
eutectoid composition. Steels of lesser carbon are called hypo- 
eutectoid, and steels of higher carbon are called hyper-eutectoid 
steels. 

When carbon steel is heated above a certain temperature, a 
change takes place in the constitution of the steel. This tem- 
perature is known as the carbon change point, critical tempera- 
turc, or, preterably as the decalescence point. When this tem- 
perature is reached the pearlite becomes austenite, a solid solu- 
ten of iron carbide in iron. This change occurs at a nearly 
constant temperature, but in case of hypo-eutectoid steels, the 
austenite first formed above the decalescence point acts as a 
solvent for the excess ferrite. In other words, at a somewhat 
higher temperature than the decalescence point, we obtain a 
homogeneous solid solution of all the cementite in all the 
ferrite. This is the hest condition for hardening a low-carbon 
tool steel and accounts for the practice of heating low-carbon 
steels hotter than hyper-eutectoid steels for hardening. The 
excess cementite of hyper-eutectoid steels is not readily soluble 
in the austenite first formed from the pearlite and it requires a 


hit? temperature to complete the solution of the excess ce- 
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; rom a paper read before the annual meeting of the American Society 
^! Mechanical Engineers held in New York, December 1-4, 1914. 
tHalcomb Steel Co. 
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little intluence.. For any iron or steel, however, the amount or 
rate of dilatation increases with the temperature. Below 100 
deg. C. the dilatation is about 0.000011 in. while between 600 
deg. and 700 deg. C. it increases to 0.C000165 in. per deg. C. 
Above the critical range, however, the coefficient of dilatation 
varies directly with the carbon, and is nearly twice as great for 
a 1.20 carbon steel as for a 0.05 carbon iron. The changes tak- 
ing place at the decalescence aud recalescence points, Le Chatelier 
has not been able to study so satisfactorily. He has found, 
however, that the dilatation which increases directly with the 
temperature up to the decalescence point, suddenly stops and 
that instead of an expansion, a marked contraction takes place. 
On cooling steel from high temperatures, these changes in di- 
mensions are reversed, although they are not quantitatively equal, 
nor do they occur at the same temperatures. The expansion of 
steel in heating to 750 deg. C. is about % in. per ft, and when 
we recall that. in quenching, a corresponding contraction at- 
tempts to take place suddenly, it is little wonder that strains are 
set up that may excecd the ultimate strength of the stecl. 
After passing through the critical range, the expansion takes 
place at its maximum rate. When steel is heated above that 
temperature necessary to harden, it assumes the shape corre- 
sponding to the maximum temperature and on cooling the whole 
piece tends to return to, or near, its original size. In so doing 
the outer, or first cooled. portion is hardened first and forms a 
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hard, brittle, unyielding shell, and the strains set up by the 
slower cooling interior may either fracture the shell, producing 
external cracks, especially if the shell be uneven in thickness, 
or burst the piece at the center if the shell is of even thickness 
and strength. This latter occurrence is accompanied by a 
peculiar appearance of the fracture, and is frequently and 
wrongly called pipe. 

Time of Hcating.—Too much stress cannot be laid on the fact 
that there is a correct length of time for heating, and that this 
time of heating is as important as the temperature to which 
heated. Thcre are at least two dangers which must be avoided. 
First, if the heating be too fast, a uniform temperature does 
not exist throughout the mass being heated. For example, a 
die block heated too quickly may exhibit the following condi- 
tions: The outer portions may be above the decalescence point, 
and expanding at ihe maximum rate; the intermediate portions 


se eae 
ane ees 
ft EIL 


i eee 
Se ee cle 
B NMEREEENNE 
BER SEESSMENM 
aes ees 
sii We eee cde 
50 


100 150 
TIME IN SECONDS 
Fig. 2—Quenching Power of Pure Water 


TEMPERATURE OF QUENCHING BATH , DEG.FAHR. 


may be in the transformation range and contracting; while the 
inner portion, which is below decalescence, is slowly expanding. 
What wonder that steel fractures under such conditions? 
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Fig. 4—Quenching Power of No. 2 
Lard Oil 
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Fig. 5—Quenching Power of Prime 
Lard Oil in Use Two Years 
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Second, grain size depends, among other variables, upon tem- 
perature above decalescence, and the time such a temperature 
is maintained. If heating be of such a character that the piece 
is held above the decalescence point for an abnormally long time, 
the crystals may have grown to such an extent that on quench- 
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Fig. 3—Quenching Power of Brine Solutions 


ing, abnormal grain size is retained and the result is a weak, if 
not cracked, picce. 

Quick heating in a furnace which is considerably hotter than 
the correct hardening temperature is extremely bad practice. 
Thc difficulty is that the thin parts, corners and edges are liable 
to attain an overheated temperature before the larger portions 
of the piece attain the correct hardening temperature, and this 
overheating of the thin parts produces large grain size, abnormal 
expansion and tends to produce cracks. 

Speed of Quenchiig.—l1fí a sample of steel be cooled slowly 
from above the decalescence point, the solid solution which has 
been formed breaks up and precipitates its cementite and ferrite, 
and we have then an annealed steel. If the cooling on the con- 
trary be rapid, the solid solution is not given the time necessary 
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Linseed Oil 
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to permit the complete dissociation into cementite and pearlite, 
and we find formed the intermediate break down of austenite, 
known as martensite. If the cooling be intermediate in its 
speed between extremely slow and extremelv fast, we find in- 
termediate microconstituents, troostite or sorbite. The correct 


TEMPERATURE.OF QUENCHING BATH, DEGRECS, FAHRENHEIT 
o D 
© e 


ua 
eo 


"A 


100 
TIME IN SECONDS 
Fig. 7—Quenching Power of New Fish Oil 


consthuent, however, in a hardened stecl is martensite, and to 
form this martensite the material must be cooled quickly. There 
are several degrees of “quickness” which at once suggest them- 
selves. There is, however, a critical rate ot cooling through the 
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Fig. PANENEK Pcwer of New Extra-Bleached Fish Oll 


Tange which must be attained before the picce will be hardened. 
On quenching it is clear that the surfaces of the section are 
cooled and hardened first. If the mass being cooled is of con- 
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siderable size, different degrees of hardness are noticed from the 
outside to the middle. 

The cooling medium used, its temperature and condition, also 
affect the rate of cooling. In order that a liquid present in 
large bulk may exhibit a good quenching power it is necessary 
that it should possess a high latent heat of vaporization, and 
that it be maintained at a temperature low enough to avoid too 


" abundant formation of vapor. 


In investigating numerous commercial quenching mediums 
which are in use in typical hardening plants, the following 
method was adopted by the author: A test piece of the dimen- 
sions shown in Fig. 1 was machined from a solid bar, and a hole 
drilled through the neck to within an equal distance from cach 
side and the bottom of the test piece. Into this hole a calibrated, 
platinum-rhodium couple was inserted and the leads connected 
to a calibrated galvanometer. The test piece was then. immersed 
in a lead pot, also containing a thermo-couple, to the point 4, 
and the lead pot was maintained at a temperature of 1,200 
deg. F. When the couple inside the test piece was at 1,200 
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Fig. 9—Quenching Power of No. 1 Dark Tempering Oil 


, and the couple in the lead pot read 1.200 deg. F.. the 
test piece. was removed and quenched to the point B in 25 gal. 
of the quenching medium under consideration. At the start the 
quenching medium was maintained at room temperature. ‘The 
time in seconds that it took the test piece to fall from a tempera- 
ture of 1.200 deg I., to a temperature of 700 deg. F., was noted 
by the aid of a stop-watch. Immersing the test piece in the 
quenching medium raised the temperature of the medium. The 
test piece was then replaced in the lead, heated to 1,200 deg. F., 
quenched in the medium at this higher temperature and the 
time again taken with the stop-watch. These operations were 
continued until the quenching media, in the case of oils, had 
attained a temperature of about 250 deg. F. The results ob- 
tained, time in seconds for a fall from 1,200 deg. F. to 700 
deg. F., were plotted against the temperature of the quenching 
medium and a series of curves of the type shown in Figs. 2 to 
14, inclusive, were obtained. 

A consideration of the results is interesting. 


deg. E. 


Pure water 
(hig. 2) has a fairly constant quenching rate up to a tempera- 
ture of 100 deg. F., where it begins to fall off. At 125 deg. F. 
the slope is very marked. Brine solutions (Fig. 3) have both 
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a quicker rate of cooling and are more effective at higher tem- 
peratures than water. 

As is well known the oils are slower in their quenching powers 
than water or brine solutions, but the majority of them have a 
much more constant rate of cooling at higher temperatures than 
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rates may well account for different results from the same stecl 
in different shops, or in the same shop due to change of oil used. 

lt has been known for some time that different masses of the 
same material on being quenched under like conditions gave 
varying physical properties, but it is only within recent years 
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Fig. 10—Chrome-Vanadium Steel 
Quenched in Oll 


water or brine. The curve shown in Fig. 


oil somewhat similar to cylinder oil. 
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Fig. 11—Nickel-Chrome Steel 
Quenched In Oll 


Effect of Mass Upon Brinell Hardness 


9 is fora thick viscuous that the quantitative effect has been measured. 
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Fig. 12—Nickel Steel Quenched in 


Water 
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It is particularly inter- 


esting in that it has slower quenching ability at low tempera- 
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Fig. 13—Effect of Mass Upon Hardness; Nickel Steel Quenched 


in Oil 


tures than at higher temperatures. A comparison of curves in 
Figs. 4 and 5 show the variation in quenching power of the 
same oil due to continued service. The difference in quenching 


give below a few results, which, although obtained several years 
ago, are printed for the first time. Test pieces 4 in. long were 
made from the same ingot in sizes increasing % in. in both 
breadth and thickness. The smallest was 34 in. square and the 
largest 314 in. square. Three ingots of different type analyses 
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Fig. 14—Temperature-Size Curve for Hardening Tools 


were chosen and a series of test pieces made from each. The 
test pieces were heated in a semi-muffle furnace to a constant 
temperature for each type of material, quenched, and the Brinell 
hardness test made. Each series was then drawn to 600 deg. F. 
in a salt bath and Brinell tests again taken and then reheated 
to 1.200 deg F. in a salt bath and Brinell hardness tests again 
run. The results are graphically shown in Figs. 10 to 13, in- 
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clusive, Brinell hardness being plotted against test piece size. 
Jt will be noted that the smaller the sample the greater the 
figure of hardness, indicating that the smaller sections are cooled 
with greater rapidity than the larger, and hence more hardness 
is developed. The same agencies are at work in tool steel; the 
larger the mass the smaller the depth of hardness when quenched 
under similar conditions. For steel of constant mass, the higher 
the temperature, the greater the rate of cooling. 

In order to produce the same amount of hardness in a small 
and large section it is necessary to heat the larger section hotter 
than the smaller. The authors were recently confronted with 
the problem of finding out the correct temperature for harden- 
ing tools made from the same steel in sizes varying from 1/16 
in. diameter to 34 in. diameter. The temperature-size curve 
shown in Fig. 14 was finally adopted. In other words, a 3/16 
in. round wiil harden at 1,395 deg. F., while a 34 in. round bar 
should be treated to 1,450 deg. F.—a difference of 55 deg. F. 

Time and Degree of Drawing Temper.—After the hardening 
operation has been safely performed, the next important step is 
that of drawing the temper. This operation is necessary for 
two important reasons: The relieving of abnormal strains set up 
due to the quick contraction or expansion, and the breaking 
down of the extremely hard and brittle structure of the quenched 
steel. Expensive tools such as broaches, dies, etc., actually burst 
and fly apart due to the fact that the strains set up in hardening 
are not relieved by drawing the temper soon enough. 

Standard *5 in. round A. S. T. M. test pieces were quenched 
from constant temperature in the same medium, and the temper 
drawn in the same salt bath at constant temperature for five 
minutes, ffteen minutes, etc. 


Elastic Maximum Elonga- Reduc- 

limit strength tion tion Brincll Remarks 

228.750 ‘260,137 2.5 E 425 1550-0il-800 deg. F. 8 min. 
201,125 214.562 11.6 45.4 390 1550-011-800 deg. F. 20 min. 
175,000 183,187 12 49.35 340 1550-oil-800 deg. F. 40 min. 


Each of the results in the table is the average of four closely 
agreeing checks, and they show that time at the drawing tem- 
perature has a marked effect. The greater the initial hardness 
of the piece, the more marked is the effect of drawing the temper. 
By referring to Figs. 10 to 13 inclusive the actual values in 
Brinell hardness are shown. The piece of 0.25 carbon nickel, 
yx in. sq., quenched in gil, shows a Brinell of 360; drawn to 
1200 deg. F., a Brinell of 223. The per cent decrease in hard- 
ness is 61. The piece 314 in. sq., quenched shows a Brinell of 
208; drawn to 1,200 deg. F., Brinell 183; only 13 per cent decrease. 

The tendency of steel is to become spherical by repeated 
quenchings. Law, working with a square piece of tool steel 
313 in. by % in. by 14 in., quenched it 550 times and at the end 
of this work the piece was nearly round in cross-section. The 
ratio of length to diameter had changed from 31:14 to less 
than 2:1, 

Many years ago, one of the authors made several hundred 
hardening experiments and several thousand measurements to 
study the change of shape. The materials used were cylinders 
of steel and taps. Crucible steel alone was examined and the 
following variables were considered: The effoct of original form 
or diameter upon the diameter after hardening; the influence 
of carbon on change of form; the influence of initial temperatures 
at quenching; the influence of length of time of heating; the 
influence of repeated hardenings, and the effect of annealing 
previously hardened steels, upon change of shape in rehardening. 
Ohviously when plain cylinders of steel are considered, there 
are four changes of shape possible; expansion in length and 
diameter, contraction in length and diameter, expansion in 
length and contraction in diameter, and contraction in length 
with expansion in diameter. 

Under the influence of the variable conditions mentioned 
above, all four changes were actually produced. Steel was also 
found which expanded in length on first hardening and con- 
tracted indefinitely thereafter on repeated hardenings. Another 
steel expanded in length on two hardenings, and contracted on 
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the next two. In a variable carbon series of steels from 0.50 to 
1.33 per cent carbon, the magnitude of the change in length 
after four hardenings, increased as the carbon increased. For 
the same series it was noted that the volume changes were 
greater when hardening annealed rather than unannealed bars. 
The increase in length is greater the higher the hardening heat 
for all carbons. The point we wish to emphasize strongly is 
that it is variable conditions that give variable results. It is 
only under varying conditions of heat, size, time, composition, 
etc., that the results vary. Above the decalescence point, the co- 
efficient of dilatation increases proportionately with the carbon 
and for all carbon percentages the rate of dilatation increases 
with the temperature. Resulting changes of form are condi- 
tioned by the original proportions of the piece quenched, by its 
chemical composition, by the temperature from which it is 
quenched, and within certain limits by the time of heating. 
Hardness, brittleness, change of form and liability to crack, gen- 
erally speaking, increase with the carbon content and the tem- 
perature and time of heating. 

Constant conditions are not always attainable. The maker of 
steel cannot contro] conditions in his customer's shop and the 
customer cannot control conditions in the steel plant and the 
human element must be considered in both. 

Furnaces and Methods of l1eating.—Much has been said re- 
garding the superiority of gas furnaces over oil furnaces and 
vice versa. The fuel used is immaterial for good practice so 
long as the following points are taken care of: The furnace and 
hearth should be of sufficient size so as not to be affected ma- 
terially in temperature by the introduction of the parts to be 
hardened. The furnace should heat at a uniform rate. The 
furnace should be of uniform temperature over its entire hearth. 
The furnace should be run under neutral, or reducing, condi- 
tions. A good rough test for this is the introduction of a piece 
of wood or paper upon the hearth. If the paper or wood burns, 
the atmosphere is oxidizing; if it chars, reducing or neutral. 
The temperature control must bc at all times exact, and it must 
be possible of exact duplication on repetition work. 

A blacksmith's fire is satisfactory under good handling, but 
the difficulty is the fact that for constant work it is too exacting 
on the operator and requires too many manipulations to secure 
uniform and continuous results. To expect uniformly good 
and consistent results from a hardener whom you have not 
provided with adequate or suitable equipment is unreasonable. 
When the question of good equipment in the way of furnace, 
quenching arrangements and mediums, pyrometers, etc., has been 
satisfactorily taken care of, your hardener still has plenty of 
variables to contend with which are beyond his control. 


GUARD FOR VISE TAIL PIECE 


BY W. B. MIDDLETON 
Roundhouse Foreman, Atlantic Coast Line, Rocky Mount, N. C. 


It is usually a difficult matter to keep emplovees from dis- 
hguring the tail pieces of bench vises about the shop by using 
them as anvils for light riveting and small jobs of chipping 
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Guard for the Protection of Vise Tail Pleces 


on odd shaped pieces. To protect the tail pieces from injuries 
received in this way, which often interfere with the proper 
operation of the vise, the simple guard here shown has proved 
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of considerable value. It is made of 3/16 in. scrap iron and is 
slipped over the tail piece of the vise, where it is secured to the 
bench with bolts or lag screws. 


DOES MODERN APPRENTICESHIP PAY?"* 


By L. L. PARK 
Superintendent oí Appreatices, American Locomotive Company 


What is the advantage of apprentice training by shop in- 
structors and hy shop schools? 

By comparing the work of apprentices with that of specialists 
and mechanics employed at random, it has been found that less 
work is spoiled by the apprentices than by the others. This is 
due in part to the greater thoughttulness developed by the ap- 
prentice scheme, which has taught the young man to use his head 
as well as his hands. 

Where the use of drawings is involved, the school-trained ap- 
prentice is less likely to misread them and he is apt to use bet- 
ter judgment. in the following. of directions. If taken. soon 
enough after leaving schocl and followed up closely, the appren- 
tice has less to "unlearn" and it is easier to teach him to be 
accurate and careful than is the case if he is picked up later 
and taught to specialize. He needs, however, more attention at 
the start than is likely to be given him when there is no special 
instructor. 

Apprentices also are less severe on machines and develop 
greater care in the handling of tools. Of the total cost ot ma- 
chine maintenance from breakage due to carelessness, only a 
small percentage is chargeable to apprentices. They are more 
apt to have a bigger notion of the value of machines and do not 
take so many chances as do the others, although they soon learn 
to work the machines to their safe capacities. 

By systematic instruction in. the care and handling of ma- 
chines and the mathematics relating to their operation, the ap- 
prentice has been found to be more resourceful in the handling 
of his work than is his fellow employee, and he can often "make 
good" on work where others have failed. Cases might be cited 
where specialists have repeatedly been unable to produce their 
rate on certain machines and jobs, while apprentices who have 
taken hold of the same work on the same machines have made 
an excellent showing. These results cannot be produced by a 
method which leaves too much to the initiative of the worker, 
but initiative plus training will accomplish them. 

An apprentice scheme which permits apprentices to work 
on a piece-work basis during the larger part of their course will 
enable the future mechanic to adjust himself more readily to 
the piece-work system than do those who must start as piece- 
workers or who change suddenly from a day-work to a piece- 
work plan. Here the instructor plays an important part and 
shows the boy why he fails at first to make good and enables him 
to discover a better method rather than turning down the job 
as hopeless. The school also helps to develop originality and 
gives the boy greater. self-reliance. 

A still further advantage of modern apprenticeship is the 
flexibility with which vacant places in the shop may be filled. 
A man is out sick ard an important Job is standing. The in- 
structor is here able to transfer to that machine an apprentice 
who has handled similar work, and, if he needs attention in get- 
ting started, it is the instructor who stands by and gives the 
necded help. 

One of the most important advantages of the modern plan 
is the good feeling which is usually established between the 
employee aud the employer. The instructor has been chosen 
because of his ability to deal wisely with boys, and he is able to 
straighten out many dithculties which ordinarily would cause 
friction, and the boy is often made to feel that he is getting a 
square deal where the busy foreman might have left half-adjusted 
matters which would have led to lasting ill-feeling. The atten- 
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tion given the apprentice during his term of service also helps 
to make him feel that his employer is interested in his welfare, 
and the system brings to the boy influences which give him a 
broader view of industry and its problems. 

It is sometimes stated that too much attention makes ap- 
prentices feel that they are privileged characters, but it has been 
our experience that, with wise direction, there is less danger 
from this cause than from the spirit which usually accompanies 
too little attention. j 

The old system of leaving apprentices to the care and in- 
struction of the foreman may be satisfactory in a small shop, 
but in a large department it usually means failure for the ap- 
prentice scheme. Many foremen have said that “apprentices 
are a nuisance” when this method is tried. Few foremen have 
time to give personal attention to the boys, and the actual in- 
struction must fall upon some one else. We have yet to find a 
foreman whose attitude toward apprenticeship has not radically 
improved when an instructor has been placed over the appren- 
tices. The common complaint of having “too many" has, not 
infrequently, changed to a request for "more." 

Where apprentice instruction is left to "the man on the next 
machine," the things taught are far from uniform and often 
wrong in their principle. Only by a supervising instructor 
can this teaching be standardized and brought up to date. The 
present importance of “safety first”? makes doubly necessary the 
training of the apprentice from the very start in the habits of 
caution and carefulness. This can be done without any sacrifice 
of output if the proper attention is given to the learner. 

It the apprentice is to be developed to the highest extent 
he must have more than casual attention. Our agriculturists 
have long been studying how to make most productive the soil 
from which their produce must come, but the manufacturer has 
been very slow to realize that the human element of industry 
needs cultivation to bring about its highest productive ability. 

Not only has the well-planned apprentice course given bet- 
ter training to the bovs learning the trades, but it has attracted 
to the trades boys of higher intelligence. Many bright boys 
leave industrial shops because they see no opportunity for ad- 
vancement, no provision for their getting proper instruction and 
change. While it 1s true that most men specialize after learn- 
ing their trades, it is unquestionably, true that their broader 
training has made them better mechanics in the special line 
Which they have chosen. 

While it is possible to make an apprentice school unneces- 
sarily elaborate, a school which teaches the essentials of shop 
practice and the theories and mathematics underlying shop meth- 
ods cannot but prove of benefit to an apprentice. It is more 
economical to teach a principle once to a class of twenty than 
to tell it twenty times to individuals in the shop. It has been 
found that the time spent in day classes is not a loss from the 
shop's viewpoint, but that, because of the greater interest and 
the change of work, the boys will accomplish as much on days 
when an hour is spent at school as they will when there is no 
school to attend. 

As might be inferred from the foregoing, the shop super- 
visor and the instructor are the keys to modern apprenticeship. 
Some apparent failures of the system have been really failures 
of the supervisor or instructor, and the greatest of care is needed 
in the selection of these men (or man, if both positions are 
combined). Not every good mechanic can qualify as an appren- 
tice instructor; he must have natural ability to teach and he must 
understand bov-nature, and be gifted with patience and tact as 
well as firmness. Too much emphasis cannot be placed upon 
this matter. for the investment will pay or lose, dependent upon 
the selection of the men who lead the work. 

STEAM BolLER SPECIFICATIONS.—It is reported that the steam 
boiler specifications furnished by the London Guarantee & Ac- 
cident Company, Ltd., Chicago, will conform to the standard 
specifications of the American Society of Mechanical Engineers. 
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GRINDING WHEEL PROTECTION 


BY E. T. SPIDY 
Assistant General Foreman, Canadian Pacific, Winnipeg, Man. 


The grinding wheel guard shown in detail in the engravings was 
designed with two objects in view. The first was to provide an 
adequate means of protection for the wheel and the second to 
collect the fine particles of grinding dust that are thrown ott 
into the air by all grinding wheels. 

The guard consists of a box casing and a cover and is fitted 
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Cover and Fan Used to Coliect Dust from Emery Wheels 


with an adjustable slide which is let down as the wheel wears. The 
slide will accommodate wheels ranging in diameter from a maxi- 
mum of 20 in. to a minimum of 10 in., which is large enough so 
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that but one size of guard is required for all the general purpose 
wheels in a railway shop. The casing is made of cast iron and 
requires no machining beyond the drilling of bolt holes for fitting 
it together. 

The arrangement for collecting dust consists of a small fan, 
the construction of which is shown in one of the engravings. 
This is attached to the outside collar of the grinding wheel and 
occupies a recess cast in the cover. A hole is cast in the casing 
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so that a pipe may be attached and the dust conducted away 
from the wheel into a water box if desired. The draft induced 
by the small fan has proved to be sufficient to drive a large part 
of the dust out through the pipe, and it does not use enough 
additional power to require any change in the size of belt. On 
grinding wheels where the amount of dust is small or where 
it 15 not objectionable, the casing is provided with a plain cover 
and the fan is not used. 


MEASURING EFFICIENCY* 


BY H. L. GANTT 


The widespread interest in the subject of management which 
has grown up within the last few years, has, I believe, a deeper 
significance than is at first realized. The readiness with which 
employers of labor have been willing to seek advice from al- 
most anybody calling himself an "efficiency engineer" is hard to 
understand on any theory except that many employers realize 
that they are not operating their plants as well as they should 
be operated; and the fact that so many so-called "efficiency en- 
gineers" with but little experience or training have been able to 
accomplish results apparently well worth while, seems to bear 
out the theory that the art of management as practiced by many 
emplovers is still in a very crude state. 

To be sure, many efficiency engineers have become discredited 
and gone out of business, but others have entered the field, and 
apparently the number in active practice is greater today than 
ever before. It would be impossible for such a large body of 
men to find employment unless at least a fair number of them 
were doing some good. 

It is a fact that the agitation of the subjects of management 
and efficiency during the past few years has caused many em- 
ployers to study their management problems very much more 
closely than heretofore, with the result that there has undoubt- 
edly been a marked improvement in the efficiency with which 
industrial operations as a whole are being conducted. But in 
spite of this increase in efficiency, the greatest of our industrial 
problems, the relation between the employer and the employee, 
seems but little nearer solution. As a matter of fact one of the 
most efficiently run plants I have ever seen promises, unless my 
theories are all wrong, to widen the gap between employer and 
employee. The solution lies deeper, and before we can make 
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any real progress toward it, we must revise some of our funda- 
mental conceptions. 

With the growth of competition within the last 20 years the 
necessity for some knowledge of costs became evident, and the 
manutacturer turned to the accountant for a system of finding 
costs. The present system of railroad accounting had been de- 
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veloped, and certain ratios accepted as measures of efficiency of 
operation; notable among them the ratio of operating expense 
to total income. The financier demanded a similar simple meas- 
ure of the efficiency for an industrial plant. The cost accountant 
promptly gave him what he called the ratio of non-productive 
to productive labor, which he said should be low for good man- 
agement. By non-productive labor he meant salaries of all 
kinds, and all other labor that could not be charged directly to 
an order, including miscellaneous labor such as watchmen, 
swcepers, truckmen, etc. By productive labor was meant simply 
that labor which could be charged directly to an order. 

While the ratio of operating expense to total income may be 
a fair measure of efficiency in a transportation company, the 
ratio of non-productive to productive labor is not only not a 
fair measure of the efficiency of operation in a manufacturing 
plant, but is often exactly the reverse. The widespread use of 
this ratio as a measure of efficiency has been more effective in 
producing inefficiency than any other single factor except the 
oft-repeated statement that you must have low wages if you 
would have low costs. Until these two fallacies are absolutely 
discredited, we cannot expect a solution of our most serious 
problems. 

Of these two fallacies, the second seems to be yielding grad- 
ually to the overwhelming mass of evidence against it. So many 
cases are now on record where the industrial engineer has in- 
creased output, raised wages, and at the same time lowered costs, 
that only those who are too conservative to investigate are still 
holding on to the old theory. With evidence of this kind at 
hand, it is safe to say that this fallacy will before long be en- 
tirely discredited. The other fallacy, that the ratio of non- 
productive to productive labor is a gage of efficiency, is so 
firmly rooted, however, that it is hardly to be expected that it 
will yield in the near future. 

If any expense is really non-productive, contributing nothing 
to the end for which the factory was established, it should be 
eliminated. The salaries of the officers, foremen, janitors, truck- 
men, and laborers, as well as the money paid for taxes, insur- 
ance, or interest are necessary to the operation of the factory 
and therefore productive. I prefer to call all such expenses 
that have to be distributed indirect expenses, and those that are 
chargeable to specitic orders direct expenses. The ratio re- 
ferred to is thus more correctly described as that of indirect 
to direct labor, and to base any conclusions as to the efficiency 
with which a factory is run on it is misleading, often being pro- 
ductive of inefficiency rather than efhciency. I might give nu- 
merous examples to bring out this fact, including one where 
two men took the place of 16, and a daily direct wage of $8 took 
the place of $48, with but little increase of the corresponding 
indirect expense. The result was that the ratio for that shop 
became over double its former value with a marked reduction 
in the total cost. Needless to say, that the ratio theory in that 
plant is not regarded with the same reverence that it once was. 

In plants where such results have been accomplished, those 
who have been accustomed to worshipping this ratio at once 
demand another idol in place of the one that has been so badly 
discredited. Inasmuch as the efficiency of the operation of a 
factory is made up of the efficiency of a great many independent 
operations, and is really indicated only by the cost of the va- 
rious articles produced, there has not yet been found any easy 
wav of indicating the efficiency without first getting the cost of 
the individual articles. Having been accustomed to an idol, 
however. both the accountant and the financier demand one, and 
are loath to give up the idol they have so long worshipped, no 
matter how badly shattered it may be. But when a reliable cost 
system has been installed, this idol becomes so badly discredited 
that even its most devoted high priests are obliged to abandon tt. 

In discussing cost systems, ] wish to confine myself to the 
problem of how to get a true knowledge of the various items of 
laber and expense, both direct and indirect. This subject seems 
to have been given but scant consideration by the average ac- 
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countant, who has usually assumed it to be easy and devoted 
his energies to working out elaborate theories as to what should 
be done with the various items of expense. Inasmuch as I find 
that the information which the office gets of what the shop has 
done is, as a rule, not very reliable, I feel that it is far more 
important to get this information correct than to get up ela- 
borate schemes for using it. We shall therefore conüne our- 
selves to the consideration of what the essential elements of a 
reliable cost system are, and how to get an exact knowledge oí 
them. These elements are a knowledge each day of (a) what 
was done the day before; (b) who did it, and (c) what was paid 
for it. It is necessary to check these items daily, for it is im- 
possible to check them accurately after the lapse of any appre- 
ciable time. 


It is comparatively easy to get a set of returns purporting to 
give the above information, but the real difficulty comes in know- 
ing whether these returns are correct or not. The only sure 
way of knowing whether these returns are correct or not is to 
know beforehand (a) what should be done the next day; (b) 
who should do it, and (c) what should be paid for it. 


When we have arrived at a condition under which we can 
plan our work in advance on these lines, we have the basis of a 
real system of management, in which we can promptly check 
what has been done with what should have been done, and know 
with certainty each day how we stand. 


It is not my intention to go into details as to how this can be 
done, as the subject is too big for a paper of this character. 
llowever, as the criticism will be at once raised that the clerical 
work needed would be so great as to make it out of the question, 
in reply 1 may say that even in the most poorly run business. 
some attempt, either consciously or unconsciously, is made to 
control work on these lines. Moreover, we generally tind that 
the more nearly the above ideal is approached, the more success- 
ful the plant is, and all will admit the desirability of such a sys- 
tem if it can be established without excessive clerical work. As 
a matter of fact the clerical work needed to operate the best 
systems of this type is decidedly less than that needed to operate 
any of the standard cost systems put in by chartered accountants. 

It must be borne in mind, however, that during the process ot 
installing the new system and training the emplovees to operate 
under it, the old system must be continued; and not until each 
function performed by the old has been taken over by the new 
can we drop the old entirely. During the process of installation, 
therefore, we must to a large extent operate two systems. This 
necessarily runs up the ratio of non-productive to productive 
expenses, and the accountant lifts up his hands in horror at the 
expense of the new system. If at the same time the new svstem 
is successful in reducing the productive labor, the ratio is still 
higher, and the "showing" is still worse, even though the total 
cost is less. I therefore repeat that the first step to be taken 
before introducing a modern system of management is to elimi- 
nate the ratio of ron-productive to productive labor as a measure 
of efficiency. The establishment of the fact that total cost is 
the only reliable guide will do much to pave the way for an 
improved system of management. 

The first step in accomplishing this is to revise our ideas as 
to the functions of a cost system. In the past the principal func- 
tion of a cost system, besides indicating a limiting selling price. 
has been to enable those in financial control to criticize those 
operating the factory. These criticisms are usually from one to 
three months late, and are so general in their character as to 
afford, as a rule, no guide whatever by which the superintendent 
can be governed. Such a system is too often most highly prized 
for its worst defect, namely, that it enables those in financial 
authority to criticize without taking any responsibility whatever 
for showing how to do better. 

If, instead of making the function just described the prime 
one, we raise to equality with it, a function which requires the 
system to furnish promptly, day by day if necessary, exact in- 
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formation of what has been done and what the expenditure has 
been, we shall find that its most valuable function becomes, not 
finding costs, but furnishing the superintendent with information 
which helps him to reduce costs. In other words, before we can 
expect to get any great benefits from the newer managerial ideas, 
we must readjust our ideas of the functions of the cost account- 
ant, who must become the servant of the operating executive as 
well as of the financial executive. 

As long as the cost accountant is simply a critic, he may be 
called non-productive, but when he furnishes the superintendent 
with prompt information which enables him to reduce costs he 
becomes productive. Promptly detailed information of what is 
being done each day, furnished in such manner as to be readily 
compared with what has been done, and what can be done, is 
the best method of measuring efficiency. 


COMBINATION RIVET SET 


BY H. L. LOUCKS 
Machine Shop Foreman, Erie Railroad, Dunmore, Pa. 


Considerable difficulty has been found in securing a rivet set 
which would satisfactorily withstand the service met in various 
classes of railroad shop work. After having experimented with 
methods of hardening and treating steel without success the 
combination set shown below was finally developed. After hav- 
ing been severely tested specially in car shop work, operating on 
100 Ib. to 110 Ib. air pressure, it has been found to have a life 
of practically double the number of rivets usually driven with 
the solid set. 

It consists of four parts: a socket, a cup, a dowel pin and a 
retaining spring. The socket may be made from a worn or 
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Bullt-Up Rivet Set 


broken sclid set, annealed and turned to the dimensions shown 
in the drawing. Lhe cup is made from old locomotive tire steel 
I rged and finished in a lathe. 

The use of a separate cup and socket results in a distribution 
cf the stresses which overcomes the tendency of the solid 
sets to break at the shoulder between the stem and the head. 
The socket lasts indefinitely and new cups may be provided 
as required at a cost not exceeding one-half of that for new 
schd sets, the steel for which is expensive. 


FORMIDABLE LookiNc FonMUvLAs.—Many engineers will go down 
without a struggle before a formula which has a logarithm, en- 
topy Or a sine, cosine or tangent in it. It is just as simple to 
look up one of these quantities and to substitute the value given 
in the table for the letters of the formula as it is to hunt up the 
‘team temperature corresponding to a given pressure, or the 
area corresponding to a given diameter, and the same book which 
Contains the tables of the properties of steam and of circumfer- 
ences and areas will usually have the other things, too.—Power. 
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BOILER WASHING AND FILLING SYSTEM 
FOR SMALL ROUNDHOUSES 


BY WILLIAM WELLS 


The fact has been fairly well established that the use of hot 
instead of cold water for washing out locomotive boilers will 
produce better results, as regards the effect on the boiler struc- 
ture, the amount of sediment and scale removed, and the time 
consumed in the washing operation. The filling of locomotive 
boilers with clean hot water also has allowed the movement 
of a locomotive out of the roundhouse within 30 minutes aíter 
the filling operation was completed, a marked reduction in the 
time required for obtaining the necessary amount of steam for 
moving the engine when cold water was used, and one which 
has an important bearing on the prompt handling of locomotives 
at terminals. While the results obtained have been in the main 
satisfactory, and the expense of the well designed boiler wash- 
ing and filling systems on the market generally has been justified 
for the larger terminals, the first cost of these systems has pre- 
vented railway ofhcers from authorizing their installation in the 
small roundhouses, located at points where the number of loco- 
motives handled daily and the importance of the traffic would not 
seem to justify this expense. 

Most small roundhouses require the installation of a steam 
boiler equipment for the drafting of locomotives, operating wa- 
ter pumps, air compressors and a stationary engine, the exhaust 
steam from which contains sufficient heat, if properly utilized 
to provide an adequate supply of hot water for boiler washing 
and filling purposes where the requirements of the engines han- 
dled are not in excess of the heat contained in the steam avail- 
able. As exhaust steam at one pound pressure has a total heat 
content of 1,152 B. t. u. per pound in comparison with a heat 
value of 1,192 B. t. u. for steam at 125 lb. pressure, it will be 
seen that exhaust steam which usually is passed to the atmos- 
phere through the exhaust and is therefore wasted, contains with- 
in 3 per cent of the heat which is contained in steam at the 
higher pressure. 

The accompanying drawing shows a design for a boiler wash- 
ing and filling system which uses exhaust steam for heating the 
water and from which may be obtained results which approach 
those possible with the larger systems to a closer degree than 
may be obtained by any form of sump. The system has been 
designed with the idea of getting the greatest results with the 
least expenditure of money for plant equipment, and the only 
apparatus necessary over that required for a roundhouse with a 
washout pump is the feed water heater, the storage tank and the 
necessary piping, valves and fittings for the hot water line. The 
feed water heater may be of simple design, possible of manu- 
facture without difficulty in any railroad boiler shop; the stor- 
age tank may consist of one or more condemned horizontal 
tubular boilers with the tubes removed, and properly fitted up 
to contain water. 

In the drawing, A is the storage tank containing a supply of 
hot water for boiler washing and filling purposes, B is a small 
feed water heater, of the open tvpe, made of either cast iron 
or steel, for heating the water, C is a steam pump of the or- 
dinary reciprocating type for supplying the hot water under 
pressure and circulating the water in the storage tank through 
the heater when the locomotive boilers are not being washed out 
or filled. Instead of using the pump C for circulating the water 
a separate pump of smaller capacity may be used with equally 
good results and possibly no increase in the amount of steam 
required for circulation. The thermostat-operated valve D may 
be installed or omitted as desired. its function being to admit 
live steam to the heater when the temperature of the water 
entering the heater falls below a certain predetermined point 
due either to a deficiency of exhaust steam or excessive use of 
water from the system. The boiler feed pump E is of the re- 
ciprocating type and may be dispensed with if the stationary 
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boiler pressure is equal to or less than that used for washing 
and filling locomotive boilers. 

In the operation of the system, water is maintained at a con- 
stant level in the storage tank A through the action of a float 
operated valve in the cold water supply connection. Exhaust 
steam is admitted to the feed water heater, after having all oil 
removed by a separator provided for the purpose, and comes in 
contact with and heats the water from the storage tank entering 
the heater through the water supply connection which in the 
drawing is a by-pass from the discharge line of the boiler wash- 
ing and filling pump. By a continuation of the above process 


the water in the storage tank increases in temperature until the 
boiling point is reached, or until the water is used for either 
washing or filling the boiler through the pump. 

In a small roundhouse the number of locomotive boilers re- 
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the operations and about 1,000 gal. would remain for subsequent 
use or a sufficient quantity to increase the temperature of the 
water required to fill the tank from 60 deg. to 80 deg. 
Calculation shows that the amount of exhaust steam at one 
pound pressure required to raise the temperature of the retilled 
tank to 180 deg. would be approximately 5,550 1b., and the time 
required about 6 hr. Based on a uniform use of the steam 
for heating the water, approximately 900 lb. per hour would 
be used, or the amount obtained from an ordinary 25 hp. slide 
valve engine operating continuously at full load. The supply 
of feed water for the stationary boilers should be taken from 
the feed water heater direct as the temperature of the water in 
the heater will be uniform and always higher than that in the 
storage tank. In this connection it should always be remembered 
that the amount of coal required for steam making purposes is 
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Stationary Boiler 


Hot Water Washing and Filling System for Small Roundhouses 


quiring washing out and refilling usually does not exceed three 
in a period of 24 hr. and with an allowance of 50 min. per 
engine for the washing operation and 20 min. for filling, there 
remain practically 20.5 hr. out of every day for building up the 
temperature of the water in the storage tank. Dividing the time 
the system is not delivering water for washing and filling by 
the number of engines handled, an average of about 6 hr. per 
locomotive handled for heating the water in the storage tank, 
is obtained. Results from service tests on two modern boiler 
washing and filling systems installed in large roundhouses show 
that an average of 4.800 gal. of washing water and 2.600 gal. of 
water for filling were required per engine handled, the number 
of locomotives having their boilers washed out and refilled dur- 
ing the 24-hour period of the tests being 14 in one case and 10 
in the other. 

On account of difficulty experienced with the use of water at 
a temperature over 120 deg. for washing out purposes, cold wa- 
ter must be admitted in the pump discharge line to obtain the 
desired temperature. Assuming that 4,800 gal. of water is re- 
quired per engine washed out and a temperature of 180 deg. 
in the storage tank—a figure which may be easily obtained by 
separating the washing and filling operations on different engines 
as much as possible—it will be necessary to admit about 2.400 
gal. of cold water at 60 deg. to the pump discharge to obtain 
the 120 deg. working temperature. 

Using the above data as a basis, the capacity of a storage 
tank for washing out and filling three boilers per day of 24 
hr. should be approximately 6.000 gal., or the water contained in 
one tank 16 ft. long by 96 in. diameter, or two tanks 16 ft. long 
by 72 in. diameter. A storage tank of this capacity would pro- 
vide sufficient water for the washing out and filling of one 
boiler, and at the end of both operations the temperature would 
be approximately 80 deg.. based on the admission of cold water 
equal in quantity to that used. As an alternative proceeding, 
by shutting off the cold water supply to the storage tank while 
washing and filling. 180 deg. water would be available during 


reduced approximately 1 per cent for each 10 deg. increase in the 
feed water temperature, a point not to be lost sight of in the 
operation of any type of boiler feed water or washing and fil- 
ing system. 
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RECLAIMING WORN LUBRICATOR 
CHOKE PLUGS 


BY F. W. BENTLEY, JR. 


Some time ago the air brake department was confronted with 
a shortage of new lubricator choke plugs for the bull's eye type 
of lubricator. A considerable number of these plugs, removed 
because of an enlarged condition of the restricted passage in the 
end, had been retained. In order to reclaim them a wood holder 
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counter-bores with Welding flame 
Holder Used In Reclaiming Worn Lubricator Choke Plugs 


was made in which 15 or 20 plugs could be secured at one time. 
The chokes were then countersunk with a 7/32-in. drill, care 
being taken that the drill did not penetrate the restricted por- 
tions of the oil passages. These apertures were then filled with 
brass by the use of the acctylene welding flame, the work being 
performed much like a soldering operation. The holder was 
then taken to a small drilling machine and 1/32-in. holes drilled 
through the solid ends of the plugs. This is economical even 
where but a small number of plugs are to be reclaimed. 


POWER PLANT OIL FILTER 


The oil filter shown in Fig. 1 was developed in order to se- 
cure a filtering medium of increased efficiency and an arrange- 
ment of the plant which would make possible large filtering 


Fig. 1—0Oi!! Filter Having Capacity of 100 Gal. to 200 Gal. Per Hour 


capacity in a small space. The device, which is known as the 
Peterson power plant oil filter, consists essentially of two parts 
placed in the same case. The first is the precipitation com- 
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Fig. 2—Method of Operation of the Precipitation Compartment 


partment in which water and the coarser particles of solid mat- 
ter are removed; the second is the filter proper. Surrounding 
these two compartments is the storage space for filtered oil. 


r 


NEW DEVICES 


The dirty oil enters the filter through a stgainer box, pass- 
ing down through a removable strainer which catches large 
pieces of foreign matter, such as waste. A heater tray A, is lo- 
cated directly below the strainer, where the viscosity of the oil 
is reduced before it overflows into the compartment B. From 
this compartment the oil flows through a funnel and vertical 
conductor shown in Fig. 2. As it emerges from the vertical con- 
ductor the oil is spread out below the tray C bv means of a 
baffle, and under the action of the head which accumulates in 
the vertical conductor the oil is forced to take a zigzag upward 
path, passing under and over several travs in its course. The 
level of the oil in the top tray is maintained constant by a 
skimmer shown at D in Fig. 3, the overtlow from which passes 
to the filter compartment through the opening E. 

As the oil flows over the trays the water separates and col- 
lects in the bottom of the trays, from which it is by-passed di- 


Fig. 3—Arrangement of the Parts of the Peterson Oi! Filter 


rectly to the bottom of the precipitation compartment by means 
of funnels surrounding the vertical oil conductor. These pre- 
vent the water from coming in contact with the moving oil 
after having once been separated. The water is automatically 
removed from the precipitation compartment by means of an 
overflow tube F. This consists of two concentric pipes, the 
outer one of which is connected at the bottom to the water 
chamber while the inner one leads to the drain. A funnel is 
threaded to the upper end of the inner pipe by means of which 
adjustment may be made to provide for oils of different specific 
gravities. The overflow operates on the U-tube principle; the 
column of water in the outer pipe balances the column in the 
filter, composed partly of oil and partly of water. The oil being 
lighter than the water, the top of the overflow is slightly lower than 
the level of the oil in the precipitation compartment. As more 
water collects in the bottom of this compartment the relative 
weight of the two columns is changed, that within the precipi- 
tation compartment becoming heavier, and the level in the over- 
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flow tube is raised until water flows over the top of the funnel 
into the drain. A low water level is thus automatically main- 
tained in the precipitation compartment. 

The filtering compartment contains nine non-collapsible filter- 
ing units, one of which is shown in Fig. 4. The oil passes 
from the outside to the inside of the filtering unit and then out 
through nozzles projecting through the wall of the compart- 
ment into the clean oil compartment. The nozzles fit into 
spring-actuated valves so that any unit may be withdrawn and 
cleaned without interfering with the continuous operation of 
the filter. When the unit is withdrawn this valve instantly 
closes and prevents unfiltered oil from flowing into the clean 
oil compartment. The filtering cloths are so arranged that 
thev are free from folds or plaits, thus rendering effective their 
entire surface. They are placed in a vertical position, so that 
the slime and sediment collecting on the filtering surfaces con- 
tinually works towards the bottom. The filtering units are thus 
largely self-cleaning. 

No oil can pass to the clean oil compartment untib the level in 
the filtering compartment reaches the outlets from the filtering 


Fig. 4—Vertical Filtering Unit Removed from the Fliter 


units; as soon as a slight head builds up over the outlets the 
process of filtration commences and is distributed over the en- 
tire filtering surface, all of which is subjected to equal pressure. 
‘lhe head of oil over the filtering unit is shown by the indicator 
at the top of the gage on the front of the filter. When oper- 
ating at normal rating this indicator should show a level of 
about three inches of oil Space is provided, however, for 
carrying oil to a height of six inches, thus making possible the 
handling for short periods of a 100 per cent overload. 

Other gages are provided to show the level of the oil in the 
storage compartment and the water level in the precipitation 
compartment. A thermometer shows the temperature of the oil 
in compartment B, thus enabling the proper regulation of the 
heater coil. Another thermometer shows the temperature of 
the oil in the clean oil storage compartment, and when neces- 
sary the oil is passed over cooling coils before it is returned to 
the lubrication system. | 

The filter body is constructed of No. 12 gage galvanized sheet 
steel reinforced with channels and angles. All joints are lapped 
and closely riveted and soldered. The only parts needing pe- 
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riodical attention. are the filtering cloths, and these are read- 
ily cleaned by removing the filtering units, without interfering 
with the continuous operation of the filter. The filter here il- 
lustrated has a capacity of 100 gal. to 200 gal. per hour, this 
being the basic unit by the duplication of which plants of larger 
size are built up. These filters were recently placed upon the 
market by the Richardson-Phenix Co., Milwaukee, Wis. 


MAIN RESERVOIR BALL JOINT 
CONNECTION 


The accompanying illustrations show a ball joint developed 
especially for locomotive main reservoir pipe connections. 
Many engine failures are caused by the breaking of main reser- 
voir pipe connections, due to vibration of the pipes, the effect 
of which is concentrated at the rigid connection in the reser- 


Details of Ball Joint Pipe Connection for Maln Reservoirs 


voir. The body of the ball joint is threaded and screwed di- 
rectly into the reservoir and the end of the pipe is screwed into 
the ball member, thus relieving the threaded connections of vi- 
bration stresses. 

The construction of the joint is shown in the engraving. The 


Main Reservoir Ball Joint Pipe Connection 


body is made in the form of a cylindrical casing in which are 
placed two rubber packing rings and two hard babbitt retaining 
rings. The packing rings form the joint with the spherical 
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surface of the ball member and are held in position by a gland 
nut on the casing. 

This joint was developed by the Franklin Railway Supply 
Company, 30 Church street, New York. 


LOCOMOTIVE SAFETY VALVE 


The accompanying illustration shows a new type of safety 
valve recently placed on the market by the Crane Company, 
Chicago. These valves are different from those heretofore 
made by this company, in that they have a greater lift and the 
casing is made of malleable iron. The main spring is also made 
of larger wire and the coil is of larger diameter. The lift has 
Leen increased on the open pop valve to 0.15 in., and on the 
muffler to 0.14 in., an increase of from .07 to .05 in. Excessive 
hammering of the valve as it closes from this relatively high lift 
is eliminated by the use of an auxiliary valve, also controlled 
by a spring, which covers a series of holes in the main valve, 
as shown in the drawing. As the main valve is lifted from its 
lower seat by the steam pressure, full opening is provided to 
it and the valve is lifted to its open position. As the pressure 
drops and the main valve lowers, steam will be caught in the 


Improved Crane Safety Valve 


cavities under the auxiliary valve. thus cushioning the main 
valve and preventing the severe shock that has many times 
been found very objectionable on high lift valves. 

The muffled valve is similar in construction to the open valve, 
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Discharge of 


Type Size Boiler pressure Lift steam per hour 
Open ........ 2% in 180 Ib. .15 in. 7,500 Ib. 
Open ........ 3 i 180 Ib. .15 in. 9,200 1b 
Open ........ 24% in 200 Ib. .15 in. 8,300 Ib 
en osse s pubs 3 in 200 Ib. .15 in. 10,100 Ib 

wer ....... 214 in 180 1b. .14 in. 6,500 lb 
Muffler ....... 3 in 180 Ib. .14 in. 8,600 1b 
Muffler ....... 2145 in 200 Ib. .14 in. 7,200 lb 
Muffler ....... in 200 Ib. .14 in. 9,400 Ib 
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and instead of using two muffler plates, as was done in the old 
type, only one is used, it being made a part of the casing. By 
means of these high lift valves it has been found possible to use 
smaller valves as the capacity has been so materially increased. 
The accompanying table shows the discharge of steam per hour 
with 24% and 3 in. valves of both types. 


GENERAL UTILITY VISE FOR DRILL 
PRESSES 


The vise shown in the illustrations was designed to replace 
a variety of jigs and special fixtures for holding various sizes 
It has proved 


and shapes of work on the table of the drill press. 


Work Secured in Vertical V-Groove of the Utility Vise 


to be equally adapted to other machines on which the work is 
held stationary, such as milling machines and shapers. 
The vise consists of a flanged bed plate so designed that it 
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Supplementary Jaws for Holding Irregularly Shaped Plece 
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may be fastened to the machine table in any position, a screw 
operated front jaw, a stationary rear jaw and a variety of sup- 
plementary jaws which may be secured to the top of the main 
jaws for handling irregularly shaped pieces. The front jaw is 
held in position by a tongue passing through a slot in the bed 
and secured on the bottom with a plate and screws. The grip- 
ping surface is fitted with a removable steel plate. The rear 
jaw is made in the form of a hollow cube, one side being left 
open to admit a wrench for operating the nut on the binding 
bolt. The hole through which this bolt passes is drilled in the 
center of the jaw. It may thus be revolved on the bolt and 
fastened to the bed with any one of the three closed faces op- 
posite the face of the front jaw. One of these faces is provided 
with a removable steel plate similar to that on the front jaw. 
Another is machined full depth for use as an angle plate, a 
vertical V-groove extending the full depth of this face to permit 
centering and holding rounds, squares and similar stock in a 
vertical position. The opposite side is provided with a hori- 
zontal V-groove for holding bar stock when drilling at a right 
angle to the a.:is of the bar. 

One of the illustrations shows the adaptability of the device 
for holding irregularly shaped pieces by the addition of supple- 
mentary jaws to the top faces of the main jaws. These vises 
are manufactured by the Brown Engineering Company, Read- 
ing, Pa, and are provided with several types of supplementary 
jaws other than those shown. 


SOUIRT HOSE EJECTOR 


~ 


The acccmpanying engraving shows the general arrangement 
and details of an ejector designed to furnish moderately warm 
water under sufficient pressure for the safe operation of the 
locomotive cab squirt hose. It was recently developed by the 
Ohio Injector Company, Chicago, Ill., and consists of two parts: 
the ejector, which is connected to the injector suction pipe near 
the strainer, and a heater check connected to the injector 
branch pipe. The operation of the squirt hose is controlled by 
a one inch valve in the cab. 

By referring to the sectional view of the heater check it will 


Arrangement of the Squirt Hose Ejector on the Locomotive 


be seen that when the boiler feeding injector is working, water 
at a high temperature and pressure enters the heater check at 
the opening 4, which is connected to the branch pipe, lifts the 
check valve and passes out through the opening B into a pipe 
leading to the cab squirt. To prevent freezing in cold weather 
when the injector is shut off a small amount of live steam en- 
ters the heater check body through a choke fitting and passes 
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through the opening B to the ejector. This steam is prevented 
from passing into the branch pipe by the heater check valve 
and an ordinary check valve placed at any convenient point in 
the live steam pipe prevents any tendency for water from the 
branch pipe to pass through the choke into the boiler when the 
injector is working. 

The water at high temperature and pressure enters the ejector 
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through a one-half inch pipe, and whenever the control valve in 
the cab is opened it passes through the ejector combining 
tube, where it mingles with a large quantitv of cold water drawn 
from the injector suction pipe through the check valve shown. 
The device is claimed to effect the delivery of a good stream 
of water at a moderate temperature and safe pressure. 

In using this device the engineman is not required to make 
any movements other than those necessary with the usual form 
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A B 


(A) Sectional Elevation and (B) Sectional Plan of the Ejector 
Proper 


of cab squirt receiving its water supply directly from the in- 
jector branch pipe. All that is necessary is to have the injector 
working and to open the control valve. The device is applicable 
to locomotives fitted with injectors of either the lifting or non- 
lifting type. 


BriT1isH HosPiTAL TRAIN FOR THE CONTINENT.—At the Strat- 
ford works of the Great Eastern an ambulance train consisting 
of five ward cars, two kitchen cars, and one pharmacy car, has 
been built for service with the British troops in France, and 
presented by the United Kingdom Flour Millers’ Association. 
The train is 428 ft. long. Each coach for the wounded will ac- 
commodate thirty men, thus giving room for 150 in all. The 
train is lighted by electricity, and the cookers in the two kitchen 
coaches are heated by anthracite fuel. At the top of the coaches 
are tanks of 300 gallons capacity for the water supply; the heat- 
ing is by steam pipes, and each coach weighs between 27 and 28 
tons. 
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UNDERFRAME SUSPENSION OF CAR 
LIGHTING GENERATORS 


An electric car lighting equipment has recently been brought 
out in which the generator is suspended from the underframe of 
the car instead of from the truck. The equipment is manufac- 
tured by the Safety Car Heating & Lighting Co., 2 Rector street, 
New York, and a number of sets now in service are claimed to 
be giving entire satisfaction. 

Several conditions have arisen in connection with the suspen- 


Fig. 1—Car Lighting Generator Suspended from the Underframe 


sion of car lighting generators from truck frames which are in- 
creasing the difficulty of properly designing this type of equip- 
ment for application to steel trucks and steel car bodies of the 
type of construction now commonly employed. The deep center 
sill generally used on all-steel and steel underframe equipment has 


Fig. 2—Position of the Generator when Effect of Spring is a 
Maximum 


limited the space available for applying the generator to such an 
extent that it is difficult to obtain the proper clearances for the 
generator and the driving belt. The suspension of the generator 
from the truck frame also produces an unbalanced condition in 
the loading of the equalizer coil springs, and the suspension 1s 
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so low that snow and ice cause trouble during the winter months. 
The underframe suspension was developed to overcome these 
and other difficulties arising from the older method of suspen- 
sion. 

The general appearance of the generator and its suspension 
and the method of attaching it to the underframe are shown in 
Fig. 1. The successful operation of this type of suspension de- 
pends upon the ability to maintain a uniform belt tension through 
the comparatively wide range of adjustment necessary to take 
care of the curving of the truck. The method of securing uni- 
form belt tension will be understood by referring to Figs. 2 
and 3. Cast on the generator frame are two carrying lugs 4, 


. which are pivoted to supporting lugs B on the suspension casting 


by a bar, the end of which is shown at C. The end of tHe ten- 
sion spring shown at H, Fig. 4, is secured to a bracket E on the 
suspension casting, while the end shown, G, Fig. 4, engages with 


Fig. 3—Position of Generator when Effect of Weight is a 
Maximum 


the lug D on the generator frame. The tension of the belt is 
the result of two varying factors, one of which is the horizontal 
component of the weight of the generator, and the other the ten- 
sion of the spring. When the generator is hanging as shown in 
Fig. 2 so that its center of gravity is directly under the support- 
ing bar C, the weight of the generator has no effect on the ten- 
sion of the belt, but the tension of the spring has its greatest 
effect, since the lever arm, CX, is greatest. When the generator 
is swung into the position shown in Fig. 3, the effect of its 
weight is a maximum, while the effect of the spring is decreased 
due to the shortening of the distance CY. The parts are so de- 
signed that the combined effect of these two factors is practically 
constant in all positions. Ample latitude is provided between 
the two extreme positions shown to take care of belt stretch and 


Fig. 4—Belt Tension Spring Assembled on its Carrier 


the varying location of the axle due to the curving of the truck. 
The spring is assembled on a carrier under tension so that it may 
be easily applied and removed. 

A simple means of lining the generator with the car axle is 
provided. The hole for the supporting bar in the lug B is slotted, 
the position of the bar in the slot being readily adjusted and 
locked by means of the bolt and lock nuts shown in the en- 
gravings. 

With the increased belt clearances obtained with this equip- 
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ment it has been possible to use a type of belt fastener which 
operates properly on small pulleys. A smaller armature pulley 
has therefore been used and a higher ratio between the axle 
pulley and the armature pulley obtained. The increase speed 
of the generator thus produced has made possible the design 
of a generator of lighter weight. This saving, together with the 
reduction in the weight of the suspension itself has resulted in 
a total reduction for this type of equipment of nearly 900 Ib., and 
the truck has been entirely relieved of the unsprung and unbal- 
anced weight usually suspended from one end of its frame. 

The underframe suspension has made possible a considerable 
increase in the clearance between the generator and the track, 
and the moving parts of the suspension are still further removed 
from the track by being placed above the generator. The effect 
of snow and ice in severe weather conditions is therefore con- 
siderably reduced. The suspension of the generator from the 
car body also produces more favorable conditions with regard to 
wear since the moving parts, both of the generator and the sus- 
pension, receive the full benefit of the truck springs. 


PISTON VALVES APPLIED TO SLIDE 
VALVE CYLINDERS 


The application of superheaters to existing engines having 
slide valve cylinders has heretofore presented serious difficulties 
in view of the accepted fact that only piston valves can be used 
successfully with superheated steam. The cost oí new piston 
valve cylinders with their accessories, together with the new 
front frame sections necessary to obtain a good design of cylin- 
ders; the changes necessary in the valve gear, etc., frequently 
entail so considerable an expenditure as to cause abandonment 
of the project. 

The device here illustrated offers a solution of the problem by 
enabling a piston valve to be applied to the existing slide valve 
cylinders without any modification of the cylinders, valve gear 
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Construction and Method of Application of Universal Piston Valve 


or other details. It consists of an inner valve chamber to which 
a continuous bushing is applied in the ordinary manner. En- 
closing this is a steam chest secured to the cylinder by the usual 
studs without alteration in their original arrangement. The 
valve chamber is secured to the valve seat by four studs, and six 
holding-down screws tapped through bosses on the top of the 
steam chest, in addition to the steam pressure, which is exerted 
over practically 70 per cent of the area of the seat. 

Joint wires of the usual form are used between the steam 
chest and its seat and wires of the same size are employed be- 
tween the valve chamber and valve seat. These latter wires are 
arranged in an ingenious manner to avoid the use of double 
wires on the bridges, where it is difficult to apply sufficient direct 
pressure to bed them into the irregularities of the faces. In 
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this arrangement a joint wire surrounds each of the steam ports, 
and an outer wire surrounds the whole. Thus the double wires 
come only at the ends and sides of the valve seat where direct 
pressure can be applied. 

A very short and light piston valve is used, with the center of 
its stem offset downward to conform to the location of the valve 
yoke stem of the original slide valve. The body of the valve 
is of oval section, thereby facilitating the passage of the ex- 
haust steam downward to the exhaust port. The form of steam 
port in the valve chamber is such as to provide ample area for 
the ingress and egress of steam to the ports in the bushing, and 
eliminate all baffles which cause eddy currents. 

The valve diameter is determined by the length of the ports 
in the valve seat, being such that its effective length (deducting 
bridges) is somewhat greater than the port length of the fat 
valve seat, which has been proved by actual test to he sufficient. 
This method gives valve sizes and weights as follows: 


Port length Valve diameter Weight ef valve 
Up to and including 19 in......... 8 in. 58 lb. 
20 in. to 22 in. inclusive.......... 9 in. 65 Ib. 
23 in. and Over... coord o as 10 in. 73 lb. 


By the use of these small, light piston valves, the wear and 
tear on the valve gear is reduced to a minimum. As the section 
of packing ring is the same as for the large valves commonly 


used, the result is a greatly diminished tendency to buckle and. 


score the bushing while' crossing over the ports when super- 
heated steam is used, trouble from this'source being practically 
eliminated. Diagonal bridges are employed in the valve bushing 
to obviate grooving of the rings. 

A notable feature of this arrangement is that outside steam 
pipes may be used, thereby eliminating all live steam passages 
from the cylinder saddle, as has become the accepted practice 
with superheat. In this case a tight cover p'ate is bolted over 
the steam pipe boss in the smoke box, and thc steam passages in 
the saddle filled with a rich concrete mixture. A short bent sec- 
tion of steam pipe is used immediately above the chest to facili- 
tate its removal without disturbing the pipes in the smokebox. 

This valve was developed by the Economy Devices Corporation, 
30 Church street, New York. 


HAND BRAKE FOR FREIGHT CARS 


In an endeavor to secure a powerful hand brake for freight 
cars without sacrificing rapidity of action, the geared brake 
shown in the drawing has been developed by the National 
Brake Company, Buffalo, N. Y. This device, known as the 
Peacock freight car brake, consists of a malleable iron frame. 
a geared drum and shaft, and a pinion secured to the lower 
end of the brake shaít. The brake is operated by the usual 
type of shaft, the lower end of which is forged to a square 
section where it passes through the pinion, a cotter through 
the end securing it in position. Sufficient clearance is pro- 
vided through the pinion so that finish is unnecessary and 
the space between the shaít and the gear readily frees itself 
from dirt which would tend to collect were a closer fit used. 

The drum and gear are cast integral, holes being cored 
through the web oí the gear to lighten it as much as possible 
and also to prevent the accumulation of dirt on its upper 
surface. The surface of the drum is formed into a shallow 
spiral groove, the bottom of which is over 2 in. in diameter. 
This eliminates the twisting and cutting of the chain, caused 
by the small drum usually employed. The upper portion of 
the drum is so designed that the center line of the chain 
follows a parabolic curve as the drum revolves, the end of 
the chain being secured at a point near the rim of the gear. 
This facilitates taking up the slack without loss of time or 
sacrifice of leverage when the effective application begins. 

The chain is secured to the drum by a bolt in double shear 
which passes through a slotted hole. When in place the pull 
of the chain moves the bolt in the slot until its head occupies. 
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a pocket on the upper surface of the web from which it cannot 
be directly removed. A cotter through a lug on the web of 
the gear prevents the head of the bolt from sliding out of 
the pocket should the pull on the chain be released. The 
drum revolves on a straight unfinished bar of cold rolled steel, 
the lower end of which rests in a pocket in the frame. The 
drum is bored out with ample clearance and is packed with 
graphite grease to prevent corrosion when the car is standing 
out of service. A cotter through the lower end of the bar 
and the frame prevents it from turning and cutting the frame. 

The brake has a gear ratio of 12 to 48, and with a force of 


Geared Hand Brake for Freight Cars 


100 Ib. exerted at the rim of a 16 in. brake wheel it is claimed 
to produce over 1,700 lb. pull on the chain. This is more 
than four times the force exerted on the chain by the usual 
type of hand brake where the chain is wound on a 114 in. 
drum at the lower end of the brake shaft. 

To successfully meet the conditions imposed upon a hand 
brake for freight equipment cars the cost must be low. With 
this consideration in view the use of finished parts has been 
avoided as far as possible, the only finished surface in the 
device being the bore of the drum. As shown in the draw- 
ings, the frame is designed for application to cars having 
platform end sills. but the brake may be designed for ap- 
plication to freight cars of any type. 


EMERGENCY JACKS 


The jacks illustrated herewith include several interesting features 
which are especially valuable in equipment designed for emer- 
gency use. They have recently been added to the line of the 
Buckeye Jack Manufacturing Company, Alliance, Ohio. 

The features of special interest are the swivel top, to which is 
pivoted an auxiliary hook for low lifting operations and an aux- 
lary heel plate which enables the operator to use the jack at an 
angle without blocking up. An adjustable auxiliary lift is shown 
on one of the jacks, which may be quickly adjusted to the load 
without sacrificing a portion of the lifting range of the jack. 
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The foot of the jack is so designed that the auxiliary heel plate 
may be applied in two positions at right angles to each other, 
thus permitting the operation of the jack tilted either sideways 
or forward. The heel plate provides a substantial footing for the 
tool in any position without the necessity of special blocking. 


Jacks with Adjustable Heel Plates 


When so desired it may be removed and the jack operated upon 
its own base. 

In designing these tools special attention has been given to 
the elimination of unnecessary parts in order that the number 
of repair parts required may be kept at a minimum. The parts 
are easily assembled, and repairs may be made by the ordinary 
shop labor. 


FRICTION SPRING DRAFT RIGGING 


The Slick friction spring draft rigging, which is shown in 
the accompanying illustration, consists of a number of springs 
formed of comparatively thin steel plates. These plates are 
square or rectangular and are corrugated, the axes of the cor- 
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Slick Friction Draft Rigging 


rugations being parallel to each other. The plates are placed so 
that the corrugations of each one are at right angles to those of 
the two adjoining ones. The arched portions of the plates are 
thus in contact with each other, and each plate forms an abut- 
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ment against which the adjoining plate operates. The device 
may be made either with single corrugated spring plates or 
where greater stiffness is desired the elements may be made up 
of two or more laminations each. The construction of the rig- 
ging is otherwise similar to that commonly used with other types 
of spring elements. 

When under load the plates withstand stresses first by the 
spring action of the corrugated portions, which tend to flatten 
out under pressure, and in addition by the frictional resistance 
to the movement of the plates one upon another due to the flat- 
tening out of the corrugations. This action tends to dissipate 
a portion of the energy delivered to the draft rigging. 

It is also claimed that the arch action of the corrugations 
tends to distribute the stress through the curved portion of 
each corrugation in such a way as to counteract to a certain ex- 
tent the force in the tension side of the plates. The depth of the 
corrugations is such that when each plate is flattened under load 
the stresses will be about equal to the proper working stress for 
the material, thus insuring long life of the spring elements. 

This draft rigging has been developed by the Cambria Steel 
Company, Philadelphia, Pa. 


VACUUM OIL BURNER 


The Gustin-Pacon Manufacturing Company, Kansas City, 
Mo., has recently placed on the market a new type of oil 
burner that is especially adapted for service in railway shops. 
The chief feature of this burner is that the oil is drawn from 
the supply tank by a partial vacuum created in the oil pipe 
by compressed air passing over.a series of holes in the end 
of the pipe, forming practically an ejector. Its application 


Portable Oll Heater Equipped with Vacuum Burner 


to a portable oil heater is shown in the illustration. By the 
use of this device the carrying of oil under pressures which 
vary from 60 to 125 lb. is entirely eliminated, and with it 
the fire hazard occasioned thereby. That the device is a 
"safety first" measure is readily recognized. The suction 
created in the oil pipe is sufhcient to supply more oil than is 
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generally required through the 3$-in. pipe connecting the 
burner with the oil reservoir and the angle valve on the end 
of the burner is used to regulate the quantity of oil required 
to give the proper temperature. With this system the oil 
reservoir may be refilled while the furnace is being operated. 
The ordinary shop line air pressure is sufficient to operate 
the burner. 


CLOTH-LINED METAL WEATHER STRIPS 


The accompanying illustration shows a method of weather- 
stripping car windows that has recently been applied to pas- 
senger equipment. It is an adaptation of a method that has 


been in successful use in buildings for the past four years. It 
is designed with the idea of maintaining a perfect seal on all 
four sides of the window, and at the same time giving a free 
movement in raising and lowering. On the sides of the win- 
dow a channel of No. 9 gage zinc, lined with three-ply Windsor 
The 


cloth, is inserted into the window for about 17/32 in. 
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Metal Weather Strips with Cloth Lining 


jamb-piece, which is also made of the same material, runs in this 
channel. The seal at the top consists of a similar channel with 
the felt inserted, as shown. This felt protrudes sufficiently to 
make a constant bearing when the window is closed. The bot- 
tom stripping is also clearly illustrated. A piece of No. 26 gage 
galvanized iron holds in place a strip of rubber surrounded by 
felt, which, when the window is closed, provides a seal at the 
sill. The greatest point of wear comes in the side weather- 
stripping, but the clearance between the jamb-piece and the 
channel is such that excessive wear of the cloth will not be 
possible. This weather-stripping is made and sold by the Athey 
Company, 1907 Michigan Boulevard, Chicago, Ill. - 
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TIME STUDY WATCH 


A watch designed especially for making time studies and 
for determining the output of machines is shown in the ac- 
companying illustration. The dial of the watch is divided 
into tenths and hundredths of a minute, which are the units 
used in taking time studies of machine tool operations. It is 
also provided with figures showing the hourly production for 
each two-hundredths of a minute. For example, as shown 
in the illustration, if an operation is performed in 0.16 of a 
minute, it is being performed at the rate of 375 per hour. 
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Stop Watch for Time Study Work 


The watch is also designed to start and stop without the 
hand going back to zero. This is of special advantage when it is 
iound necessary to take time out during any individual opera- 
tion. The small dial in the center of the watch registers the 
minutes. The watch is started by pushing the slide on the 
side towards the stem and it is stopped by pushing this slide 
in the reverse direction. The hands are brought back to 
zero by pressing on the crown. This watch is sold by 
Mortimer J. Silberberg, Peoples Gas building, Chicago, Ill., 
who has the exclusive sales rights. 


— — P 


INTERNAL GUIDE FOR PIPE THREAD- 
ING TOOLS 


An internal guide with a reamer point for use in pipe thread- 
ing tools has recently been placed on the market by the Green- 
held Tap & Die Corporation, Greenfield, Mass. The internal 


Internal Guide with Reamer Point for Use with Pipe Threading 
Tools 


guide takes the place of the various forms of external or bushing 
guides which have been heretofore the only means of guiding 
the pipe stock to secure a straight thread. It not only effectively 
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guides the dies onto the pipe but, in addition, reams the burrs 
from the inside of the pipe as it enters, thus saving an extra 
operation. 

As shown in one of the illustrations, the guide is constructed 
with a slightly enlarged end which fts closely into a bushing 
on the side of the stock farthest away from the die. It is held 
in place by a set screw and may be readily removed. This 


Pipe Stock Fitted with internal Guides 


guide is applied by the manuíacturer to various types of pipe 
stocks, the one shown being fitted with three sizes of dies. 
One of the advantages of the use of the inside guide ts that 
it permits threading on a much shorter projection than would 
be possible with a guide of the bushing type, which extends out 
in front of the die. 


BRINE TANK DRAIN VALVE 


The accompanying illustrations show two positions of a 
new type of brine tank drain valve for reírigerator cars in- 
vented by W. A. Bourell, 5439 Aberdeen street, Chicago. The 
valve body is riveted to the lower end of the tank and the 
gate is controlled, as indicated, by means of a handle at the 
top of the car just inside the hatch plug. The opening in 
the valve is provided with a rubber gasket and the gate is 


Brine Tank Drain Valve in Closed and Open Positions 


forced to a seat by the lugs shown on the valve casting. In 
order to open the valve the hatch plug must be removed and 
conversely the valve must be closed before the hatch plug 
can be replaced. This valve has been used on a number of 
cars in the West and has required very little maintenance 
expenditure. It is so constructed that trouble will not be ex- 
perienced with freezing. 


The machine and blacksmith shops of the Seaboard Air Line 
at Portsmouth, Va., were destroyed by fire on the night of 
April 6. 


The express car on Train No. 1 of the Louisville & Nash- 
vile was robbed on the line between Mobile and New Or- 
leans, on the night of April 23, the safe in the express car being 
blown open. The baggageman was shot and dangerously 
wounded. 


Of 336 fast freight trains run by the Baltimore & Ohio from 
New York, Philadelphia and Baltimore to Chicago, Columbus, 
Cleveland, Cincinnati and St. Leuis, March 1 to 12 inclusive, 
only one suffered by delay, and this was the result of an un- 
avoidable delay near Cincinnati. 


The Lehigh Valley reports that 289 regular freight trains run 
during the month of March made a record of being on time 98.4 
per cent. Eight daily through freight trains, leaving either Jersey 
City or Buffalo, arrived at their terminals every day on time. 
The New York State Public Service Commission, Second district, 
has advised the management that a recent ten-day check of 
l. c. l. freight between Buffalo and Geneva gave the Lehigh Val- 
lev 100 per cent for delivery on schedule time. 


The carferry "Ontario No. 2," of the Grand Trunk, was suc- 
cessfully launched at the yards of the Polson Iron and Ship- 
building Company recently, The vessel was designed by William 
Newman, is of steel and cost $500,000. It is to run between 
Coburg, Ont., and Charlotte, N. Y. It is 318 ft. long, 54 ft. beam 
and 20.5 ft. molded depth. She has capacity for 30 loaded 70-ton 
cars. Her speed will be 17 miles an hour. The vessel is built 
as an ice breaker and is expected to make her way through ice 
4 ft. thick. 


F. W. Brazier, superintendent of rolling stock of the New 
York Central Lines East of Buffalo, addressed the Railroad 
Men's Christian Association, New York, on April 14, on the 
subject "What Constitutes the Equipment Department of a Rail- 
road." Figures were given showing the amount of equipment 
used on the railways of the United States, and an outline given 
of the mechanical department organization of the New York 
Central. The equipment department of this road has approxi- 
mately 18,300 employees, with a payroll of about $16,000,000 per 
year. 


MEETINGS AND CONVENTIONS 


American Railway Tool Foremen's zssociation.—At the an- 
nual convention of the American Railway Tool Foremen's As- 
sociation which will be held at the Hotel Sherman, Chicago. 
July 19-21, 1915, the following topics will be discussed: Special 
Jigs and Devices in Locomotive Repair Shops; Safety First in 
Regard to Machinery and Tools; Special Tools and Equipment 
for Maintenance of Pneumatic Tools; Grinding and Distribution 
of Machine Tools in Locomotive Repair Shops, and Standard- 
ization of Reamers for Locomotive Repair Shops. This subject, 
which was taken up at the last convention, has been continued 
and each member of the association is requested to report on it 
at the coming convention. The selection of an emblem for the 
association will also be considered. 


Meeting at Franklin. Institute—A paper on Locomotive 
Stokers was presented at the Franklin Institute, Philadelphia, 
April 21, by W. S. Bartholomew, president of the Locomotive 
Stoker Company, Schenectady, N. Y. Lantern slides were em- 
ployed showing in detail the construction of the various types 
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of stukers now in service and a brief history of the development 
of mechanical stoking as applied to locomotives was given. 
There are now in successful service over 600 Street stokers, 
about 400 Crawford underfeed stokers and about 20 each of the 
Standard and the llanna types. Mr. Bartholomew gave some 
figures showing the increase in tonnage effected by the use of 
mechanical stokers on large locomotives. The paper was dis- 
cussed by representatives from the Baldwin Locomotive Works. 
the Chicago, Burlington & Quincy and the Baltimore & Ohio. 


June Mechanical Conventions —J. D. Conway, secretary-treas- 
urer of the Railway Supply Manufacturers’ Association, advises 
that already 178 exhibitors have arranged for space on Young's 
Million-Dollar Pier during the Master Mechanics’ and Master 
Car Builders’ conventions in June. Applications for space are 
coming in daily, and in spite of the business depression the indi- 
cations are that the exhibits this year will be at least as ex- 
tensive as, and possibly larger than, those of last year. The list 
of exhibitors shows a number of new companies which have 
never before exhibited. There seems to be little question but 
that the New Traymore Hotel will be open to receive guests 
by June 1. It will have 700 rooms with private baths and, it 
is said, will compare favorably with the newer and better class 
hotels of New York. The Convention Hall on the WMillion- 
Dollar Pier will be considerably enlarged and the exhibit space 
designated as Hotel Men's Annex will be enclosed with glass. 
Other improvements and rearrangements are being made in the 
space, which, it is expected, will add greatly to the effectiveness 
of the exhibit. 


International Engineering | Congress.—Volume IV of the 
transactions of the International Engineering Congress, which 
will be held at San Francisco in September, will comprise an 
important series of papers on the general subject of "Railways 
and Railway Engineering." This field will be treated under 
seven principal topics covering the relation of railways to social 
development; the present status of railways; the economic fac- 
tors governing building of new lines; location; the physical 
characteristics of road including track and roadbed; bridges; 
tunnels; terminals; construction methods; signals; road equip- 
ment, including motive power other than electric; rolling stock 
in general; floating equipment; electric motive power in general. 
Approximately 27 papers are expected for this volume, pre- 
pared by authors representing 9 different countries. The list 
of authors includes many of the most eminent names in this 
field of engineering work throughout the world. 

The volume will be well illustrated with charts, diagrams and 
half-tones, and will contain discussions contributed by leading 
American and foreign engineers. 

The transactions of the congress as a whole will include nine 
or ten other volumes, covering the various fields of engineering 
work. 


Traveling Engineers Association.—The following is the pro- 
gram for the twenty-third annual convention of the Travel- 
ing Engineers’ Association, to be held in the Hotel Sherman, 
Chicago, from September 7 to 10: 


TUESDAY, SEPTEMBER 7 


Morning session: Opening exercises and consideration of 
the subject: What effect does the mechanical placing of fuel 
in fireboxes and lubricating of locomotives have on cost of 
operation? W. L. Robinson (B. & O.), chairman. 

Afternoon session: Recommended practices for the employ- 
ment and training of new men for firemen; L. R. Pyle (M. 
St. P. & S. S. M), chairman. 
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WEDNESDAY, SEPTEMBER 8 

Morning session: The advantages of the use of super- 
heaters, brick arches and other modern appliances on large 
engines, especially those of the Mallet type; J. E. Ingling 
(Erie), chairman. 

Afternoon session: How can the road foreman of engines 
improve the handling of the air brakes on our modern trains? 
C. M. Kidd (N. & W.), chairman. 

Evening: The entire evening will be devoted to examining 
the exhibits. 


THURSDAY, SEPTEMBER 9 
Morning session: Difficulties accompanying prevention of 
dense black smoke and its relation to cost of fuel and loco- 
motive repairs; Martin Whelan (C. C. C. & St. L.), chairman. 
Afternoon session: The electro-pneumatic brake; by W. V. 
Turner (Westinghouse Air Brake Company). 


FRIDAY, SEPTEMBER 10 


Morning session: The effect of properly designed valve gear 
on locomotive operating and fuel economy; W. E. Preston 
(Southern). 

Afternoon session: Scientific train loading; tonnage rating; 
the best method to obtain maximum tonnage haul for the 
engine over the entire division, taking into consideration the 
grades at different points on the division; by O. S. Beyer, jr. 
(Rock Island). 

Election of officers and adjournment. 


International Railway Fuel Association. —The following is the 
program of the seventh annual convention of the International 
Railway Fuel Association, to be held at Hotel La Salle, Chicago, 
May 17 to 20: 


MONDAY, MAY 17 
Morning session, 9:30 to 12:30. 


Invocation; address by president; address by A. M. Schoyer, 
vice president, Pennsylvania Lines West; report of secretary- 
treasurer; appointment of committee to audit books of secretary- 
treasurer; appointment of special committees; unfinished busi- 
ness; new business. 

Paper: Powdered Coal— Preparation and Use in Locomotive 
and Stationary Boilers; by W. L. Robinson, supervisor fuel con- 
sumption, Baltimore & Ohio. 


Afternoon session, 1:30 to 4:30. 


Paper: Fuel Conditions in South America; by J. W. Hardy, 
sales agent, West Kentucky Coal Company. 
TUESDAY, MAY 18 
Morning session, 9:30 to noon. 


Paper: Analysis of Dependent Sequence as a Guide to Fuel 
Economy; by Harrington Emerson, consulting engineer. 

Paper: Smoke Prevention; by E. W. Pratt, superintendent of 
motive power and machinery, Chicago & North Western. 


Afternoon session, 1:30 to 4:30. 


Paper: Standardization of Coal Preparation; by H. C. Adams, 
president, Jones & Adams Coal Company. 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 263 


Report of committee on Fuel Stations, H. J. Slifer, consulting 
civil engineer, chairman, l 
WEDNESDAY, MAy 19 
Morning session, 9:30 to noon. 


Paper: Relation of Mechanical Stokers to the Fuel Problem: 
by committee on Firing Practice, D. C. Buell. director, the Rail- 
way Educational Bureau, chairman. 

Paper: Fuel Oil for Locomotive Use; by G. M. Bean, Pacific 
Coast representative, American Arch Company. 


Afternoon session, 1:30 to 4:30. 
Paper: Waste of Fuel in Railway Stationary. Plants; by 
Joseph W. Hays, combustion expert. 
Report of committee on Storage of Coal. 


THURSDAY, MAY 20 
Morning session, 9:30 to 1:00. 


Reports of Standing and Special committees on: Drafting 
Locomotives; Fuel Tests; Fuel Accounting; Constitution and 
By-Laws; Subjects for Eighth Annual Meeting; Election of 
Officers; Balloting for place of meeting, eighth annual conven- 
tion; Adjournment. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of meeting of mechanical associations. 

Air Brake AssociarioN.—F. M. Nellis, 53 State St., Boston, Mass. Con- 
vention, May 4-7, 1915, Hotel Sherman, Chicago. 

AMERICAN RattLROAD MASTER  TiNNERS, COPPERSMITHS AND PIPEFITTERS' 
AssociaTion.—W. E. Jones, C. & N. W., 3814 Fulton street, Chicago. 
Annual meeting, July 13-16, 1915, Hotel Sherman, Chicago. 

AMERICAN RaiLway Master Mecuanics’ AssociATIOoN.—J. W. Taylor, Kar- 
P Seg Chicago. Convention, June 9-11, 1915, Atlantic City, 


AMERICAN RarLway Toot FognEMEN's ÁAssociar10N.—O wen D. Kinsey, Illi- 
nois Central, Chicago. Convention, July 19-21, 1915, Hotel Sherman, 
Chicago. 

AMERICAN SOCIETY FoR TESTING Matertats.—Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. Convention, June 22-26, 1915, 
Hotel Traymore, Atlantic City, N. J. 

AMERICAN Socrety or MECHANICAL ENciNEERS.—Calvin W. Rice, 29 W. 
Thirty-ninth street, New York. Annual meeting, December 7-10, 
1915, New York. 

ASSOCIATION OF RaiLway Exvecrricar ENciNEERS.—Joseph A. Andreucetti, 

. & N. W., Room 411, C. & N. W. Sta., Chicago. Annual meeting, 
October, 1915. 

Carn Foremen’s ASSOCIATION OP CHicAGcO.— Aaron Kline, 841 North Fifticth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

CH1EF INTERCHANGE Car INSPECTORS’ AND Car FOREMEN'S ASSOCIATION.— 
$. Skidmore, 946 Richmond street, Cincinnati, Ohio. Annual meet- 
ing, September 14-16, 1915, Richmond, Va. 

INTERNATIONAL RatLway FvuEL Association.—C. G. Hall, 922 McCormick 
building, Chicago. Convention, May 17-20, 1915, Chicago. 

INTERNATIONAL RaiLway GENERAL FomEMEN's AssoctaTioN,— William Hall, 
1126 W. Broadway, Winona, Minn. Convention, July 13-16, 1915, 
Hotel Sherman, Chicago. 

INTERNATIONAL RAILROAD Master BLACKSMITHS’ Association.—A. L. Wood- 
worth, Lima, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

Master Borer Makers’ AssociaTioN.— Harry D. Vought. 95 Liberty street, 
New York. Convention, May 26-28, 1915, Chicago, Ill. 

Master Can BuirLpEngs' AssociaTi0N.—]. W. Taylor, Karpin building, Chi. 
cago. Convention, June 14-16, 1915, Atlantic City, N. J. 

Master Car AND LocoMorivg Painters’ Assoc. oF U. S. anp CANADA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September 14-17, 
1915, Detroit, Mich. 

Niagara Frontier Car Men’s Assocration.—E. Frankenberger, 623 Bris- 
bane building, Buffalo, N. Y. Meetings monthly. 

RAILWAY STOREKEEPERS’ AssoctaTion.—J. P. Murphy, Box C, Collinwood 
Ohio. Convention, May 17-19, 1915, Hotel Sherman, Chicago. 
TRAVELING ENGINEERS’ AssociATtoN.—W. O. Thompson, N. Y. C. & H. R. 
East Butfalo, N. Y. Convention, September 7-10, 1915, Hotel Sher- 

man, Chicago, lll. 


RAILROAD CLUB MEETINGS 


Club Mere Title of Paper Author | Secretary Address 
| le 

Canadian ......- May 11 Annual Mecting, Election of Officers......|..... cece eee eee eee James Powell.... St. Lambert, Que. . 
Cana —— —" May 14 Locomotive of Recent Development....... S. S. Riegel... Harry D. Vought., 95 Liberty St., New York. 
New England ... Mayll Developments in Oxy-Acetylene Process... Henry Cave ........ Wm. Cade, Jr.... 683 Atlantic. Ave., Boston, Mass. 
New York ...... May 21 ‘Qualities of Good Steel Rails............. Gustave Lindenthal.. Harry D. Vought. 95 Liberty St, New A ork. 
Pittsburgh ...... May Be nae! 6 soto og ees iee ped od Ga a Dae att iaceo SS oats a i tuis aet J. B. Anderson...) 207 Penn Station, Pittsburgh, Pa. 
Richmond ....... May 10! Safety First eus ote Y La ex 9 ee George Bradshaw....)F. O. Robinson...' C. & O. Ry., Richmond, Va. 
St. Louis ....... May 14 ,Stereopticon Lecture; Special Addresses... . Booth........ B. W. Frauenthal. Union Station, St. Louis, Mo. 
South'n & S'w'rn. May 20 | Mikado Type Locomotives......... lees Mr. Kline ......... HA. J: Merrill oe Box 1205. Atlanta, Ga. 
Western. ........ May 18 Annual Mecetifüg orsa x 9 34er ox oeste o takes Ren A MU SX Red ow, os. W. Taylor... 1112 Karpen Bldg., Chicago, III. 


Western Canada.. May 10. Aunual Meeting .......... eee punt 


——— N | ouis Kon ...... Box 1707, Winnipeg, Man. 
| 
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PERSONALS 


It is our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers mag give us in helping 
to bring this about. 


GENERAL 


SHERIDAN Bispee has been appointed fuel supervisor of the 
Boston & Albany, at Boston, Mass. 


H. A. MaCcBETH, division master mechanic of the New York, 
Chicago & St. Louts at Conneaut, Ohio, has been appointed 
superintendent of motive power, with headquarters at Cleve- 
land, succeding E. A. Miller, deceased. 


D. T. Maın has been appointed superintendent of motive power 
of the eastern lines of the Canadian Pacific at Montreal, Que., 
succeeding W. E. Woodhouse, promoted. 


H. H. VaucGuHan, assistant to vice-president of the Canadian 
Pacific, at Montreal, Que., at his own request, has been released 
from the immediate supervision of the construction and main- 
tenance of locomotives and cars, in order that he may devote 
his attention to important contract engagements in which he 
has become interested. He is being retained as consulting engi- 
neer. 


W. E. WoopHovsE, superintendent of motive power of the 
Eastern Lines of the Canadian Pacific at Montreal, Que., has 
been appointed chief mechanical engineer. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


T. C. BarpwiN has been appointed master mechanic of the New 
York, Chicago & St. Louis, with headquarters at Conneaut, Ohio, 
to succeed H. A. Macbeth, promoted. 


A. H. PowzriL, master mechanic of the Western Pacific at 
Sacramento, Cal, has been appointed general master mechanic, 
with headquarters at that place. 


CAR DEPARTMENT 


J. HopncsowN has been appointed car foreman of the Canadian 
Northern at Montreal, Que. 


Cua4nLEs W. Van Buren has been appointed general master 
car builder of the Canadian Pacific, with headquarters at Mont- 
real, Que., succeeding R. W. Burnett, resigned. Mr. Van Buren 
was born on October 18, 1867, in Rensselaer county, N. Y. at- 
tending the common schools until he was 16 years old, and for 
a year attended night school in New York City. He began 
railway work in 1889, on the New York Central & Hudson 
River. 
1891, when he was made foreman, and two years later he was 
put in charge of car department work on the Adirondack di- 
vision at: Herkimer, N. Y. In 1896 he was transferred to Utica 
in charge of car department work on the Adirondack and the 
Mohawk divisions of the New York Central & Hudson River 
and the West Shore. .He entered the service of the Canadian 
Pacific in July, 1905, as general car inspector on the lines east 
of Port Arthur. The following year he was appointed division 
car foreman of the Eastern division, remaining in that position 
until July, 1909, and then served as master car builder of the 
eastern lines of the same road, with headquarters at Montreal, 
until May, 1911. He then went to the Union Stock Yard & 
Transit Company, Chicago, as assistant general superintendent, 
remaining with that company until January, 1915, when he was 
appointed general foreman of the Milwaukee Refrigerator 
Transit & Car Company, at Milwaukee, Wis, which position 
he held until his recent appointment as general master car 
builder of the Canadian Pacific, as above noted. 


AGE GAZETTE. 


He was a carpenter at the West Albany shops until 
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SHOP AND ENGINE HOUSE 


J. M. Kerwin has been appointed general foreman, locomo- 
tive department, of the Rock Island Lines, at Cedar Rapids, 
Iowa, succeeding M. B. McPartland, transferred. 


M. F. McCarra has been appointed roundhouse foreman of 
the St. Louis Southwestern at Illmo, Mo., succeeding P. H. 
Dwyer, resigned. 


H. OssorneE has been appointed works manager of the Angus 
shops of the Canadian Pacific at Montreal, Que. The Angus 
shops district, which has hitherto been operated as a separate 
unit, will hereafter be part of the Eastern Lines. 


PURCHASING AND STOREKEEPING 


G. W. Genan has been appointed storekeeper of the Canadian 
Pacific at Hochelaga, Que. 


G. H. JoBiN has been appointed storekeeper of the Canadian 
Pacific at Place Viger, Montreal. 


F. D. REED, assistant to the vice-president and purchasing 
agent of the Chicago, Rock Island & Pacific, has been ap- 
pointed general purchasing agent, with headquarters at Chicago. 
Mr. Reed was born 
April 22, 1868, at Fort 
Dodge, Iowa, and was 
educated in the public 
schools of Chicago. He 
entered railway service 
September 24, 1884, as 
wheel inspector of the 
car department for the 
Pennsylvania Lines West 
of Pittsburgh, at Chi- 
cago, which position he 
held until March, 1885, 
when he became clerk 
and timekeeper. In Sep- 
tember, 1890, he was 
made chief clerk of the 
car department and held 
that position until July, 
1895, when he was ap- 
pointed assistant chief 
motive power clerk at 
Fort Wayne, Ind. In 
February, 1900, he was appointed chief motive power clerk and 
remained in that capacity until April, 1904. He then entered 
the service of the Chicago, Rock Island & Pacific as chief 
motive power clerk at Chicago. In February, 1906, he was made 
general storekeeper at Silvis, Ill, and held that position until 
May, 1910. when he was appointed assistant to the vice-president. 
On June 1, 1911, he was appointed purchasing agent. 


F. D. Reed 


Epwarp J. RoruH has been appointed purchasing agent of the 
Chicago, Indianapolis & Louisville, with headquarters at Chicago. 
Mr. Roth was born on March 4, 1882, at Rochester, Minn. He 
began railway work with the Chicago, Burlington & Quincy, in 
1902, and was employed in the store department of that road 
until April, 1914, at that time holding the office of assistant gen- 
eral storekeeper. He then went to the Chicago, Indianapolis & 
Louisville, as supply agent, which position he held until his re- 
cent promotion to purchasing agent, as noted above. 


E. J. Urter has been appointed purchasing agent of the Buffalo 
& Susquehanna, with headquarters at Buffalo, N. Y. 


OBITUARY 


James McGee, master mechanic of the Lorain, Ashland & 
Southern, with headquarters at Ashland, Ohio, died at his home 
in Lorain on April 6, aged 56 years. 


May, 1915 


SUPPLY TRADE NOTES 


Wilber H. Traver, manager of the mining department of the 
Chicago Pneumatic Tool Company, died in Houghton, Mich., on 
April 15. 


The Dearborn Chemical Company, Chicago, has opened an 
office in Edificio del Banco Anglo S::d-Americano, Buenos Aires, 
Argentine, in charge of Edward C. Brown. 


The B. W. Parsons Co., dealing in railway material and mill 
supplies, has moved its offices in St. Paul, Minn, from the 
Pioneer building to 1306 Merchants Bank building. 


A. Munch, who has been factory manager of the Maywood 
(Il.) plant of the Hewitt Company, Chicago, has been appointed 
to the new position of service engineer for the same company. 


The Chicago Pneumatic Tool Company, Chicago, has moved 
is New York office from 50 Church street to 52 Vanderbilt 
avenue, and its Boston ofhce from 191 High street to 185 Pleas- 
ant strect. 


J. S Wright, formerly in the Detroit office of Manning, Max- 
well & Moore, Inc., has been appointed manager of the Boston 
ofice, succeeding Walter M. Wood, who has resigned because 
of ill health. 


L. L. Cohen, formerly with the H. W. Joiins-Manville Com- 
pany, has resigned to accept service with the Safety First Manu- 
facturing Company, with headquarters in the Railway Exchange, 
Chicago. 


A. J. Poole, formerly superintendent of motive power of the 
Seaboard Air Line, has become associated with the Galena Sig- 
nal Oil Company in the capacity of railway expert, with head- 
quarters in Atlanta, Ga., effective April 15. 


M. A. Sherritt, manager of the Philadelphia branch of Man- 
ning, Maxwell & Moore, Inc., New York, has resigned to accept 
the position of vice-president and general manager of the Sher- 
ntt & Stoer Company, Inc, Philadelphia, Pa. 


W. B. Carnes, formerly in charge of the New York office of 
the Lima Locomotive Corporation, has been appointed western 
representative, with offices in the McCormick building, Chicago. 
He has been succeeded in the New York office by William T. 
Middleton. 


The C. W. Hunt Company, Inc., manufacturers of coal han- 
dling and conveying machinery and small motor trucks, has 
moved its New. York office from 45 Broadway to the eleventh 
floor of the new building of the Adams Express Company, 61 
Broadwav. 


The Chicago office of the Westinghouse Electric & Manufac- 
turing Company has taken over the sale of Nuttall gears, pinions 
and trolleys, manufactured by the R. D. Nuttall Company, Pitts- 
burgh, Pa., for the electric railway, mining and industria! fields 
m the Chicago territory. 


William Disston, president of Henry Disston & Sons, Phila- 
delphia, Pa., died suddenly of heart disease at his summer home 
near Philadeiphia on April 5. Mr. Disston was born in Phila- 
delphia on June 24, 1859. Besides being president of the saw 
company he was head of the Henry Disston & Sons File Com- 
pany, and the Henry Disston & Sons Steel Works. 


W. B. Huey, until recently president of the American Blue 
Print Paper Company, and A. H. Huey, until recently sales 
manager of that company, announce the formation of a new 
company, under the name of the Huey Company, with offices 
and plant at 59 East Adams street, Chicago. The company will 
engage in the production of blue, black line and other prints, 
litho productions, hectograph copies and photostat reproductions. 


J. P. Rapp, a steel wheel specialist, has resigned from the 
l'orged Steel Wheel Company, Pittsburgh, Pa., and allied com- 
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panies, and has been appointed vice-president of the Gulick- 
Henderson Company, inspecting, consulting and chemical engi- 
neers, of New York. Mr. Rapp assisted Charles T. Schoen in 
developing his wheel, and has been directly connected with the 
industry from its earliest inception. He will give this item of 
railway equipment his particular attention. 


The receivers of the United States Light & Heating Company, 
Niagara Falls, N. Y., announced to Judge Hazel of the 
United States District Court of the Western District of 
New York in Buffalo on March 30 that a complete 
reorganization of the company was now assured through 
the efforts of the stockholders protective committee which 
represents a controlling share of the preferred and common 
stock. 


The Locomotive Pulverized Fuel Company has recently been 
organized, with offices at 30 Church street, New York, for the 
purpose of introducing the use of powdered coal, lignite and 
peat on steam locomotives. The officers are Joel S. Coffin, chair- 
man; J. E. Muhlfeld, president; H. F. Ball, vice-president, and 
Samuel G. Allen, secretary and treasurer. This company has 
obtained the control of various practical appliances and processes 
which are essential to the effective and economical use of pow- 
dered anthracite and bituminous coal, lignite and peat in loco- 
motive and other types of steam boilers used for railroad pur- 
poses, the equipment being also readily convertible, with prac- 
tically no extra cost, for the use of fuel oil. 

Joel S. Coffin, the chairman of the company, is also president 
of the Franklin Railway Supply Company, New York, which he 
organized in 1902, and vice-president of the American Brake 
Shoe & Foundry Company, Mahwah, N. J. He entered railway 
service when he was 17 years old as a shop apprentice and was 
later fireman, engineman, and road foreman of engines. In 1892 
he entered the mechanical department of the Galena Signal Oil 
Company, becoming in 1896 manager oí that department and in 
1907 vice-president of the company. 

John E. Muhlfeld, the president of the company, has been en- 
gaged for some years in railway expert work and has developed 
several important devices. He was born at Peru, Ind., on Sep- 
tember 18, 1872. From 
1889 to 1893 he attended 
classes in mechanical 
engineering at Purdue 
University, spending 
summer vacations in 
civil engineering work on 
the Peru & Detroit and 
as engine wiper and ma- 
chinist apprentice in the 
Fort Wayne shops of the 
Wabash. After leaving 
Purdue he continued as 
apprentice, machinist and 
pit foreman until the 
summer of 1894 when 
the great railway strike 
of that year gave him an 
opportunity to become a 
fireman and engineman 
on the Wabash. As a 
result of the experience 
gained he was made, in 
November, 1894, engine house foreman at Peru. He later be- 
came general foreman and remained with the Wabash until Feb- 
ruary, 1899, when he left to become master mechanic on the 
Grand Trunk. In September, 1901, he became superintendent 
of machinery and rolling stock on the Canadian Government 
Railways at Moncton, N. B., leaving in October, 1902, to become 
assistant to the general superintendent of motive power of the 
Baltimore & Ohio at Baltimore. In February, 1903, he was made 


J. E. Muhlfeld 


superintendent of motive power at Newark, Ohio, and in June, 
1903, general superintendent of motive power at Baltimore. He 
held this position until November, 1908, when he left to engage 
in railway expert work. In this connection he made inspections 
and reports of the characteristics of a number of roads, includ- 
ing the Kansas City Southern, of which, from November, 1910, 
to August, 1912, he was vice-president and general manager. 

H. F. Ball, vice-president, is also president of the Economy De- 
vices Corporation, New York. He entered railway service in 1884 
as an apprentice on the Pennsylvania at Altoona. In 1888 he en- 
tered the drafting room at Altoona, and in 1890 was appointed 
chief draftsman of the car department of the Lake Shore. [n 1892 
he was made general foreman of the car shops at Cleveland, 
and two years later became general car inspector. In 1899 he 
was made mechanical engineer and in 1902 superintendent of 
motive power. In 1906 he left the road to become vice-president 
of the American Locomotive Automobile Company, but a few 
months later his jurisdiction was extended over the American 
Locomotive Company as vice-president in charge of engineering. 
In December, 1912, he left the American Locomotive Company 
to open an office as special consulting engineer, becoming early 
in 1913 president of the Economy Devices Corporation. Mr. 
^all was president of the Central Railway Club in 1900 and of 
the Master Mechanics’ Association in 1905-6. 

S. G. Allen, the secretary and treasurer of the new company, 
graduated from college in 1891 as a lawyer. After practicing 
for about nine vears he became general manager of the Frank- 
lin Air Compressor Company, now part of the Chicago Pneu- 
matic Tool Company. He is now vice-president of the Franklin 
Railway Supply Company, secretary of the American Arch Com- 
pany, treasurer of the Locomotive Superheater Company, vice- 
president of the Economy Devices Corporation, secretary of the 
American Materials Company and vice-president of the General 
Equipment Company, all of New York, and secretary of the 
executive and finance committees of the American Brake Shoe 
& Foundry Company, Mahwah, N. J. 


At the annual meeting of the stockholders of the Joseph 
Dixon Crucible Company, held in Jersey City, on April 19, the 
former board of directors was re-clected for the ensuing year. 
The vote recorded was the largest ever represented at an annual 
election—19,519 shares out of a possible 20.000. The directors 
re-elected the following officers: George T. Smith, president; 
George E. Long, vice-president; J. H. Schermerhorn, treasurer; 
Harry Dailey, secretary, and Albert Norris, assistant secretary 
and assistant treasurer. 


The Linde Air Products Company, New York, has purchased 
a factory site in St. Louis on Forest Park Boulevard, between 
Sarah street and Boyle avenue; and the work of erecting build- 
ings will be started as soon as plans can be drawn and contracts 
awarded. The St. Louis plant will be the fourteenth erected 
by the company, and with its completion Linde oxygen will be 
distributed from 39 points. In addition to oxygen the Linde Air 
Products Companv also produces nitrogen. and other rarer gases 
contained in the atmosphere. 


Merrill G. Baker has been appointed assistant general mana- 
ger of sales of the American Vanadium Company. Mr. Baker 
was formerly assistant to the general manager of sales of the 
Cambria Steel Company. He was born in Indiana county, Pa. 
in 1880, from which his parents moved to Johnstown, Pa. in 
1884. He worked his way through preparatory school, paving 
his expenses by doing night work as a telephone operator, and 
later attended Dickinson college, from which he graduated with 
the class- of 1904. He entered the employ of the Cambria Steel 
Company on January 3. 1905. He worked in various of that 
company's opcrating departments until Julv, 1966, when he en- 
tered the sales department. In September, 1912, he was ap- 
pointed assistant to the general manager of sales in charge of 
the rail and structural departments. 
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CATALOGS 


WATER SorrENERS.—"The Kennicott Company” is the subject 
of a 29-page booklet prepared by Elbert Hubbard. The booklet 
is written in a breezy style and will be found of considerable 
interest. 


TANK CALIBRATION CumvEs.—The Universal Iron & Supply 
Co., St. Louis Mo., manufacturers of tanks, have issued a leaflet 
containing a calibration curve for horizontal, cylindrical tank: 
of any dimension. A copy of this curve will be sent to anyone on 
application, 


Door Hancers.—Catalog No. 12 recently received from the 
Richards- Wilcox Manufacturing Co., Aurora, Ill, illustrates in 
detail the line of door hangers, grindstones and hardware special- 
ties produced by this company. The book is thoroughly illus- 
trated and contains 296 pages, including an index. 


Arc WiLpERs.— The subject of Bulletin 1915-A from the Weld- 
ing Materials Company, Inc., 114 Liberty street, New York, is 
Variable Voltage Welders. The subject of electric arch welding 
is dealt with at some length and a number of illustrations are 
given showing its application to locomotive and car work. 


[INsUvLATING Bnick.—"Good Furnaces Made Better" is the sub- 
ject of a booklet issued by the Armstrong Cork Co., Pittsburgh, 
Pa., dealing with the Nonpareil insulating brick for furnaces and 
ovens, Illustrations and descriptive matter are included concern- 
ing the application of this type of brick to various furnaces. 


NUT Tareixa MACHINES.—Tapper Talks, Nos. 1 and 2, have 
recently been issued by the National Machinery Company, Tiffin. 
Ohio, and deal with the National automatic nut tappers which 
operate on the bent tap principle. Illustrations of the machine 
at work are included and data given as to the advantages 
claimed. 


Vatves.—The 1915 catalog, No. 18, from the Golden-Ander- 
son Valve Specialty Co, Pittsburgh, Pa., contains 140 pages 
giving in considerable detail descriptive and illustrating matter 
concerning the various valves manufactured by this company. 
The valves include a large variety of types for both steam and 
water service. 


Power PLANT Oir Fitters.—Bulletin No. 10 issued by the 
Richardson-Phenix Co, Milwaukee, Wis, is devoted to the 
Peterson power plant oil filter and accessory apparatus for cen- 
tral oiling svstems. A large number of half-tone and line en- 
gravings are included and considerable information is giver 
concerning oil filtration. 


AmcH Terre CLEANERS.—The Lagonda Manufacturing Co. 
Springfield, Ohio, has just issued a 12-page catalog entitled La- 
gonda Locomotive Arch Tube Cleaners. This catalog deals with 
the subject of scale removal from arch tubes in locomotive fire- 
boxes and describes cleaners designed specially for this purpose. 
Copies will be sent on request. 


HyprauLtic Pumps AND VaLves.—This is the subject of a mail- 
ing folder issued by the Hydraulic Press Manufacturing Co., 
Mount Gilead, Ohio. This folder contains illustrations and de- 
tail dimensions of the various hydraulic equipment manufac- 
ture) by this company. The folder is designated as bulletin No. 
:0C0 and will be sent free on request. 


CootiNG. CoNpENsiNG. Water.—The Spray Engineering Co. 
Boston, Mass., has issued bulletin No. 101 dated March 1, 1915. 
illustrating and describing the Spray cooling pond system of 
cooling condensing water. A number of good illustrations are 
included showing various plants equipped with this system and 
data is given concerning them. Bulletin No. 151 of the same 
company is entitled Washing and Cooling Air for Steam Tur- 
hine Generators and contains eight pages dealing with this 
subject. 
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Even with the great improvements made 


Prevention 
during the past few years, there is still 

of Damage ; : 
much to be desired in some of the box 
to Lading cars which are in regular service, as re- 


gards the damage to and theft of lading. To a considerable ex- 
tent this problem centers on proper doors and fastenings. There 
are still in service many cars with bottom door guides which are 
totally inadequate so far as gaining entrance to the car without 
breaking the seal is concerned. Weather strips are in many 
cases entirely useless when it comes to preventing the entrance 
of rain and cinders driven against the car. Many of the cars 
which have been for years in service have been brought up-to-date 
in these respects, but there are still many which are defective 
and moreover there are cars now being placed in service for the 
first time that are poorly constructed. There are still far too 
many new cars which seem to be neither designed nor built but 
merely put together and this fact is generally traceable to the 
ofhcer who has the last word in the matter of expenditures. It 
seems impossible to convince some of these gentlemen that while 
à Car is a car, it is not necessarily a good car, and as long as 
such officers prefer to save money in first cost and as a result 
spend more money in maintenance expenses and the settlement 
of loss and damage claims, badly designed and poorly built freight 
equipment will continue to be added to the country's rolling stock. 


In the discussion on methods of treating 
locomotive boiler water at the recent con- 
vention of the Master Boilermakers’ As- 
sociation, 1t was stated that with treated 
water, in the case of superheater locomotives, considerable foam- 
ing can apparently occur and the water that is carried over to 
the superheater elements will be dried out and delivered to 
the cylinders in the form of steam. In bad water districts this is, 
at times, unavoidable, but it would seem that there are still 
some railroad men who do not realize the effect of such con- 
ditions on the operation of a superheater locomotive. The 
campaign of education which has been carried on throughout 
the country to prevent enginemen carrying the water too high on 
superheater locomotives has been eminently successful, but in 
view of the foregoing it might not be amiss to again call at- 
tention to the bad effects which result from using a super- 
heater as a steam drver. Setting aside the question of possible 
damage to the superheater, the device loses a part of its heating 
surface under such conditions in order to help the boiler in 
evaporating the water. This is a purpose for which the super- 
heater was not intended and for which it should not be used. 
Its heating surface, when compared with that of the boiler to 
which it is applied, is so small that comparatively little water 
passing over will appropriate so much of the heat that should 
go to superheat the steam, that the device, as a superheater, 
may very easily be made useless. A high degree of superheat is 
absolutely necessary to efficient performance in superheated 
steam locomotives and if a portion of the superheating surface 
is given over to the evaporation of water the degree of super- 
heat obtained will be proportionately lower. It must be borne 
in mind that the superheater cannot be expected to give the 
1esults for which it is intended if it has to assist in the work 
which should be done by the boiler. 


High Water 
and 
Superheaters 


It is difficult to understand the reasoning 


Sweepi : 
id ii of a man who, when placed in charge of a 
Changes in railway organization, or a part of one, be- 
Officers gins deliberately to pull it to pieces. We 


refer particularly to cases arising from time to time in which 
the previous officer has died or left the road for service else- 
where, and in which the organization has been known for its 
effectiveness. A superintendent of motive power, for example, 
when appointed under such conditions may start to "clean out" 
the motive power department staff. If he is a man who has been 
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"brought up" on that particular road, the changes which he makes 
are likely to be because of personal animus or inability to get 
aiong with certain individuals; and whether he be promoted or 
brought from another road, he is quite likely to make a number 
of changes, Just to “make a showing." If men of this caliber 
were to stop and think carefully over such proposed changes 
before they are made, it is not likely that so many of them 
would be made. Changing officers who are known to be pro- 
ducing results is likely to prove expensive. The new man not 
only has to learn the conditions about him and become familiar 
with his subordinates, but he may take it into his head to take 
a leaf from his superior ofticer’s book and institute a house- 
cleaning himself. 1t does not take any great amount of percep- 
tion to see that moves of this kind are likely to have results 
similar to that of pushing over the first of a row of dominoes. 

And who pays for it all? The railroad company, of course. 
In order that one officer might "make a name for himself,” an 
organization is abruptly torn to pieces, and has to be slowly and 
painfully put together again—slowly, because no efficient organiza- 
tion can be made overnight; and painfully because the new men, 
in becoming accustomed to their duties and learning to work in 
harmony with other departments, necessarily make mistakes which 
are very likely to cause engine and train delays and otherwise 
increase expenses. Admittedly, the new organization may event- 
ually prove superior to the old one; but who can say that the 
old one could not have been made just as effective, and that 
without any preliminary upheaval? We have nothing to criticize 
in the changes made by an officer who has been placed in charge 
of a department which everyone knows was in bad condition; 
but even in such an instance the new man can afford to move 
slowlv. The really big man in any case will make no change 
until convinced beyond a doubt that a change is necessary. We 
seriously doubt whether the "make a showing" tactics referred 
to really ever produce any remarkable and lasting results, and 
the man who practices them is more than likely to show only 
that he himself is not big enough to realize what an effective and 
efficient organization is. 


The most interesting subject presented for 


Railway A i 
Fuel consideration at the seventh annual conven- 
a tion of the International Railway Fuel As- 
Convention sociation was that of pulverized fuel. The 


author of the paper. W. L. Robinson, of the Baltimore & Ohio, 
is to be congratulated upon the thoroughness with which he 
covered the field. The members were enthusiastic on this subject, 
many being of the opinion that by the use of pulverized coal the 
operation of the steam locomotive would be brought almost to 
perfection. Those who are the beginners in employing this 
method of firing must be prepared to meet the disappointments 
that are bound to occur with newly developed methods, but it 1s 
only by a willingness to experiment that the use of pulverized 
coal can be developed to the limit of its possibilities. 

The committee reports on mechanical stokers and fuel stations 
are of special interest. Regarding the former, the association goes 
on record as to the permanency and necessity of the locomotive 
mechanical stoker for certain conditions. The report ‘contains 
information obtained from various railroads replying to a list of 
some 25 or 30 questions. It brings the purposes, the operation 
and the value of the stoker clearly before the reader in a very 
concrete form. The committee on fuel stations presented very 
good information regarding methods of storing coal at the coaling 
stations. 

Perhaps the most striking point brought out throughout the 
discussions was the seeming lack of interest displayed in fuel 
economy by persons other than those directly responsible for the 
fuel. It was felt that if more active considevation were given 
bv the higher officers to this subject, much beiter results could 
he obtained. The fuel men should so fortify themselves with 
arguments and ngures that they would have little difficulty in 
showing their superiors just what they could save by being given 
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additional authority or an increased supervising. force. With 
about 25 per cent of the total transportation expenses chargeable 
to fuel, what may seem small percentages in savings may really 
mean considerable sums of money. It behooves each member 
of the Fuel Association, therefore, to boost on fuel economy. He 
has every opportunity to win his case. 

The attendance at the convention was noteworthy, especially on 
account of the tendency this year for roads to refuse to pay 
the expenses of their men at the various conventions, The Balti- 
more & Ohio, one of these roads, was represented by 19 men, 
all paying their own expenses. This surely is a tribute to the 
association of which every member should be proud. 


The Elsewhere in this issue will be found a 

; communication from a special apprentice 
Special 

who questions the value to the apprentice 

Apprentice as well as to his employer of certain 


methods followed in the training of special apprentices. This re- 
opens a discussion to which much has already been contributed 
with, we fear, but little effective result. It is evident from the 
amount of discussion which has taken place, however, that the 
special apprenticeship course usually found in the railway 
mechanical department leaves much to be desired. The ap- 
prentices complain of the length of the course and of the oppor- 
tunities offered, as well as of the treatment to which they are 
subjected. Mechanical department officers and foremen are often 
disappointed with the services rendered by the special apprentices 
and contend that their future is largely in their own hands. So 
far the remedies suggested have almost exclusively dealt with the 
length and adjustment of the course. They have dealt with the 
symptoms of the malady but have not touched its source. 

In the traditions of the railway mechanical department the 
college man plays but a small part. The training of the mechan- 
ical department officer has long begun with his trade apprentice- 
ship at such an early age as to preclude the possibility of attaining 
more than a common school education. The need of college men 
in the department has long been felt but the problem of creating 
a practicable avenue of entrance has been dificult of solution; 
indeed it has not vet heen solved. The young man who has spent 
four years or more in acquiring a technical education very 
naturally feels that he cannot afford to enter railway service as 
a regular apprentice in competition with others who are írom 
four to six years younger. He expects, to a certain extent, 
immediately to capitalize the training he has received: hence the 
necessity of the extra inducement in order to secure his services 
at all. The special apprenticeship course is the inducement now 
offered, and manv college men take up the work of such a 
course under the false impression that thev are to be given a 
short cut, from which the rough places have been eliminated, 
to a high place in the organization.  Disillusionment comes after 
a few weeks of sore muscles and blistered hands and with it a 
feeling of resentment. Of course, not all apprentices succumb at 
this stage in their development; those of the right stuff in time 
rcadjust themselves to the actual conditions and settle down to 
make the most of the many opportunities which lie in their path. 
Tre point is, however, that what is intended as a special induce- 
ment is in reality a handicap both in securing the right kind of 
material and in its best development when once secured. Another 
evil of the special apprenticeship system lies in the fact that it 
practically limits the development of those who enter the service 
at the bottom as regular apprentices, creating a condition at the 
outset which is fundamentally wrong. 

The elements of a better solution of the problem may he found 
in the methods emploved in the instruction of regular apprentices 
on many railroads at the present time. The need of certain 
standards of education for mechanics, higher than possessed by 
the average applicant fer apprenticeship, has led to the inclusion 
of class-room work in the regular apprenticeship course, a practice 
which has been amply justified hy its results. If the maintenance 
of school facilities for the education of prospective mechanics is 
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economical, are the railways not equally justitied in making some 
provision for the higher education of prospective officers selected 
irom tested material? Scholarships in reputable technical in- 
stitutions properly equipped to teach railway mechanical en- 
gineering could be developed to fulfill admirably the requirements 
of the railways. These could then be filled from the ranks of 
regular apprentices, just as some of the American Railway Master 
Mechanics! Association scholarships are now filled. Such a plan 
would undoubtedly require a greater outlay by the railroads than 
does the present system of special apprenticeship, but the result 
would be far better. The grounds for the misunderstanding which 
sc frequently exists between the college man and his employer 
would be removed, and the elimination of those unhtted for rail- 
way mechanical work, or for positions of responsibility, would 
take place before, instead of after, several years have been wasted 
m expensive preparation for the work. Young men thus receiving 
their early training in the mechanical department will return to 
the service after a college course with a true perception of the 
relation of theoretical training to practical results— something 
which the special apprentice acquires only after much disappoint- 
ment and readjustment. 


— M — 


The advent of the steam locomotive with 
the consequent increase in the speed of 
movement as compared with the previous 
methods of transportation created the 
problem of braking, which previous to that time had been suc- 
cessfully solved by the simplest of mechanical appliances. That 
the need of more effective means of controlling the speed of 
trains was evident early in the development of railroading is 
shown by the fact that during the first two-thirds of the nine- 
teenth century more than 600 patents covering brakes of various 
kinds for railroad service were granted in England, while about 
300 were granted in the United States. The real history of 
successful train braking, however, began in 1872 when George 
Westinghouse brought out the first automatic air brake, this un- 
doubtedly being the greatest single advance step in the develop- 
ment of the art. The underlying principles in the construction 
of this brake are universally adhered to in American practice 
today. and its further development has been a large factor in 
increasing the speed and weight of trains, which has resulted in 
increasing the efticiency of the service rendered by the railroads. 

With the light equipment and comparatively short trains 
handled during the early days of the automatic air brake the 
functions essential to satisfactory train control were comparatively 
fiw and the apparatus was simple. The maximum conditions in 
freight service did not then exceed 40 or 50 cars per train with a 
maximum capacity per car of 50,000 lb. while passenger trains 
did not often exceed five or six cars of light wooden construc- 
tion. Today freight trains of 100 cars are not uncommon, many 
of the cars having a capacity of 100,000 Ib. and even greater. 
Passenger equipment has more than doubled in weight and trains 
of 18 or 16 cars are often handled. Under present conditions 
the simple functions of the early automatic brake are entirely in- 
adequate and in meeting the changes in conditions many changes 
in the air brake apparatus have been made. As new functions 
have heen required new apparatus has been added to the equip- 
ment until today the triple valve has been replaced on the loco- 
motive and is being replaced on heavy passenger coaches by ap- 
paratus involving many complications. With the new equipments 
hetter results are obtained under the modern severe conditions 
than were obtained with the old equipment on shorter and 
hehter trains. The apparatus, however, has become so com- 
plicated that it is the work of a specialist to acquire even a 
general knowledge of its construction and maintenance. 

One of the great needs in the field today is the simplification 
of the means emploved in brake operation. This statement does 
not implv a lack of appreciation of the results accomplished by 
the present trend of development, which has undoubtedly taken a 
legical course, but we believe that we are voicing the opinion 
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of many railroad men in stating that such a simplification is now 
greatly to be desired, from a maintenance standpoint as well as in 
order to further the development of better freight train control. 
With brake equipment now being placed on passenger train cars 
the engineman has as perfect control over brake cylinder pressure 
as though each cylinder in the train were supplied with air direct 
from the locomotive. With freight train cars, however, this is 
not true and to maintain effective cylinder pressure against brake 
cylinder leakage, release and reapplication are still necessary. 
While perfect control of brake cylinder pressure may not be as 
essential in freight as in passenger service it is none the less 
desirable. Such control is not impossible of attainment at the 
present time but the cost of the necessary apparatus as well as 
the conditions under which it would operate are prohibitive from 
a practicable standpoint and it can best be made available for 
freight service by a reduction of the complexity of the appliances 
required. 

[t would therefore seem that the advantages to be gained by 
a modification in the present systems of air brake control, whereby 
the advantages of such functions as the maintenance of uniform 
and constant brake cylinder pressure regardless of cylinder 
leakage and unequal piston travel, and others now possible in 
passenger service may be made available for freight service, are 
worthy of the serious consideration of the builders of air brake 
equipment as well as of the few railroad men who are specialists 
in air brake performance and maintenance. Whether such a 
result is possible of practicable attainment is not our place to say; 
it is not inherently impossible, however, and the need is great. 


NEW BOOKS 


Proceedings of the American Electric Railway Association, 555 pages, 6 
in. by 9 in. Illustrated and indexed. Bound in cloth. Published by 
the American Electric Railway .\ssociation, 29 West 39th street, New 
York. 

This is the complete proceedings of the American Electric Rail- 
way Engineering Association's twelfth annual convention, held 
at Atlantic City, N. J., October 12 to 16, 1914, and contains much 
valuable information concerning engineering as applied to electric 
railways. The printing is especially good and the illustrations 
clear, the latter including a number of insets. 


hound in cloth. 213 pages, 5% in. 
Published by the United States War 


Tests of Metals and Other Materials. 
by 9 in. lllustrated and indexed. 
Department, Washington, D. C. 


This hook comprises the 1914 report of the tests made on metals 
and other materials with the United States testing machine at 
Watertown Arsenal, Mass. The tests covered are those up to 
June 30, 1914, and include tests on steel columns, chains, wire 
and manila rope, proof stresses on piston rods as well as metallo- 
graphic examinations. A large number of illustrations are in- 
cluded. among them being several insets and the entire work is 
done with the usual high quality of the government printing office 
at Washington. 


Rules for the Construction of Stationary Boilers. Bound in paper. 114 
pages, 6 in. by 9 in. Published by the American Society of Mechanical 
Engineers, 29 West 39th street, New York. Price 80 cents for it di- 
vidual orders; 40 cents per copy in lots less than 1,000; 30 cents per 
copy in lots of 1,000 to 2,000, and 20 cents per copy in lots of 2,000 


or over. 
This hook constitutes the report of the committee of the Amer- 
ican Society of Mechanical Engineers to formulate standard 
specifications for the construction of steam boilers and other 
pressure vessels and for their care in service. This committee 
is known as the Boiler Code Committee and has spent several 
vears on the development of this set of rules. Its members com- 
prise some of the most eminent mechanical engineers in the coun- 
trv. and every endeavor has been made to formulate a set of 
rules which will be thoroughly practical and can be adopted in 


their entirety by any state or municipality. 


COMMUNICATIONS 


THE SPECIAL APPRENTICE 


. READING, Pa. 
To THE EDITOR: 


I have read with great interest the articles about apprentices 
and apprentice instruction, appearing from time to time in your 
columns. In line with a request in an editorial in your April 
issue, I wish to make the following suggestions: 

It seems to me that special apprentices in American railroad 
shops spend too much time in one place. For instance, why 
should they be kept at such work as tapping holes in boilers for 
a month or more—an operation which anyone can learn in one 
or two davs? Is it not a waste of time to spend weeks on a class 
of bench work that is every day the same, and can be done as well 
by laborers? There are many cases of this kind. When a 
special apprentice has spent a good many years in school, it 
is to his interest, as well as that of his employer, that he have 
an opportunitv to learn something new every day, and not to be 
forced to do the same work over again and again. "There has been 
much discussion as to why so many apprentices leave railroad 
work to enter other fields. I believe that if they were kept 
interested in their work, as they would be if they were moved 
about more frequently, they would stay with the railroad. 

Furthermore I would recommend that during their course 
special apprentices be placed in charge of a small gang to find 
out which ones are qualified to become foremen. There are many 
nien who can do good work themselves, but are unable to direct 
others, while on the other hand, there are many less skilled 
workmen who have the ability tc supervise others. 

Finally, I believe for special apprentices, two years of shop- 
work should be sufficient, In Germany the college apprentices 
work only one year, but I believe that is rather short. If a two- 
vear course were adopted, the time could be divided as follows: 


Machine shop 2o eve eye WHY ERR E ER RR Ceu rentis 4 months 
Air brake department «cesses rem 9 bk ER carre due RR Renee 4 ] month 
Mackenuth. shop «0s O64 satis eee ne PIS OEARUWARERCERPERA ER RE Y eR S 1 month 
Carpenter shop ......sseeeeeeeeee eh hh hh tht nng 1 month 
Foundry (Iron and Brass)... 0.0.0 cce ese e eee eee eee enc cees 2 months 
Dauer shop ob ae ex EA Be ee ERS TS Sees SEEN 18 4 SS 2 months 
Erecting shop- 234044 .00555 5-08 EPA RUP Ee SES Rees 3 months 
Roundhouse seene Log puo eos eons EAE, CN e ask uir ae Gee eS 2 months 
Firing engines 2... cece cee eee eee hh hh hh ntn 2 months 
Car hops aacleied xa xn esp Es eet ig a Reti RE bd gn alee que 3 months 
Drawing TOOm po ce ccc cece cree e cence een cere hehehe hant 3 months 

24 months 


This should be long enough to acquire a fair knowledge of the 
work done in each department. When his course is completed 
he could be kept in the drawing room until other work is avail- 


able. HERMANN SCHOENEN. 


KEEPING UP STANDARDS ON METALLIC PACKING 
EQUIPMENT 


Cuicaco, Ill. 
To THE EDITOR: 

It has occurred to the writer that railroads could save quite 
a bit of money and obtain much better results with metallic 
packing, all makes considered, if all vibrating cups were made in 
one shop. Very few reads do this, although the cups could be 
made more uniformly and a great deal cheaper if they did. 
The main objection of mechanical department officers is that the 
cups are usually bored to fit the rods. Granted; but why not 
leave that part of the cups small, and when a new cup is re- 
quired simply draw one from the storehouse and bore it out to 
fit the rod? I venture to say that vibrating cups made in quan- 
tities with the proper tools and devices can be made for one-half 
what. for instance, a small roundhouse shop could make them; 
also—and here is the main reason for having cups made in one 
shop—the cups will all be alike over the entire system. The 
writer has seen about 57 different varieties of the same type of cup 
on one road, some made without even a template. How can the 
same packing possibly fit more than one kind of cup? 

In the making of vibrating cups even a poor system and 
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standard is better than none. Of course, it should be patent to 
anyone that some real standard should be adopted for each 
kind of packing used; then all the cups should be made to that 
standard. Solid reamers should be used and these kept to a 
standard by a master cup, or some other good method to m- 
sure uniformity. Jt would probably surprise the mechanical de- 
partment officers after a few months to note that a great deal 
less packing was being used and that what was used was work- 
ing the way it should. The writer would be very glad to do 
what he consistently can in the way of suggestions. À. E. M. 


AND THE M. C. B. JOURNAL 
BEARING 


BRAKE HANGING 


. Boston, Mass. 
To THE EDITOR: 


There seem to be two common misconceptions concerning 
brake hangers; one is that the hanger on the forward whecl is 
placed in compression immediately when the brake is applied; 
the other is that the angle of the hanger has an important bear- 
ing on the chattering of the brake. Yet the behavior of the 
apparatus does not agree with these conclusions. 

In the figure .48 is the force with which a brake is applied. 
At high speed the coefficient of friction between the wheel and 
shoe is low; AD represents the resultant reaction of the wheel 
against the shoe with a coefficient of friction of 0.125, AC being 
the pressure between them. The combination of 4B and AD 
gives AF, the resultant stress in the hanger, in this case tension. 
As the speed is reduced the coefficient of friction increases. The 


AB = force delivered by lever 

AC = pressure of shoe against wheel 

AD reaction of wheel with coefficient of friction of O25 
AE =reaction of wheel with coefficient of friction of 0.333 
AF and AG are the respective resu/ting stresses in the hanger 


Diagram illustrating the Stress In Brake Hangers 


resultant stress in the hanger is the compression, AG. As the 
coefficient increased, it passed through a certain value, about 0.23, 
which resulted in no stress in the hanger. A slight further in- 
crease throws the head quickly upward. When the slack is 
taken up, the elasticity of the hanger throws it down, because 
the tendency to compression is still slight. This is repeated until 
the increasing friction stops it, and we know this action as 
“chattering.” It does not begin until speed has been reduced, 
and usually stops just before the train stops. 

A brake hung at the height of the center of the wheel would 
throw its hanger into compression at once, and should not chat- 
ter. It would have the further advantage of being unaffected by 
the height of the springs as determined by the load in the car, 
and would be in an ideal location. The only objection to this 
scems to be the effect on the Journal bearing. Has not the time 
come when the bearing should be extended down the sides of 
the journal? There is naturally much reluctance about chang- 
ing standards, but additional parts and maintenance expense are 
often resorted to for advantages of less importance. G. E. 
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FUEL ASSOCIATION CONVENTION 


Papers on Powdered Coal, Prevention of Smoke, 
Fuel Stations, Mechanical Stokers and Fuel Oil 


The seventh annual convention of the International Railway 
Fuel Association was held in the La Salle Hotel, Chicago, May 
17 to 20, D. R. MacBain, superintendent motive power and 
rolling stock New York Central west of Buffalo, presiding. The 
convention was opened with prayer by Rev. John W. Nicely. 


PRESIDENT'S ADDRESS 


Mr. MacBain said in part: “I am a great believer in the edu- 
cational phase of the question of fuel. To render efficient service 
economically in any particular line, familiarity with its details is 
essential, and this is the more particularly true, perhaps, in the 
case of the man who actually handles the coal between the loco- 
motive tender and the firebox. For fuel might be purchased with 
the utmost skill, receive the best attention as to grade and prep- 
aration by the railroad company's inspectors, be carefully passed 
from the coaling plant to the tender and then might be subjected 
to the grosses kind of misuse and extravagance. The firemen 
need practical instruction on the road, the more they get the 
better, and. the more efficient and economical will be their 
services. With this practice in vogue, I am positive that the 
salaries of the instructors will appear as assets, doubled and 
trebled, on the auditors’ books." 


ADDRESS BY MR. SCHOYER 


A. M. Schoyer, resident vice-president, Pennsylvania Lines 
West, made a most interesting address after commenting on the 
very creditable work of the fuel association. In his address, he 
said in part: 

"]t seems to me that one of the burning questions of the day, 
from a railroad standpoint, is, What shall the railroads do either 
to offset the continuing demand for increased wages or to get 
the relation of employer and employee on a sounder basis, where 
right will be considered, instead of might or expediency? 

"Three remedies have been suggested—first, government owner- 
ship of railroads. With ward politicians acting as general man- 
agers, state politicians handling the policy, national politicians 
handling the finances and labor leaders handling the labor ques- 
tions, there would be no need of arbitration for the wages would 
be increased upon the asking. With the railroads in the hands 
of the government, with rates probably continually being de- 
creased, in order. to favor special lines of voters, and with 
wages being increased to favor special lines of labor unions, 
with incompetent supervision of details the growing deficits would 
have to be raised by taxation, and it is quite certain to my mind 
that the result of such losing operations would be that the credit 
of the government would suffer and rates of interest go higher 
and higher. 

"The second solution, which has been suggested, is that if the 
law should provide and the Interstate Commerce Commission 
should authorize that whencver railroads must through arbitra- 
tion increase the wages of the emplovees in any branch of service 
they be also authorized to increase their freight rates automati- 
cally. If an arbitration should give the men an increase of wages 
of 6 per cent, then the railroads should be authorized to increase 
freight rates, say 3 per cent. How long the public generally 
would stand it I do not know. 

"With very great diffidence I bring forward a third solution, 
compulsory arbitration. Not arbitration as under the Canadian 
law, which is not entirely compulsory; not arbitration as under 
the American law, which is entirely optional; not arbitration as 
exists in any country today; but a law which would compel em- 
plover and employee to submit their differences to a court of 
arbitration, after having done all they could together to solve 
them. The law should require that no lockout or strike should 
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occur hereafter on railroads. The decision of the court should 
be binding; not to be appealed from, except as to errors of law 
appearing on the record. Neither the employers nor the em- 
ployees would be willing to go to the limit of submitting matters 
to this court unless they were assured of the justice of their 
positions, and, in the course of time, labor and capital, as applied 
to the railroads, would find their own relations.” 


POWDERED COAL* 


BY W. L. ROBINSON 
Supervisor of Fuel Consumption, Baltimore & Ohio 

Coal in a finely divided or powdered state repreesnts the most 
advanced method for producing perfect combustion, thereby 
making it possible to more nearly obtain the full heat value of 
the fuel than by any other known means. While a cubic inch 
of solid coal exposes only 6 sq. in. for absorption and liberation 
of heat, a cubic inch of powdered coal exposes from 20 to 25 
sq. ft., which enables the more uniform gas production from the 
volatile matter in the coal and the more prompt and perfect 
intermingling of gas and air, thereby improving combustion and 
reducing smoke. Furthermore, there is no cooling of the fire 
by heavy intermittent charges of fresh coal, and consequent pro- 
duction of lost heat, as with hand or stoker firing on grates. 

The generally recognized waste, unsalable or otherwise low- 
value coal mine products, such as culm, slack, mine sweepings 
and dust, are suitable for converting into the powdered form. 
Therefore, much fuel that is now going to waste could be ad- 
vantageously mined and utilized. The railways should utilize 
as much as possible of the inferior grades and qualities of local 
fuel supply available, in order to conserve the better mine output 
for commercial revenue tonnage in the domestic and foreign trade. 

In general, powdered coal, to give the best results as regards 
complete combustion and the least trouble as regards ash and 
slag, should contain not more than 1 per cent moisture, and 
be of a uniform fineness, so that not less than 95 per cent will 
pass through a 100-mesh, and not less than 85 per cent through 
a 200-mesh, and not less than 70 per cent through a 300-mesh 
screen. The cost for preparing powdered coal will vary with 
the cost for the raw coal and its moisture content. However, a 
general average from available data covering periods of the past 
five to ten years at cement and metallurgical plants will enable 
the following conservative estimate, assuming the cost of the 
raw coal at from $1 to $2 per short ton, and that it will require 
crushing and have a motsture content of trom 5 to 10 per cent, 
when placed in the drver. 


Capacity of plant in Average total cost for preparation 


short tons per hour per short ton 
"ER TERCERO NP Gow ae ayn fees SNe From 25 to 50 cents 
SERA esc cd Soba a abe ators ap eee phage omen d From 20 to 45 cents 
scatet Enter vos y ele REE SE dicm BOR ali ahold Cd From 16 to 40 cents 
Bes rua a Wea und. oet ra dk enr aUa n licae e reta From 14 to 35 cents 
LOS ratae AA aca tae dare oa aea QD c TAA o From 12 to 30 cents 
D CP NRI MES Pm From 10 to 20 cents 


The fuel required for drying the coal will average from 1 
to 2 per cent of the coal dried. The distribution of the total 
cost may be approximately stated as: 


Füelifor Ce ew 9. to ob et ic a ee HORE fed Haine eles 10 per cent 
Power for operatione cae ieee aa sia vedere 4 MR d 30 per cent 
LARDOT occur uc RA Rn Re A220 aja ech arch Pre ard AGO Rae ele, Me iS oleae 30 per cent 
Maintenance and supplies siya aceite e ee ec hea eee 25 per cent 
Interest, taxes, insurance and depreciation.............02 cee ee 5 per cent 

Total» 3e hea ad Sce PE ee ed aw EG a e Se eS 100 per cent 


The cost for preparing powdered coal should be more than 
offset by the ability to utilize the cheaper grades of fuel. 
Finely divided coal dust gives off gas at normal atmospheric 


*See also article on “Pulverized Fuel for Locomotives,” published in the 
Railway Age Gazette, Mechanical Edition, May, 1915, page 213.—[Ebrtor.] 
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temperature, but any pulverized coal coarser than that which 
will pass through a number 100-mesh screen is liable to ex- 
plosion only when distilled by the heat or compression of a pri- 
mary ignition. The finer than what will pass through a num- 
ber 100-mesh screen carries no danger unless combined in a 
dry state, in floating suspension in nearly still air and mixed 
with the requisite amount of oxygen at the requisite temperature 
to produce “chemical tension” or primary ignition. 

Powdered coal may be burned by either of two generally 
defined methods: The first, or long-tlame method, constitutes a 
progressive burning of the coal. This combustion is accom- 
plished by projecting the primary air which carries the fuel into 
the furnace with high velocity, the additional air (about 75 
per cent) required for combustion being blown or induced into 
the furnace from other sources. The second, or short-flame 
method, has been the latest development. This process involves 
a flame of relatively short travel, and consists of admitting the 
entire air supply needed for combustion into the furnace with 
the fuel at low velocity. In the application of powdered coal 
to a New York Central locomotive, a combination of the long 
and short-flame methods has been used. 

In general, the equipment essential for burning powdered coal 
in locomotives are: An enclosed fuel container; means for con- 
veving the fuel to the feeders; means for commingling the fuel 
with air at the time of and aíter feeding; supplying the proper 
amount of air to produce a combustible mixture at the time the 
fuel and air finally enter the furnace; a suitable refractory- 
material furnace in the firebox; means for disposing of the 
slag; means for producing the proper draft through the furnace 
and the boiler; means for harmonizing the draft and the com- 
bustion; suitable power for operating the fuel and air feeding 
mechanism, and an automatic and hand control of the fuel and 
air regulation. 

It is understood that the developed equipment for burning 
pulverized fuel can be readily applied to all existing. modern 
types of steam locomotives without any changes in the fireboxes 
except to install arch brick supporting tubes, where fireboxes 
are not now equipped, and to remove the grates, ashpan and 
smokebox draft appliances. There is no equipment in the cab 
except the automatic hand control, which is placed in a position 
convenient to the fireman. The enclosed fuel container is suit- 
able for either powdered coal or fuel oil, and either kind of fuel 
can be used by merely changing the feeding equipment. The 
total weight of the equipment applied will about equal that of the 
equipment removed. 

For firing up a locomotive, the necessary draft through the 
boiler is obtained by means of the usual stack steam blower, 
after which a piece of lighted waste is placed in the fuel and 
air conduit leading to the firebox, and one of the fuel feeders 
is started. 


SOME BENEFITS TO BE DERIVED FROM ITS USE 


With powdered coal the tendency toward the more uniform, 
intense and sustained firebox temperature, as well as the auto- 
matic, continuous stoking of the fuel and the burning in sus- 
pension; feeding of practically dry fuel to the furnace; reduction 
in the clogging and leakage of flues and the reduction in the 
various heat losses, should all tend to maintain the boiler capa- 
city at its maximum effectiveness under varying operating con- 
ditions. 

Through the burning of powdered coal in suspension, the 
necessity for over or under-feeding fuel to grates or retorts 
is eliminated, and as there are no grate fires to require clean- 
ing, it enables the establishing of the most economical length 
of locomotive run for the train service to be performed, and 
the reduction of engine house terminals. As locomotives burn- 
ing oil are being regularly and successfully operated on runs 
from 300 to 450 miles each way, the same should be entirely 
feasible when burning powdered coal. 

The use of bituminous coal in a powdered form seems to be 
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the logical solution of the smoke, cinder and spark questions 
at engine houses, terminals and on the road, and one that snould 
greatly reduce the loss of heat and fuel cost resulting from ım- 
perfect combustion in existing and future steam locomotives. 

The elimination of ash pans, grates, smokebox, diaphragm, 
baffles and nettings substantially reduces the retardation of the 
products of combustion through the boiler. 

Furthermore, the coal is not touched by the hand or shovel 
from mine car to furnace and there is no loss by pilfering, 
dropping from the tender container, gangways, through holes in 
deck, or by firemen shoveling undesirable fuel off the tender 
on right-of-way. 

When powdered fuel is used, the refractory-material furnace 
retains its heat and prevents the chilling of the firebox and 
flues, even though the supply of fuel may be cut off and there- 
fore reduces the liability of firebox leakage. 

When being worked at from one-half to maximum boiler 
horse power capacity, a locomotive boiler equipped with a super- 
heater will range from 65 to 55 per cent boiler efficiency. this 
being representative of the best grate fire practice. Taking into 
consideration the effect of burning powdered coal in suspen- 
sion on the various heat losses enumerated, it is most con- 
servative to place the saving to be effected at 25 per cent oí 
the coal fired, actual performance to date having shown as high 
as from 30 to 40 per cent saving. 

The time required for building, cleaning or dumping fires at 
terminals and cleaning flues and smokeboxes on steam loco- 
motives represents a large percentage of the maximum non- 
productive delay to power, and is directly responsible for much 
road and yard crew and shop labor expense. With powdered 
coal there are no grate fires to clean; the extremely fine nature 
of the ash and absence of cinders causes practically no accumu- 
lation in the flues or smokebox. 

As the sulphurous and other poisonous gases resulting from 
combustion tend to precipitate with the liquid ash into slag. 
the poisonous and suffocating effect of the products of com 
bustion emitted from the stack is materially reduced. 

The use of powdered coal (due to absence of cinders, sparks, 
ashes, etc.), would reduce: cementing of ballast and lack oí 
drainage of roadway, burned out ties and the cost for forking 
ballast. With powdered coal and automatic mechanical mixing 
of the fuel and air and its combustion in suspension, no manual 
labor is required, and the human element is practically eliminated. 


DISCUSSION 


The members participated freely in the discussion, there being 
some skepticism as to the ultimate outcome of the use of 
powdered coal E. H. Stroud, of E. H. Stroud & Company, 
stated that the coal must be powdered to the correct fineness 
and that it must be uniformly fine if the best results are to be 
obtained. Complete combustion must be obtained to prevent the 
formation of cinder slag and if the furnace is correctly designed 
there should be no trouble with the accumulation of slag on the 
flues. The air and the fuel passed through the burner should be 
definitely measured, and to accomplish this he strongly recom- 
mended that the air necessary for the complete combustion of the 
powdered fuel be admitted only through the burner. Where air 
is used to separate the fine from the coarse particles in the 
process of pulverizing—a coal with 10 per cent moisture will be 
reduced to 7 or 8 per cent moisture. He also recommended a 
lazy flame, stating that in stationary plants this would give a 
temperature that could be regulated from 1,800 to 3,600 degs. F. 
In this same service savings as high as 50 per cent in fuel of a 
low price have been made. He gave estimates of 15 cents per 
ton as the cost for pulverizing fuel at the rate of 5 tons per hour 
and 4 to 5 cents per ton for drying the coal. From his experience 
he found that a draft of only % in. (water column) was required. 
He recommended a coal with not less than 25 per cent volatile. 

Joseph Harrington, of the Powdered Coal Engineering & 
Equipment Company, called attention to the effect the use of 
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powdered coal on locomotives would have in postponing the 
necessity of electrification at large terminals such as Chicago, 
and spoke to some extent on the large field this type of fuel offers 
to the railroads. 

J. E. Muhlfeld, president of the Locomotive Pulverized Fuel 
Company, presented a written discussion, in which he confirmed 
the conclusions derived from Mr. Robinson’s paper. He showed 
that if the powdered coal equipment was applied to all types of 
locomotives an annual saving of millions of dollars could be 
made in the cost of fuel to the railways, and that the operation 
ot the locomotives would depend less on the physical capacity of 
the liremen. 

Other speakers who have had experience in the use of powdered 
coal spoke strongly in its favor, and all called attention to the 
necessity of having the powdered fuel dry, the maximum moisture 
leing placed at 2 per cent. The users of this fuel find it expedient 
to keep only 48 hours’ supply on hand to prevent the possibility of 
the coal to absorb too much moisture. 

Mr. Robinson stated in his closure that tests have shown that 
only 15 Ib. of dust was found in the locomotive front end after a 
test of two weeks and that evaporation of 845 to 12 1b., from and 
at 212 deg., had been obtained. 


ANALYSIS OF DEPENDENT SEQUENCE AS A GUIDE TO 
FUEL ECONOMIES 


BY HARRINGTON EMERSON 
The Emerson Company, Efficiency Engineers, New York 

With a good steam engine, a good furnace and a good boiler, 
2 horsepower can be produced from one pound to a pound and a 
half of coal. The steamers of the Inch Line have long records 
of one pound per 1 hp. The Lusitania, with all her auxiliaries, 
used about 1.5 lb. The indicated horsepower generated by all the 
locomotives of the country when pulling trains, divided into the 
total fuel, amounts to between 4 and 6 lb. I intend to speak of 
such attainable ameliorations in our locomotive practice as might 
reduce the 6 to 4, the 4 possibly to 3. 

To bring about attainable reductions, there are three essentials: 
Complete knowledge of what is taking place from mine to ash 
pit; an organization that is capable of taking hold of the subject; 
an organization that is competent to solve the problems. 

The first step towards the solution of the problem is to set 
down what we do know of all the steps from mine to ash pit. 
lt will be found that there are some sixty different, distinct 
steps and that they form what is technically called a dependent 
sequence. Unlike the links of a chain, which are in dependent 
sequence, the use of coal is one in which any loss that occurs 
in the first term is carried on into the second, the losses in the 
second link or term are carried on into the third link, and we 
suddenly tind we have frittered away all the strength there was. 


DEPENDENT SEQUENCES IN CoaL USE IN LOCOMOTIVE OPERATION 


Sequences 
l to 23 A Administrative inefficiencies ............... 51 per cent 
2410 322. 9 B Shrinks in quantity between purchase and use 92 per cent 
J1 to 45 13 C Wastes due to poor design............ e008 00. 69 per cent 
4610 52 7 D Wastes due to poor firing......... eese. 7] per cent 
$310 58 6 E Wastes due to poor running.......... eese 88 per cent 
58 20 per cent 
Probably in no case do all the possible losses occur cumu- 


lating on any single road, but probably on every road there are 
at least 30 different kinds of losses. As to each of the fifty-eight 
à separate analysis would be desirable, an analysis that each 
must make for himself, I shall content myself with a few indica- 
tions and a very elementary estimate of the loss that may be 
occurring. 

A—Adiministrative Losses.—These far exceed all others, but 
it is the fireman and engineer who get the most blame. 
Coal costs money and 


I—Eff. 99.5 per cert. Buying too much coal. 


money carries interest. 

2--Ef. 96 per cent. Paying too much. This is much more serious. 
Contains B. t. u's, and this is all that makes it valuable. 

j—Eff. 95 per cent. Buying wrong kind of coal (clinkering, coking, 
ttc). The type of coal may make a very great difference. 


Coal 
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4— Eff. 94 per cent. Unnecessary transportation. Probably $0.60 a ton 
is added to cost of coal on long roads by transportation charges, of which 
$0.06 might be saved by wise routing. 

5—Eff. 98 per cent. Unnecessary handling expenses, loading and un- 
loading, detention of cars, etc. 

6. Eff. 90 per cent. Wrong sizing of coal. A. G. Kinyon, a recognized 
authority, estimates the difference between properly sized coal and usual 
run at 10 per cent. 

7—Eff. 98 per cent. Loss in value of coal due to weathering. 

8—Eff. 99.7 per cent. Moisture in coal. Even if the coal absorbs 5 per 
cent of moisture the loss is small, about onc-third of one per cent. 

9—Eff. 99 per cent. Bad water conditions, indirectly affecting coal con- 
sumption. Our experience has been that when water was very bad, coal 
consumption for similar trains and locomotives is higher. 

10—Eff. 95 per cent. Scale on tubes and other fire surfaces. F. W. 
Foltz, fuel supervisor of the Missouri Pacific, stated that the fuel losses 
due to this cause were enormous. They undoubtedly might be far worse 
than the 5 per cent allowed. 

11—Eff. 99.7 per cent. Leaks from boiler. 

12—Eff. 99 per cent. Broken grates. Causing excess of air and waste 
of coal before being burned. 

13— Ef. 97 per cent. Use of cold water and frequent changes. On a 
road using 6,000,000 ton, this loss probably amounts to $200,000 a year. 

14-15-16-17—Eff. 85 per cent. Terminal and roundhouse losses. Mr. 
Foltz's estimate of terminal and roundhouse losses is 15 to 30 per cent of 
total fuel bill. 

18— Eff. 98 per cent. 

19—Etf. 99 per cent. 
trains. 

20—Eff. 99 per cent. 

21— Etf. 98 per cent. 

22—Eff. 98 per cent. 

23—Eff. 98 per cent. 
rather than grades. 


Detentions on side tracks. 
Short sidings and other unnecessary see-sawing of 


Uneconomical grades. 

Uneconomical loading. 

Wrong assignment of power. 
Unscientific time schedules. Based on distance 
If all these inethciencies should occur on the same road, only 

one as high as 10 per cent, many of them less than 1 per cent, 

the end result would be under 51 per cent. 

B.—Shrinks in Quantity Between Purchase and Use.—The 
locomotive is generally charged with coal purchased, not with 
coal used. These losses are partly due to dishonesty and partly 
due to carelessness. 


24—Eff. 99 per cent. Incorrect mine weights (dishonesty). 


25—Eff. 99.5 per cent. Incorrect car weights (carelessness). 

26—Eff. 98 per cent. Biased weigher. 

27-28-29-30—Eff. 97.5 per cent. Loss in transit (coal that drops off or 
is thrown off, loss in loading tenders, loss from tenders). 

31—Eff. 99 per cent. Diversion from coal in transit. I knew a flouring 
mill which operated for a year on stolen coal, whole car loads being diverted, 
after being weighed and charged to coal bunkers. 

32—Eff. 99 per cent. There are other diversions, as when coal from 
bunkers is used for office and roundhouse fires, etc., coal used perhaps for 
company but not used on locomotives. These dishonesties and semi- 
dishonesties amount perhaps to as much as 2 per cent. The end result 
1s about 92 per cent. 

C.—Waste Due to Poor Design.—The best stationary steam 
engines use about one pound of coal per 1 hp. The ordinary com- 
mercial steam engines use from 3 lb. to 20 Ib. The conditions 
under which a locomotive operates are extraordinarily difficult. 
The power installation is mounted on wheels, the machinery must 
be rugged rather than accurately finished. Every element of 
standard operation varies from minute to minute. The fucl, the 
water, the load varies. It is, therefore, inevitable that severe 
losses occur from poor design. In good stationary practice 80 
per cent of the heat in the coal passes into the water. In loco- 
motive practice very rarely as much as 50 per cent. There is, 
therefore, a shrink of about 30 per cent in coal efficiency to be 
charged to design and conditions of operation. Two-fifths of 
this might possibly be eliminated and if distributed might be ap- 
portioned as follows: 


33—Eff. 99 per cent. 
34—Eff. 98 per cent. 
35—Eff. 95 per cent. 


Design of firebox. 
Size of firebox. 
Diameter and length of tubes. 

36—Eff. 95 per cent. Front end design. In an English test 375 hp. out 
of 2,000 was used in creating draft, M. C. M. Hatch, superintendent fuel 
service, D. L. & W., states that only 19 per cent of front end vacuum is 
effective at fire. 

37—Eff. 98 per cent. Poor ash pan design. Air openings should be 
14 per cent of grate openings and about 100 per cent of tube opening area. 

38—Eff. 98 per cent. Grate openings. 

39—F ff. 95 per cent. Radiation. 
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Economies due to compounding do not become 
Can be estimated at 5 per 


40—Eff. 95 per cent. 
manifest unless the pressure exceeds 180 Ib. 
cent. 

41—Eff. 95 per cent. 

42—Eff. 98 per cent. 
rods, bearings. 

43—Eff. 99 per cent. Whlecls of different diameter, as either ahead or 
slightly shifted from middle line. 

44—Eff. 99 per cent. The difference in economy between high and low 
stcam pressure is discernible. 

45—Etf. 99 per cent. Direction of draft through locomotive. 
is about 69 per cent. 


D.—Wastes Due to Poor Firing. 


46—Eff. 99.5 per cent. 
on the aggregate, small. 

47—Eff. 95 per cent. Smoke and sparks. Too little air. M. C. M. 
Ilatch states that at 2,000 Ib. coal fired per hour, the coal loss in sparks is 
1.5 per cent; at 7,000 lb. it is 12 per cent. To put the loss in smoke and 
sparks at 5 per cent is conservative. 

48—Eff. 80 per cent. Too much air. This is an invisible but serious 
loss. Assume 50 Ib. excess of air for each pound of coal, the air heated 
800 deg. Can lose 0.0686 B. t. u. per lb. per degree. For 800 deg. 54.88 
B. t. u's. For 50 Ib. excess air this gives 2,744 B. t. u's, or about 20> per 
cent of the heat units in very good coal. The loss might therefore be 
20 per cent. 

49—FE ff. 98 per cent. Popping and plume—too high pressure. 

S0—Etf. 99 per cent. Too low pressure. The lower the pressure the 
less the efficiency of the steam engine. 

5]—Eff. 99 per cent. Cleaning fires wastefully. 

52— Eff. 98 per cent. Dumping fires. 


E.—Waste Due to Poor Running.—This paper is on a theory 
and on a method and does not assume to give any proof of the 
actual losses, which may be more or less than estimated. Un- 
doubtedly losses exist due to poor running, for I have seen let- 
ters from firemen narrating the excessive work put on them, and 
the coal wasted by bad running. 


53—Eff. 99.5 per cent. 
than on the coal pits). 

54—Eff. 98 per cent. Full stroke. A train might very easily waste time 
at a station and the engineer try to make it up by extra steam on the road. 

55—Eff. 99 per cent. Throttling in combination with full stroke results in 
greater steam consumption. 

$6.—Eff. 95 per cent. Dynamometer car tests show variation in horse- 
power and constant speed when constant horsepower and variable speed 
is more economical. 

57—Eff. 98 per cent. Unwise acceleration. 
power to gain a few seconds in time. 

58—Eff. 98 per cent. Unnecessary braking. 
cent. 


Economies due to superheat. 
Preventable friction in machinery, valves, pistons, 


End result 


Building fires. The loss is relatively great, but 


Slipping drivers (harder on the drivers and rails 


A great consumption of 


End result is about 88 per 


If we take the combined efficiency of the engineer and fireman, 
it appears to be 62.5 per cent, or almost two-thirds. But a test 
made on a switch locomotive reported in Erie Employes’ Maga- 
zine showed that current consumption of coal was reduced 65 
per cent by care, not 33 per cent. Tests have bcen made both as 
to passenger and freight runs, which show actual consumptions 
under dynamometer-car records amounting to only one-third of 
usually charged consumption. On such runs, wastes due to poor 
design and to interest charges, to paying too much, to unneces- 
sary transportation and to unnecessary handling expenses, are 
not eliminated, nor losses due to weathering. 

Eliminating these we would have the following major sequences : 


A Administrative inefficiencies ............. lues 60 per cent 
B Shrinks in quantity $2ezreesck a yeh eso oA Rn 92 per cent 
1) Poor JDIME ouk q epe E ba ok ete RU Pa a 4l per cent 
E Poot running ase Saas eva Pc axe Laas 88 per cent 
End £CSiult 5 cou b a wu S ARE iu ss i 34.5 per cent 


This sequence in its end result of 20 per cent to 35 per cent 
checks up well with the special tests made, checks up well with 
the difference between coal actually required for horsepower 
generated and the coal charged to the locomotive fuel account. 

To correct the cumulative result in dependent sequence of a 
number of small evils there should be reliable, immediate and 
adequate records available from mine to ash pit; an organization 
capable of handling the problems, and an organization competent 
to solve the problems. 

Railroad locomotive practice is defective as to all these con- 
ditions. The records are unreliable, deferred and inadequate. 
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Railroads are very slowly outgrowing the belief that a line officer 
also necessarilv possesses staff competence. The fuel problem is 
a bigger one than records and a specialized organization. These 
are the tools wherewith results can be obtained, but before we 
use tools we must have an organization able to use them, an 
organization competent to expand and supplement the present 
cramped type. 
DISCUSSION 


The paper was well received, the members approving of the 
broad basis on which it was written. The subject of fuel 
economies is of so vital importance that all of the higher railroad 
officers should take an active interest in it. While the mechanical 
department is directlv interested in the consumption of fuel, 
there are a great number of ways in which the other departments 
can assist substantially in saving fuel For this reason it is 
believed that more decisive action should be taken by the officers 
in order that the necessary authority be given for a compre- 
hensive and effective fuel economy campaign. 

W. C. Haves, Erie, spoke of some dynamometer tests that had 
shown that it was possible to operate on 87 lb. of coal per 1,000 
ton-miles where 175 to 180 lb. had been considered a good average, 
illustrating what could be accomplished by proper supervision. 
A. G. Kinvon believed that the men should be taught to think 
more concerning their work. The locomotives should be care- 
fully maintained and special attention should be given the steam 
leaks in the front end, as this is a large source of fuel extrava- 
gance. 

By looking for and correcting the small imperfections, large 
savings can be made. The large defects will make themselves 
known. 


SMOKE PREVENTION 


BY E. W. PRATT 
Assistant Superintendent Motive Power and Machinery, Chicago & North Western 


In 1912 and 1913 elaborate tests were made on the locomotive 
testing plant of the Pennsvlvania Railroad at Altoona, Pa., and 
a complete report made in 1913 to the American Railway Master 
Mechanics! Association, with recommendations covering the ap- 
plication of steam-air Jets, quick-action blower valves, etc. Since 
that time practically every locomotive operating in the city of 
Chicago has been equipped with such apparatus and it has been 
conclusively proven that soft coal burning locomotives may 
thereby be kept comparatively free from smoke if the engine 
crew be given and observe proper instructions at all times. 

The smoke inspection. bureau of the city of Chicago has ac- 
cepted these devices as standards and recommends them to 
those inquiring. This bureau consists of the city smoke in- 
spector, two assistants, ten mechanical engineers and nine deputy 
observers, covering not onlv the railroads but the entire city. 
The expeuse to the city is about $39,000 per year. The railroads 
in Chicago have a total of 54 smoke inspectors representing an 
annual expenditure of about $65,000. A railroad smoke in- 
spectors' bureau, under the direction of a sub-committee of the 
General Managers’ Association of Chicago, has been formed. 
This is composed of the chief smoke inspectors of all railroads in 
the city and holds its meetings bi-weekly, inviting thereto all 
railroad men interested in smoke prevention. 

The railroad inspectors are required to report all engines they 
observe emitting dense smoke on a duplicate post card printed 
with the form shown herewith. One part of the card is mailed 
to the joint smoke inspection bureau through the U. S. mails, 
and the other is sent to the proper officer of the violating road 
through the railway mails. The bureau makes bi-weekly sum- 
maries of the reports for the different roads showing the num- 
ber of reports filed, the number of locomotives operated in Chi- 
cago, the percentage of locomotives reported, the average density 
of the cases reported and the number of reports made by the 
inspectors of each railroad. "These reports are for the private 
use of the railroads and are not furnished the city. However, 
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the work of the railroad bureau is heartily approved by the city 
authorities and has been productive of greater co-operation 
between the various railroads, so much so that the smoke read- 
ing made by the city the year following its inception was over 
50 per cent lower. 

At the present time all city inspectors are instructed to 
each read locomotive smoke for a total of two hours each day. 
This to be done in one period or in several periods of 15 minutes 
or more. These inspectors being assigned to various districts 
in the city make it certain that the railroad observations will 
not be confined to any one locality. From these observations 
the city issues monthly and semi-annual reports. All readings 
are made in accordance with the Ringlemann method of deter- 


mining smoke density and the engine minute is the unit em-. 


ploved. It should be understood that the city smoke bureau 
construes one minute of No. 3, 4 or 5 smoke as a violation of 
the. law. 

An engine minute covers the observation of one locomotive 
during the entire minute. During this minute 14 seconds or less 
is not counted; 15 to 44 seconds is counted as one-half minute; 
45 to 74 seconds is reported as a full engine minute. One-half 
minute of No. 3 density is 1.5. One-half minute of No. 1 density 
is 0.5, etc. The per cent smoke density is obtained by multiplying 
the smoke units bv twenty (each Ringlemann unit being 20 per 
cent) and dividing the product by the total engine minutes. 

In order that the city inspectors shall read the smoke density 


JOINT SMOKE INSPECTION BUREAU 
OF RAILROADS OPERATING IN CHICAGO 


Date 191. 


Inspector. 


ol. OR. R. noted following cases of dense smoke 
emission on above date: 


Postal Card Form for Smoke Inspector's Report 


correctly, applicants for these positions pass through a pro- 
bationary period during which time, under the direction of an 
experienced. inspector, they make thousands of smoke readings 
with a full size Ringlemann chart set up 50 ft. from them in the 
direction of the stack under observation. These men are under 
civil service and their standing is based largely on their ability 
to correctly read smoke density. The members of the Railroad 
Smoke Inspectors! Association and the city inspectors frequently 
have joint classes in the reading of smoke density in order that 
unilormity may be obtained in the case of independent individual 
observations. 

One of the encouraging features of this plan is that it has so 
fully met with the approval of the city smoke bureau that the 
latter has voluntarily opened all their record books to members 
oi the railroad bureau, and the reduction in the per cent of 
density of railroad smoke during the past two years has been 
remarkable. It is as follows: 


TOT, Eae E E ca Or elec Acl Pap actus ood ER a er des 10.74 per cent 
6.06 per cent 
7.41 per cent 


*The figure for 1914 was made up from the Summer reading of 1914 (by 
old method) and the reading for September, October and November, 1914 
‘by new method). This figure would be lower but for the change in 
method. 


DISCUSSION 
It was believed that with the special devices now applied to 
locomotives for the prevention of smoke it was a matter of super- 
vision and constant inspection to obtain smokeless firing. The 
splendid record made by the railroads in the city of Chicago is 
evidence of this. If the railroads entering other municipalities 
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do not anticipate the demands of the populace they too will find 
themselves bound by city ordinances. Smokeless firing can be 
obtained, but the engine crew must be properly instructed and 
supervised. 


STANDARDIZATION OF COAL PREPARATION 


BY H. C. ADAMS 
President Jones & Adams Coal Company 


The present method of screening has caused no end of trouble 
in marketing the coal, and various losses to the producer. There 
is never a time in the year when a market can be found to fit 
the various sizes that are now being made. This results in large 
quantities of coal being put on the market for any price the cus- 
tomer 1s willing to pay. It displaces the size the consumer would 
ordinarily use and which the operator wants him to use, and 
destroys any profit that might be secured. 

The benefits of standardization are numerous: It would re- 
duce the output to a point where the mine would get running 
time that would greatly reduce the cost. A great many cars that 
are now constantly tied up with unsalable sizes would be re- 
leased and could be used for any other purpose. The operator 
would not be producing two or three tons of sizes that he has 
no market for in order to get a ton of the size coal he wants. 
The railroads for their fuel could use either inch-and-a-quarter 
lump or mine run, as they deem best, and either of these sizes 
could be produced in quantities required at all times, for the 
reason that no unsalable sizes would be produced in order to 
supplv railroad coal. The railways are and should be interested 
in any move that will benefit the operator. A very large percent- 
age of the freight of some of the roads is coal, and when coal 
cannot find a market, or perhaps finds an unprofitable market, 
the railway is sure to feel the effect in the lessened prosperity 
of the operator and his inability to seek broader markets. 


FUEL STATIONS 


The committee deemed it advisable to consider three separate 
and distinct sub-divisions of the subject as follows: Plant stor- 
age for reloading through the medium of cars; plant storage for 
direct issue to plant, and central storage for distribution to mis- 
cellaneous plants. The committee suggests the use of a loco- 
motive crane with a clamshell or similar device for unloading 
and reloading storage coal, where the amount to be stored is 
less than 5,000 tons and where the daily issues are small enough 
to permit of its use. 

A cheap method of unloading cars is to use a trestle from 
which the coal can be automatically dumped. Such a plant could 
be located adjacent to the coaling station, if the space is not too 
restricted and the track arrangements permit. Another method 
is to erect a timber trestle adjacent to the track as shown in Fig. 
l, on which locomotives are coaled and grates cleaned, provided 
with a runway for a locomotive crane equipped with a clamshell 
or grab bucket. A plank wall or barrier should be placed along 
the side of the trestle contiguous to the storage pile, to prevent 
the coal from accumulating under the trestle. A strip of land 
about 60 ít. wide, and varying in length in proportion to the 
capacity of the pile would be required for storage. The plan 
provides for a capacity of 28 tons per lineal foot of coal pile. 
The coal will be delivered to the coal-receiving track (on the 
outside of the engine track) in gondola cars of practically any 
type, from which it will be removed and transferred to the 
storage pile by the locomotive crane. If desired, this plant may 
be used for coaling engines either from cars on the receiving 
track or from the storage pile. It is not considered advisable to 
use this plant as a locomotive coaling station at terminals where 
a large number of engines are coaled. 

From somewhat meagre figures available it 1s estimated that 
with these plans coal can be stored from cars, or reloaded from 
storage at about 2/4 cents per ton. 

All new mechanical plants should be so designed as to provide 
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a storage adjunct to permit of unloading coal into the receiving 
hopper, from which it may be distributed, either to the plant 
direct, or to a storage pile when business is dull and there is a 
surplus of road cars and of coal. The plant must be so de- 
signed as to permit of the recovery and issuing of the coal from 
the storage pile through the plant without the use of road cars. 
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pile, coal is picked up by the crane and discharged into the 
hopper, from which it is handled to the overhead coal pocket 
in the usual manner. A special crane of 110 ft. radius is used by 
this road, the gage of the crane track being 20 ft. A 22,000-ton 
storage is thus obtained with a 12-ft. depth of pile. The crane 
uses a 3'4-ton bucket and has a working capacity of 150 tons 


Fig. 1—A Method of Storing Coal at Fuel Stations 


The locomotive crane may be used to good advantage for 
taking care of ground storage in connection with a mechanical 
coaling station. This plan has been adopted by the Louisville & 
Nashville, at three places, where large mechanical coaling stations 
of reinforced concrete and steel construction are being erected. 
Such a plant is shown in Fig. 2. The receiving hopper is en- 
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per hour. For the most economical operation, such a crane 
should be electrically operated. Such a plant is estimated to 
cost $23,000 and has a capacity of 22.000 tons. 

With the bridge type, the receiving hopper pit is constructed 
practically the same as for the locomotive crane. This type lends 
itself to a much larger storage pile and greater handling capacity 
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Fig. 2—Method of Storing Coal at Fuel Stations on the Loulsville & Nashville 


larged at the back to form a pit of sufficient size to accommodate 
the grab bucket of the crane. The crane is located on a circular 
track back of this hopper, this track centering on the hopper. 
Coal is dumped into the hopper from the receiving track, and 
handled to storage by the crane. In reclaiming from the storage 


than the locomotive crane, but it is, of course, more expensive- 
The inner trucks of the bridge run on a circular track and are 
held in position by an arm extending to a central swivel point. 
The outer trucks also travel on a circular track, the center of the 
circle being the swivel point above referred to. Coal dumped 
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into the pit at the side of the receiving hopper of the coaling 
station, is picked up by the grab bucket on the bridge and 
placed in storage. A swivel bridge of latest design can be con- 
tracted for complete above the rails, for from $25,000 for 100 
ft. span, up to $50,000 for 250 ft. span, and handling from 100 to 
300 tons of coal per hour. 

The cable and drag scraper method has been adopted by the 
Southern Railway, the Canadian Northern, and others. It is 
illustrated in Fig. 3. The storage pile is located directly back 
of the receiving hopper of the coaling station on a large elliptical 
area. The coal is dumped into the hopper and conveyed to the 
top of the coal pocket by the usual mechanical means. Instead, 
however, of dumping into the coal pocket, the coal is deflected 
into a chute which carries it out into the storage area. The coal 
is then spread over this area by means of a drag scraper operated 
from a drum in a tower over the hopper. Located at intervals 
around the storage area are pulling poles to which are attached 
snatch blocks for the endless cable. This method has the ad- 
vantage of low first cost and low cost of operation, but causes 
a great degradation to the coal. 

The cableway excavator method contemplates having the stor- 
age pile between the receiving hopper and the coal pocket, and 
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is particulasly well adapted to a storage of 2,000 or 3.000 tons. 
À mast is provided at the coal pocket of sufficient height to 
enable the drag bucket to dump into the bin. Directly behind 
the receiving hopper, anchorages are provided for the main 
cable. The hopper is so constructed that the drag bucket may 
scrape toward the coal bin over a sloping concrete floor. In 
reclaiming, the coal is picked up by the drag bucket, and de- 
posited directly into the coal pocket, ready for locomotives. 
This is a very economical system, and has the advantage of 
not requiring additional machinery for the coaling station. It 
also lends itself very readily to “under-water” storage. 

A central storage plant should provide for the storage of from 
100,000 to 500,000 tons, and each plant should be as elastic as 
possible. It should be located at some convenient central dis- 
tributing point. It should be as near permanent in its con- 
struction as possible, and be so designed and constructed that it 
could be protected at all times without much expense for main- 
tenance, operation and care. It is believed that a modern 
Plant, answering all practical purposes, can be installed for 
100000 tons of coal for an outlay of from $30,000 upward. 

[The committee included in its report a description of the coal 
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storage plants at the Panama Canal as representative of the 
latest practice, the matter being taken from the annual report 
of the Isthmian Canal Commission for the year ending June 30, 
1914.—E»iTon.] 


WEIGHING AND MEASURING DEVICES AT FUEL STATIONS 

The committee recognizes the absolute necessity for having 
correct efficiency performance records of individual locomotives 
and enginemen, and believes that the railroads and their exe- 
cutives are prepared to spend certain monevs for proper audit- 
ing, but that they desire more reliable results and want to know 
the actual facts as to what their locomotives and enginemen are 
doing. Fuel accounting should be considered from two separate 
and distinct standpoints: That of value and that of quantity. 
The individual coal plant, locomotive and enginemen should be 
charged with that which it or he receives, and credited with that 
which it or he issues and uses. No adjustments of any character 
should be included in the published statements showing indi- 
vidual performances. 

It is deemed advisable to suggest the adoption of some reliable 
automatic means of weighing and measuring, and devices that 
might be cheaply installed, operated and maintained; not only 
on new plants being installed, but also that might be applied to 
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3—Cable and Drag Scraper Method of Storing Coal at Coallrg Stations 


plants that are in operation. The committee suggests that this 
subject be again referred to them, believing that additional 
methods of establishing an automatic and reliable record of the 
actual amount of coal issued by each plant to each locomotive 
and each engineman will be on the market during the coming 
year. | 

The report is signed by H. J. Slifer, chairman (Cons. Eng.) ; 
E. A. Averill (Standard Stoker Company) ; E. E. Barrett (Rob- 
erts & Schaefer Company) ; W. E. Dunham (C. & N. W.); H. 
B. Brown (I. C.); G. W. Freeland (Williams White & Co.) ; 
W. L. Krausch (C. B. & Q.); R. A. Ogle (Ogle Construction 
Company); D. J. Madden (Erie), and J. L. Rippey. 


MECHANICAL STOKERS 


The mechanical stoker today is practical, operating at a me- 
chanical firing cfficiency of 90 per cent or more, and effects oper- 
ating economies that cannot be otherwise obtained—it is no 
longer in the experimental stage. Improvements in the design 
and construction of stokers will no doubt be made for many years 
to come. Locomotive design will undoubtedly be modfied until 
the stoker becomes a part of the original design instead of being: 
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merely an attachment to the locomotive, as at present. Not- 
withstanding the necessity for further improvements the fact 
can no longer be questioned that the mechanical stoker today 
is an important factor in railroad operation and must be recog- 
nized as such by all thoughtful railroad officials. 

The real economy of the stoker is in the increased tonnage 
that can be handled by stoker-tired locomotives—not in the 
saving of fucl, as seems to be the general impression. The 
large, mechanically-hred locomotives of today are able to handle 
more tonnage than the same locomotives would be given it 
hand-fired, and handle this tonnage at a higher speed and with 
greater certainty than under hand-firing conditions. The de- 
velopment of the stoker has made possible the development of 
locomotives designed to burn coal continuously at a rate in ex- 
cess of the capacity of the ordinary fireman to supply it. The 
real reason, therefore, for the improvement and adoption of the 
mechanical stoker is found in the economic necessity of re- 
duced operating costs. The capacity of locomotives already in 
service may be increased and cheaper grades of fuel may be 
used on such locomotives, with the locomotive stoker. 

According to the most reliable figures obtainable at the pres- 
ent time (April 1, 1915) and not including the experimental 
stokers, there are at the present time approximately 935 loco- 
motives equipped with stokers on about twenty different lines 
of railroad. 

There seems to be no fixed factor which can be used as a sure 
guide as to what constitutes a stoker job. One report indicates 
that any locomotive of 200,000 lb. total engine weight, with 
cylinders of 22 in. or over should be operated with stoker-tiring. 
A second report states that engines having a tractive effort of 
50,000 1b. or over should be stoker-fired. It seems to be the con- 
sensus of opinion that locomotives should be hand-fired when 
the coal consumption for extended periods does not exceed 
4,000 1b. per hour. 

The consensus of opinion is that the stoker will give about 
10 per cent increased tonnage capacity, as compared with hand- 
firing, under the same conditions as to grade and time. Some 
believe that the tonnage increase will be more than 10 per cent. 
It should not be expected that stoker-firing will show any ad- 
vantage in this respect where the job is within the capacity of 
a competent fireman. Stoker engines will make better time than 
haud-fired engines and while doing so will haul more tonnage 
than can be hauled with engines that are hand-fired. 

It has not been the intention in the design of the Crawford 
stoker to use any cheaper grade of fuel than is used on similar 
engines that are hand-fired, nor does the Crawford stoker re- 
quire the use of prepared coal Both the Hanna Locomotive 
Stoker Company and the Locomotive Stoker Company state 
that their stokers will handle cheaper grades of fuel than can be 
successfully hand-tired, and that their stokers will enable loco- 
motives to use some grades of coal that would be impossible 
with hand-firing. The Erie's experience does not indicate that 
a cheaper grade of fuel should be used. 

The consensus of opinion seems to be that stoker-fring will 
not show a saving in the gross amount of fuel used, although 
there is a slight diversity of opinion on this subject. It is be- 
lieved that there will be a saving on the basis of the amount of 
coal burned per thousand ton miles. This is due to the fact that 
additional tonnage is handled by stoker-hred engines with about 
the same gross amount of coal as with hand-tired engines. A 
marked saving is also made by the use of a less expensive quality 
of fuel. 

While the stoker is a factor in increasing locomotive efficiency 
—that is, while it increases locomotive tonnage capacity to such 
an extent as to overbalance considerations as to first cost and 
maintenance costs—it is not a device for saving fuel. The real 
economy of the stoker is in the increased tonnage that can be 
handled. This is the meat of the whole stoker proposition. 
If increased capacity of locomotives is desired, then stokers are 


economical. If economical evaporation is what is required on 
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large engines, its attainment may result in a sacrifice of maxi- 
mum tonnage capacity. 

Black smoke can be made with both hand and stoker-firing, 
or it can be eliminated by careful stoker or hand-tiring. Aver- 
age stoker-firing will probably show less black smoke than 
average hand-firing, because the coal is delivered to the fire in 
smaller quantities at a time. 

lhere is less liability of engine failures with stoker-fired en- 
gines, owing to the fact that the stoker practically eliminates the 
necessity of opening the fire-door. Thus a more even tempera- 
ture is maintained in the firebox, with less liability of leaky 
flues. In addition to this, 1f the engine should have leaky flues 
and bad grates or a bad fire, steam pressure can often be main- 
tained with a stoker, when under hand-firing it would be impos- 
sible to keep up steam. Records to date indicate that firebox 
troubles are less on stoker-fired engines than on hand-fired en- 
gines. 

The most important phase of the stoker proposition is that the 
engineer. does not have to figure on the stoker tiring out, and 
is willing to work his engine to its full capacity under all con- 
ditions; whereas, under certain conditions with hand-firing, it 
would not be expected that the fireman could stand up against 
the largest engines when they were worked to full capacity. It 
is for this reason that increased tonnage can be handled with 
a stoker-fired engine, closer meets can be figured on and made, 
and better general results obtained. 

The first cost of stoker installation, giving approximate figures 
only, 1s somewhere between $1,500 and $1,700. Maintenance 
costs, including interest on the original investment, are any- 
where from 7 cent to 1 cent per mile. Maintenance cost figures 
at the present time, however, are not particularly reliable on ac- 
count of the fact that more or less experimental work is being 
done with these stokers. It is generallv stated that stoker main- 
tenance costs do not nullify the saving in fuel cost possible where 
the stoker uses a cheaper grade of fuel. The only figures that 
have been presented on the cost of lubricating the stoker show 
the cost to be about $1 per 1.000 locomotive miles. 

There is no added probability of engine failures which are not 
stoker failures on stoker-fired engines; and the reverse seems 
to be the case, on account of reduced liability of boiler failures. 
lhe consensus of opinion seems to be that a stoker failure 
should not imply even a partial engine failure, although the in- 
structions on some roads are that in case of a complete stoker 
failure, tonnage will be reduced to hand-firing rating. One road 
reports that a stoker failure means a complete engine failure, 
on account of the fact that such a low grade of fuel is used on 
stoker-fired engines that hand-firing cannot be successfully per- 
formed with this fuel. 

A skilled hreman must be employed on stoker engines, owing 
to the fact that it is occasionally necessary to resort to hand-firing 
for short distances, and to the fact that in the case of a partial, 
or complete stoker failure, hand-firing is necessary. The stoker 
makes the fireman's job a better one. He makes more money, 
on account of being able to follow his engine more closely, and 
a large percentage of the manual labor necessary with hand-firing 
is eliminated. Any good fireman can easily learn to operate a 
stoker. A hre which is properly prepared for hand-firing is all 
right for stoker-firing. 

There should be no reason for a failure of the stoker equip- 
ment holding an engine beyond the ordinary time required for 
turning. In fact there are no repair jobs on a stoker that 
would necessitate delay, providing a proper stock of repair parts 
is kept on hand and the work handled promptly. 

The Pennsylvania record with the Crawford stoker, covering 
a total of 204,922 trips, including all of the experimental trips 
during the time the stoker was being developed, shows an ef- 
ticiency of 83.8 per cent. It can be readily understood that pres- 
ent efficiency is considerably higher than this figure. A six 
months’ record of the use of stokers on the Norfolk & Western 
shows 9714 per cent efficiency, which makes the statement that the 
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steker is over 90 per cent efficient at the present time seem con- 
servative. Roads having a considerable number of stokers in 
service show a performance of over 50,000 miles per engine fail- 
ure on stoker-fired locomotives. 

It seems conservative to state that the stoker will show a 
very satisfactory fuel economy based on ton-mile performance. 
That is, while it may not show a reduction in the gross amount 
of coal consumed per trip, it will show that it can haul more 
tonnage than a hand-fired engine, using about the same gross 
quantity of the same or a cheaper grade of fuel. 

From the coal producers' standpoint, the increased demand 
for slack coal and screenings for stoker-fired engines will no 
doubt be of benelit. 

The stoker permits general operating efficiencies that would 
be otherwise impossible. Trainloads can be increased by the 
application of stokers to locomotives where the cost of grade re- 
duction would be prohibitive or where bridge weights or ter- 
minal facilities, or both, might prohibit the introduction of 
heavier and larger power. On districts where train movement is 
so frequent as to approach the limit of single or double track 
capacity the increased speed of trains hauled by stoker-fired 
locomotives, together with the increased tonnage of such trains, 
will assist in relieving the congested conditions. 


The stoker entirely obviates any question of the necessity for ' 


two firemen on large engines. 

The stoker lives up to its worth, maintaining maximum steam 
pressure uniformly when the engine is worked at 100 per cent 
cut-off or at shorter cut-offs and higher speeds. To sum it 
all up, the stoker, even in its present state of development, pays 
and pays well in every case where a real stoker job is indi- 
cated. 

The development of the stoker makes the design of larger 
locomotives possible and practicable. In fact, locomotives have 
been purchased within the last two years and are being built 
today which would neither have been purchased nor built had it 
been necessary to have them hand-tired. This refers particularly 
to the very large Santa Fe type, Mallet and Triplex engines. 

In closing this report the committee begs leave to call the at- 
tention of this association to the fact that the stoker has arrived. 
It is a success, and, furthermore, it is an absolute neccssity 
from an economical operating standpoint for a great number of 
the large engines of the present day. 

The report is signed by: D. C. Buell (U. P.); W. C. Hayes 
(Erie); A. N. Willsie (C. B. X Q.); T. R. Cook (Penn.); 
R. Emerson (S. L. & S. F.) ; O. L. Lindrew (Ill. Cent.) ; L. R. 
Pyle (M. St. P. & S S M); Edw. C. Schmidt (Uni. of 
NL), and C. A. Spaulding (C. & N. W.). 


DISCUSSION 


It was the general opinion that in the consideration of the 
locomotive stoker the fuel economy should be considered sec- 
ondary to the operating advantages this device presents; that is 
to say, its ability to increase greatly the boiler capacity and 
thereby permit of greater tonnage to be handled at higher speeds 
would outweigh the increased amount of fuel that the stoker 
consumed. Jn addition to this, a much cheaper grade of fuel 
can be used successfully than is possible in hand-firing. How- 
ever, tests comparing the stoker with hand-firing have in some 
instances shown an increase in evaporation. 

E. A. Averill, of the Standard Stoker Company, called atten- 
tion to comparative tests made on the Pennsylvania division of 
the New York Central with the Standard stoker. In one set of 
these tests the conditions were maintained as nearly alike as 
possible, five hand-fired runs and four stoker-fired runs being 
made with the same engine, the same engine crew and practically 
the same tonnage. A poorer grade of fuel, however, was used 
on the stoker-fired engines, averaging 13,211 B. t. u. for the 
Stoker runs, as against 14,494 B. t. u. for the hand-fired runs. 

"These tests," Mr. Averill said, "indicate clearly the following: 
First, the locomotive when stoker-fired evaporated 7.4 per cent 
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more water per unit of heat supplied; second, 18.6 per cent more 
coal of 5.4 per cent lower heat value was burned per square 
foot of grate area per hour by the stoker, resulting in the gen- 
eration of 18.8 per cent more steam; third, while the power in 
the cylinder was increased 202 per cent, if gaged by the amount 
of steam consumed, the amount of dry coal used for the stoker 
increased but 15.9 per cent, and was 5.4 per cent lower heat 
value." l 

Another stoker-fired test of one run was made with an m- 
crease in tonnage, which compared with five hand-fired tests, as 
follows: 


Per cent 
Hand fired Stoker fred difference 
Actual tonnage ............ 3,786 4,218 11.2 
Adjusted tonnage .......... 3,563 3,995 12.1 
Running time, in hours..... 3.74 3.38 10.7 
Average speed, miles per hour 16.12 17.8 10.4 
Average boiler pressure, 1b...195.3 201 2.9 
Total coal fired, pounds..... 18,640 21,000 12.67 
Dry coal fired, pounds...... 18,426 20,676 12.2 
Dry coal, per hour.......... 4,924 6,117 24.2 
B. t. u. per pound of coal.. 14,494 13,767 5.3 
Total water to boiler, pounds.116,624 137,915 18.3 
Steam used in cylinders per hr. 29,734 39,295 35.5 
Pounds of water per million 
B. t. u. in dry coal...... 436.8 484.6 11 
Cost of coal per million B. 
t. u. in available steam... .0624 .0575 8.5 


These tests indicate: First, the locomotive when stoker-fired, 
pulled 12.1 per cent greater tonnage at 10.4 per cent greater 
spced, with an increase of but 12.2 per cent in dry coal, which 
was of 5.3 per cent lower heat value; second, when stoker-fired 
the boiler evaporated 11 per cent more water per unit of heat 
supplied; third, the power as judged by the amount of steam 
consumed by the cylinders per hour, increased 35.5 per cent, 
while the dry coal per hour increased but 24.2 per cent and was 
of 5.3 per cent lower heat value on the stoker-fired run; fourth, 
the cost of coal per million heat units in available steam was 
decreased 8.5 per cent by the stoker. 

H. B. MacFarland, Sante Fe, stated that he had also íound 
that the stoker engines have shown an increase in evaporation 
over hand-fired engines. 

On the Duluth, Missabe & Northern the stoker engine uses 
coal that passes through a 2-in. bar screen, the lump not 
passing through this screen being used for hand-fired engines, 
thus giving a much better grade of coal for that service. While 
the fine coal is desirable, it is not impossible to use the larger 
coal. The Chicago, Indianapolis & Louisville find it expedient 
to use coal from which the screenings passing through a 4-in. 
screen have been removed, this being done to accommodate the 
mine operator. No trouble has been experienced with handling 
this kind of fuel. Mr. Willsie, however, recommended that 
screenings pass through a 2-in. round hole screen, which gives 
the best results. F. Kirby, of the Baltimore & Ohio, stated that 
a mixture of nut, pea and slack gas coal for stoker engines will 
give a saving of about 10 per cent over other classes of coal. 
Trouble has not been experienced when this grade of coal is 
used for one part of the run and run-of-mine for the next, thus 
showing the adaptability of the stoker to the various grades. 
Mr. Kirby believes that better results could be obtained if more 
attention was given to the draft appliances. On the B. & O. the 
stoker-fired Mikado engines use from 6 to 6'4-in. nozzles. The 
2-10-2 type engines use 6!5-in. nozzles, and the Mallet engines 
used 634-in. nozzles. 

W. S. Bartholomew, president of the Locomotive Stoker Com- 
pany, sketched the development of the stoker briefly and stated 
that this device did not generally find a market until the engines 
got so large that it was necessary to mechanically fire them in 
order to obtain their rated boiler capacity. The problem for 
the stoker manufacturers now is to develop the stoker for the 
economical use of fuel. Most any kind of coal can be used, and 
from the mechanical standpoint the stoker is a success. Re- 
garding the use of pulverized fuel, he believed that there was a 
distinct feld for that and the stoker, as the stoker eliminated 
the necessity of pulverizing the fuel, which must be done at more 
or less expense, and that many of the advantages claimed for the 


280 


pulverized fuel are now being obtained on stoker-fired engines. 
He also strongly favored the use of the brick arch on stoker 
locomotives, but pointed to the fact that inasmuch as they pre- 
sented economies in themselves their acquisition and mainte- 
nance should not be charged to the stoker. 

The overfeed stoker was criticized to some extent on account 
of the fact that with the intense draft of the locomotive and the 
fineness of the coal used, a large amount of the fuel would pass 
out of the stack unconsumed, thus materially reducing the fuel 
economy. The smoke question was also believed to be a serious 
one with the overfeed type of stoker, but the defenders of this 
device blamed the occurrence of these features to the lack of 
the proper design of brick arch and improper instructions and 
supervision to the fireman. Both the smoke and the escape of 
steam from the pops should be more carefully watched if fuel 
economy is to be obtained in stoker engines. It has been found 
that new men are best on the stoker engines, as they can be 
more properly educated. As with any other device, the stoker 
must be properly maintained, and the cost of not doing this will 
be reflected in the fuel performance of the engine. 


FUEL OIL FOR LOCOMOTIVE USE 


i BY G. M. BEAN 
Pacific Coast Representative, Ámerican Arch Company, Los Angeles, Cal. 


From 1907 to 1914 the use of fuel oil by railroads increased 
112 per cent, and until a total of 31,000 miles, distributed over 
SO railways, was operated with this fuel. A study of the use 
of fuel oil in the locomotive furnace is extremely interesting. 

In the combustion of fuel oil, where the steam spray is used 
for vaporization, we are confronted with the fact that in the 
process of atomization we start the particles of oil on their way 
to the flues, even before they are partly burned. The first re- 
sult of these particles coming into the heated portion of the 
furnace is to separate the carbon from the hydrogen, the carbon 
thus being left as a fine dust floating in the furnace in such a 
manner as to be easily carried to the flues unconsumed, to be 
deposited as an insulating layer of soot, or to be carried out of 
the stack in the form of black smoke. If these fine particles of 
carbon were attached, as in a bed of coals, a supply of air could 
easily complete their combustion. With liquid fuel, therefore, 
the diffusion must be simultaneous with ignition, with the re- 
sultant long flame. Large furnace volume is very essential to 
the burning of fuel oil. While the relative dimensions are of 
minor import to the volume, it is evident that we must provide 
a flame passage of sufficient length to prevent unconsumed par- 
ticles passing to the flues. 

There are two distinct types of oil burners, namely, the ex- 
ternal atomizer and the internal atomizer The former has by 
far the most general use, both in stationary and locomotive 
practice. The burner of this type used on locomotives consists 
of a rectangular casting containing two longitudinal passages 
separated from each other by a horizontal partition. The oil 
flows through the upper passage to an opening in the face of 
the burner so arranged that it allows the oil to drool down on 
to the flat steam jet which issues from a similar but much 
smaller opening. The steam sprays the oil into fine particles 
and forces it back to the point of combustion or to the vicinity 
of the flash wall. 

All of the burners use steam at full boiler pressure as the 
atomization agent. Experiments with the use of air and super- 
heated steam have been conducted, but no results obtained which 
were considered of sufficient importance to warrant their use. 
However, the writer believes that further experiments in the 
use of superheated steam are advisable, in view of the fact that 
it is extensively used in stationary and marine service. 

At the first inception of the idea in this country it was natural 
that the designs used in Russia were followed. The burner was 
placed under the rear of the firebox, and directed forward with 
an upward incline so that the flame shot under a low, short 
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brick arch, with the result that combustion became so intense 
in this limited space as to cause the flame to pass from under 
the arch with such velocity as to impinge on the door sheet, 
side sheets and crown sheet, with very detrimental results. The 
back end burner arrangement also required an excessive quan- 
tity of fire brick, which not only gave trouble by continually 
burning out, but also served to cover up valuable heating sur- 
face, restrict the furnace volume, and throw an increased load 
on the remaining heating surface. 

The burner is now placed in the front end of the draft pan 
(Fig. 1), and directed toward the rear in such a manner that 
the draft is forced to reverse the direction of the flame before 
it passes to the flues. The furnace is open, the brick work kept 
low and the maximum of heating surface exposed. The correct 
drafting of this arrangement is still a somewhat debatable sub- 
ject, but the general idea seems to favor the admission of the 
principal volume of air through openings in the vicinity of the 
flush wall, which is built up under the door, it being the plan 
to admit this air through numerous small openings, preferably 
circular in shape, and distributed well over the rear third of the 
draft pan in such a manner that the air is brought in contact 
with the flame from several directions and not in too concen- 
trated a volume. A small amount of air is also admitted around 


or under the burner so as to prevent it from overheating, and 
keep the flame from dragging on the floor of the pan. 
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Fig. 1—Front End Burner Furnace, Atchison, Topeka & Santa Fe 


arrangement results in a very uniform distribution of heat and 
the consequent lengthened life of the fireboxes and flues, until 
now it can safely be said that for service under like conditions, 
a firebox on a locomotive burning oil will last longer than one 
in a coal burner if consideration is given to the extra work pos- 
sible to be obtained from the oil burner. Oil requires from 
20 to 30 per cent more air per pound of fuel than the average 
bituminous coal. There is a tendency to restrict the air open- 
ings in draft pans of oil burners, and the writer has found it 
very generally the rule that with locomotives of the same class 
in both oil and coal burner service the oil burner will have the 
smaller nozzle, indicating the necessity for maintaining a higher 
front end vacuum in order to draw in the necessary amount of 
air to make the engine steam properly. This is attended with 
the added difficulty that the high velocity of the entering air 
produces a more concentrated column or stream which is dif- 
ficult to break up. requiring a heavy atomizer, the use of which 
has its disadvantages. 

The oil supply is carried in tanks built to fill the coal space 
of the tender, and piped from there through suitable connec- 
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tions to the burner. It is generally necessary to provide means 
for heating the oil so as to insure a proper flow, as gravity is 
depended upon for the necessary pressure. It is probable that 
the box heater is the most desirable arrangement, and it will be 
seen by referring to Fig. 2 that it is indirect in its action, only 
heats a sufficient volume to insure a supply at the burner, and 
is not liable to cause trouble by allowing water to get into the 
oil storage. s; 

Fig. 2 shows in detail the general arrangement of oil burner 
equipment which represents the latest standard arrangement as 
applied to locomotives of the Atchison, Topeka & Santa Fe, 
and is probably as complete and etficient as any so far devised. 
In an experimental way arches are being applied on the tubes 
shown and it is anticipated that an improvement in furnace 
efficiency, life of flues, etc., will be the result. The carrying of 
arches in this manner has been successfully followed on the 
New York Central lines for some time, and the practice will 
undoubtedly be extended throughout all oil-burning equipment. 
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of heat that overheating will occur if the brick work is not 
allowed to cool down before the water is removed from the 
boiler. There is a tendency on account of the ease of operation 
of the oil-burning engines, to neglect their maintenance, This 
should be carefully watched and not allowed, as it will not only 
give a poor performance in oil consumption but cost more than 
if the engines were properly maintained between the general 
shoppings. 

H. T. Bentley, of the Chicago & North Western, stated that 
there are 124 oil engines on that road, and he finds that the cost 
of repairs to them is not more than for the coal burners. When 
the oil burners gct in bad condition it has been found possible 
to get more life out of the boiler and out of the engine between 
shoppings by changing them over to coal burners. 

The size of the burner should not be too large, the tendency 
being to have them so. The large 2-10-10-2 Mallet locomotive, 


No. 3,000, on the Santa Fe, is operated with only one 3-in. burner. 
The engineer and fireman should co-operate, and the fireman 
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Fig. 2—Standard Arrangement of Oil Burning Apparatus Used on the Atchison, Topeka & Santa Fe 


Special attention is called to the necessity for careful super- 
vision of all locomotive equipment and care not to abuse the 
privilege of having oil burner power to handle trains by over- 
loading at the ultimate expense of the fireboxes and flues. Em- 
phasis should be placed on the fact that thc oil fireman is a 
large factor in the success of the operation of oil-burning loco- 
motives. He must intelligently follow every movement of the 
engineer that demands regulation of the fire. He has two 
Zages to guide him, the top of the stack and the steam gage. 
That is, the proper steam pressure must be maintained with 
the least possible smoke. A thin gray color at the top of the 
stack is usually indicative of proper combustion. 


DISCUSSION 


Several members spoke in favor of the brick arch for oil- 
burning locomotives, as with this device the flame is more 
equally distributed throughout the firebox and the flues are pro- 
tected from the cold air. However, the arch must be main- 
tained in good condition and care must be exercised in drain- 
ing the boilers, as the brick work stores up such a large amount 


anticipate the engineer's operation of the throttle with his con- 
trol of the oil. The success of the oil burner depends upon the 
fireman, and he should be properly educated and supervised. 


FRONT ENDS, GRATES AND ASH PANS 


The committee on this subject sent out letters of inquiry to 
various railroads requesting information concerning the front 
end, grate and ash pan arrangements. 

Front Ends.—Ninety individual arrangements were submitted 
for non-superheater locomotives, and they show a wide varia- 
tion in the arrangement of the drafting appliances, there being 
no well-defined prevalence of any given arrangement, nor a 
general conforming to the master mechanic’s recommendation for 
the proportioning of the front end. Thirty-eight individual front 
end arrangements were submitted for superheater locomotives 
showing the practice on 14 roads. These prints show a general 
prevalence of arrangement using a short nozzle stand and an 
inside stack with a wide flare at the base, and a considerable 
overdraft. During the past one or two years particular attention 
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has been directed toward the form of the exhaust nozzle. The 
drafting of locomotives has always been considered a function 
of the front end alone, but speaking broadly, this is not correct. 
Drafting may be defined as the controlling factor in combustion 
of the fuel, and rightly starts at the air openings in the ash pan. 
With these fixed the grate next governs, and then the firebox 
volume, tube area and length, the brick arch, etc., all exercise 
influence over the problem. If these items are right it is not 
believed that any very delicate adjustinent in the smoke box 
will be needed. There is nothing mysterious about the action 
of the exhaust jet to induce draft, and if all other factors re- 
ceive their just due, it is not believed that we would have 
engines of the same class varying I4 in. in the diameters of their 
nozzles, with their diaphragms clear down or clear up, etc. 

Grates.—Twenty-one railroads responded to the request for 
design of grates. From a study of the replies it is found that 
the percentage of air openings of 62 bituminous grates varies 
between a minimum of 25.8 per cent in one design of inter- 
locking finger grate type and a maximum of 49.6 in a design 
of the herringbone type, the average of all cases giving a per- 
centage of 37.2 per cent. The degrees of coarseness of the grates 
have been expressed in terms of the maximum dimensions of 
any air openings. This figure will vary between the limits of 
12 in and 1% in. The 1 in. dimension of air opening is found 
to be that most generally used. The character and the degree 
of fineness of the coal appears to govern the degree of coarse- 
ness of the grate to be used. The nature of the coal and the 
degree of tendency to form a clinkery ash will naturally govern 
the design in that particular in reference to the width of grate 
bars or length of the fingers. 

Anthracite Grates,.—The percentage of air opening for the 
anthracite grates received varies from 32 per cent to 46.9 per cent, 
the average being 39.4 per cent. The coarseness of the grate in 
these cases, as represented by a maximum air opening, is 3 in. 
in two cases and 74 in. in the other. 

Ash Pans.—From the information received it is evident that 
there is a very great variation in this important point at the 
present time. The highest percentage of air opening in regard 
to grate area for bituminous coal is 15.1 per cent, while the least 
is 5.78 per cent, a difference of 161 per cent. With the tube area 
taken as a basis of comparison the maximum is 127.1 per cent 
and the minimum 50.8 per cent, the difference in this case being 
150 per cent. The average ash pan air opening for all bituminous 
burning engines is 11.08 per cent of the grate area and 82.1 per 
cent of the tubc area. Previous investigations have shown that 
the air openings should total not less than 14 per cent of the 
grate area for best all around results, and from the information 
collected it would seem that not Jess than 110 per cent, instead 
of 75 per cent, of the tube openings should be used for the air 
opening in the ash pan. It is difficult to conceive any valid argu- 
ment either from a theoretical or a practical standpoint against 
ample air openings under the fire. With restricted areas the 
velocity of the air must be increased, necessitating high draft 
throughout the system. Conversely ample areas will allow a 
reduction in the total draft. 

It has been determined that the angle of repose of ash under 
the conditions encountered in locomotive service is in the vicin- 
ity of 53 deg. from the horizontal. The ash pan volume should 
be made as large as possible, this being a safe rule, as with 
modern power they can hardly be made too large. On very 
large power with trailing wheels the use of the six hopper style 
of pans will often very materially increase the capacity over 
what might else be obtained. A proper guard against throwing 
the fire from the ash pan air openings must be provided. It is 
believed that the best method is that of admitting air for the 
full length of the mud-ring and protecting the opening by rolling 
up the outer edge of the top of the ash pan high enough to 
make it impossible for the emission of fire. When netting or per- 
forated plate guards are used it is difficult to keep them in first 
class condition, as they must generally be hinged and they are 
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apt to become warped or bent, making it impossible to close them 
fire tight. They also cut down the air opening very considerably 
and cases have been known where they have been painted over 
so often as to practically stop up the holes, restricting the air 
flow very seriously. 

The report was presented by M. C. M. Hatch, chairman of the 
committee on Drafting Locomotives. 

DISCUSSION 

A. G. Kinyon, of the Seaboard Air Line, spoke strongly in 
favor of the table grate, as it provides a much greater air open- 
ing and will better distribute the air through the fire. 

Some success has been obtained by the use of the double- 
exhaust, the Delaware, Lackawanna & Western having made it 
standard on all their anthracite burning locomotives and are 
now trying it on the bituminous coal engines. While as a rule 
success has not been obtained with the variable nozzle, one 
design was mentioned as being successful The nozzle has a 
bridge that may be raised or lowered from the cab, thus regu- 
lating the area of the nozzle opening. 


OTHER BUSINESS 


The committee on Storage of Coal presented a very interesting 
and instructive report, showing that the storage of coal is 
desirable from two points of view. It will not only assist the 
coal operators, which the railroads should be very willing to 
do, and it is also of advantage to those roads which find it 
necessary to haul the coal long distances or find it difficult 
to procure their coal exactly when they want it. By the storage 
of coal at the proper time the coal carrying equipment will 
not only be released for carrying revenue coal at the rush 
periods, but there will also be a much less amount of equipment 
necessary. A large percentage of the coal carrying equipment 
now in service on the road is only in active operation for a 
few months of the year. Thus it is seen that a large amount 
of capital is tied up in a non-productive state for a very large 
period of time. Much could be done to relieve this situation 
if the railroads could be induced to store their coal. 

An interesting method of examining storage piles for undue 
heat was mentioned during the discussion. This may be done 
by means of an iron rod 2% in. in diameter, which is worked 
down to the bottom of the pile and allowed to remain there 
for 12 hours or more. On withdrawal, if it is too hot the 
storage pile at that point should receive immediate attention. 
The critical temperature, as ascertained by those in authority, 
is believed to be 140 deg. Fahr. In the storage of coal a con- 
crete floor will be found desirable, and care should be taken 
that there are no pockets in this floor, for they will accumulate 
moisture. The height of the storage piles will vary according 
to the characteristics of the coal and the storage ground upon 
which it is placed. Many instances were mentioned where coal 
had been stored for 2 to 10 years with no trouble from spontane- 
ous combustion, while new coal would take fire quite readily. 

The committees on Fuel Tests and Fuel Accounting submitted 
reports of progress. Arrangements have been made with the 
University of Illinois to conduct tests on various classes of fuel, 
as soon as the necessary contributions can be obtained for con- 
ducting this work. The committee on Fuel Accounting reported 
that it is to seek to reduce the number of forms in order to 
eliminate the clerical expense of the work. Other papers 
were presented on Fuel Conditions in South America by James 
W. Hardy and the Waste of Fuel in Railway Stationary Plants 
by Jos. W. Hays. Mr. Hays called attention to the very poor 
conditions found in railway stationary boiler plants and pointed 
to the large economies that might be made if this matter was 
given the proper attention. His paper was presented by F. A. 
Moreland, who showed lantern slides of the actual conditions 
found in service. The remarks of both these gentlemen were 
more or less confirmed by S. H. Viall, chief deputy smoke 
inspector of the city of Chicago, who mentioned a number of 
instances where the lack of proper maintenance of the boiler 
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setting and the draft appliances had been costing the railroads 
a large amount of money. In one case where a steam jet 
was placed in the stack to improve the draft at an expense of 
$10,000 for steam, the boiler setting and draft appliances were 
corrected for $5,000. Other items were mentioned of similar 
extravagance which occurred simply because proper supervision 
had not been given to this class of work. On the Wabash 
Railroad the locomotive supervisors have included in their 
duties the inspection of the stationary plants, and it has been 
found that they are able to very much improve their conditions 
by this practice. 

A. W. Perley, Oregon-Washington Railroad & Navigation 
Company, made a very interesting talk on the possibilities the 
railway employes have in assisting the railways as a whole in 
the matter of adverse legislation. The following officers were 
elected for the ensuing year: President, D. C. Buell, Union 
Pacific; vice-presidents, John G. Crawford, Chicago, Burlington 
& Quincy; E. W. Pratt, Chicago & North Western; W. A. 
Averill, Baltimore & Ohio; executive committee, W. C. Hayes, 
Erie Railroad; H. T. Brown, Illinois Central; M. C. M. Hatch, 
Delaware, Lackawanna & Western; A. G. Kinyon, Seaboard Air 
Line, and T. J. Lowe, Canadian Northern. Chicago was chosen 
as the next place of meeting. 

The secretary-treasurer reported a total membership of 680 
and a cash balance of $826.62; 316 members registered during 
the convention. 


THE MECHANICAL SIDE OF RAIL- 
ROADING* 


BY WILLIAM SCHLAFGE 
General Mechanical Superintendent, Erie Railroad 


If we are to analyze railroad operation it is obvious that we 
will find that each department has problems and troubles peculiar 
to itself. On the mechanical side the great problem, as to Ameri- 
can railroads, is the care, inspection and maintenance of 2,500,000 
ireight cars, 56,000 passenger train cars and 66,000 locomotives, 
representing an investment estimated at three billion three hun- 
dred and fifty million dollars and calling for an annual mainte- 
nance charge estimated at $450,000,000. It is not possible, nor 
even desirable, perhaps, to go into the dctails of mechanical 
operation to show the magnitude of the work involved; but a 
faint conception of it can be had by recalling that approximately 
one billion passengers and over one billion tons of revenue freight 
are carried per annum on American railroads. Carrying units 
must be kept in condition to transport this great volume of busi- 
ness in safety, to conserve both life and property, and locomo- 
tives must be maintained in condition to move it. 


To meet the complex responsibilities of the mechanical side of 


railroad operation and maintain the equipment in a state of pre- 
paredness demands, as in every other department of the business, 
a balanced and efficient organization, whose members shall be 
devoted to the work and sustained by the animated pursuit of a 
common purpose. The usual staff organization of the mechanical 
department consists of a chief officer, styled superintendent or 
general superintendent of motive power, mechanical or general 
mechanical superintendent, superintendent of machinery, or other 
title appropriate to the office. On the larger roads the chief 
mechanical officer, as a rule, is assisted by one or more deputies, 
bearing various titles, who have general authority and, some- 
times, have direct supervision over the shops, thus standing be- 
tween the shop organizations and the chief of the department. 
Not infrequently there is an officer charged with responsibility 
for the work of the car department, with the title of superin- 
tendent of car department, or master car builder. On the Erie 
Railroad there are three mechanical superintendents. One has 
general charge of all car work of the system, and one is as- 


*From a paper read before the Railroad Men's Improvement Society, 
New York, November 19, 1914. 
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signed to each grand division of the road in direct charge of 
the locomotive shops and has concurrent jurisdiction, in a re- 
stricted sense, over car work in his territory. The other regular 
staff officers are a mechanical engineer, electrical engineer, engi- 
neer of tests, chemist, chief boiler inspector and general inspec- 
tors of various grades and diverse duties. The larger roads add 
to these two general officers who are indispensable where there 
is any pretense of practicing the higher phases of railroad econ- 
omy, using that term in its scientific sense. These are an ef- 
ficiency engineer, who is in charge of shop costs and production 
and frequently is at the head of the piece work system, and an 
expert in locomotive economy, whose duty it is to save fuel and 
look after the economical operation of the locomotive. On the 
Erie these officers are designated, respectively, as superintendent 
of piece work and apprentices, and superintendent of locomotive 
operation. 

The chief officer of the shop organization is the division mas- 
ter mechanic, or shop superintendent, on the locomotive side and 
a shop superintendent, foreman of car repairs, or an officer hav- 
ing some similar suitable title, at the car shops. The division 
master mechanic frequently has charge of all mechanical work 
on his division; but it is customary to have large car shops en- 
tirely independent of his authority. The shop organization varies 
with the size and importance of the shop. At a large shop 
there are usually a general foreman, an assistant to the general 
foreman who is in charge of shop costs and production, depart- 
mental foreman, inspectors, etc. l 

In the division mechanical organization special mention should 
be made of the engine termina] which, by reason of its functions, 
is not properly classified with shop operations, whether closely 
associated with them or not. Nothing will paralyze traffic move- 
ment and demoralize operation quite as effectively as putting an 
engine terminal out of business, or to have it in charge of a man 
who is incapable of facing all emergencies and overcoming 
everything but the physically impossible. This is so well under- 
stood that we are accustomed to say that engine house fore- 
men, like poets, are born, not made. 

Associated with the divisional organization are the road fore- 
men of engines and the inspectors of locomotive service, called 
supervisors of locomotive operation on the Erie. The mechanical 
department has concurrent jurisdiction with the transportation 
department over these officers. 

A strong organization is essential to good operation; but there 
are limits to what may be done by the best organization and tlie 
most devoted and diligent application on the part of the per- 
sonnel. A good organization may overcome, in a measure, the 
handicap of inferior, inadequate or obsolete shop and engine 
house facilities, but it can never supply their lack. 

The mechanical side of railroading produces no income, sends 
no actual cash into the treasury regardless of what it may keep 
from going out. Its mission is to do its part to keep cars and 
locomotives in shape to earn revenue. Each passenger locomo- 
tive may earn approximately $3,700, and each freight locomotive 
$52,000 per annum, but the sad truth ever confronts the mechani- 
cal man, that from 20 to 25 per cent of all operating expenses is 
laid up against him. He is a good spender and he is always 
“broke.” His stories, therefore, are apt to be of the hard luck 
variety. The mechanical man makes up a modest program for a 
new roundhouse at one point; two or three modern coal and ash 
handling plants; a couple of new power plants; perhaps a new 
shop; a hundred new machines and a job lot of fifty thousand 
dollars! worth of small tools and miscellaneous things regarded 
as useful in his business. When the hard pressed management 
makes a few minor revisions of his plans he cheerfully accepts 
the allowance, builds an extension to several stalls of the old 
roundhouse to house the big engines, puts new flues in the boilers 
of the much slandered power plants, gives the old shop a coat of 
whitewash inside, forgets the rest and, like a true railroad man, 
settles down to do business with what he has, as better men 
have done before him and will do after he has gone. After all, 
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he reasons, there is something to be thankful for. If something 
had to be cut off, far better the improvements than his head. 

An ancient institution that has given way to enlightenment 
is the old railroad apprentice system. In the old days, the aver- 
age apprentice who served his time in a railroad shop learned to 
operate the various machines and to repair locomotives, but he 
was rarely an all around mechanic. Little, if any, attention was 
given to his educational qualifications when he was apprenticed 
and, unless he had the ambition to attend night school or apply 
himself to study, he usually lacked that knowledge of the princi- 
ples of mechanics and of higher mathematics which would fit him 
to extend his field of usefulness. Also the master was not par- 
ticular, at all times, to concern hiinself about giving the novice 
the best opportunity to become a good all around journeyman. 
If the apprentice had special aptitude for certain work he was 
too frequently kept at it, instead of moving him about to attord 
a wider range of training. Moreover, certain details, like valve 
setting, air pump, lubricator, injector and tool room work were 
regarded somewhat in the light of trade secrets and the appren- 
tice was fortunate who got any experience in or knowledge of 
this work. Progressive thinkers finally came to the realization 
that the system was all wrong and that it was not beneticial to 
the master, the apprentice or to society, and out of these con- 
clusions has grown a system of railroad apprenticeship and in- 
dustrial education of the highest type. 

Speaking of the apprentice course of the Erie as typical, I can 
say that the railroad apprentice today has every opportunity to 
become a well rounded mechanic, and is given a basic technical 
education that equips him for the widest usefulness. In most 
cases the instructors are college graduates. Contrary to the prac- 
tice under the old system, the apprentice is now carefully and 
fully instructed in the very things that, formerly, were withheld 
from him, and extreme care is taken to make him proficient in 
every detail of the art. Not only is the course free but the ap- 
prentice is paid for his time while under instruction. 

But I would not have you get the impression that I am speak- 
ing as a mechanical man. Rather would I have you think of me 
as a railroad man. I have scant tolerance for departmental dis- 
tinctions. Departmental lines are very proper, and necessary to 
fix the lines of responsibility and for the orderly and effective 
conduct of business; but no further. It is trite to say that all 
energies that are not directed toward the ultimate and legitimate 
ends of any business, are wasted or at least impaired. That end 
in the railroad business is to sell transportation at a decent proht, 
and everything which diverts energy, that the business is taxed 
to create, from that object is a thing to be weeded out. Those 
who accustom themselves to see departmental work in capital 
letters, failing to co-ordinate their relations with the general in- 
terests of the business, are in danger of acquiring a wrong per- 
spective. We all preach about co-operation, but constructive evi- 
dence of its practice does not equal the noise we make about it. 
The word co-operation, like efficiency and other mouth-tilling 
terms, is rattled about like a pebble in a tin can. Many know 
what constructive team work is, a few practice it, but the ma- 
jority merely talk about it and look wise. 


INSPECTION OF LOCOMOTIVES AND 
TENDERS 


At a meeting of mechanical representatives from over 50 roads 
with the Conference Committee of Mechanical Officers of the 
Special Committee on Relations of Railway Operation to Legis- 
lation, held at Chicago on May 24 and 25, the following rules 
were formulated for the inspection of locomotives and tenders. 
They were distributed to the railroads by the Special Com- 
mittee as Bulletin No. 68, with the recommendation that they 
be filed by each railroad subject to the act, with the chief in- 
spector of locomotive boilers at Washington, D. C., on or before 
June 4, 1915, and that in addition each road file at the same 
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time its standard practice or practices with regard to tire thick- 
ness as contemplated under Rule No. 2. 


RULES FoR THE INSPECTION OF LOCOMOTIVES AND TENDERS 


1. Locomotives and tenders after arrival shall be inspected to determine 
that machinery and running gear is in safe condition. All repairs essential 
to safety shall be made before locomotive is returned to service. l.ocomo- 
tives with following defects will not be allowed to leave terminals where 
repairs can be made: 

2. Wheels which do not conform to the limit of tread and flange wear 
recommended by the American Railway Master Mechanics’ and Master Car 
Builders’ Associations shall be removed or handled in accordance with the 
standard practice of each railroad involved, except as follows: 

3. Steel wheels ard steel tires with following defects will not be allowed 
to remain in service: 

(a) Tread worn hollow 34 in. in depth; 
(b) Slid-flat or shelled out spots 3 in. long on driving tires. 

4. Springs which will not carry the respective load when engine is stand- 
ing, must be replaced. 

5. Lateral motion at journal boxes shall be corrected when it becomes 
suffcient to cause serious interference between wheels and other parts of 
the locomotive. 

6. Locomotives shall 
engine and tender. 

7. Locomotives equipped with auxiliary couplings between engine and 
tender must have such couplings maintained in serviceable condition. 

8. Locomctive tenders shall not be run with excessive clearances between 
rear side bearings. 

9. In order that the engireman shall have sufficient illumination ahead 
of the engine to allow him to readily perform his duties while operaung 
in and out of passenger terminals ard industrial sidings, while switching 
in yard, and to readily locate whistle posts, yard limit and crossing signs 
and such other land marks en route, a headlight on a road locomotive shall 
not at any time during service have apparent beam candle-power less than 
the following; the readings to be made in a vertical plane 25 ft. ahead 
of the focal center and referred to points at various stations in the refer- 
ence plane: 


not be run with excessive lost motion between 


READINGS AT CENTER OF REFERENCE PLANE 


Reading point ahcad 


of focal center Apparent beam 


candle-power 


500 ft...... kso wy de sa e Brad lire e Meat ad Tere Not less than 450 cp. 
DUU ANa qc eee ew exor Elek ere abe og des Not less than 490 cp. 
700 DI e PR Pi PO end Ghee twee pd 6 Not less than 500 cp. 
BOO fU eed eode Ee ky eo sa eer prre N OE ess tham-500 cp. 
DOO Temiar datore oed eaa So Pede ce wath NOL Jess than S00 cp. 
1,000 ftis ovens rnein ieena es ie NOt less than 50U Cp. 


AVERAGE SIDE READINGS (AVERAGE OF READINGS TAKEN AT EACH STATION 
EACH SIDE OF THE CENTER) 


20 FT. 


Reading points ahcad 


Apparent beam 
of focal center T 


candle-power 


Kopp TT Not less than 30 cp. 
LOO) ftcascese sek or exe mess ad wes aes eaa NOt less than 110 cp. 
200 TL acera ea tr x ee hates x ok eos Rex Ob less than 225 cp. 
OE a qa woes doxes dc 3 eoa “as ecto ae et Not less than 315 cp. 
400 Tix aig ECT TTE Not less than 350 cp. 


The above readings are to be considered independent of the location of 
the headlight, the source and intensity of light, the design of the reflector, 
ctc. 


In connection therewith, the Conference Committee of Me- 
chanical Officers made the following statement: 

"Our committee entrusted with the filing of rules is very much 
at a loss as to what the law really covers. On its face the law 
is to promote safety of employees and travelers on railroads by 
compelling common carriers, etc. The boilers which admittedly 
involve safety questions are already covered, and the same is true 
of ash pans and safety appliances. This leaves the machinery 
and tenders, which are inspected partly for safety and partly for 
economic rcasons, not involving safety at all, and consequently 
not covered by this law. 

"When all is said there are comparatively few defects which 
involve the question of safety, viz.: wheels, tires, springs, side 
bearings, and possibly one or two minor matters. Such mat- 
ters as lateral play in boxes, condition of shoes and wedges, 
crossheads, and rod bushings, are not questions of safety, but 
purely economic ones in which the owner only is concerned." 


HiGcH-VELocity STEAM PririNG.— The advantages of small, high- 
velocity steam piping are lower first cost for pipe, valves and 
covering, etc, less erecting and maintenance cost; loss less 
weight; less radiation loss; less chance for water to accumulate 
and less difficulty with valves of smaller size.— Power. 


RAILWAY STOREKEEPERS CONVENTION 


A Digest of the Reports and Papers Presented 
at the Twelfth Annual Meeting, Held in Chicago 


The twelfth annual convention of the Railway Storekeepers’ 
Association was held at the Hotel Sherman, Chicago, May 17-20. 
The association was welcomed to the city by Mayor Wm. H. 
Thompson. J. H. Waterman, superintendent of timber preser- 
vation, Chicago, Burlington & Quincy, replied to Mayor 
Thompson, and an address was made by E. D. Sewall, vice-presi- 
dent, Chicago, Milwaukee & St. Paul. 

G. G. Allen, general storekeeper of the Chicago, Milwaukee & 
St. Paul and president of the association, said in his address that 
the association had prospered during the past year, 105 new mem- 
bers having been added, 20 of whom were from roads not pre- 
viously represented. Referring to storekeeping practices, he em- 
phasized the value of well-equipped storehouses in promoting 
economy, and advocated the employment of supply cars on roads 
whose location and physical condition lent themselves to such a 
practice. 

The secretary-treasurer reported a total membership of 823, 
and $546 cash on hand. 


SCRAP AND SCRAP CLASSIFICATION 


The real meaning of the word scrap is not fully understood 
by the average railroad employee. To most people scrap im- 
plies something useless, without value and to be disposed of only 
by being cast away. The fact that an article has been cast off 
does not imply in any way that it is without value for some 
other purpose. The economical handling of scrap in all of its 
phases is one of the most important items in railroad operation. 

The cost of handling scrap should be considered carefully, 
as duplicate handling is very expensive. There are some kinds 
of scrap having such small market value that, if handled through 
one or two operations at scrap yards or on line of road, the 
actual cost of handling is greater than the amount realized from 
the sale of the scrap. On the other hand, with certain kinds 
of scrap one handling or operation, such as sorting out pieces of 
certain size or length, or cutting a few bolts and rivets, will 
result in a saving of several dollars per ton when the scrap is 
placed on the market. | 

Scrap should be picked up by section gangs daily and as- 
sembled at points designated, such as tool houses, etc. After 
it is assembled at these points it should be loaded at intervals 
suitable to conditions. 

In loading scrap, rails and frogs should be loaded sepa- 
rately from track scrap, if possible. Mechanical scrap picked 
up off the right of way and in yards should be loaded sepa- 
rately; serviceable roadway material should be separated and 
transferred irom time to time, instead of ordering new material. 

Mechanical scrap should be forwarded to the nearest mechan- 
ical shops or supply yard for reclaiming. After reclaimed ma- 
terial has been removed, the car should be loaded to capacity 
with other scrap and forwarded to the place designated as a gen- 
eral scrap or supply yard, for making ready for the market. 

In the handling of scrap, important features to consider are 
the equipment and back haul. The selection of equipment should 
be made from cars used for rough freight handling; consider- 
ation should also be given to the loading of scrap in open or 
closed cars to suit conditions at the general supply or scrap yard. 

Another feature that should be followed up very closely is the 
loading of equipment to full tonnage. Oftentimes scrap is for- 
warded long distances with light load, whereas it could be started 
out with a light load and all scrap picked up until reaching gen- 
eral headquarters, by which time, if properly handled, the car 
would have its full tonnage. 

Special care should he given to the switching of cars in 


and around scrap yards with a view of curtailing unnecessary 
switching. It 1s necessary that cars loaded ready for weigh- 
ing be pulled out at certain intervals in order to save switch- 
ing and as many cars as possible should be handled at this 
particular time, with the understanding, of course, that other 
cars will be set immediately for reloading. Scrap should not 
be loaded in foreign cars unless this is absolutely necessary, 
and in case it is loaded in foreign cars, the scrap yard fore- 
man should give these preference in order to release the cars 
promptly. 

[The committee suggested the special preparation of certain 
specified items of scrap not covered in the scrap specification, in 
order to obtain a better price, the understanding being that this 
will not change the present scrap classification.] 

The report is signed by W. Davidson (chairman), Ill. Cent.; 
W. A. Linn, C. M. & St. P.; A. L. Tucker, C. & N. W.; H. E. 
Rouse, C. G. W.; J. F. Rothschild, C. B. & Q.; F. A. Bushnell, 
G. N., and H. Scatchard, N. & W. 

Discussion.—Several members did not approve the addition of 
a classification for miscellaneous mixed scrap; others believed it 
necessary in order to provide for small roads without means of 
classifying and preparing scrap. Reference to the separation of 
high speed steel scrap brought out the fact that most roads do 
not have any to sell, a great many welding the small pieces on 
soft steel and thus using them up. Several members were of 
the opinion that scrap should be sold direct to the consumer 
and that the scrap dealer be eliminated. It was decided not to 
adopt the mixed and miscellaneous scrap classification. 


RECLAMATION OF MATERIAL 


An abstract of the report of the Committee on Reclamation of 
Material, as well as a description of the Great Northern plant, 
will be found in the Shop Practice Section of this issue. 


ACCOUNTING FOR SECOND HAND SERVICEABLE 
MATERIAL 


By C. H. SAMSON 
Assistant Auditor, Chicago, Burlington & Quincy, Chicago, Ill. 


With full appreciation of the highly important part it takes 
in the purchase of material, there is vet reason to believe 
that in nothing does a store department render greater service 
to the company it serves than in judicious and persistent ef- 
forts to avoid purchases. 

Storekeeping is many-sided and only by developing all sides 
in their just relation and proportions to each other will the 
store department as a whole take and maintain its proper place 
in the railroad organization. Its primary object is to secure the 
most economical care and use of material and in that work, ac- 
counting, in its usual acceptation, though secondary and com- 
plementary, has an important part in that it puts the results of 
the care and use into record form, which is of value in propor- 
tion as it trulv reflects the phvsical conditions and transactions. 

Accounting for released material is somewhat different from 
other phases of material accounting in that it can be absolutely 
controlled in both the debit and credit, as the values are es- 
sentially arbitrary. The main consideration under such con- 
ditions is the use of values that will best harmonize with the 
values fixed by purchase and will be the most natural to apply. 
The commercial theory and practice in the handling of second 
hand material cannot he properly applied to railroad account- 
ing as the railroad is its own best customer and there is neither 
profit nor sense in "robbing Peter to pay Paul" which is prac- 
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tically the case when one account or department is allowed to 
take advantage of another. 

Material returned to store stock is naturally divisible into 
three classes for which fixed bases of value can be established: 

l. Usable in its present form; value, same as corresponding 
new material. 

2. Needing repairs to make it usable; value, a fixed percent- 
age of corresponding new material when released and full 
value when repaired. 

3. Scrap, not fit for use or repairable; value, fixed prices as- 
cording to kind. 

Considering these classes in the order named, as the phys- 
ical condition of released material, whether salvage or unused, 
fixes the class to which it should belong, it is entirely prac- 
ticable for store department men to determine when an article 
is usable and to account for it at its proper value, without any 
supplementary description of its condition, as the fact that it is 
issued for use is evidence enough. On the other hand, if usable 
second hand material is handled on a percentage basis. more 
or less distortion of the material account will surely follow. 
When received, any desired percentage can be readily applied, 
as there is no question then as to the fact that it is second hand, 
but in the issue the distinction must be made on the appearance 
of the article, and often by the average man under working con- 
ditions. However appealing the method may be in theory, and 
it looks good, in practice it is both unsafe and unnecessary. 

As material in stock is issued at its stock value, regardless 
of the current market price, so should uniformity in value of 
second hand material be maintained, regardless of its particular 
use, with only such self-descriptive exceptions as are expedient 
on account of values and accounts involved, and they are sur- 
prisingly few. 

As material needing repairs becomes usable when repaired, 
it naturally follows that its value, when released, should be 
the usable, or new value, less a percentage allowed for repairs. 
Before it is repaired, it is not available for issue and therefore 
cannot be charged to the material class from which the re- 
paired article will be issued. The two conditions can be satis- 
factorily met by charging the released value and cost of repairs 
to a material class designated as scrap and crediting that class 
at usable value, as scrap can readily absorb, in its adjustment, 
all differences caused by the varying cost of repairs. The greater 
part of scrap ordinarily is sold, so that the actual value is de- 
termined by the market, but so far as the accounting is con- 
cerned the values can and should be fixed, subject to adjustment 
when the sales are made. 

In the three sub-divisions, released material touches many 
phases of storekeeping and for its efficient handling and ac- 
counting demands the closest co-operation in the physical and 
accounting work. An effective working plan, therefore, must 
not only meet the various complications with definite. rules, 
but must have rules that fit the working conditions at the phys- 
ical end. 


RECOMMENDED PRACTICE 


The committee, instead of presenting additional recommenda- 
tions, feels that it is desirable at this time to call attention to the 
recommended practices already made by the association. Cor- 
respondence with about 50 railroads, reltive to the recom- 
mended practice, shows that on the whole great improvement 
in the economical handling of material could be made, provided 
many recommended practices as outlined by the association were 
actually put in use by the different roads. 

Due to the different methods of handling and accounting, it is 
impossible at the present time to make a proper comparison of 
the efticiency of the stores department on the various roads. 
The greatest fault is with the storekeepers themselves, in not 
forcefully bringing these practices to the attention of their own 
roads, and calling attention to concealed expenses in handling 
material. 
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lo properly compare the work of the stores department, we 
must have a common basis of arriving at the store expense, and 
a system of accounting which will not conceal or wrongly dis- 
tribute the cost of handling material. It would appear that 
under the present rules of the Interstate Commerce Commission 
the cost of handling at least could be compared, but such is not 
the case. Store expense on many roads covers only the store- 
keepers' pay roll, practically all other expenses being charged 
to operating accounts. Many storekeepers do not do their own 
accounting. Storekeepers who actually do all the work that 
they should do and handle their organization properly are put 
in a false light by other storekeepers who only do part of the 
work and are only charged with a portion of the cost of hand- 
ling and accounting for material. 

It should be the duty of the auditing department to see that 
all the expenses of handling and accounting for material, no 
matter by what department performed, is charged to the proper 
account. 

Attention was called to the report presented at the convention 
of 1914 by the accounting committee, and a paper in connection 
therewith; and the report of the committee on the book of rules, 
presented at the same convention. These two reports are so 
complete that the committee recommends that the association 
urge each member to submit them to their respective roads for 
adoption. The following in particular appears to be absolutely 
necessary to the efficient and economical handling of store de- 
partment work: 

The general storekeeper should have entire charge of all ma- 
terial belonging to the company, which is not actually in use. 
regardless of location. All unapplied material, new, second-hand 
or scrap, should be carried in his accounts and under his juris- 
diction. 

The accounting for all material in stock, necessary charges 
and distributions, including the making of vouchers, should 
be handled by the storekeeper and charged to store expense. 

In order to arrive at honest comparisons, all labor expenses 
by other departments in handling material should be charged to 
the proper account—Material Store Expense. This will do more 
than anything else in placing the store department on a proper 
foundation. 

The handling of scrap material and the sorting and reclama- 
tion of it is not properly a material store expense item and 
each department should stand the labor cost of the initial de- 
livery to the store department. All labor expended by the store 
department in unloading, sorting, preparing for sale and loading 
should be charged to the value of the scrap as carried in the 
scrap class or account. The cost of reclamation should be 
charged to the article reclaimed as far as possible by the use 
of reclamation orders. 

A classified statement of material received, issued and on 
hand should be made so that proper attention could be given 
to the different classes of material. 

Disbursements should include only material actually used 
or disposed of; transfers between stores are not disbursements; 
labor in maintenance or construction of equipment should be 
excluded from material disbursements; material in course of 
manufacture, including labor expended, should be included as 
material stocks; temporary tracks and material suspense in con- 
nection with them should be excluded. 

The importance of store delivery is not understood or ap- 
preciated on many of our railroads; consequently, it is not in 
general use. 

While a majority of railroads operate supply cars, the greatest 
efficiency as regards their usefulness has not been reached. On 
many roads this car or cars simply distribute oil and a few 
light supplies. The supply car or train is the connecting link 
between the storehouse and the user of the material on the road, 
and should be the cne great factor in properly handling and de- 
livering on the ground all material, tools and stationery re- 
quired for all departments and at the same time pick up all 
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scrap and surplus material and bring it to the storehouse. 

The report is signed by D. D. Cain (chairman), S. A. L.; 
A. M. Gage, L. E. & W.; Clarence Foster, N. Y. C.; L. O. 
Genest, C. P.; J. J. Opheim, G. N.; W. A. Miller, Southern; 
H. C. Cook, S. P.; J. R. Mulroy, Pullman Company, and H. S. 
Burr, Erie. 


PIECE WORK 


Previous papers and committee reports have fully outlined 
the advantages to be derived from the piece work system; have 
shown how to install and maintain the system; provided forms 
for records, and have also given a few concrete examples of 
economies which can be effected. There has seemed lacking, 
however, information as to the compilation and phraseology 
of the schedules, and this feature the committee has endeavored 
to cover in this report on a limited scale. 

In making up a piece work schedule it should first be properly 
classified. The scrap dock employees would not be interested 
in schedules for handling lumber, nor does the ice house force 
care anything about schedules for handling rail and track ma- 
terial; hence it is recommended that the schedule be com- 
piled in sections so that each shop or yard can be furnished 
that portion of the schedule which affects the work it has in 
hand. 

It is not expected that the classification given will suit all 
cases, but should be modified to cover conditions as they exist 
in each individual case. The classification of the schedule is as 
follows: 

Concrete products—manufacturing and handling; ice; lumber, 
switch ties, piling, poles and posts; miscellaneous storehouse 
material; rail and track material; scrap and reclamation material; 
signal material; tools and machinery; track ties and tie treating 
chemicals. 

Schedules under the various classified headings should be 
arranged in numerical and alphabetical order. The heading 
“Miscellaneous Storehouse Material" may be sub-divided to 
suit conditions. One alphabetical index should cover the com- 
plete schedule. 

[Examples were included in the report showing the method 
used in preparing the schedules.] 

The following instructions should constitute a preface to each 
copy of the schedule. 

AM work unless otherwise specified is to be done by hand. 
Derrick prices and machine work includes all work, fixing 
tackle and machinery and doing the necessary switching, as 
well as transferring from previous jobs unless otherwise speci- 
fied. 

Loading includes getting material from the storage place, 
placing in the car, and properly blocking it for shipment unless 
otherwise specified. 

Unloading includes taking from the car to the storage place, 
inspecting, taking out culls and properly piling or placing in 
racks or bins, unless otherwise specified. 

Prices per "job" or per "trip" for derrick or hand work are 
to be paid only when it requires the extra switching or trips 
for the work. They are not to be paid when it does not re- 
quire extra switching or trip and when the work can be done 
in connection with other work. 

Rubble car prices include all handling of car to and from 
work, unless otherwise specified. 

The report is signed by W. W. Eldridge (chairman), C. B. 
& Q.; B. W. Griffith, N. Y. C.; Geo. Holmes, M. C.; W. H. 
Thorn, C. St. P. M. & O.; F. J. McMahon, N. Y. C; J. A. 
Stewart, N. Y. O. & W., and W. E. Rrownell, Lack. Steel 
Company. 

Discussion.—It developed that only a few roads were using piece 
work in the stores department, but that these few are well satis- 
fed with the results which are being obtained. The Chicago & 
North Western finds a considerable increase in the work accom- 
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plished, and no neglect of inspection. More supervision is needed 
with piece work. Rates should not be cut when a man's earnings 
increase. 


ACCOUNTING—MATERIAL STORE EXPENSES 


In recommending rules governing the accounting for ma- 
terial store expenses, the committee sets forth the principal and 
general expenses which are concerned and connected with store 
department operations. In the purchasing department, material 
store expenses are chargeable with the pay of general and local 
purchasing officers and their assistants and employees of the pur- 
chasing department; also, their traveling, office and other ex- 
penses incurred in purchasing material and supplies. The two 
exceptions are amounts expended for purchasing stationery, 
which are chargeable to stationery store expenses; and pay and 
expenses of officers and employees engaged in purchasing a single 
class of material or supplies, such as ties or fuel, which are 
chargeable directly to the cost of that particular class of material 
or supplies. 

[Similar analyses of the charges against material store ex- 
penses are given for storekeeping, inspection, switching service, 
motive power and car departments, maintenance of way depart- 
ment, construction department, handling supplies for, and prod- 
ucts from company industries, handling rail and ties, handling 
ice, handling bridge material, signal material, structural steel, 
etc, which is shipped direct to the jobs, handling scrap, and 
accounting.] 

In the application and distribution of material store expenses, 
percentage rates, representing material store expenses, should be 
assessed according to the issues. The percentage should remain 
in effect until conditions may warrant a change, which may be 
made monthly or otherwise during the fiscal year. 

Material store expenses are chargeable on the value of ma- 
terial issued for construction and additions and betterments, 
as well as for operating expenses; they are not chargeable in 
connection with transfers of material and supplies as between 
stores and stock accounts. | 

Material store expenses are chargeable on the value of the 
gross issues from stock, regardless of the value of scrap and 
second hand material released and received in exchange; they 
are chargeable on the value of the material issued, to the shops 
for the manufacture of goods on store department orders and 
are also chargeable on the value of all shop manufactured goods 
issued from store stocks. Material store expenses should be 
assessed on the value of material and supplies sold from store 
department stocks. 

A ledger account entitled Material Store Expenses should 
be established, for the specifc and exclusive purpose of pro- 
viding a suspense account through which to clear all debits and 
credits appertaining to the operation of the store department. 
This account should be credited with the amounts accruing from 
the application of the percentage for material store expenses to 
the value of goods issued. The balance in the account, if debit, 
would represent undistributed expenses due to the prescribed 
percentages being insufficient to clear the account; if credit, due 
to the prescribed percentage being greater than the percentages 
that would have cleared the account. 

The account should be cleared in June account of each year 
by using for the prescribed percentages the rates of per cents 
that the actual expenses bear to the actual total material issues 
for the month. 

Stationery store expenses should be handled separately from, 
but similarly to material store expenses. 

The report is signed by P. J. Shaughnessy (chairman), Erie; 
E. L. Fries, U. P.; H. H. Laughton, Southern; E. E. McCracken, 
B. & L. E.; D. A. Williams, B. & O.; Chas. I. Davis, D. L. & W., 
and J. W. Camp, B. & M. 

Discussion —The discussion centered largely on the charging 
of expenses for the handling of scrap. In this respect the report 
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conflicted with the reports of the committees on Recommended 
Practices and Reclaiming Material, and was finally amended to 
agree with them. 


STATIONERY 


The weak spot in the handling of the stationery supplies by 
the stores department is that the buying may then be done by a 
purchasing agent removed from the stores, and much unneces- 
sary correspondence and referring of questions back and forth 
is entailed. 

The strong points in favor of the handling of stationery by 
the stores department are: An organization for the handling 
of supplies and material, ordering, receiving, storing, distributing 
and accounting for. The receiving clerk or clerks of this organ- 
ization can receive stationery at less additional cost than can a de- 
partment created for that purpose alone; the porters who handle 
general supplies can handle stationery supplies at less additional 
cost than can porters who are maintained for that purpose alone; 
the distributing force which distributes general supplies can dis- 
tribute stationery supplies in addition to general supplies at less 
cost than a force maintained for that purpose alone; the ac- 
countants who handle accounts for general supplies can handle 
the additional accounts for stationery at less cost than can ac- 
countants maintained for that purpose alone. All of these men 
having wider general training than would men handling station- 
ery only, should do the work better. 

The conclusions arrived at are: 

1. That the handling of the stationery should be done in con- 
nection with the general stores. 

2. That stationcry should be charged out in detail, the same as 
other material and supplies. 

3. That while the receiving, accounting and shipping facilities 
of the stores be made use of in the handling of stationery sup- 
plies, the stationery should be a department by itself within the 
stores, to the extent that the stationer devote his whole time to 
stationery matters, and that he be the stationery buyer. In no 
case should the general storekeeper be called on to do all the buy- 
ing of stationery. 

The stationery organization should be a part of the regular 
store organization under the general storekeeper, the staff to con- 
sist of the stationer, stenographer and stock room man, with the 
necessary help to handle the stock, according to the size of the 
road. Requisitions for purchase of stock supplies should be made 
up by the stock man. The requisitions should then be checked by 
the stationer and finally should be approved by the general store- 
keeper for purchase. 

The stationery stock room should be of ample size and laid 
out in sections; a section to accommodate the forms belonging 
to each department, and a miscellaneous section to care for forms 
and supplies common to all departments. There should be a 
catalog of stationery made up in cheap form, so that it could be 
renewed at smail expense, and a copy of this catalog placed in 
each office. The catalog should be made up to correspond to the 
stock room. 

Each department should have its own series of numbers and 
symbols. Thus, the motive power department would be given 
1 to 200, and its forms would bear its number and letter, thus— 
F. 160 M.P. Miscellaneous should have its own number and let- 
ter M. Each section should be marked with a small sign, as 
*Motive Power 1 to 200," and the pigeon holes, or shelves, num- 
bered for the forms placed in them. In addition to the shelving 
for forms there should be, of course, a sufficient number of cup- 
boards and drawers to hold the other material and supplies. The 
one thing absolutely necessary about a storeroom is that it be 
big enough. 

The report is signed by E. J. McVeigh (chairman), G. T.; 
C. H. Rost, C. R. I. & P.; R. C. Crosby, Wabash; O. T. Burleigh, 
B. R. & P.; N. C. Foss, Ann Arbor, and R. A. Weston, N. Y, 
N.H. & H. 
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SUBSTITUTES FOR EXPENSIVE LUMBER 


BY W. H. CLIFTON 
Lumber Agent, Baltimore & Ohio. Baltimore, Md. 


As in other lines of industry, there are certain practices which 
are followed in the use of lumber in railroad shop and building 
work today, which have been unchanged for many years, regard- 
less of the decrease in the supply and increase in the cost of the 
lumber used, or the fact that other kinds of lumber, equally well 
adapted to the purpose, are more easily and cheaply obtained. 
This condition seems to be due largely to a lack of knowledge 
of the characteristics of materials other than the ones which have 
always been used for certain purposes. 

There are many occasions when 1 in. by 12 in. by 16 ft. white 
pine of good grade is ordered when 1 in. by 8 in. by. 12 ft. to 
16 ft. ycllow pine cypress, spruce or even hemlock of a lower 
grade would answer equally well for the purpose, and would cost 
considerably less. White pine for pattern work is frequently or- 
dered to be 12 in. and over in width, when, if ordered 8 in. and 
over with a limit on the percentage of widths under 12 in. accept- 
able, the lumber would cost less, and the widths under 12 in. will 
usually be found, piece for piece, to be of better quality than the 
wide stock. 

Not very long ago, while passing through a cabinet shop 
in a railroad mill, I observed a large number of boxes or 
trays of a peculiar design in the course of manufacture. The 
boxes were being made from clear yellow poplar and were 
heavily ironed, and, I think, were mounted on small truck wheels. 
Upon inquiry, I was informed that they were to be used as tool 
boxes by machinists and car repair men for keeping together 
their wrenches and tools, and for moving them from one job 
to another. Now, when those trays were finished, they were 
beautiful to look upon, the bright yellow of the heart poplar 
standing out in contrast to the black iron branches, but the 
first time a car man threw his 18 in. wrench or his iron jack 
lever against the side or end of one of those boxes, an abrasion 
would appear in the soft surface of the wood in which one 
might lay a finger, and in a very short time the body and par- 
titions of the box would be gone. Yellow pine or oak would 
have been a more durable material, and would have cost ap- 
proximately 50 per cent less than the poplar, but the force in 
that shop knew little about yellow pine, except that it was 
more difficult to work, being harder in texture, and I believe, 
they considered oak too heavy; but they did know poplar and 
white pine and no doubt figured that, if it was good enough 
for cab panels and coach siding, it was good enough for the tool 
boxes. 

The storekeeper did not use those tool boxes, but he sup- 
plied the stock to make them, and, perhaps, accepted the boxes 
in his stock and issued them. He is interested to the extent 
that, when the practice of using such expensive material for 
ordinary purposes is discontinued, he will have to carry less 
of it in stock and his stock balance will drop proportionately. 

Noting, about a year ago, that a certain shop was ordering 
very frequently 1 in. by 16 ft. No. 2 white pine barn boards, 
inquiry was made as to the purpose for which they were used. 
Among other things, it was learned that quite a large quantity 
of the boards were being ripped to 2 in. and 3 in. strips and 
shipped out on the line for staying explosives in shipments 
and for stripping powder cars. Hemlock and chestnut cut to 
the desired size is now being purchased for this use at a cost 
of $18 to $20 per thousand feet. The white pine cost $27 to 
$32 per thousand feet. Old car siding and other waste material 
is also being used. 

On two occasions, at different shops, it has been found that 
track. shims were being made from new white oak purchased 
for gondola flooring, and, while it must be admitted that the 
shims were excellent and the size of the flooring was well 
adapted to the method of manufacture, little progress was be- 
ing made toward economy, which would have been possible 
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by cutting up odds and ends and obsolete sizes of material, 
of which there was a considerable quantity available at both 
shops. 

The cases mentioned are not exceptions, and are not pecu- 
liar to any one shop or railroad. Similar cases can, no doubt, 
be found to exist on many roads. The condition is the result 
of practices in etfect when high grade lumber was cheap and 
plentiful. 

A remedy is not hard to find or difficult to administer. 
Usually a little educating of the consuming forces in the pos- 
sibihties of substituting, with a view of economy, brings the 
desired result, for the average mechanic on a railroad is not 
averse to saving money for the company if some one will show 
him how to do it and co-operate with him in accomplishing 
the desired result. | 

Some of the railroads have already gone quite extensively 
into the substitution of cheaper and more plentiful lumber. 
The Chicago, Milwaukee & St. Paul has found Douglas fir 
of suitable grades at a price ranging from $26 to $30 per thou- 
sand feet, and Washington cedar at $30 to $37 per thousand 
feet, to be excellent substitutes in many cases for soft yellow 
poplar at $65 to $90 per thousand feet. Both fir and cedar can 
be obtained in any width and thickness desired and can be 
satistactorily kiln dried. While this company still uses yellow 
poplar for outside siding and interior finish on passenger cars, 
it has been able to cut the consumption of poplar to about 35 
per cent of the quantity formerly used. It has also been found 
that clear red birch is an excellent substitute for mahogany 
for seat arms, etc., and at a considerable saving in cost. 

The Baltimore & Ohio has very recently taken up the ques- 
tion of substituting red or gulf cypress for purposes for which 
soft yellow poplar has been used. For all purposes in which 
substitution has been made it answers equally as well as poplar, 
and. in some cases, it is superior to poplar for the purpose. 

The following comparison of the approximate prices of first 
and second clear soft yellow poplar and the same grade of 
red or gulf cypress will give some idea of the saving which 
will be effected: 


APPROXIMATE Prices, F. O. B. Cars, Cincinnati, Onto 


First and Second Clear 
Red or Gulf Co PES 


First and Second Clear 
Soft Yellow Poplar 


Thickness Price Thickness rice 
l he AEE EEEIEE $50.00 1 T o N E Qu $43.00 
154. AR as Sede wages OUD DAI e wed ordo deas 43.50 
lid AIhogow*ieae o xd x 52.50 PY Iii Ew acis 43.00 
rE T E E E T EE 55.00 C AE | E eee eee 46.00 
215 T o EEEE ca aic 60.00 2:05 i a E 56.50 
R EE T o EEE 65.00 DNE OP E L) 
e ES i E E E EE E ERES 68.00 4 IC css EE ced 62.50 


The specincations of the Baltimore & Ohio call for poplar 
/ in. and over in width and 8 ít. to 16 ft. long; shipments must 
average 12 in. or over in width and 50 per cent of the boards 
must be 16 ft. long; only 10 per cent of 8 ft. and 10 ft. boards are 
admitted. The cypress can be purchased the same way. 

lt was formerly the practice on this road to use poplar for 
blocking in between the framing of baggage, mail and ex- 
press cars to provide a soit absorbent surface to which glue 
Is applied in putting on the outside sheathing. After a trial, 
it was found that a sound wormy grade of chestnut, kiln dried, 
could be used for this purpose with as good results as ob- 
tained from poplar. The chestnut cost approximately $20 per 
thousand feet; the poplar cost $55 per thousand feet. 

Of course, steel is rapidly taking the place of lumber in car 
and locomotive work, and the possibilities of substitutions of 
cheaper woods in that class of work will grow constantly 
less, but there is on most railroads still a large amount of 
wooden equipment, which will be rebuilt and kept in service 
for vears to come. 

The committee on the Uniform Grading and Inspection of 
Lumber, of which J. H. Waterman, C. B. & Q., is chairman, pre- 
sented a brief report outlining the action taken during the year. 
The chairman stated that verv little could be reported owing to 
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a series of disappointments. Various conferences with lumber 
manufacturers' associations which it was hoped would lead to a 
better understanding between the railroads and the manufac- 
turers as to specifications, etc., did not take place. These con- 
ferences were cancelled or postponed through no fault of the 
committee. 

In a brief address, in which he referred particularly to the 
paper by W. H. Clifton on Substitutes for Expensive Lumber, 
A. E. Manchester, superintendent of motive power of the Chi- 
cago, Milwaukee & St. Paul, told of cars in service for 35 years 
on his road equipped with siding and roofing of high grade white 
pine, the wood still being in perfect condition. He also men- 
tioned a building which has recently been wrecked, the lumber 
costing at the time the building was erected, 50 years ago, nine 
dollars per thousand feet. After the building was wrecked this 
lumber was sold for $27 per thousand feet. 

J. H. Waterman, superintendent of timber preservation, Chi- 
cago, Burlington & Quincy, condemned the practice of accepting 
rejected lumber for any use whatever. 

G. G. Yeomans told of at one time accepting rejected lumber 
on the Burlington at lower prices until 50 per cent. of the con- 
tents of the yard was culls. Several purchasing agents stated 
that there was no trouble in getting good lumber if the poor 
quality lumber is refused and the shipper compelled to pay the 
freight both ways. About 15 of the railways represented at the 
convention refuse to accept rejected lumber at any price. A 
member told of receiving a number of draft timbers, some of 
which were 10 ft. 3 in. long and some 12 ft. long. The shorter 
timbers were all satisfactory while about 50 per cent. of the 12 ft. 
timbers were culls, the ends being in such a condition that the 
timbers had to be cut down to 10 ft. 3 in. The result of this 
practice was that the storekeeper was overstocked with 10 ft. 3 in. 
draft timbers, while there was a shortage in 12 ft. timbers. 


HANDLING SIGNAL MATERIAL 


C. R. Ahrens, storekeeper, Delaware, Lackawanna & Western, 
Hoboken, N. J., presented a paper on the above subject, of which 
the following is an abstract: 

All railroads do not handłe signals and repair. parts through 
their stores department. It happens to be the case on the 
Lackawanna and I believe the practice has been completely 
successful, both in keeping signal stock down to a minimum 
and in getting material to the place wanted at the right time, 
not only for repairs, but on new installations as well. This 
requires the greatest care and vigilance on the part of the 
storekeeper in charge of signal material; first, in order to 
meet the views of the management of the road; second, in 
regard to the needs of the signal department, in not delaying 
its work by failing to have material on the ground when 
wanted. 

When a practical man cannot be secured for receiving clerk 
it will be found helpful on items of signal material, either for 
stock or direct shipment, to number each item ordered and 
request the signal companies furnishing them to show on 
their shipping notices the parts which apply on each item 
ordered; íor instance, if a cylinder complete for a switch 
movement is shipped to us in three parts each part on the 
shipping notice is marked "Item 16" or whatever number the 
cylinder was numbered on our requisition. 

We have a signal machine shop in the same building as our 
storehouse and all relays, mechanisms and such items re- 
turned to us for credit or repairs are turned over to this shop 
and, after they are looked over and repaired, we take them 
back and allow credit for the value, provided the signal de- 
partment advises that the repaired material can be used in 
place of new. All classes of signal scrap are shipped to the 
division storehouse on each division, except worn out battery 
elements, for which we have a special place prepared. 

R. D. Long, C. B. & Q., also presented a paper on this subject, 
in which he stated that the signal supply storekeeper should be 
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a practical signal man. An untrained man in this position can 
waste much material while a trained man can save much, par- 
ticularly by reworking and using second hand material. A 
change in signals on this road made obsolete a considerable 
amount of material such as relays, etc. These were changed so 
that they could be made use of, and a considerable saving re- 
sulted. This could not have been accomplished without a signal 
man being in charge of the stores for this branch of the work. 


MARKING OF COUPLERS AND PARTS 


The committee communicated with all the leading coupler man- 
ufacturers of the country and, while their suggestions were of 
some value, the members came to the conclusion, after tabulat- 
ing various makes and styles of couplers and repair parts which 
are manufactured at the present time, that it would be better to 
number all parts, rather than to number a coupler and use a 
prefixed letter or letters to designate the parts. The committee 
therefore recommended the assigning of a series of numbers to 
each make of coupler and parts; the appointment of a standing 
committee to take care of assigning additional numbers as re- 
quired; the publication of a booklet listing the various parts with 
the assigned numbers; and insistence, on the part of purchasing 
agents, on having manufacturers show, in raised figures where- 
ever possible, the number applying to any particular part on the 
body of such part. 

The committee submitted a list of such couplers and parts 
as it has been able to gather and has assigned numbers which 
it feels will give the desired results. 

The report is signed by A. J. Kroha (chairman), C. M. & St. 
P., and L. H. Tutwiler, B. & O. 

Discussion: The chairman of the committee stated that the 
manufacturers believe that all the information there is room for 
is now placed on couplers and parts, but he also stated his beiief 
that if the association insists that the recommended numbers be 
placed on the couplers and parts, the manufacturers will agree to 
it. The report was adopted and referred to the American Rail- 
way Association for its action. 


STANDARDIZATION OF TINWARE 


W. F. Jones, New York Central, the chairman of the commit- 
tee on the Standardization of Tinware, stated that the committee 
had no printed reports but that the previous recommendations 
were still in the hands of a committee of the Master Mechanics' 
Association and the report was expected at the June convention 
in Atlantic City. The members of the association were referred 
to the issues of the Daily Railway Age Gazette, published at the 
Master Mechanics’ and Master Car Builders’ Association con- 
ventions at Atlantic City, for information as to the action of the 
Master Mechanics’ Association. 


BOOK OF STANDARD RULES 


The report of the committee on the book of standard rules 
consisted of an index for the book of rules which was adopted 
at the 1914 convention. 


OTHER BUSINESS 


J. H. Waterman, superintendent of timber preservation of the 
Chicago, Burlington & Quincy, presented a paper entitled 
"Butting In," in which he stated that the storekeeper had been 
made the "goat" for other departments long enough. Mr. Water- 
man considered that the storekeeper should "butt in" to the 
extent of examining critically all requisitions and substituting 
cheaper material if it was just as satisfactory. 

The following officers were elected for the ensuing year: 
J. G. Stuart, general storekeeper, Chicago, Burlington & Quincy, 
Chicago, president; W. A. Summerhays, general storekeeper, 
Wlinois Central, Chicago, first vice-president; H. S. Burr, general 
storekeeper, Erie Railroad, New York, second vice-president, 
and J. P. Murphy, general storekeeper, New York Central, 
Collinwood, Ohio, secretary-treasurer. 
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LENGTH OF RADIUS BAR FOR TWO- 
WHEEL TRUCKS 


BY L. R. POMEROY 


The íunction of leading or trailing trucks of locomotives 
should be to prevent the adjacent driving wheel flanges from 
grinding against the rail, and to compel the flange of the driving 
wheels to, in some measure, stand away from the outside rail 
in the case of leading drivers and the inside rail for rear drivers. 
The grinding action of the truck is proportional to the amount 
of such force that is exerted. This grinding action is practically 
nil if the radius bar pin is located at the geometrical or so-called 
"normal" point, as found by the graphic method or the usual 
formulas. 

In order that the desired amount of guiding action may be 
effective, the "normal" length of the radius bar must be shortened 
sufficiently to exert enough stress to cause the truck to apparently 
enter the curve a certain per cent in advance of the position the 
truck would assume in relation to the curve, were the pin located 
at the "normal" point. The various percentages of the "normal" 
length, as shown by the tables presented, illustrates how design- 


je--------- A----—----- E 
j b? L—(£4)B-- 
x - (2-77) . 
or (A+B8)xB _ AB+B? 
At28  A+2B 
If A+B=L, then xe SX J 


Graphic Methods of Locating Radius Bar Pins 


ers differ as to the amount of reduction in length necessary. Out 
of 20 locomotives, taken at random, the length for trailer trucks 
averages 90 per cent, and for 14 locomotives with two wheel 
leading trucks the average is 95 per cent. 

There is some particular location of the radius bar pin where 
the wear between the flanges of the adjacent driving wheels and 
the truck wheels is balanced or neutralized; this should be the 
ideal location. Tests made on the Delaware, Lackawanna & 
Western some years ago with a Mogul type locomotive furnished 
with an adjustable radius bar, illustrated the foregoing points 
very clearly. When the radius bar was too short the truck wheels 
showed excessive flange wear and the leading drivers com- 
paratively slight wear. The reverse was clearly shown when the 
radius bar was too long or at the “normal” point. By this “cut- 
and-try” method it was found that if from 85 to 90 per cent of 
the “normal” length was chosen, very satisfactory results were 
obtained. 

The writer has no record of similar tests with trailer trucks, 
but it would seem that such a test would be desirable, as the 
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trailer truck is "pulled" instead of “pushed” around the curve, 
and therefore the conditions are somewhat different. 

Figs. 1 and 2 represent graphical solutions of the geometric 
location of the radius bar pin for two-wheel leading and trailing 
trucks. Fig. 1 represents the method used by the Grant Loco- 
motive Works and furnished by the late Prof. J. G. A. Meyer, 
and is described as follows: 

With a radius equal to one-half the driving wheel base, plus 
the distance from the center line of the forward driver to the 
center line of the truck wheel h, locate the point y, making the 
line Ay perpendicular to the base line; connect yh, and yz. 
Midway on the line yz, draw a line perpendicular to line yz, 
as at f; where the line fg, intersects the vertical line Ay draw a 
horizontal line to the right, meeting the line yh, at g; the hori- 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 291 


lined in the description of the graphical methods of Figs. 1. 
and 2: 


(a) s= f(a—b) (A+B)XB  AB+4B? 
( a du +2B A+2B 
By making L — A + B the formula becomes easier to use, 
Lx B 
for then we have x — The letters of the formulas refer 
L 4- B 


to Fig. 1. 


MACHINE Too, Exports.—The exports of metal-working ma- 
chinery for January, 1915, reached a total of $2,903,740, nearly 
$500,000 in excess of those for December. Over January, 1914, 
the increase is approximately $2,000,000. In January, 1915, 935 


Two-WiEEL TRUCKS 


Trailing Leading 
Radius Length by Length, adius Length by Actual 
Locomotive, bar Per formula, actual, bar Per formula, length, 
Builder type or box cent inches inches or box cent inches inches Road 
Baldwin sess en 2-10-2 Bar 95 87 83 Bar 83 88.4 73.3 B. & O. 
Baldwin edo 2-10-2 Bar 97 84.5 Bar 96 56 82.5 C. B. & Q- 
Baldwin ovp xS 2-10-2 Bar 97 65.0 63 Bar 79 84 66.0 A. T. & S.F 
Baldwin ees ocd Woes es 2-6-6-2 Bar 97 74.0 72 Bar 82.5 ;8 69.0 C. B. & Q. 
Am. Loc. Co......... 2-6-6-2 Bar 110 60 66 Bar 75.0 71 63.0 B. & A. 
Am. Loc. Co......... 4-8-2 Bar 92 88 ; oe ae E am Mo. Pac. 
Am. Loc. Co......... 4-8-2 Bar 86 84 72 Ex d e T C. & O. 
Baldwin 2... prs 4-8-2 Bar 86 83 us AA — G. N. 
Baldwin (12x wee www 2-8-2 Bar 99 83 82.5 Bar 77 84 76.5 B. & O. 
Baldwin 42r nds 2-8-2 Bar 104 83 86 Bar 94 79.5 74.5 G. N. 
Baldwin ............. 2-8-2 Bar 97 87 84 Bar o5 77.5 73.5 C. G. W. 
Baldwin ............. 2-8-2 Bar 100 82.5 82.5 Bar 95 79.4 75.5 B. & O. 
Baldwin ............. 2-8-2 Bar 86.5 83.5 72 Bar 85 80 67.4 Erie 
Baldwin ewe Y 2-8-2 Bar 96.5 87 &4 Bar 92.5 78 72 I. C. 
Paldwin ...eseessesee 2-8-2 Bar 95 82.5 78 Bar 94 &5 79 C. B. & Q. 
Am. Loc. Co......... 2-8-2 Rad. Box 88 82 72 Bar 89 81 72 C. & 0. 
Am. Loc. Co......... 2-8-2 Rad. Box 89 81 72 Bar 84 &1 68 D. L. & W. 
Am. Loc. Co......... 2-8-2 Rad. Bar 85 81 69 Bar 80 85 67.5 C. R 1. & P. 
Am. Loc. €o........ . 2-8-2 Rad. Box 85 81.2 69 Bar 87 80 69.5 Mo. Pac. 
Am, Loc. Co......... 2-8-2 Rad. Bar 97.2 71 69 Bar 100 69.5 70 Ne NE an 
Am, Loc. C0... se. 2-8-0 Rad. Bar Bar 98.5 71 70 N. Y. C. 
Am. Loc. Co......... 2-8-0 Rad. Bar 3 Bar 71 79 66 C. & N. W. 
D DU. Nasa dp Era. $ 2-8-0 Rad. Bar Rar 93 67 $4 73 LI 
Baldwin ............. 2-8-0 J—  ........ Bar 98 79% 78 L.& N. E 
C. M. & St. P... 2-8-2 Box Bar 84 RO 67 C. M. & St. P 
RS Rc eviChR x 2-8-2 Dar : Bar R6 /814 67% Penn. 
Am. Loc. Co......... 4-6-2 Bar 92 85 78 së sei ate No. 50,000 
Am. Loc. Co......... 4-6-2 Bar 86 80.5 69 : D. L. & 
Am. Loc. Co......... 4-6-2 Bar 85 81 69 C. & NL. W 
Am. Loc. Co......... 4-6-2 Bar 89.5 87 78 n EN "Tm T D. L.  W 
Am. Loc. Co......... 4-6-2 Bar 87.6 89 78 ac iad ae un Penn. 
Am. Loc. Co......... 4-6-2 Bar 85 81 69 Pea "T iuis Ra ata Vandalia 
Am. Loc. Co......... 4-6-2 Bar 864 90 78 — Sx e € PS N. Y. C. 
Paldwin 2o. y 4-6-2 Bar 93 75 6934 G. N. 
Baldwin ............. 4-6-2 Bar 94 75 G. N. 
Baldwin ..asssesesose 4-6-2 Bar 97 80 78 D. & R. G 
Baldwin  sovexev n 4-6-2 Bar 85 81 69 N. Y. N. H. & H 
Baldwin «essa atr see 4-6-2 Par 86 80 69 N. Y. N.H. & H 
Baldwin. ....55. nn 4-6-2 par 100 82.5 82.5 B. & O. 
Baldwin. ves e€£&1e9 4-6-2 Bar 98 84 82.5 A. T. SF 
Baldwin 6 sec «sed s 4-6-2 Bar 85 85 72 C. N 
FOREIGN 
P: LR ONE ican Sie 2-8-2 Rad. Box 90 84 75 Bar 100 85 B5. 4 saos) sbuad hi wt 
PULL. NUM uv bens 4-6-2 Rad. Box 89 x5 75 exe "e Rr sess aU E O E encst eo 
Bav. State ........... 4-6-2 Rad. Box 94 SEG. — ^ fed. jigs? DOREM LER peda cage 5c SOR 
Gt. W. (Eng.)........ 4-6-2 Rad. Box 87 70.5 61% Pies Pu Pau RARAY «aha NA ires Ira ik 
Gt. W. (Eng.)........ 2-6-4  J—  ........ ay rus Box 100 59 29-'  — .W*ecueessai S 
L. T. & S. (Eng).... 4-4-2 Rad. Box 104 60 631, ba. 2 ive Sakot Seane O Anaa aaa v ed 
Cent. Swiss .......... 2:50 * .2522 $5 ER "I Bar 06 73.5 Wb ——— 5 ph gees E ce Le gine 
Austrian State ....... 2:46:07 Ro eenced Box 04 6914 MEMO rrr MEDIEN 
L. B. S. Cooks 2-6-0 uices l'ox UR 73 £u  —§ "tillers a dies QE 
Italian State ... 260- -  wavaw$ex Box 100 0 00:.-. — — —,kossen de exp 
Gt. W. (Eng)........ 260. “event oun oe ue Hox 87 7014 ONG | HS COCINA 
Bye & S. Qo ses 4-4-2 Box 107 674 72M xA Tm DP VéwWc re re. EAS 
Le cR SM Vv wes 0-4-2 Box 100 61.2 61.2 Seres,  uexa ka tees 


zontal distance from the vertical line at q and the center line 
through the center of the truck wheel equals, X the distance 
sought. 

Fig. 2 is a graphic method used in England and was fur- 
nished the writer some years ago by the late William Ennis, 
when the latter was connected with the Rogers Locomotive 
Works. Draw a vertical line through the center of the engine 
truck axle and make this line equal in length to one-half the 
driving wheel base. From the center of the driving wheel base, 
i, draw a diagonal, meeting the vertical line through the center 
of the truck axle at f. Bisect this diagonal ij and draw the line 
kl, perpendicular to tj. Where the line kl meets the base line 
determines the length of the radius bar X, as in Fig. 1. 

The following formulas will produce the same results as out- 


commercial automobiles, valued at $2,545,527, were exported.— 
American Machinist. 


CoAL For Coxe.—In the last five years the coal used in metal- 
lurgical coke manufacture has averaged around 65,577,000 tons, 
yielding 43,983,000 tons of coke valued at $111.736,000. Of this 
total, 14,767,000 tons were used in byproduct coke ovens, yielding, 
besides the coke 54,491,000 cubic feet of gas, 94,306,000 gallons of 
tar, and $9,190,000 worth of ammonia. When it is considered 
that every year approximately four times these enormous totals 
of byproducts are absolutely wasted through the use of non- 
byproduct ovens, the vital importance to the country of a general 
use of the modern, scientific byproduct ovens will be appre- 
ciated.—Journal of the Franklin Institute. 
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THE SHIPPER, THE RAILWAY AND THE 
CAR MAN* 


BY F. C. MAEGLY 
Assistant General Freight Agent, Atchison, Topeka & Santa Fe, Chicago, Ill. 


The shipper wants the railway to make it easier, cheaper 
and sater for him to load, ship and unload his freight. Any 
condition inherent in car equipment which makes it more ex- 
pensive and inconvenient for him is prejudicial. On the other 
hand, anything that the car man can do to make it easier, 
cheaper and safer to load, ship and unload freight will im- 
prove the relation between shipper, railway and car man. 
Posing as the shipper's advocate, I feel free to offer criticisms 
and suggestions regarding the car man’s performance. 

Car men tell me that the draft rigging of railway equip- 
ment is the vital part. Many recommend that the draft rig- 
ging of all cars be sufficiently strong to withstand the shocks 
and strains incident to train and yard service. Any car, 
whether weak or strong. is likely to be placed in any position 
in long freight trains. The parting of trains, the break-in- 
twos, cause wrecks and damage my freight. I am anxious to 
have your co-operation in avoiding such damage. Your an- 
swer is that the cars are handled too roughly in many of the 
large terminal freight yards, and in many of the long freight 
trains; but has the car man done his part? Was the inspec- 
tion of the cars adequate in the first place? Were the repairs 
sufficient? Where cars bear evidence of rough handling, was 
an effort made to locate the yards, and the trains, and the 
employees responsible? And were the proper representations 
made to the proper officers? 

I recently inquired of a yardmaster, "Why so many break- 
in-twos, and so much car damage?" He took me to a freight 
car and pointed to features of the draft rigging which he said 
were "rotten"; he took me to another car with different style 
of draft rigging and stated that it gave far less trouble than 
the one first inspected; he took me to still another, and said 
that it was practically free from the faults mentioned in the 
other two. 

The superintendent of motive power of a large railroad 
recently explained to me how very important it is to see 
that the air brake appliances are in good condition when 
locomotives and cars leave shops and repair yards or points 
of inspection. The general superintendent of a large railway 
system told me that if given 100 per cent air brake efficiency 
he would be able to solve the problem of trains parting on 
his district. A car man of much experience told me that too 
oiten cars are allowed to run with defective air brake hose 
and connections; that a campaign of closer and more effective 
supervision would help greatly to eliminate air brake failures. 

Doubtless every member of the Car Foremen's Association 
is aware that the railroads of the United States have been 
expending annually about $30,000,000 in the payment of loss 
and damage claims; therefore it will not be amiss for me to 
deal briefly with the several types of freight cars, and the 
ieatures which tend to disturb pleasant relations between the 
shipper, the railroad and the car man. 


BOX CARS 


Why is it necessary to provide two men and a crowbar to 
open and close the side doors of a large percentage of the 
available box car equipment? If anyone disputes this, I invite 
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inspected and sampled. 
sheathing in the mere process of opening and closing side 


The damage írequently done to car 


doors of box cars with crowbars is appalling. If the car 
man is not primarily responsible, he is to blame in a sec- 
ondary way for not formulating a definite protest against 
many of the present-day side door installations. A car man 
recently told me that fully 20 per cent of the delays to box 
cars for repairs is incidental to the side doors. 

During the five crop years ending June 30, 1914, the Chicago 
Board of Trade weighing department registered grain leak- 
age defects against the following number of individual cars: 


Düring 1909-10 sec aia wees RENE AG eae EC ER C Exec m 23 cara 
During VOLO yan s VIR EX SE Ria ER ee ese ede 25010 cars 
Düring 191112 42v: zr MARG DM UAE macie bw d bx bw es DO.NUS care 
Puring 191213. sae ale ie ee ua qe Yd a e RU REIN d Bie ater. 32,760 cars 
During. 19013-1H3- ouium x ono EROR OAK ane mee a wens disi2s Care 

Total doa PEM eee Hae teria etam Edd duae ui d Ea e 123,929 cars 


Here the car man is presented with evidence of an average of 
24,786 cars per year, or 69 cars daily that have grain leakage 
defects. Would it not be a good idea to take these cars at a 
time when the exact location of the defect is known, and 
when the minimum of attention by an effective car repairer 
would effectively prevent grain leakage by the same defect 
for a long time to come? The Chicago Board of Trade 
weighing department has offered to co-operate with the rail- 
roads in any systematic effort to eliminate these grain leakage 
defects; they have even agreed to furnish the interested car- 
rier with a diagram showing the precise location and char- 
acter of each defect as found by their deputies. 

The front, top and rear creases of car doors should be rain 
tight, and I am happy to say that car builders are gradually 
approaching this much desired end. 

All car door fasteners should be simple and effective, and 
when sealed, it should require the breaking of the seal to 
make it possible either to enter the car or remove íreight 
through the doorway. The top and rear of the door should 
be so encased as to make it impossible to pry the door suffi- 
ciently to pilfer freight, and it should not be practicable with 
tools to remove the guides or lugs from the outside of the 
car while the car door ts properly latched and sealed. Many 
box cars are now free of the last mentioned defects; some, 
however, are not. 

The door posts of box cars should be about 100 per cent 
stronger. Car builders evidently have failed to reckon with 
the immense strains to which car door posts are subjected 
by the loading of bulk freight shipments, and particularly 
when releasing such commodities as bulk grain at the points 
of unloading. The structure over which the car door travels 
should be of such strength and rigidity as not to bulge or 
swell under heavy lading, or during abnormally wet seasons, 
so as to cause a bind between the door and the siding of the 
car when opening or closing the doors. 

The car man who will provide effective and economical 


- means of protecting car sheathing against shrinkage and 


warping should be amply rewarded. One car man has sug- 
gested that all sheathing boards be dipped in suitable paint 
before being applied: another is applying an angle iron all 
around the car body, as shown at f in the accompanying 
sketch. This angle iron is bolted through the car sill, and 
there have been marked benefits from it as regards grain 
leakage. 

Try to prevent car builders from using hard wood for grain 
strips. Persuade them to use soft lumber and see that the grain 
strips are made considerably larger, and then even though 
it does take two men to apply them, have the sheathing 


294 


boards nailed to the grain strips, so that if a sheathing board 
should give way at the car sill, it will still be attached to the 
grain strip. There are some who advocate that the grain 
strip be not nailed to the car floor, but preferably to the 
sheathing boards. The sketch shows an extra heavy grain 
strip of soft wood, which, it will be noted, is bolted through 
the car floor and sill. The sheathing is nailed to the grain 
strip as well as to the car sill. 

Some car men advocate the elimination of end doors, par- 
ticularly in cars 40 ft. long or longer. It is questionable 
whether the end doors even in 36 ft. cars are worth the 
trouble they make. The repairs to the end doors of box cars 
are a considerable item. If they must be tolerated, let them 
be very small and at one end only, and let the joints be of 
such a character as to avoid the leakage of rain into, or of 
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Methods of Preventing Grain Leakage 


commodities out of the car. Every end door should be pro- 
vided with an effective latch, which may be fastened from the 
inside of the car, thus rendering the sealing of the end door 
necessary only when the car is loaded with long material 
which cannot be handled through the side doors. 

Car builders do not pretend that box car linings are grain 
tight at the belt rails. If linings could be made grain tight 
from the floor to carlines, the leakage of bulk grain during 
transit could be entirely eliminated. During the six months 
from January 1 to June 30, 1914, carriers reporting their loss 
and damage to the American Railway Association showed 
nearly $600,000 paid out for loss of grain on account of de- 
fective equipment; $854,000 was paid out during the same six 
months’ period on grain and grain products. Estimating 
twice these amounts for the 12 months, we have from $l,- 
200,000 to $1,600,000 annual loss of grain chargeable to box 
car defects. This is five per cent every year on from $24,- 
000,000 to $32,000,000. A great many improvements could be 
introduced in the structure of the box car to prevent this 
drain upon the carriers’ revenues. Speaking for the shipper 
of bulk grain, I would unhesitatingly advocate a galvanized 
liner back of the car lining, and in matching the car lining I 
would seek to taper one edge so as to insure against grain 
lodging on the longitudinal edges. Shippers of flour and 
other like package freight, particularly the shipper of fragile 
packages, would greatly appreciate a smooth surface instead 
of the sharp edges at the belt rail and the bottom. The car 
man will object to this on the ground that the lack of ventila- 
tion between lining and sheathing would lead to premature 
decay. Some car men, however, take issue with this view and 
say that they have proof of its fallacy by a study of the decay 
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in like parts, and in the sills of refrigerator cars. One of the 
grain carrying road’s expenditures for burlap and paper to 
patch minor defects during one shipping season amounted to 
between $50,000 and $60,000. It is questionable whether a 
carrier ought to supply shippers with free burlap to properly 
secure their grain in cars, the burlap pertaining to private 
packing rather than public equipment, and all cars from the 
newest to the oldest require adequate coopering for bulk 
shipments to insure against leakage; nevertheless, competi- 
tion and the disparity between individual freight cars avail- 
able for bulk grain loading has been such as to cause carriers 
to supply these accessories in addition to grain doors. The 
same road’s annual expense for grain door renewals has 
averaged about $105,000 a year, on an annual movement ap- 
proximating 75,000 cars. However, many of the grain doors 
are lost by reason of shipments discharging at destinations 
beyond the originating carrier’s rails. 

If you car men desire to establish permanently happy rela- 
tions between shipper, railroad and car man, please provide 
a box car that is free of the several defects just mentioned. 


COAL CARS 


Hopper bottom, drop bottom and drop side cars should be 
so constructed and so maintained that the drops and hoppers 
when closed will be secure against leakage of the commodity 
from the car during transit. Chains and other fastenings, 
and the gears used to operate them should have an immense 
factor of safety over and above the anticipated strains. and 
every necessary preventive should be provided against the 
warping of material and consequent leakage defects. The 
apparatus used to hold hoppers and drops should be simple 
and easy to operate, and the many shelves and dirt collecting 
pockets now existing in various types of hopper and drop 
bottom cars, which collect and conceal refuse, also the false 
decks of projecting ends of hopper bottom cars. should be 
eliminated for the reason that refuse will gather thereon, 
often to the detriment of the railroad, the shipper and the 
consignee. 

STOCK CARS 


The stock shipper desires a smooth interior with spaces 
between slats only wide enough to admit of sufficient ventila- 
tion of the stock while in the cars. Many of these spaces are 
now too large. It is to be hoped that a convertible stock car 
will some day be devised so that this type of car may be used 
more extensively for the transportation of other commodities. 
Several of the roads have lined stock cars with heavy fibre 
or felt paper at an average expense of about $17 a car. These 
cars did well during the temporary period of such special 
service, and provided just that much relief against box car 
shortage during the rush of grain. 


SAVING Waste GraiIn.—The Rock Island agent at the Silvis 
(Ill.) transfer, constructed a rat-proof grain bin last Fall, 
holding 25 to 30 bushels of grain, and began systematically 
to save the grain recovered in the sweeping of empty cars 
placed at the platform for loading. This was done at prac- 
tically no expense, as it was necessary to clean the cars 
before loading and regular employees were utilized in the 
work. As opportunity offered he also collected any grain 
spilled from bad order cars in the Silvis yards. This grain 
was sold from time to time and the receipts turned into the 
company treasury through the local agent. While this grain 
was damp and more or less dirty, it made good chicken feed 
and no difficulty has been found in selling it at $0.80 per 
hundred pounds. The amount recovered in four months was 
as follows: 


November; 1914 22032 EE EZATICENREA DERE ERA US i ewe ee ERR RE $15.05 
December, 1914 qp P "-—————————————— Weg at sae ws ee 71.80 
genuan, TOS eon oetara Phd Ors EES o dede pet ER E ee 64.10 
ebruary, I915 uoo a we A E E SU CI cs e ptus bes ioni oa 116.60 
decer rm $267.55 


AIR BRAKE ASSOCIATION CONVENTION 


Moisture in Compressed Air Apparatus, Pneumatic 
Signal Operation, and 100 Per Cent Operative Brakes 


The twenty-second annual convention of the Air Brake Asso- 
ciation was held in Chicago, May 4 to 7, L. H. Albers, New 
York Central Lines, presiding. The meeting was opened with 
prayer by Rev. Martin J. Magor, and the address of welcome 
was made by Robert Quayle, general superintendent of motive 
power and car department, Chicago and North Western. Mr. 
Quayle complimented the association on the work of the past 
and pointed out its possibilities in the future. He spoke of 
the importance the air brake engineer bore to the railroads and 
the public, stating that such was their work that men of good 
character, patience and thoroughness were required. The air 
brake men are responsible to a large extent for the safe and 
careful operation of trains and their work and instructions 
should be of the first quality. The problems presented by the 
air brakes are many and only by persistently keeping after them 
may they be conquered. 


PRESIDENT’S ADDRESS 


President Albers called attention to the lack of standardization 
of brake equipment for passenger cars, and was of the opinion 
that a committee from both the Air Brake Association and the 
Master Car Builders’ Association could by careful study decide 
on some standard valve of simple construction that would do 
much to relieve the situation. He spoke of the difficulties ex- 
perienced, principally “stuck-brakes,” with the various types of 
passenger air brake equipment now in use. While the new 
P. C. equipment provided temporary relief from the troubles 
experienced with the P. M. and L. N. type of equipment, its 
complexity renders it difficult to locate immediately and defi- 
nitely defects which arise in train service. 

Mr. Albers also called attention to the necessity of economy 
in the maintenance of air brake equipment with full consider- 
ation for safety. On the New York Central Railroad, East of 
Buffalo, tests have been in progress for a period of 18 months, 
on 18 dining cars, and to this date 16 cars are still in actual 
service with an aggregate mileage of 2,321,136 miles without once 
having received any attention or lubrication except when they 
were applied. None of these cars have given any detention on 
account of the air brake equipment, nor has any valve been re- 
moved except for examination after 12 months had passed. He 
stated that if the cleaning period, instead of being three months 
as at present, were extended to four months the annual saving 
to a road having 1,000 P. C. equipment cars would amount to 
approximately $1,640, and if extended to six months the saving 
would be approximately $3,280. With the P. N. or L. M. type 
of equipment this saving would be $420 and $840, respectively. 
He believed that if these particular features of air brake main- 
tenance were given proper attention at the time of cleaning the 
time between cleanings could be lengthened with a consequent 
saving, 


MOISTURE IN YARD TESTING PLANTS 


The benefit derived by having compressed air available in rail- 
road storage yards, so that the air brake apparatus can be prop- 
erly inspected, has long been recognized by air brake men. How- 
ever, the importance of providing what is generally termed "dry 
air" has not been given the consideration it should have in some 
of the installations. 

The importance of preventing water entering the air brake 
system when passenger trains are charged in the Mott Haven 
yard of the New York Central, which is the passenger car stor- 
age yard for the Grand Central Terminal at New York City, 
Was recognized by the management, and in the fall of 1913, an 


air cooling plant was erected and has been in successful operation 
since. No trouble from freezing of the radiating pipes has oc- 
curred and the plant has absolutely prevented any precipitation 
taking place in the yard pipe. 

The two compressors at the Mott Haven yard have a total 
capacity of 2,500 cu. ft. of free air per minute. There was pro- 
vided in this plan 3.2 running feet of 34 in. pipe for each cubic 
foot of free air that the compressor was capable of producing, 
or, in other words, 8,018 ít. This is made up into 48 sections, 
each of which is composed of two headers and 18 pieces of 34-in. 
extra heavy galvanized pipe about 1113 in. long spaced on 21⁄4- 
in. centers. The upper header is 6 in. in diameter and the lower 
one 8 in. in diameter. Both are of extra heavy wrought iron. 
Cast iron caps, tapped for 1 in. pipe at the center, are used to 
close the ends of the headers. 

The lower header is tapped for 1 in. pipe at the center length- 
wise and 180 deg. from the 34-in. holes, this connection being 
used for a drain. Each of the 18 pieces of 34-in. pipe are made 
up of two sections of different lengths. 

The long and short pieces were alternated in the headers, so 
that the joining of two sections in any one of the 18 pieces 
does not interfere with any of the others. The two outside 
pieces, that is, the first and eighteenth pieces of 34-in. pipe 
are joined together by the use of %-in. brass ground joint 
unions, The other 16 pieces of 34-in. pipe are jointed by the use 
of slip joints, known as grip couplings, which are manufactured 
by the Ware Coupling & Nipple Company, Ware, Mass. The 
48 sections are arranged in two groups of 24 each, designed so 
that all the piping is accessible, there being ample clear space 
to work in. Sufficient space is provided for the circulation of the 
atmosphere around the cooling pipes, a very important factor. 

There are two storage reservoirs, 4% ft. in diameter, by 11 ft. 
high, and the air first passes through both of these reservoirs. 
From the storage reservoir air is delivered to the yard through 
a 6-in. main and can be directed through the manifold con- 
denser, or by-passed around it. A 6-in. pipe between the two 
groups, extends from one end to the other near the top. This is 
the admission pipe. It has 24 pipe connections, 2 in. in diameter, 
from each of which two l-in. pipes branch. Each l-in. pipe is 
connected to the end of the upper header of a section, directly 
opposite the 2-in. risers, one in each group. The outlet is a 
6-in. pipe, on the outside of either group, running the entire 
length and across one end. The connection to the main pipe is 
made by a 6-in. riser. Connections are made to the outlet pipe 
from the lower header of each section with l-in. pipe. 

These connections to the section are diagonally opposite to the 
inlet connections, it having been found that with the inlet and 
outlet on the same side of a section the flow of air was greater 
throvgh the cooling pipe nearest that side. There are cut-out 
cocks provided so that any one of the 48 sections can be cut out 
without interfering with any of the others. Each lower header 
is provided with a drain cock which is in communication with 
the sewer pipe. Also, there is a drain provided for the inlet 
and outlet pipes. 

The report is signed by Mark Purcell (Nor. Pac.), and M. F. 
Gannon (N. Y. C.). 


DISCUSSION 


Some roads have found that very good results can be obtained 
by placing reservoirs in the yard piping to catch the moisture 
as it becomes condensed in the pipes, these reservoirs to be 
drained twice a day. It was also pointed out that the com- 
pressor should have its intake located outside the building where 
it could obtain air as cold as possible. Trouble has also been 
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experienced with the yard pipes becoming full of water when 
the hydrostatic tests were made on the air system reservoir, the 
water leaking by the valves that were not in good condition. 
When such tests are made it was recommended that the pipe 
connections to the yard piping be disconnected. 

The discussion also developed into the consideration of the 
accumulation of moisture in the train line. Sufhcient radiating 
surface should be provided between the compressor and the 
main reservoir, this amount varying from 18 ft. to 40 ft. of 1!14-in. 
pipe. It should be located so that it will drain into the main 
reservoir. It was also recommended that two main reservoirs 
be used, one of which would serve as a drain for the air system. 
On large Mallet locomotives it has been found necessary to pro- 
vide three such main reservoirs. It was also stated that where 
the air capacity was not sufficient and the pumps were called 
upon to pump the brakes off the train, trouble would be found 
with the accumulation of moisture in the train line. 

Excellent results have been obtained by having the roundhouse 
hostlers open all the drain cocks on the locomotive and tender 
as soon as the engine was housed. Care should be taken in the 
locating of the various air brake equipment. The distributing 
valve should be located so that it will be drained, and the main 
reservoir should not be located too near the firebox, as in such 
cases it has been found that the air would not cool sufficiently 
to precipitate the moisture. Where the power reverse gear is 
operated by both steam and air, the air line should be provided 
with a check valve so that the moisture from the steam could not 
work back into the air system. Centrifugal dirt collectors have 
been found to serve admirably as drains for the train line, and 
in some cases two are installed on the cars for that purpose. 


OPERATION OF THE PNEUMATIC TRAIN SIGNAL 


Possibly the largest factor in the correct operation of the 
signal device is maintenance. This is particularly true of the 
amount of leakage allowed in the signal line. With the long cars 
which are in service today, the most frequent place for leak- 
age to develop is at the hose connections, due to the improper 
location of the pipes at the end of the car, which results in 
false signals being transmitted. This destroys the confidence of 
the crew in the signal system. In order to get the best results, 
the location otf pipe and hose should be as recommended by 
the M. C. B. association. 

Where the reducing valve of the slide valve feed valve type 
is used, the opening through the choke of the combined strainer 
and check valve has been increased on some roads from 3/32 
in. to % in. A test of a twelve-car rack shows very little dif- 
ference between the two; in fact, the condition of the feed valve 
will affect the recharging of the line as much as the difference 
in the size of the choke. Where this type of reducing valve is 
used they should be cleaned once a month, and subjected to the 
same rack test as the feed valves used to control the brake- 
pipe pressure. 

In endeavoring to improve the operation it is necessary to 
first ascertain the conditions under which the signal is operating. 
Recording gage charts attached to the signal line on the rear 
car will indicate the average operating conditions as follows: 
the pressure carried in signal line; all reductions in this pres- 
sure, whether made by pulling cord or by hose couplings leak- 
ing when passing over crossovers, switches, etc.; and the time 
required to recharge the line after reductions have been made. 
It has been found necessary for the trainmen to make a re- 
duction at the car discharge valve of not less than one second 
duration, and pause between the reductions two to three sec- 
onds, cr approximately three times as long as the time of the 
reductions. 

While there is a limit to the length of signal line which can 
be operated successfully with the present pneumatic signal, it 
is believed that the electro-pneumatic signal which does not 
have the same limitation, will eventually be adopted. During 
the past year a steam train equipped with the electro-pneumatic 
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system has been in regular service, covering 180 miles a day, 
with good results. 

The construction of the signal valve is such that very careful 
workmanship is required in order to have the correct clearance 
between the valve stem and its bushing. Jf this clearance is 
insufficient, the valve will be too sensitive and give false blows 
of the whistle for very slight signal pipe reductions. If the 
clearance is excessive, heavier reductions are required than 
when the fit is tight. The average signal valve has about .0005 
in. difference between the diameter of the stem and the bushing. 
The manufacturers have found that where this difference is less 
than .0002 in. or more than .0015 in. the valve will not meet 
the requirements. 

The small projection at the bottom of the valve stem is 1/32 
in. long, and with a proper fit in its bushing, requires that the 
diaphragm must raise more than 1/32 in. before enough air can 
flow past this projection to blow the whistle. If the length 
of this projection is materially reduced, or if its fit is too loose. 
very slight reductions of signal line pressure, or even the vibra- 
tion of the valve itself, such as would be brought about by the 
engine running over rail joints, might cause the sounding of 
the signal. 

In order to more closely approximate actual service con- 
ditions, the manufacturers have investigated the operation of 
signal valves with a certain specified orifice, venting to the atmos- 
phere at all times, to represent the leakage. The results of 
the tests show that in order to affect the signal valve operation 
at all, leakage must be excessive and above the amount which 
should be permitted ;n service, and it has therefore been con- 
cluded that a test involving leakage is unnecessary and of no 
practical value. 

The manufacturers’ signal valve test rack consists of suf- 
ficient piping to represent 20 passenger cars, accompanied by 
the proper piping, air signal reducing valve, air signal valve 
and air whistle the same as used in service, the signal reducing 
valve being set at 40 lb. The following method is followed in 
testing a 15-car train, a 10-car train and a 2-car train. The 
cock on the rear end of the last car must be closed at all times, 
and all other connecting cocks must be open, the svstem being 
charged to 40 Ib. 

Assemble the signal valve on the rack, and slowly cut it in. 
After the valve is charged, and before the whistle is assembled 
on the rack, make several reductions with the discharge valve 
on car No. 1, to properly seat the valve stem. After the valve 
is recharged, coat the connection to the whistle with soap suds 
to determine if leakage exists past the valve. After completing 
this test, assemble the whistle on the valve. 

First, test the signal valve on a 15-car train. With the system 
fully charged to 40 lb., and all the connecting cocks open, make 
hve reductions with the discharge valve on the fifteenth car, 
each reduction to be made by holding the discharge valve fully 
open for one second, allowing 114 seconds between the reductions. 
Following each reduction, the whistle must give one distinct 
blast. If, during this test, or any of the following tests, the 
whistles give two short blasts after one reduction, it indicates 
that the valve stem is too short or the diaphragm is too weak, 
requiring too light a difference in pressure to raise it. If one 
long blast is obtained, or the whistle does not stop blowing 
between the reductions, it indicates that the valve stem has ex- 
cessive friction, which may be caused bv either the valve stem 
or the diaphragm. 

Before commencing reductions in the succeeding test, the 
signal line pressure must be charged to 40 lb. Then repeat 
the tests on the eighth and first cars. Next, test the signal valve 
on a 10-car train by closing the cock on the rear end of the 
tenth car, and repeat the above test on the tenth, sixth and first 
cars, after which, test the signal valve on a 2-car train by 
closing the cock on the rear end of the second car and make 
the above test on the first car. After the test, coat the entire 
valve with soap suds to detect porous castings. 
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Where trouble is experienced with false signals being trans- 
mitted while the train is running, a recording gage should be 
attached to the signal line, and if the corresponding reductions 
are not shown on the chart, it is generally found that the signal 
valve on the locomotive is too sensitive. The valve should be 
removed from the locomotive and tested on a suitable rack. The 
illustration shows a 12-car test rack used at Elizabethport shops, 
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Twelve-Car Signal Vaive Test Rack, Elizabethport Shops, Central 
Rallroad of New Jersey 


C. R. R. of N. J., where all valves for the entire road are 
tested after repairs are made. 

The report is signed by: L. N. Armstrong (Penn.), and H. L 
Sandhas. 


DISCUSSION 


The consensus of opinion in regard to the pneumatic signal was 
that in its present state it is not an absolutely reliable device. 
On trains of 25 to 30 cars in length considerable trouble is ex- 
perienced with leakage, and in some cases trouble has been ex- 
perienced with 16 to 18 cars. Where trains are of such a length 
it was believed expedient to increase the signal train line pres- 
sure to 60 lb. Greater care should also be taken in the proper 
maintenance of the present pneumatic system. On some roads 
no engine is allowed to depart from the terminal without the 
signal system being in satisfactory operation, while on others 
a system has been adopted where in case the pneumatic signal 
becomes inoperative the conductor shall make use of the con- 
ductor's valve and hand signals. Some roads have found that 
with the '%-in. choke opening in the signal line the leakage 
may more readily be determined, without interfering with the 
correct operation of the signal. In some cases it is found 
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necessary to clean the signal valve as often as once a week. Mr. 
Armstrong, in closing his paper, stated that electric energy suf- 
ficient to operate an electro-pneumatic signal system could be 
obtained from dry cells or from the electric lighting system on 
the cars or locomotive. 


100 PER CENT OPERATIVE BRAKES IN FREIGHT 
SERVICE 


The general opinion is that an operative brake is one in which 
the piston moves out of the brake cylinder far enough to close 
the leakage groove, and not more than 10 in. when a full service 
brake application is made trom at least a 70-lb. brake pipe 
pressure, remains so until the usual inspection is made, and 
releases properly in the usual methods resorted to in making 
ordinary terminal tests; the only other requirement is that the 
foundation brake gear be connected throughout to bring the shoes 
to the wheels. The second consideration is the question of what 
constitutes 100 per cent operative brakes. Our opinion in this 
respect contemplates that each brake in a train be operative as 
above stated and so connected that they may all be operated from 
the locomotive. This will constitute 100 per cent operative and 
meet all the requirements but one, namely, efficiency. The highest 
efficiency required to meet general conditions is that the train 
may be controlled by the engineer without the assistance of 
trainmen with the ordinary hand brake. 

Unfortunately, while the requirements of efficiency reduce the 
diffculty of providing an operative brake, they also result in 
ability to control trains with a low individual brake efficiency 
throughout the train or a small percentage of brakes operative 
for service requirements, while certain other conditions auto- 
matically increase the necessary efficiency and number of opera- 
tive brakes, and the greater the number of cars involved, the 
more pronounced are these results. The introduction of the yard 
pressure lines where trains are made up sufficiently in advance 
of leaving time, would give an opportunity to make the brake 
inspection and correct many defects before the engine was placed 
on the train for departure. 

Any one point on a large system attempting to run 100 per 
cent operative brakes would be immediately confronted with a 
prohibitive number of cars with inoperative brakes and a con- 
gestion that would cause serious delays resulting in this particu- 
lar point being criticized for tying up traffic. Relief for this par- 
ticular terminal could only be brought about by allowing 
inoperative brakes to proceed, or by increasing the amount of 
the brake work done at the terminals on either side. It can 
readily be seen that any one railroad attempting to run 100 per 
cent operative brakes would be placed in almost the same position 
as the terminal above mentioned, and the same rule in regard to 
relief would apply between the railroads involved. 

The difficulty of establishing the practice of cleaning brakes on 
cars in trains at large terminals where the tracks extend over 
a large territory is expensive, as it 1s hard to get men and mate- 
rial to the cars and men are idle a large part of their time. But 
again we find that at many small terminals where very little 
switching is done on the train outside of changing engines and 
cabooses, and where the repair track is close to the train yard, 
that air brake repairs can be made in trains successfully and 
economically, as the men in this case can be used on the repair 
tracks when no trains are in the vard. Yard air lines at these 
terminals are necessary to test out work of this kind and addi- 
tional time allowed to trains in terminals to give the car men 
an opportunity to do the work before, or after, the train is 
switched. Yard train testing devices must also be provided at 
terminals in order that cars arriving in trains with brakes "cut 
out" may be tested to ascertain what, if anything, is wrong, and 
to test work on the brakes after it is completed. 

After the facilities and materials are provided, then comes the 
proposition of procuring men who are competent and reliable to 
do the work or men who can be educated in a reasonable length 
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of time. The better supervision we have, the less trouble we have 
from this source. One of the conditions we find it hard to over- 
come is the careless manner in which some of the air brake work 
is done. 

A system must be inaugurated to catch the disabled brakes as 
soon as practicable after the defect becomes apparent. With this 
in view, what might be called "dead lines" should be designated 
at reasonable distances over the road—terminals where facilities 
are the best, as 100 per cent points where no brakes that are 
inoperative are allowed to pass, regardless of lading. At all 
terminals where there are facilities, dead freight loads and empty 
cars with inoperative brakes should be caught and repaired. All 
cars on repair tracks should have their brakes carefully tested, 
and if the cleaning date is over nine months old on home cars, 
the brakes should be cleaned. This would avoid the necessity of 
putting the car on the repair track again in so short a time, and 
when it might possibly contain an important load. 

If we wait until the trains are made up in the yard to make 
inspections we will have delays and bad cars, but if we require 
the men on all incoming trains to have the train fully charged 
and then make the required application of brakes before cutting 
off, the air brake inspection can be made at the time of usual 
train inspection, and any cars "bad ordered" can be switched out 
in the usual switching time. 

The question arises as to what is to be gained by increasing 
the number of operative brakes. One reason is to provide a 
wider margin of safety by the ability to stop in a shorter dis- 
tance in cases of emergency. The reason more frequently en- 
countered, however, is the resultant reduction of slack action in 
long trains, which contributes largely to troubles arising from 
break-in-twos. 

The report is signed by: Geo. H. Wood (A. T. & S. F.), and 
S. C. Wheeler (C. B. & Q.). 


DISCUSSION 


F. B. Farmer, of the Westinghouse Air Brake Company, 
strongly recommended the employment of a general car brake in- 
spector for the purpose of instructing and demonstrating to the 
cleaners of the freight car air brake equipment how they should 
do their work, and to check them in their work. He also spoke 
strongly in favor of the incoming tests of the brakes in order 
that the defects may be located and corrected while there was 
sufficient time to do so. This will eliminate a lot of trouble and 
delay that would ordinarily be caused when the brakes are found 
defective on the outgoing tests. He also spoke of the tendency 
for some of the comparatively level roads to absolutely neglect 
the maintenance of the retaining valves. This causes a great 
deal of trouble for the roads receiving such cars in the mountain- 
ous districts, and greatly interferes with the expeditious trans- 
portation. He was strongly in favor of the "dead line" as de- 
scribed in the paper, and stated that at one point on a large road 
that operated this dead line system 75 per cent of the brakes 
cleaned had not run over nine months, showing that this work 
is not always done as carefully as it should be. Lack of knowl- 
edge and hurried work have been a great factor in the improper 
maintenance of brakes, and oftentimes are the basis for charges 
of dishonesty in doing the work. 

Some roads are having very good success with carding freight 
cars with inoperative brakes, permitting them to go without tying 
up the train and having the work done at the next terminal. The 
trainmen have also been instructed to place defect cards on the 
cars as they become inoperative on the line, and also those cars 
that are picked up enroute. Trouble has also been experienced in 
using shop line pressure in testing the air brakes on the rip track, 
as many cases were found that where the brakes would operate 
under this high pressure they would not operate when on the 
train under a pressure of 70 lb. To overcome this the Louisville 
& Nashville has in use a device for reducing this pressure to the 
proper amount. One member strongly objected to the practice 
followed by many roads in allowing the man that cleans the 
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triple valves to test them, as when this work is done piece work 
the men art apt to pass valves that are not in proper condition. 

Walter V. Turner, chief engineer of the Westinghouse Air 
Brake Company, encouraged the men to do all in their power 
to influence their superiors to give them the proper facilities 
for keeping the brakes in the necessary good condition. Per- 
sistence and nerve in carrying out what they believe to be ab- 
solutely necessary in the maintenance of brakes is required to 
get the right results. 

Mr. Wood, in closing the paper, believed that brake cylinder 
conditions should be more carefully watched, and also called at- 
tention to the large number of triple valves that were found 
defective after having only run for about six months. All air 
brake work should be given careful supervision and checking 
before it is permitted to pass out of the repair yards. 


HAND BRAKES ON HEAVY PASSENGER CARS 


No scheme of hand brake control for heavy passenger cars 
presented for consideration appears to be entirely satisfactory. 
As the weight of passenger equipment cars increases, the desired 
braking power can only be obtained by increasing the hand lever- 
age. Hence, where the desired hand brake power is provided 
through a sufficiently high muliplier of the leverage, there is 
introduced the objectionable feature of loss of time in winding 
up the long hand brake chain necessary to take up the slack and 
bring the shoes against the wheels. Because of this it has not 
been found an easy matter to provide a winding shaft or barrel 
of requisite capacity to accommodate the chain satisfactorily with 
the different amounts of slack or of piston travel existing. 

It is generally recognized that time, as well as power, is an im- 
portant factor in hand brake operation, and with this in view 
designs of hand brakes have been gotten out with the object of 
providing a quick take-up of the slack and then of increasing 
rapidly the leverage so that adequate shoe pressure may be sup- 
plied. Arrangements of this character have been satisfactory in 
a degree, but because of the variations in brake shoe wear and 
slack, the point on the winding cone at which the free slack is 
taken up is not always the one at which the desired higher 
leverage is obtained. 

The difficuity in the way of satisfactory single truck operation 
appears to be one method of connecting the hand brake lever to 
the cylinder lever pull rod so that when the hand brake is being 
operated the air brake cylinder levers need not be moved. Some 
experimental designs of single truck hand brakes now on trial 
have sufficient merit to warrant further development. 

It appears that in designing a hand brake gear for heavy pas- 
senger cars effort only should be made to provide power sufficient 
to enable switching crews to control them in yard movements. 

The report is signed by: John P. Kelly; C. W. Martin (Penn.) ; 
L. P. Streeter (Ill. Cent.), and F. J. Barry (N. Y. O. & W.). 


RECOMMENDED PRACTICE 


Aside from typographical and other corrections made to con- 
form with the M. C. B. standards and recommended practices, it 
was recommended that the capacity of main reservoirs for pas- 
senger and switch engines should be not less than 40,000 cu. in., 
and for freight engines not less than 60,000 cu. in., an increase 
of not less than 25 per cent above these figures being desirable 
when the air compressor displacement capacity is 120 cu. ft. or 
more per minute. It was also recommended that main reservoirs 
should be tested with the hammer test with no pressure in the 
reservoir and followed with a hydrostatic test, using a pressure 
equal to 150 per cent of the maximum working air pressure, the 
hammer test to be made each time the engine receives general 
repairs, and the hydrostatic test to be made once a year. 

Under the heading of "Tests for Feed Valves," it was recom- 
mended that feed valves should be tested and removed from 
service if they are not sufficiently sensitive to open with a maxi- 
mum difference in pressure of 2 lb, with a brake pipe leakage 


of from 7 to 10 lb. per minute. The following test was also 
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recommended for all feed valves after they have been cleaned 
or repaired, the test rack shown in the illustration being the 
standard slide valve, feed valve test rack: 

Test No. 1.—After applying the feed valve to the rack with its 
spring box and diaphragm removed, open cock C and 7, and close 
cocks A and 7 (shown at the left). Regulating valve leakage 
can then be noted as one end of the valve is exposed. If the sup- 
ply valve is leaking it will be indicated by the discharge at the port 
on one side of the regulating valve stem in the recess under the 
diaphragm. In case of leakage at the latter port, make sure it 
is not between the two ports across the feed valve gasket as the 
effect is the same as with a leaky supply valve. Test the two 
cap nuts with soap suds. No leakage existing, or having been 
remedied, close cock 7 (shown at the right); replace the parts 
removed; open cocks (shown at the right) and 4; and then 
tighten up on the regulating nut, previously left slack until the 
valve begins to vibrate rapidly. This will be shown by intermit- 
tent puffs of air at cock A. If the piston or its bushing are new 
allow the valve to vibrate for at least 10 minutes, then proceed. 

Test No. 2.—Close bleed cocks 4 and C; open cock 7 (shown 
at the left), and adjust feed valve to the desired pressure. With 
brake pipe volume fully charged, open bleed cock C and note the 
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drop in pressure required to open the feed valve. It should be 
less than 2 Ib. Also when the feed valve opens note whether 
the pressure in the brake pipe volume is promptly restored to the 
original amount, as it should be. 

If the drop is 2 lb. or more and is restored promptly it in- 
dicates a tight piston or other undue friction. If the drop in 
Pressure is 2 lb. or more befóre the feed valve opens and the 
pressure then remains practically constant at this lower pressure, 
the piston is too loose in its cylinder. A wider variation than 
the standard limit between the opening and closing points of the 
feed valve may be caused by the diaphragm spindle of the regu- 
lating portion, which guides the regulating spring, binding con- 
siderably at any point. Such resistance aids the regulating spring 
when the pressure is nearing the closing point of the feed valve 
and resists the action of this spring when a falling pressure 
should cause the feed valve to open. 


Test No. 3.—With the brake pipe volume charged and the. 


bleed cocks 4 and C closed, close cock 7 (shown at the right) ; 
reduce the brake pipe pressure 5 Ib. below the setting of the 
feed valve, using bleed cock 4; then, first being sure that there 
is 20 lb, excess pressure, open cock 7 (shown at the right) 
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956 under construction on January 1, 1915. 


quickly and note the overcharge of brake pipe pressure. This 
must not be more than 2 lb. If the overcharge exceeds 2 1b., 
the piston fit is too close or the piston is oil or water packed. 
Wipe the piston and its cylinder dry and test again before mak- 
ing the piston a looser fit. 

The report is signed by: S. G. Down (W. A. B. Co); G. R. 
Parker (G. N.) ; H. A. Wahlert (W. A. B. Co.) ; J. R. Alex- 
ander (Penn.), and N. A. Campbell (N. Y. A. B. Co.). 

OTHER BUSINESS 

During the convention an afternon was given to the air brake 
appliance supply men, who talked to the members concerning 
their products. On Thursday afternoon the association was ad- 
dressed by Walter V. Turner, of the Westinghouse Air Brake 
Company; N. A. Campbell, of the New York Air Brake Com- 
pany, and J. R. Snyder, of the Pittsburgh Air Brake Company. 
Mr. Turner spoke of the developments during the past year, and 
told how the New York subway had increased its capacity by the 
adoption of the electro-pneumatic brake. Mr. Campbell gave an 
illustrated talk on the New York electro-pneumatic brake. Mr. 
Snyder gave an illustrated talk on the new air brake equipment 
furnished by his company. 

The association was also addressed by E. H. De Groot, Jr., 
superintendent of transportation, Chicago & Eastern Illinois, and 
M. H. Haig, mechanical engineer, Atchison, Topeka & Santa Fe. 

The following officers were elected for the ensuing vear: 
President, J. T. Slattery, Denver & Rio Grande; first vice- 
president, T. W. Dow, Erie Railroad; second vice-president, 
C. H. Weaver, New York Central lines west of Buffalo; third 
vice-president, C. W. Martin, Pennsylvania Railroad; secretary, 
F. M. Nellis, Westinghouse Air Brake Company; treasurer, 
Otto Best, Nathan Manufacturing Company. The executive 
committee is as follows: T. F. Lyons, New York Central lines 
west of Buffalo; J. F. Barry, New York, Ontario & Western; 
L. P. Streeter, Illinois Central; Mark Purcell, Northern Pa- 
cific; G. H. Wood, Atchison, Topeka & Santa Fe. 

It was voted to hold the next annual convention at Atlanta, 
Ga., on May 2 to 5, inclusive. 


STEEL PASSENGER TRAIN EQUIPMENT 


To ascertain the progress oí the building of steel and steel 
underframe passenger equipment and to develop the cost ot 
reconstruction in steel of the present wooden passenger 
equipment in the country, the Special Committee on Relations 
of Railway Operation to Legislation issued a circular letter 
to the railways on January 2, 1915. Replies have been re- 
ceived from 284 companies operating 245.721 miles in the 
United States, and 62,112 passenger equipment vehicles, with 
The tabulations 
based on these replies have been published in Bulletin No. 67, 
showing that of the cars under construction on January 1, 
725 were all-steel, 228 steel underírame and 3 wood, and of 
the 4,495 cars acquired in the calendar year 1914, 3,355 were 
all-steel, 940 steel underírame and 200 wood. including 56 cars 
purchased second hand. Of the total number of passenger 
train cars in service on December 31, 1914, 12.900 were all- 
steel, 5.700 steel underframe and 43.512 were wood. The 
character of the various classes of equipment in service on 
December 31, 1914, is shown in the following table: 


Steel 

Steel underframe Wood 

Postal dioses qi x die xA EVA OR nahn ie adi 888 217 461 
Mail and baggage..........eeeee nm 668 404 2.562 
Mail, baggage and passenger............ esee 31 56 579 
Baggage and passenger ......... esee 528 227 3.519 
Paggage or express.... esee nnn 1,478 1.315 7,507 
Passenger 4v 3 9 ERG CREAR on RR ORAL CA ERR ADEL AUR 5.105 1.704 22.266 
Parlor, sleeping and dining............ eee 3,200 1,526 5,353 
Rusiness za 9934s XR ERE ER EE ROSE RR E Rd ees 32 109 730 
Mator uade ces ERR RUE eee EE E T 970 142 535 
Total United States .............. esses 12.900 5,700 43,512 


A table is also given in the bulletin showing that for the 
cars acquired during the past six years the percentage of all- 
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steel cars has increased from 26 to 74.6, while the percentage 
of steel underframe cars has ranged from 14.8 per cent to 30.4 
per cent, and was 20.9 per cent in 1914. The percentage of 
wooden cars has decreased steadily from 51.4 per cent in 1909 
to 4.5 per cent in 1914. 

Another table shows that the number of all-steel cars in 
service has grown from 629 in 1909, an increase of 1,951 per 
cent, while the number of steel underframe cars has grown 
from 673, an increase of 747 per cent. A total of 4,614 wooden 
cars has been retired in three years. Of this number 1,048 
were retired during the calendar year 1914, The bulletin also 
gives the following table showing the approximate cost of 
replacement of wooden cars: 


APPROXIMATE Cost or REPLACEMENT OF WoopEN Cans 


Average 
Number cost Amount 
Postal corrosie nenir hea tee ECC eee ES 461 $11,000 $5,071,000 
Mail and baggage................ eee 2,562 10,000 25,620,000 
Mail, baggage and passenger............. 579 10,000 5,790,000 
Baggage and passenger................ 3,519 10,000 35,190,000 
Baggage or express............ leere 7,507 8,500 63,809,500 
Passenger cuero es co OU hn Oe ewe 22,266 12.800 285,004,800 
Parlor, sleeping, dining.................. 5,353 22,000 117,766,000 
Búsiness -eresse ean ee eod S SERO Od AT RR eS 730 15,000 10,950,000 
Motor cies oeer P ROVER S d Seen ce 535 20,000 10,700,000 
TOL] uewsw A ku eeu denim RR Aeg 43,512 $559,901,900 
Annual interest charge at 5 per cent..............eeees $ 27,995,095 


The charge to operating expenses under the classification accounts of the 
Interstate (Commerce Commission, assuming a value of $4,000 per vehicle 
replaced, would be $174,048,000. 

Replies were also received from 10 companies operating 
27,628 miles in Canada, showing that of a total of 5,366 pas- 
senger train cars in service on December 31, 1914, 79 were 
all-steel, 187 steel underframe and 5.100 were wood. Of 57 
cars under construction on December 31, 38 were all-steel, 
16 steel underframe and 3 wood. 


DINING CAR CHAIRS 


For five years the Canadian Northern has been experiment- 
ing to obtain a satisfactory design of chair for use in dining 
cars. Out of seven different designs tried out in service dur- 
ing this period the one shown in the engraving has met with 


Cord Sewn around 
edge c of Foof Pad 


Vor. 89, No. 6 


by means of the hat rack shown in the illustrations. This 
has been found to overcome the difficulty of the frame loosen- 
ing and is also appreciated by passengers, as it avoids the 
necessity of reaching over the heads of others in order to 
place their hats on the overhead hooks ard to remove them 
when leaving the car. Spring cushions have been eliminated, 
as it has been found that they are expensive to maintain. 
The absence of gimp is also noteworthy. the leather being 
simply folded in, making a clean, smooth suríace. These 
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Canadian Northern Dining Car Chair 


chairs have so far not needed any repairs and are both light 
and substantial. 


The child’s chair shown replaces the usual high cushion and 


has been favorably received by patrons of the road. As 
shown in the engraving, it consists of a box or frame uphol- 
stered in leather, and with two side pieces and a leather foot 
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Child’s Chair Used in Dining Cars on the Canadian Northern 


marked success and has proved much more satisfactory than 
any of the others. 

The principal weakness in most chairs is the difficulty of 
keeping the frames from racking loose. This has been over- 
come in the Canadian Northern design by bracing the legs 


pad. The chair is placed on the seat of one of the ordinary 
dining chairs, the back of which forms the back of the com- 
bined chair. The designs for these chairs were worked out 
by A. L. Graburn, mechanical engineer of the Canadian 
Northern, Toronto, Ont. 
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STEEL FRAME DOUBLE TRUCK CABOOSE 


Underframe of Exceptionally, Heavy Design; Comfort 
and Convenience of Crew Carefully Considered 


About a year ago the Buffalo, Rochester & Pittsburgh built 
an eight-wheel steel frame caboose at its Du Bois shops, which 
was placed in service to thoroughly test the design before adopt- 
ing it as standard. In preparing the design trainmen were con- 
sulted by the mechanical and operating officers in order that 
everything requisite to the comfort and convenience of the 


ployed in sleeping cars; when they are not in use they may be 
swung up against the roof of the car thus leaving the side 
windows entirely unobstructed. There is a desk and pigeon 
holes for letters and other stationery, an ice-box with separate 
food chamber, a sink, a cupboard and large water cooler, a stove 
and coal box, a toilet room and lockers for clothing, oil cans and 


lanterns. Special holders are provided for torpedoes, fusees, 
lantern globes and markers. A pressure gage is attached to the 
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crew might be embodied in the car. The results obtained in 
service have been highly gratifying and the riding qualities have 
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Part-Sectional Views of the Finished Caboose 


been found exceptionally good. The car has a total length over 
the couplers of 31 ft. 7 in.. and has platforms about 2 ft. 2 in. in 
width. The finished interior has a length of 23 ft. 5 in. and is 
8 ít. 43% in. wide. The car weighs 37,900 Ib. 

Special attention was given to the interior arrangement of the 
car, which is provided with sleeping accommodations for five 
persons in three lower and two upper swinging bunks. Two 
additional persons may also be accommodated in the cupola. 
The arrangement of the upper bunks is similar to that em- 


pipe leading to the conductor’s valve, both being conveniently 
accessible either from the cupola or the floor of the caboose. 


UNDERFRA ME 


The underframe is of exceptionally rigid construction for a 
car of this nature. The center sills are 15-in., 30-lb. channels 
spaced 127$ in. back to back and extend continuously between 
the platform end sills. They are 28 ft. 6 in. in length and are 
provided with a ' in. top cover plate between points 11 in. back 
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of the platform ends of the sill. The body bolsters are spaced 16 
ft. between centers and are built up of two 4-in. pressed steel sec- 
tions with pressed steel fillers between the center sills, and top 
and bottom cover plates. The top cover plate is of % in. steel 
14 in. wide and is 6 ft. 10 in. long. A % in. plate is riveted to the 
bottom flanges, terminating just outside of the side bearings. 
The side sills are 5-in., 11.6 Z-bars, 24 ft. in length, placed 
with the bottom flanges out. They are secured to the ends of the 
bolsters and to 3/16 in. pressed steel crossties located 2 ft. 11 in. 
on either side of the transverse center line. At the ends they 
are secured to 5 in. by 3 in. by 5/16 in. angles which form the 
body end sills. The corners of the car body are braced diagonally 
to the center sill and body bolster by 4-in., 574 Ib. channels secured 
flanges ‘downward to 14 in. gusset plates at either end. 


t Uvsser 
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Half-Sectional Side Elevation and Plan of the Steel 
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Longitudinal platform sills of 5 in. by 3 in. by 5/16 in. angle 
section are placed between the platform end sill and the body end 
sill 2 ft. 914 in. on either side of the center. 


BODY FRAMING 


The side frame is made up of seven channels. The corner 
and side posts are 3-in., 6.7-lb. Z-bars, with two additional posts 
of 214 in. by 2% in. by 14 in. angles on each side. They are se- 
cured directly to the side sills at the bottom, and by means of 
gusset plates to the 3 in. by 5/16 in. angle side plates. The bot- 
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tom of the side plate is 6 ft. 10 in. above the top of the side sill, 
and it is extended to support the platform roof carlines. 

The end panels of the side frame have single 4 in. by % in. 
plate diagonals, the lower ends of which are riveted to the side 
sills near the corner posts. Two diagonals of the same section 
are placed in the center panel, which has a total length of 6 ft. 
57$ in. The intermediate panels contain the side windows. They 
are stiffened below the windows with longitudinal angles and 
channel diagonals. The angles are of 21; in. by 2V5 in. by 14 in. 
section, and are secured to the posts by means of gusset plates, 
to which the upper ends of the 3-in, 4-lb. channels are also 
riveted. 

The door posts are 3-in., 
clear 15 9/16 in. either side of the center line. 


6.7-lb. Z-bars and are placed to 
At the bottom 
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Caboose Frame 


they are riveted directly to the body end sill and at the top are 
secured to a carline by angle connectors. Angle belt rails are 
placed between the door and corner posts at a height of 2 ft. 
634 in. above the top of the side sills and 4 in. by 14 in. flat 
diagonals between the belt rails and the body end sill, the outer 
ends being at the top. This construction provides for window 
openings in the ends of the car. 

The carlines are 274 in. by 2% in. by % in. angles, formed to 
a radius of 15 ft. 1014 in. They are secured to the side plates by 
gussets inside and the ends of their own flanges outside. The 


June, 1915 RAILWAY AGE GAZETTE, MECHANICAL EDITION 303 


cupola frame is made up of Z-bar posts and angle side plates 
and carlines, all of the same section as the similar members of 
the car body, to which it is secured by means of gusset plates; 
each gusset is riveted to the body side plate, a body post, a car- 
line and a cupola post. 


wood belt rails and vertical nailing strips are set into the frame 
and the sheathing secured to them. 
The floor is secured to 4 in. by 3 in. wood nailing strips, 
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End and Cross-Sectional Elevations Showing the End Frame and F Inished interior of the B. R. & P. Caboose 


The sheathing of the car both inside and outside is of wood. 
The question of finishing it entirely in steel was considered, but 
wood was finally chosen because of its better heat insulating 
qualities. As shown in the side elevation of the car frame, 


The Assembled Stee! Frame of the B. R. & P. Caboose 


placed 12/5 in. and 20 in. from the center line on either side. 
These strips are continuous between the bolsters, to which they 
are secured by 5 in. by 3 in. by 5/16 in. angle brackets. They 
are bolted directly to the flange of the pressed steel cross- 
bearers. Additional support for the floor is furnished by three 
channel crossbearers on either side, brackets being riveted to 
them for bolting the nailing strips. Similar nailing strips are 
placed between the body bolster and the end of the car, those 
at the center extending through to the platform end sills, while 
the others terminate at the body end sills. The first course of 


Steel Frame Caboose for the Buffalo, Rochester & Pittsburgh 


flooring is 134 in. thick and is laid on paper. Above this is 
placed another layer of paper on which is laid the top floor of 
7$-in. material running lengthwise of the car. 

The roof is laid on 27 in. by 2% in. wood carlines, which are 
bolted to the angle carlines. It consists of one thickness of 
wood sheathing covered with No. 8 canvas. 

Tool boxes are placed under the center of the car on both 
sides. These are 5 ft. 8 in. in length by 17 9/16 in. in depth by 
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15 in. in height, and are closed by side doors which are hinged 
at the top. These boxes have a steel frame made up of 4 in. 
end plates, which are flanged both top and bottom, and 2 in. 
by 2 in. by 14 in. angles. The end plates are riveted at the top 
to the flange of the pressed steel crossties and are connected 
at the bottom by the angles. The bottom and back are closed 
with 134-in. plank, the front being closed by the door, which 
opens the entire length of the box. 

In order to secure an easy riding car a specially designed 
truck has been used. It has a wheelbase of 5 ft. 6 in. The side 
frames and bolsters are of cast steel and are fitted with long 
elliptic springs. 


PROPOSED GANTRY CRANE FOR CAR 
REPAIR YARDS 


BY W. E. JOHNSTON 
Chief Draftsman, Western Pacific, Sacramento, Cal. 


Practically all machine, boiler and blacksmith shops are 
equipped with cranes of various kinds suited to their require- 
ments, but the car repairers still do their hoisting by means of 
jacks which are comparatively slow and inefficient when the cost 
of labor to operate them is considered. There is, also, an ele- 
ment of danger always present in hoisting cars by means of 
jacks because of uncertain footing under the jacks. 

The gantry crane described herein has been laid out as a 
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Pian of Car Repalr Yard for Gantry Crane Service 


suggestion for the provision of the same kind of hoisting and 
carrying facilities for the car repair tracks that have proved 
their value on other railroad repair work. The character of the 
work on repair tracks requires considerable space and the first 
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trolley with two hoists and should fulfill about the following 
specifications : 


Main. hoist, capacity soo saws bas oe ede seek de eee ee ee ees 40 tons 
Main hoist, speed 4... REIR LER EAR ae Gee oe eae es 10 ft. per min. 
Naxiliary hoist; capacity iss cd oo ars ode o eo RN Ea SR SS a 10 tons 
Auxiliary hoist, speed. ........ 2... cece cece eee e eee esc eee 30 ft. per min. 
Bridge travel 55.202 sss iho te be ve bea rSn eimi ax resa eae 500 ft. per min. 
Trolley travel roo urhe Rea ew A Sa ew quio ee es 100 ft. per min. 


The main hoist would lift one end of any loaded car or, with 
proper grappling irons, would lift the entire body of any empty 
car, thereby eliminating the use of jacks for the purpose of 
raising the cars for the removal of trucks or for other purposes. 
The auxiliary hoist is intended for handling trucks, mounted 
wheels, couplers and other lighter parts. 

On the track layout a shop is shown at the side of the tracks 
near the transverse center line of the yard. This is intended 
principally for mounting wheels, but could include any other 
metal working machinery desired for other repair work. By 
locating the shop near the center of the tracks the average 
distance traveled by the crane in handling material to and from 
the shop is reduced to a minimum. 

With the crane and runway as shown, a complete truck or 
any smaller part could be picked up at any point and laid down 
at any other point within the space served by the crane. This 
would make it possible, for example, to remove an entire truck 
from its car and deliver it to the shop, where repairs could be 
made more conveniently and cheaply than in the yard. 

In working out the design of the runway the requirements 
of safety were kept in mind as well as low cost. A high speed 
gantry crane running on a track at grade would be dangerous. 
to men working in the vicinity and the crane itself would be 
liable to derailment from obstructions on the track. With the 
low runway as shown the rails are at such a height that they 
will always be olear and there is no occasion for injury to em- 
ployees. This arrangement leaves the ground clear except for 
the columns supporting the runway. 


SIGNIFICANCE OF THE Worn Dnarr.—The word “draft” as used 
in describing boiler practice is indefinite. Sometimes it signifies 
the motion of the gases, but ordinarily it means the difference 
in pressures which produces the motion. Thus, for example, if 
the difference in the water columns in the U-tube connected to: 
the breeching is 1 in. the draft in the breeching is said to be 
l in. of water. Actually, of course, the pressure of the gases. 
within the breeching is 1 in. of water below atmospheric press- 


General Arrangement of Gantry Crane for Car Repalr Yards 


problem is to make the equipment cover a large territory with- 
out becoming too expensive. Fairly high speed is essential, 
also, on account of the distances to be traveled. 

The drawings show an arrangement that is believed to cover 
the requirements satisfactorily and at reasonable expense. The 
gantry crane with cantilever extensions would have a single 


ure. If kerosene is used in the gage the difference in height of 
the two columns must be multiplied by the specific weight of 
the kerosene in order to obtain the figures for inches of water. 
The average specific weight of ordinary kerosene is about 0.78,. 
so that when kerosene is used, if the draft gage indicates 12 in.. 
the draft is 1.2 by 0.78, which equals 0.936 in. of water. 
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GREAT NORTHERN RECLAMATION 
| PLANT 


The geographical location of a railroad governs to a large 
extent the practices to be followed in the reclamation of scrap 
material. Some roads find it to their advantage to concen- 
trate the classifying, reclaiming and salvaging at one principal 
point on the system, while other roads salvage and reclaim a 
great amount of material at the various shop points, leaving 
the classifying to be done at the scrap docks. This latter 
practice the Great Northern has found it expedient to follow, 
owing to the number and location of its shops; and its shop 
men are so trained that but little usable material finds its way 
to the general scrap docks. Thus it is only necessary to 
classify the scrap, salvaging what material is picked up from 


the road, such as track material, wreckage, etc., which is: 


brought directly to the scrap dock. 

The bulk of the scrap is received at St. Cloud, Minn., 75 
miles west of St. Paul, where it is sorted and held for ship- 
ment to the scrap dealers, with the exception of the wrought 


Fig. 1—Scrap Plie at St. Cloud 


iron scrap, which is salvaged or worked over into first class 
bar iron in the rolling mill at that point. On the extreme 
west end of the system the scrap is classified and sold direct 
to the mills in that vicinity. By following this plan a large 
amount of cross hauling of the reclaimed material is elimi- 
nated, the stores department is relieved of a large amount of 
accounting, since the material reclaimed is turned directly 
into the local stock, and the shops receive direct credit for 
the amount of material they reclaim. 

While the company has met with marked success in operat- 
ing on this basis the chief point of interest is the reworking 
of the wrought iron scrap at St. Cloud. At this point the 
company operates a full fledged rolling mill for this purpose, 
and since it was started in August, 1913, it has reworked all 
of the wrought scrap originating on the entire system at a 
substantial profit. During the year 1914 this mill produced 
8863835 lb. of bar iron, divided into various classes as 
follows : 


Round iron, common ........... e eR Imre 6,326,865 1b. 
wuare iron, COMMON v koe o) Ek Ru as Er q EE RS 42,780 lb. 
at iron, common M cmm 1,852,635 1b. 
formed iron, common (for reinforced concrete) ............ 14,505 lb. 


SHOP PRACTICE 


Hexagonal iron, féfned..2 ceres aao bao) eee Sea d n e 91.480 Ib. 
Round iron, refined oes t S E ERRCEQSS PRU E teur Ya 507.407 Ib. 
Flat iron; refined osos oes eee ba EAE x Oa ed cR S 28,163 1b. 

Total! «deri to aene EORR werk edu e pa E o we ae 8,863,835 lb. 


This was done at a cost of less than 90 cents per 100 1b., on 
an average, this figure including the cost of the scrap at cur- 
rent prices and all overhead charges, and it is conservatively 


Fig. 2—Wrought iron Scrap Ready to Be Made Into Piles for the 
Rolling Mili 


estimated that a saving of over 25 per cent has been made 
on the market price of the iron rolled. 

The mill is operated as a distinct unit and is under the 
direct jurisdiction of the superintendent of motive power in 
charge of shops. All the work connected with it is done on a 
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Fig. 3—Piiing Bench at St. Cloud Rolling Mill 


contract basis, the standard rolling mill scale being followed 
consistently. The wrought scrap is sold to the mill by the 
stores department, as to an entirely independent concern, at 
the prevailing scrap prices, and the mill sells, as it were, 
direct to the stores department, charging for the material the 
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cost of production, which includes the scrap cost and all over- 
head charges. This price is carried in all the general price 
lists and is changed monthly. As the mill is able to supply 
the needs of the system there is no confusion with the outside 
market prices. The work of the mill is done on a shop order 
basis, the orders being issued by the stores department for a 
sufficient quantity to warrant the changing of the rolls. 
The workmen in the mill are all experienced mill men, it 
being found quite desirable to obtain them from other mills 
rather than to attempt to educate the local men to do the 
work. The force consists of one head roller, who has charge 
of the mill and with whom the contracts are made, two 


Fig. 4—Sheared Wrought iron Axles Which Are to be Rolled Into 
Refined Iron Bars 


roughers, two stranders, two finishers, one catcher, one 
hooker-up (these men pass the heated bars through the rolls), 
two heaters, two helpers, two straighteners, two shear men 
and four pilers, all of whom are paid out of the contract price. 

The scrap as it is received from the system is shown in 
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against any orders for such material. The wrought iron 
scrap which is not thus handled is cut to proper length for 
piling, sorted and delivered to the piling bench. Fig. 2 shows 
a pile of the smaller pieces just outside of the mill. As it is 
required it is shoveled through the window onto the piling 


ey 
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Fig. 6—Shop for Malntaining the Mill Rolls 


bench shown in Fig. 3. Here it is made up into piles varying 
from 75 lb. to 250 lb. in weight. The flat iron is used for the 
sides and battens oí the piles. 

The wrought iron axles are sheared to length as shown in 
Fig. 4. This iron is rolled into what is known as the refined 
iron mentioned in the output table previously given. It is used 
for engine bolts, all rivets except those used in boiler work, 
and such other material as requires a better grade of iron 
The iron made from the piles is known as common iron. 
The piles are heated in two large oil furnaces of the rever- 


Fig. 5—Rear View of the Rolling Mill; Roughing Rolls on the Left 


Fig. 1. It is classihed from this pile and delivered to the 
scrap bins, with the exception of the wrought iron scrap. 
The rods in good condition and of a diameter generally used 
at different points are cut to length, straightened and applied 


berating type, each having a capacity of 1,900 lb. per heat. 
These furnaces are located in front of the rolls, one on each 
side, and each furnace is used in rotation; that is, while one 
is feeding the rolls the other is heating its charge to the 


June, 1915 


proper rolling heat. The heated piles are carried from the 
furnace to the mill, a rear view of which is shown in Fig. 5, 
by long tongs suspended from an overhead trolley which 
runs between the two furnaces and the roughing rolls shown 
on the left in the photograph. 

The mill is what is known as a 12-in., three-stand mill, there 
being three sets of housings. The rolls in the different stands 
are connected by flexible couplings and the entire mill is 
driven by a 125-hp. Buckeye engine. The housings of the 
mill were built by the company and the rolls purchased from 
the United Engineering & Foundry Company, Pittsburgh, Pa. 
For the entire work of the plant 44 separate rolls are required. 
These are maintained in condition by a machinist, a special 
room being assigned to this purpose (see Fig. 6). The rolls 
are such that the following sizes of bars may be rolled: 
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Róünd iron . o oii a ae eee a et ee Rd. y¥% in. to 1% in. 
Square iron Lois Rud ots ee e hd dA Tm PEE in. to 1% in. 
Hexagonal iron ................ eee nnn in. to 13$ in 
Flat iron loeo LR e e E La ab CIN enit in. to ] 1 
in. to 
in. to 
in. to 
in. to 
in. to 
in. to 


SORGEGEEGEOERUK 
5 
EEEE 
c 
< 
N 
NN 
5 


to 1 in. by 4 in. 
yo in. by 1% in. 

In addition to this, deformed iron is rolled for concrete re- 
inforcing bars. All but the %-in. round iron is rolled to size 
in one heat. This is made into billets in order to produce 
the necessary homogeneity of metal for the small bar. 

As the finished bar comes from the rolls it is placed on a 
hot bed. Bars have been rolled as long as 200 ft. The maxi- 
mum output made by the mill is 75.000 lb. for one day (a day 
is governed by the run of the heats) and 1,480,000 lb. for one 
month. The bars are taken from the hotbed while still hot, 
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the mill occupies a space 250 ft. long by about 45 ft. wide. 

With all this material collected at this point it has been 
found expedient to manufacture bolts, rivets and grab irons 
During the year 1914 


at St. Cloud for the entire system. 


Fig. 8—Carriage Bolts Made on Automatic Bolt Machines 


over 1,600,000 bolts were made at an average cost per 100 lb. 
of $1.20 without nuts, this cost including the cost of the iron 
as produced by the mill, labor and the necessary overhead 
expense. In addition to this 322,740 15-in. carriage bolts were 
made at an average cost of $1.60 per 100 lb. without nuts. 
One hundred and seventy-six thousand rivets were also made 
at an average price of $1.25 per 100 1b. boxed. This latter 


des Fig. 7—Storage Yard for Finished Bar Iron 


passed over a series of large diameter rollers and cut to 
length, usually 16 ft, on an alligator shear. They are then 
weighed on track scales and placed in stock as shown in 
Fig. 7. The refined iron is distinguished from the common 
iron by the use of red paint on the ends. Taken as a whole 


item alone represents a saving of over 300 per cent. The 
bolts and rivets under 9 in. in length are made in an auto- 
matic Ajax bolt machine which is fed directly from a furnace 
handling the 16-ft. rods. This machine will produce on an 
average of 1,500 lb. of rivets per hour and 4,000 bolts. Fig. 8 
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shows some of the carriage bolts thus made. The bolts over 
9 in. in length are made on a continuous motion bolt machine, 
which will produce 1,200 bolts per hour. 

As stated in the first part of this article, the local shops do 
what reclaiming is possible. For instance, a group of ma- 
chines is used in the freight car repair shop at St. Cloud for 
reclaiming the bolts and nuts taken from the cars under 
repairs. It consists of a four-head threading machine, a small 
shear and a six-spindle nut tapping machine. Those bolts and 
nuts that are found suitable for use are placed directly in bins 
in the shop for immediate use. Those bolts that are slightly 
damaged are sheared off, rethreaded and placed directly in 
the available stock, and the nuts that are badly rusted are 
tapped and also made available for immediate use. Large 


quantities of bolts are thus reclaimed with all the otherwise 


necessary accounting and trans-shipping eliminated. 

In addition to the manufacture of bar iron at St. Cloud the 
Great Northern makes all of its heavy bar iron from 2 in. up 
to 12 in. square for the system at its Dale street, St. Paul, 
Minn, shops under a 4,000 lb. hammer. The scrap is made 
into piles of 250 lb. and hammered into slabs and held in stock 
for shop orders for heavy bar iron. This shop slabs 11,000 
lb. per day. In cases of emergency the material is worked 
into driving axles. The company also maintains its brass 
foundry at this point, where all the brass scrap is received and 
used. This foundry provides the necessary brass castings for 
the entire system and has a capacity of 15 tons. 


LOCOMOTIVE BOILER INSPECTION 


I don't quite agree with the very optimistic statement made 
bv the chief of the Federal Boiler Inspection Bureau as to what 
his bureau has done. I hope he did it and | hope he will con- 
tinue to do it, but there is an old Spanish proverb which states, 
"What has not happened for two years, may happen in two 
minutes.” And it is quite correct. 

The Public Service Commission of the state of New York, whose 
members have had five years’ experience in conducting a locomo- 
tive boiler inspection bureau, state in their report for 1913 that 
they doubt very much the wisdom of continuing the locomotive 
boiler inspection department, as the officers of the mechanical de- 
partments of the railways have so adequately performed their 
work that they do not see why it is necessary. And then they go 
on and show a tabulated statement as to the number of acci- 
dents before and after—really not before, but the trst year, 
which can be assumed as being before the boiler inspection bu- 
reau was established, because any rules put into force had not 
had time to make a radical change in the conditions that had 
heen in effect—and during five years from 1909, accidents were 
reported as follows: 1909. 12 accidents; 1910, 11 accidents; 
1911, 36 accidents; 1912, 35 accidents, and 1913, 27 accidents. 
Now I de not for a minute mean to criticize the boiler inspec- 
tion department of the federal commission. | am well ac- 
quainted with a number of the gentlemen connected therewith, 
and their work has been of the most meritorious character, but 
it is a question in my mind as to whether the public of the United 
States has gotten back the $225,000 paid those gentlemen for 


performing their work (which they earned) and whether they. 


have gotten back the $6,000,000 paid by the railroads for im- 
proving a theoretical and not a practical condition. Do not mis- 
understand me; there has been improvement. The question is 
whether the improvement, or all of it, has been worth while. 
Another question is whether we cannot accomplish the same 
improvement with very much less documentary evidence. The 
Public Service Commission of New York remarked in the 1913 
report, “The mass of correspondence reaching this office and 
the number of reports reaching the office is so great that we 
could not inspect the boilers.” 

The Federal Congress at 4 o’clock one morning passed a law 
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extending the authority of the chief of the Division. of Loco- 
motive Boiler over the entire locomotive and its 
parts. If the gentlemen who advocated that law know what it 
means, they know more than any railroad. man in the United 
States —D. F. Crawford, general superintendent of motie 
power, Pennsylvania Lines West, before the Pittsburgh Rail- 
way Club. 


Inspection 


DOUBLE TIRE FLANGING TOOL 


BY R. E. BROWN 
Machine Shop Foreman, Atlantic Coast Line, Waycross, Ga. 


In a large number of shops the driving and car wheel lathes 
were built before the advent of high-speed steels made neces- 
sary by the rigid construction found in modern machine tools. 
These old machines are too light to permit the use of flanging 
tools cutting on both sides of the flange at the same time, and 
the tool shown in the drawing was designed in order that the 
operator might be able to finish flanges under such conditions 
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Fianging Tool for Light Wheel Lathes 


without removing and replacing the tool holder in the tool post. 
The contour of the tool is correct for both the inside and outside 
of the flange, but the opening is widened so that the two parts 
are separated by about 34 in. After finishing one side of the 
flange it is only necessary to move the head over 3% in. to finish 
the other. 


STRENGTH OF CAST TRON.—It was pointed out before the Society 
of Chemical Industry that the strength of cast iron was affected 
by the addition of wrought iron in the following proportions: 
With 100 parts of cast iron 10 parts of wrought iron increases 
the strength 2 per cent; 20 parts of wrought iron increases the 
strength. 32 per cent; 30 parts of wrought iron increases the 
strength 60 per cent; 40 parts of wrought iron increases the 
strength but 33 per cent. The maximum result is therefore pro- 
duced with 30 per cent wrought scerap.—.dnerican. Machinist. 


SUBSTITUTE FOR WoopEN. ParrTERNs.—Some of the objections 
to wooden patterns, on account of the grain of the wood and 
che pronounced effects of temperatures, are claimed to be over- 


"come by a composition of three parts starch, one part ground 


glue and two parts fine resinous sawdust, mixed into a paste 
by the addition of water. The sawdust should not be added 
until the starch. and glue have been dissolved by the water. 
After the ingredients are thoroughly mixed, the whole is heated 
to 190 deg. F. and continued until it becomes a hard mass. lt 
is then allowed to cool, when it is ready for removal from the 
receptacle. The resulting composition is a strong, hard, horn- 
like substance that can be machined, sandpapered and var- 
nished the same as wood. It is decidedly less inflammable than 
the latter —4merican Machinist. 


MASTER BoiLER MAKERS' CONVENTION 


Oxy-Acetylene and Electric Welding Processes in 


Boiler Maintenance; 


The ninth annual meeting of the Master Boiler Makers' Asso- 
ciation was held at the Hotel Sherman, Chicago, May 25-28, 
President James T. Johnston, Atchison, Topeka & Sante Fe, 
presiding. 

An address was made by E. W. Pratt, assistant superintendent 
motive power and machinery, Chicago & North Western, of 
which the following is a brief abstract: The work of boiler in- 
spection has been carried on and developed by the government 
with very little opposition. The government inspectors and the 
railroad representatives have co-operated for the benefit of both 
and of the public. There were good reasons for some of the 
railroad legislation enacted during the past years, but the general 
opinion seems to be that this has been overdone and that the 
railroads have been exhausted by the excessive doses of cor- 
rectives applied. They now need a rest. 

Statements made before legislative committees as to the mill- 
ions of dollars involved by certain enactments do not produce 
any very great effect. On the other hand, a simple statement 
made before such a committee in reply to a request for detailed 
information from the general manager on any topic and show- 
ing, for instance, that it is necessary for a railroad to haul 4% 
tons of coal one mile to pay for the cost of a postage stamp, has a 
much better effect on the committee and the galleries than many 
statements in which millions of dollars figure. 

Mr. Pratt also mentioned the tendency of politics to become 
cleaner and the necessity of men in responsible positions, such 
as occupied by the master boiler makers, taking an active part in 
civic affairs. Decreasing the revenue of the railroads, coupled 
with increases in taxes and wages, makes it dependent upon all 
interested to see that conditions are improved. To this end 
every man should go to the primaries and see that the proper 
men are nominated and elected. Keep in close touch with the 
employees. Be fair and honest with them, for without the sup- 
port of rank and file no man can secure permanent advancc- 
ment. Be courteous and considerate, and be as careful as to 
how a thing is said as to what is said, and the strength of the 
individual as well as the Master Boiler Makers’ Association will 
be augmented. 

Mr. Pratt recommended the use of oxy-acetylene and electric 
welding machines and urged the necessity of having as many 
shops and terminals as possible equipped with them. He also 
directed attention to the necessity of following closely the minute 
details of boiler work, such as keeping the flues clean; inspecting 
the heads on flues; boring out flues; inspecting beading tools to 
see that they are in proper condition; maintenance of arches, ash 
pans and front ends; watching the tendency of the sheets to 
corrode at the grate frame and packing the space between it and 
the sheets with something to kcep the ashes out; last of all the 
advisability and necessity of being courteous to the men. 

The treasurer’s report showed a balance on hand of $758.66. 
The secretary’s report was not ready because of illness. 

Frank McManamy, chief boiler inspector of the Interstate 
Commerce Commission, presented a paper in which he called at- 
tention to a tabulated statement of the work that had been done 
in the matter of boiler inspection by the commission during the 
frst nine months of each of the fiscal years, 1912 to 1915 inclu- 
sive, with the results that had been obtained therefrom. 

While the decrease in the number of accidents, as a whole, and 
in the number of casualties resulting therefrom, has been re- 
markable, there are certain types of accidents which show either 
no improvement or a very unsatisfactory one, thereby indicating 
that the causes of such accidents are not being given sufficient 
consideration. 


Treatment of Feed Water 


The credit for the results obtained as shown in the percentages 
does not all belong to, nor is it claimed by the representatives 
of the government, as it is fully realized that, without the 
co-operation of those in charge of the maintenance of locomotive 
boilers, it could not all have been accomplished. The statement 
has been made in a few instances that the Federal boiler in- 
spectors are not co-operating with the railroads because they 
refuse to permit defective equipment to remain in service. The 
purpose, for which co-operation is desirable, is to improve condi- 
tions, thereby reducing the number of accidents and it would not 
be permitted under the law to co-operate for any other. There- 
fore, to co-operate with this end in view means to be diligent in 
the effort to discover defects and to require repairs to be 
promptly made, and it should mean the same thing to the rail- 
roads. 

One of the causes of accidents, in the prevention of which 
satisfactory progress 1s not being made, is arch tube failures. Of 
course, when we take into consideration the increased number of 
arch tubes in use, some progress towards preventing failures has 
been made, but inasmuch as the records show that approximately 
three out of every four of such failures are due to improper ap- 
plication or failure to keep the tubes clean, the progress made is 
far from satisfactory and the remedy is, to a great extent, in the 
hands of the master boiler makers. 

Accidents due to flue failures also indicate that, in too many 
instances, quantity rather than quality is the controlling factor 
when passing upon the qualifications of the flue welder. 

Failure of injector steam pipes is another source of accident in 
the elimination of which satisfactory progress is not being made. 

Without any intention of opening or influencing the discussion 
of a subject which has not yet been presented to the convention, 
its importance, due to the disposition to extend its use and the 
prominent place it is given in the program, will justify making 
clear at this time the position which has been taken in regard to 
it. It is the matter of autogenous welding, upon which two com- 
mittee reports are to follow. While the art of autogenous weld- 
ing as at present practiced is comparatively new, the number of 
uses to which it has been successfully adapted indicate its value; 
therefore, the commission has hesitated to attempt in any way 
to restrict its use, preferring to allow its usefulness to be de- 
veloped to the fullest extent consistent with proper condition of 
equipment. Like many other valuable ideas, some of its over- 
enthusiastic friends are using it to an extent and for purposes 
which are resulting and will result in retarding its development 
and restricting its legitimate field, as it is not a cure all for all 
boiler ills. 

Welding over stavbolt heads so they could not be tested, and 
renewing, in the same way, button heads, which on account of 
leakage had heen heavily calked and could not be kept tight. are 
practices to which objection has been made. It is also held that 
autogenous welding should not be used to repair any part of a 
boiler that is wholly in tension under working conditions. To 
its proper use on stayed surfaces no objection has been made, 
for the reason previously stated. There is no desire to hamper, 
in any way, the proper development of any useful art. 


OXY-ACETYLENE PROCESS FOR BOILER WORK 
The report, after citing the necessity of having an oxy-acety- 
lene apparatus in the hoiler shop, gave a partial list of the work 
that can he done with it. This list, with the methods used, is as 
follows: 
Welding in side sheets and patches. When welding in side 
sheets, some boiler foremen make an allowance for contraction 
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by dropping one end of the sheet, while others get good results 
hy not making any allowance for contraction. The welding in 
of side shects, instead of riveting them, has been made a standard 
practice by some railroads; in fact one railroad is now cutting 
the side shects off just above the mud ring and also at the seam 
at the crown sheet. In this way they save taking out the mud 
ring rivets and do not disturb the corners. When welding 
patches in side sheets, good results have been obtained by put- 
ting in round or oval shaped patches. Other roads use disk or 
make box patches for welding. It is necessary to do this to take 
care of the contraction. 

Building up washout plug holes around the firebox or front 
flue sheet. 

Welding cracks in side sheet doors and crown sheets. 

Welding up cracked bridges in flue sheets. One method used 
in welding cracked bridges is to cut out the crack, then hammer 
the ends of the bridge in and weld. After it is welded and while 
hot, it should be hammered back straight. This takes care of 
the contraction. There are some welders who can weld broken 
bridges without doing this. 

Welding seams in door holes instead of riveting or plugging. 
This is done in two ways; one is to make the lap of the door 
flange long enough to cover the holes in the back head and weld 
what would be the calking edge, if rivets were used. The other 
is to cut the flange in the back head off just back of the rivet 
holes and butt the door flange to it; then weld it the same as 
welding in a patch or side sheet. 

Welding in tube sheets and door sheets. This is now being 
done by some railroads; in fact, fireboxes are now being ap- 
plied and the only rivets used in them are those in the mud ring. 

Welding cracked and broken mud rings. The general practice 
in welding cracked or broken mud rings is to cut a piece out of 
the firebox sheet, then cut a V-shaped piece out of the mud ring 
and weld the ring from the top side, although some successful 
welds have been made by cutting out a V-shape and making the 
weld from the bottom. 

Welding tubes in back tube shect. The welding of tubes in 
back tube sheets does not seem to be as successful with oxy- 
acetylene as with the electric process. [t is also slower. Some 
success has been reported where copper ferrules are not used. 

Welding up pits in tubes. Large savings are reported by some 
railroads doing this. 

Welding safe ends on superheater flues. In doing this, two 
methods might be mentioned; one is to butt weld by placing the 
flue and safe end in an angle iron, spot weld it in four places, 
then turn the flue while the operator welds it. The other way 
is to bell the flue if the weld is made on the firebox end and in- 
sert the safe end, leaving a lap of % in. The weld is then made 
at the edge of the flue. If the weld is made on the front end of 
the flue, the safe end should be belled. This is done so the edge 
will not obstruct the flow of gases or the flames get under the 
lap. The claim made for welding flues in this manner is that 
in case the weld should fail, the danger of breaking off is re- 
moved by the lap holding the flue. 

Welding up staybolt holes in side and crown sheets. 
saves bushing holes and sometimes patching. 

Some of the uses for the cutting torch are: Cutting out shell 
sheets; cutting out firebox sheets; scrapping boilers; cutting out 
superheater flues; cutting out countersunk rivets; cutting off 
rivets on shells and mud rings; cutting off staybolts and radial 
stays; and cutting off stavbolt ends for driving. 

In order to use the oxy-acetylene process to the best advantage, 
the shop should be equipped with an acetylene generating plant 
and piped throughout. ; 

When portable outfits are used, time is lost and it is also neces- 
sary in most cases to send a helper with the operator to help 
with the tanks. When verv many welders are uscd, one good 
operator should be advanced to chief welder and his duties should 
be that of an instructor when breaking in new welders, and to 
see that torches, hose and gages are kept in shape at all times, 
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and that work is properly prepared for welding, as many failures 
in welding can be traced to the work not being properly pre- 
pared. An accurate check should be kept to show the cost of 
every Job of welding that is done, as there is danger of doing 
work with the oxy-acetylene torch that could be done cheaper 
some other way. Men should be picked for welders with care 
and instructed for a time by a competent welder. 

Without going into the chemistry of the subject, it is pertinent 
to point out that purity in oxygen is of first importance, not only 
because the foreign matter usually enters to some extent into 
combination with the metal of the weld, but because the flame 
temperature is reduced and the rate of welding or cutting is also 
reduced. Oxygen loses rapidly in efficiency with each per cent 
of impurity much the same as incandescent lamps lose rapidly in 
candle power for small drops in voltage. 

With reference to the manufacture of oxygen, it was stated 
that at the present stage of the art, it is unwise for any com- 
pany to generate oxygen by chemical means unless in some small 
shop exceedingly remote from any source of supply of com- 
mercial oxygen. Because of the occasional polarization difhcul- 
ties, the manufacture of electrolytic oxygen must be attended by 
frequent purity tests since the percentage of hydrogen is increased 
on the oxygen side of the polarized cell. Three per cent of hy- 
drogen renders oxygen unsafe. 

The largest producer of oxygen in this country employs the 
liquid air process. That company is admirably equipped for meet- 
ing its customers’ needs, since it has 10 plants and 16 warehouses 
at important cities throughout the country. Any user realizes 
the value of an unfailing oxygen service represented by numerous 
charging stations and by hundreds of thousands of cylinders. 
Since freight charges enter into the cost of oxygen, numerous 
sources of supply and cylinders of minimum weight are both im- 
portant factors. 

Liquid air oxygen has a very small percentage of nitrogen 
which, being an inert gas, does not make an explosive mixture 
with the oxygen, and on that account the liquid air product is 
absolutely safe. Recent competitive tests in cutting operations 
have shown liquid air oxygen to be high in efficiency; in fact it 
invariably demonstrated its superiority over oxygen produced 
by other systems. 

Oxygen cylinders can be brought to the work, but in large 
shops, or in fact in any shop employing two or more welders it is 
better to install a pipe line and to discharge a battery of 1O to 20 
cylinders into it through one reducing valve. This plan has the 
advantages, first that the gas is available at numerous points in 
the shop, and second that the operators lose no time through 
shortage of oxygen, or through carting cylinders from job to job 
or to and from the storehouse. A continuous supply of oxygen 
is a valuable asset in doing long jobs. 

Acetylene can be used with perfect safety. In selecting à gen- 
erator, one should only consider those which have been approved 
by the laboratory of the National Board of Fire Underwriters. 
None but carbide to water feed should be considered. 

In this country there are two principal classes of generators; 
high pressure, by which is meant pressure over one pound per 
square inch, and low pressure, or less than one pound per 
square inch. All things considered, the low pressure type is the 
better for railroad work. Some reasons are outlined helow: 

Low and constant pressure is desirable for safe and economical 
operation. The Underwriters’ rules prohibit pressures, on undi- 
solved acetylene, in excess of 15 Ib. per sq. in. Most high pres- 
sure generators work up to 15 1b., which is taken as the maxi- 
mum safe pressurc because acetvlene 1s unstable under high pres- 
sures and one of the essentials, in fact the greatest essential of 
safe operation is low pressure. 

It is absolutely certain that any shop possessing apparatus gen- 
crating or storing free acetylene above 15 Ib. pressure is courting 
accident. 

In order to obtain high efficiency from blow pipes, steady 
acetylene pressures are imperative. When a blow pipe has been 
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adjusted for a given pressure of acetylene, if the pressure 
changes, then the proportion of oxygen to acetylene is varied 
and imperfect combustion results; or, in other words, the flame 
does not remain neutral. A decrease in acetylene pressure gives 
an excess of oxygen, resulting in a tendency to burn the metal. 
An increase in acetylene pressure tends to give a reducing flame 
favoring absorption of carbon by the metal and also, in some 
cases, causing the weld to become porous. 

This is a matter of great importance and wherever blow pipe 
operators have contended with constantly varying pressures, 
especially in boiler work where strength of welds is paramount, 
neither the men nor the process should be censured if failures 
resulted. If good results were obtained the operators must have 
been very competent and highly conscientious in their efforts to 
maintain proper proportions of oxygen and acetylene. 

This important feature is mentioned here, in connection with 
high and low pressure generation, since the former usually de- 
pends on a change in the pressure of the gas to actuate the car- 
bide feeding mechanism. Low pressure apparatus, on the other 
hand, depends for feeding carbide on a variation in the volume 
of the gas in the holder and in no way on a pressure change. 
The advantages to be derived from constant pressure cannot be 
over-emphasized. 

A pair of low pressure generators, with a common gasometer 
discharging to a pipe line is admirably fitted to give a continuous 
supply of gas so that operations are not interrupted by recharg- 
ing. High pressure generators do not operate well in duplex ar- 
rangement, and when used singly are the cause of much delay 
and loss in efficiency due to necessity for reheating welds, which 
have been allowed to cool at the time of re-charging. 

It is not wise from the standpoint of safety to truck any form 
of acetylene generator through a crowded railroad shop. Danger 
from tipping over, collisions, falling objects, electric wires, port- 
able furnaces, etc., make it much more risky to use a portable 
generator than to isolate a stationary machine in a small sepa- 
rate building designed for the purpose, and to carry the gas, by 
approved methods of piping, throughout the shops. 

A question might well be asked concerning the attendance ex- 
pense of the duplex generator. It is very low. In one shop, 
near Chicago, employing nine welders regularly, one of them 
tends to the oxygen manifold and acetylene generator. Those 
duties occupy him, on the average, 172 hours per working day 
of nine hours. Therefore the attendance requires 15 per cent 
of the time of one man out of nine or 1.85 per cent of the total 
time of all the welders, which is an almost negligible item of ex- 
pense. 

No operating problems are involved, providing the pipe lines 
are properly laid out and installed, to give safe and economical 
service, such as hydraulic flash back traps which absolutely pre- 
vent fire from traveling backwards through the hose to the pipe 
line. 

Without going into details here, it is correct to state that any 
shop, regularly employing two or more welders should pipe for 
hoth oxygen and low pressure acetylene, rather than to use any 
form of portable apparatus. 

Because of the unstable nature of acetylene under pressure, it 
cannot be stored in tanks or cylinders like air or oxygen, but 
must be compressed in receptacles containing fibrous material, 

usually asbestos and also a liquid known as “acetone.” 

Acetylene in this form is very useful for lighting purposes and 
for operating blow pipes at remote points, where pipe lines do not 
reach and generators would prove too bulky. Emergency work, 
such as cutting operations at wrecks or occasional johs at small 
outlying shops. can best be handled in this way, but it is not ad- 
visable for many reasons to regularly use the tanks in shops em- 
Paying two or more operators. 

The main repair shops of railroads owning 150 or more loco- 
motives, should not entertain compressed acetylene installations, 
simply because the volume of work warrants a generator plant 
in order that the highest operating efficiency may prevail. 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


311 


Compressed acetylene costs the consumer from 21⁄4 cents to 3 
cents per cubic foot at the blow pipe, when all items of expense 


are considered, such as first cost, freight, investment, etc., com- 


pared to a cost of less than one cent for acetylene from a gen- 
erator. The presence of the acetone in the cylinders, mentioned 
above, has an important bearing on operating expenses. Most 
acetylene cylinders are made in sizes suitable for lighting pur- 
poses, where the demand of the burner is much less in cubic feet 
of acetylene per hour than when blow pipes are used, especially 
the larger ones, such as used on locomotive work. Consequently 
when the blow pipe requires from 40 to 60 cubic feet of gas per 
hour, as on plates 3$ in. thick and larger, on mud rings, frames, 
etc, the cylinder is worked beyond capacity, especially if not 
freshly charged, and there is difficulty in getting ample acetylene 
for the burner, without drawing out some of the acetone, which 
has the bad effect of reducing the temperature of the welding 
flame, thereby reducing the efficiency and raising the cost oí 
doing work. Also the replacing of acetone at the time of re- 
charging is a factor in the cost of gas. 

In the use of the blow pipe, a wide range of welding tips 
should be provided, not less than ten different sizes, and so de- 
signed that an operator can quickly change from one to an- 
other. Four sizes of cutting nozzles, at least, should be pro- 
vided, so that high efficiency may prevail in cutting all thicknesses 
of metal. 

Cutting blow pipes should have an instantaneous lever con- 
trol of the cutting supply of oxygen, and the preheating jets 
should be grouped around the cutting jet so that the blow pipe 
is "universal" that is to say, that no matter in what direction 
parallel to the surface being cut the blow-pipe tip is moved, a 
preheating flame will always lead the cutting jet. Unless the 
jets are so arranged, the operator must keep the axis of his 
blow pipe in line with the cut and that is extremely difficult on 
many jobs, such as, for example, in cutting firebox sheets near the 
corners. 

Provision for controlling the size of preheating jets, regardless 
of the oxygen pressure and size of nozzle, is a recent development 
in the cutting blow pipes furnished by a large company, which 
permits the operator to adjust the intensity of his preheating 
jets to the needs of the work. Varying intensities of preheating 
flames may be desired even for a given thickness of metal, and 
for one size of nozzle and oxygen pressure. For example, inter- 
mittent cutting, as on staybolts with short cuts and much pre- 
heating relative to the length of cuts, requires stronger preheat- 
ing jets than is needed for a continuous cut on a long sheet of 
the same thickness. Round surfaces do not preheat as quickly 
as thin sections or sharp corners. 

It is of the utmost importance that a proper filler metal should 
be selected for welding. Norway iron wire of great purity is best 
for firebox work and no flux is needed, but it is not the best 
practice to weld a cast steel mud ring with that metal, which has 
48,000 Ib. tensile strength, when the mud ring steel probably has a 
strength of from 60,000 to 75,000 Ib. per sq. in. 

It is not sufficient to use a "filler" of the same grade as the 
metal to be welded, or to use one which might seem even better 
in quality than the object to be welded. For example, any cast 
iron to be found on a locomotive no matter how good it may 
be for the purpose it was made, does not make a good "filler" 
on a casting where it is important to get a clean, strong weld, 
which works well under a tool. The reason is, that on cast iron 
work a special alloy "filler" iron containing from three to four 
times as much silicon as is found in ordinary foundry castings is 
needed. The excess silicon replaces that of the welded casting, 
oxidized in the making of the weld, and since the silicon controls, 
to a large extent, the proportion of combined and íree carbon 
which there is in the casting, it cannot be removed without hard- 
ness resulting. 

Oxy-acetylenc welding, to be carried on with best of success, 
must include the use of “fillers” and fluxes specially compounded 
to meet the needs of the different metals to be welded. This ap- 


312 


plies to all forms of iron and steel, forgings, plates, shapes and 
castings, and to copper, brass and aluminum. 


DISCUSSION 


Attention was, at first, called to the wide range of work that 
can be done with the oxy-acetylene apparatus in reclaiming old 
material, such as steel castings, forgiugs and in cutting up sheets 
and structural material, after which the discussion was confined 
almost solely to the consideration of its uses for welding. 

Insistance was repeatedly placed on the necessity of having the 
work done by skilled men, and especially of having the metals 
hot enough to flow and come together; for, unless they are melted 
and if the welding material is allowed to flow in before the 
proper temperature is reached, there will be no weld. 

Care must also be exercised to see that the proper proportions 
of oxygen and acetylene are used. If there is too much acetylene 
there will be a tendency to crystallize the metal, and if the oxygen 
is in excess the metals will be oxidized. It is also well to have 
the sheets brought together and heated to a welding temperature 
so that they are really joined before putting in the welding ma- 
terial. If this is done there is no reason why from 96 to 98 per 
cent of the welds should not be good. 

As for the vertical cracks that occur it was generally agreed 
that it had best not be attempted to weld them if they were more 
than 6 in. or 8 in. long. That is to say this should be the prac- 
tice in the back shop. Where the work is to be done in the 
roundhouse so as to keep an engine in service, then longer cracks 
can be handled, though the work should be considered to be of a 
temporary character. To this it was objected, that, if it was pos- 
sible to weld in patches that measured 30 or more inches square, 
where there was a vertical weld between the old and the new 
plates, it seemed reasonable to think that a vertical crack of the 
same length could be welded. Several methods were proposed 
for avoiding long vertical seams in patches. These were the 
use of circular or oval patches and the placing of rectangular 
patches so that the sides should be inclined and thus so that 
there should be neither horizontal or vertical welds, but inclined 
ones. The difficulty with the making of vertical welds seemed 
to lie in taking up the contraction of the plate after the work 
had been done. 

One speaker suggested a method which had been used success- 
fully in caring for vertical cracks, and that was to drill out the 
crack for the whole length. The crack is drilled out with holes 
of about !4 in. diameter and spaced as close together as they can 
be drilled, leaving barely an eighth or sixteenth inch of metal 
between the holes; then cutting a V in the bridges thus left and 
welding the whole tight by flowing metal into the spaces thus 
left open. 

As for the location of the work it was considered to be a mat- 
ter of no importance, except for convenience and rapidity of ac- 
tion, as to the position. Overhead work can be done as well as 
that which is down. 

There was some discussion as to the best methods of holding 
and placing work to be welded. In this there were two distinct 
methods that were proposed. One, and that most commonly 
used, was to set in the piece to be welded and drop it on an in- 
cline from one end to the other at the rate of about % in. to the 
foot and then make the weld. The other was the fastening of the 
piece in the place that it was to occupy. In the first, the dropped 
end was gradually brought up into place with reference to the 
other sheet as the line of the welding approached, thus taking 
care of the contraction that follows the heating of the metal. 

Where the metal is fastened it may be tacked in place either 
by welding in spots along the scam or it may be put perma- 
nently in place by putting in all of the stavbolts or other connec- 
tions that are to be used in the completed work. This last re- 
ceived some criticism, but it is being used very extensively on a 
large road. 

With reference to the pressures to be used it was recom- 
nicnded that these should be about 9 oz. for the acetylene and 
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about 50 Ib. for the oxygen. Above all, constant attention should 
be employed to see that the cones are kept in proper shape. 

Of some of the special pieces of work that were cited, that of 
putting in mud ring corners was one. In this the corner can be 
cut out and the new piece welded in and the whole of the work 
done in 11 or 12 hours. Working in the same place the sheet 
can be cut out around a washout plug and a new piece put in, leav- 
ing the condition as good as new and thus overcoming all of the 
trouble that follows from the corrosion of the sheets at these 
points. On cne road 1,000 mud ring corners had been repaired 
in this way during the past four vears. 

Where long seams are to be welded, it is well not to stop the 
work after it has been commenced until it is finished. It was 
found that where failures of the welds occurred it was at points 
where the welding had been stopped at night or noon. It is well, 
therefore, to see that, when a weld is started, it is finished before 
the metal is allowed to get cold. To do this it is necessary to 
employ two welders who will relieve each other and keep the 
work going until it is finished. As for the rate of welding, it 
can be done on a half-inch sheet at the rate of about 2 ft. 4 in. 
per hour. Among the novelties of firebox work that were brought 
out was that of cutting out the old box without removing the 
back head and putting the new box in in two pieces and then 
welding these two pieces together when thev were in place. It 
was stated that 120 staybolts had been cut off in 13 minutes, and 
from 5 to 8 radial bolts in a minute. In taking out a firebox, 
the work can be done in one day and the staybolts can be burned 
off at the rate of from 150 to 200 per hour; welding can be done 
at the rate of 18 in. per hour at a cost of $1.50. Some attempts 
had been made to weld tubes in place, but it was considered 
advisable to do this by electricity and to always use the copper 
ferrulc. 

It was acknowledged again and again throughout the discus- 
sion that much of the success of the work depended on the wa- 
ter that was used in the boiler after the work was done. It 
was recognized that bad water had a deleterious effect on a 
welded seam just as it has on one that is riveted, and that work 
that might be considered very good and satisfactory, where the 
water was good, would not give good results when worked in a 
bad water district. 

Some prices were given for the work; welding can be done at 
the rate of 2 ft. 4 in. per hour and at a cost of $1.23. Cutting 
can be done at the rate of 2 ft. 3 in. per minute and at a cost 
of $2.94 per hour. Staybolts can be cut at a cost of 1.8 cents per 
bolt. A firebox can be cut out without taking out the back head 
at a saving of $58 over the method of cutting out the rivets. The 
cost of labor in one shop for the welders ranged from 20 cents 
per hour for the man who was new and was learning to 36 cents 
per hour for the skilled welder. 

A model was shown in the form of a completely welded fire- 
box similar to some that are in use on the Lehigh Valley. This 
hox had no rivets in it. The inside sheet was welded at the 
front to the back tubesheet and at the rear to the back sheet of 
the firebox. The advantages claimed for this construction were 
that the box presented a perfectly smooth surface inside and 
out. 


ELECTRIC WELDING IN BOILER MAINTENANCE 


It was the oipnion of the committee and a number of boiler 
makers who were consulted, that it is a mistake to weld cracks 
in fireboxes more than 8 in. long, as it is only a temporary job 
and gives much trouble; they have to be rewelded often and 
this should not be practiced in back shop repairs. A horizontal 
crack can be more successfully welded than a vertical crack. as 
the expansion of the firebox is more even vertically than horizon- 
tally. This is true in welding cracks in the top flange of tube 
sheets, as horizontal cracks have been welded and known to give 
good results for engine house repairs, holding up for six and 
cight months when cracks from tube holes to rivet holes have to 
be rewelded often. 
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In getting. sheets, patches and cracks ready for welding, the 
Lest results are obtained by heveling both edges of the sheets, 
or cracks at 45 deg., and leaving an opening 3/16 in., so as to 
get the weld through the sheets. In building up thin spots or re- 
ducing the size of holes, all scale and grease should be removed, 
as clean. sheets insure good welding. AHN welds should be built 
up 1/16 to 'a of an inch. 

The chairman of this committee has had unlimited success in 
welding tubes at the firebox end and at the time of this report, the 
Ene division of the Northern Central has tubes welded in pas- 
senger service that have been running two years and three months. 

The welding of tubes, if properly done, will reduce the tube 
troubles to a minimum. Where tube welding is a failure it is 
usualy due to the use of improper methods. 

The tubes should be applied the same as if no welding was 
being done, except that no oil should be used on the tools in 
working the tubes, for electric welding is unsuccessful if oil is on 
the work. The proper way to prepare tubes for welding is as fol- 
lows: After ferrules are applied and tubes in place, an oil soft 
soap should be used as a lubricant instead of oil, on the tube 
prossers and rollers, after the tubes are beaded; rough the sheet 
around the head with a roughing tool 4 in. wide. This will re- 
move all the scale from the sheet and gives good metal for weld- 
ing; then heat the sheet with a burner, which will burn up the 
soft soap, and this will leave the sheet free from grease and the 
tubes are ready for welding. Any time the sheet gets wet, dry 
it or leaky tubes will result. 

Care should be taken that the voltage is not too high. High 
voltage makes it easier for the operator, but it is not good for the 
tubes, as the operator with high voltage keeps the metallic pen- 
cil 4 to ¥g in. from tbe sheet and the metal only sticks and does 
not weld. A voltage of 64 volts, and 125 amperes makes the 
operator get within 3/16 in. of the sheet and at this distance a 
good weld results. 

As good results are not obtainable in welding tubes that have 
heen in service eight to ten months before welding, as from 
welding tubes at the time they are applied. "Tubes, if properly 
welded at the time they are applied, should give three years' 
service as far as the firebox end is concerned. It pays to weld 
tubes if only one year of service is obtained as it will eliminate 
the engine house tube trouble. 

The general opinion of the committee is that it is an advantage 
to use electric welding for side sheets, patches on mud ring cor- 
ners, small cracks, building up thin spots on sheets and welding 
lubes, but a disadvantage to weld long, vertical cracks in any 
sheet where there is expansion and contraction. 


DISCUSSION 


The discussion was almost entirely limited to a consideration 
of the welding of tubes, as this was the principal use to which 
the electric welding was applied. The method first recommended 
for this was that no oil should be used on the work. The holes 
should be drilled with soda and a soft soap made of linseed 
should be used with the expanding and rolling tools. 

It was quite agreed throughout that it was not possible to 
secure as satisfactory a piece of work in the welding in of old 
tuhes that had been rolled and expanded, as it was with new 
tubes, and that when such tubes were offered it would be better 
to take them out and weld on safe ends than to attempt to do 
à permanent job on the old tubes. 

It was also agreed that the use of the copper ferrule was 
necessary, though some objection was raised to this on the 
ground, not that it had been found to be possible to do without it 
hut that it ought to be possible to do so in order to cut down 
the expense. If all of the regular work is to be done, what is to 
be gained by the welding of the tubes. To this it was replied that 
the work was far more durable and that the greater lasting 
powers would more than make up for the extra cost. 

In welding cracks with the electric process it was recom- 
mended, instead of making a complete weld for the whole 
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length of the crack that the wire be laid in the bottom of the V 
for a short distance at a time, thus fastening the two sheets 
together and, then, that the metal should be built up to the full 
thickness of the sheet. This was not considered essential to 
success, but it was recommended as being a method that would 
be apt to give satisfactory results. 

One of its advantages is that there will be less trouble with 
the expansion and contraction of the metal, in that after the 
first layer has been put in place there is a chance for the metal 
to cool before the V is built up to the full thickness of the sheet. 

As in the case of the oxy-acetylene method the electric welder 
is used for a great variety of work, though it was not considered 
to be as economical as the former for the welding of side 
sheets. 

In this, too, a great deal depends on the quality of the wire 
that is used. A soft pliant wire, for example, does not seem to 
have enough vitality and is apt to drop off. The best wire is 
that made from good Swedish iron. Too much emphasis cannot 
be placed on this, as cracking welds are very apt to result from 
the use of bad wire. The wire should show a good elongation 
in the testing machine. 

The voltage ordinarily used was from 58 to 64, though it was 
recommended that as low as 35 should be used with a corre- 
sponding increase of the ampereage. 

The electric method is used for the welding of the bridges in 
tube sheets. It was recommended that, for this work, the V’s 
be cut in from both sides and the weld built up accordingly be- 
cause, by putting the metal in on each side of the sheet, there 
would be avoided any tendency to warp. 

The arc should also be so regulated that the pencil may be 
held at about 3/16 in. from the work; if the current is so strong 
that it can be held farther there will be danger of burning the 
metal. 

Some trouble has been experienced from the cracking of the new 
sheets of patches near the line of the weld, but not in the weld 
itself. It was thought that this was probably due to the treat- 
ment that the sheet had reecived or to some defect in the 
metal itself. For in many cases electric welds have been made 
that were stronger than the metals welded and when the work 
was put in the testing machine and broken the failure occurred 
outside of the weld and in the new metal. 

It was largely a matter of what sort of welding apparatus was 
installed in a shop as to how the work was done. Where there 
was nothing but an oxy-acetylene plant, then the work was 
done with that, and where there was nothing but an electric 
welder all of the work was done with that, except it was gen- 
erally agreed that the welding in of tubes could be done much 
better with the electric welder than with oxy-acetylene. Where 
both plants were available there was a selective process going 
on and the work best suited to each was done by the respective 
methods. 


BEST STEEL FOR FIREBOXES 


The committee in its report declined to make a recommendation 
and there was no discussion. 


UNIFORM RULE FOR LOAD ON STAYBOLTS 


The maximum allowed load on staybolts and boiler braces has 
been fixed by the rules of the Interstate Commerce Commission, 
hence the committee confined itself to a recommendation as to 
the diameter of staybolts to be used. This recommendation was 
made because small staybolts are more flexible and give greater 
life to fireboxes than large bolts, the first firebox will last longer 
than the second; the second will last longer than the third. The 
less life of the second and third firebox is due to the increase in 
the size of staybolts made necessary by repeated application of 
staybolts. It was recommended that 7g in. staybolts be applied as 
a minimum and that ] in. be the maximum size, and that all 
bodies of rigid bolts beyond 1 in. be turned down to 25/32 in. 
between the sheets. 
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STANDARD SLOPE OF CROWNSHRETS 


The investigations of the committee showed that there was 
no standard slope for crownsheets, but the recommendation was 
made that 14 in. to the foot be used, starting at the tube sheet 
and going back to the door sheet. The camber should be 34 in. 
t^ the foot each way from the center. 

Sheets constructed in this manner are comparatively easy to 
keep clean and free from scale and sediment, and will give the 
best results. 

The advantages of a sloping crownshect are: 

First: In case of low water the highest point in the crown- 
sheet will become over-heated first, and in all probability will let 
go quicker and do less damage than if it had no slope. 

Second: With this slope the heat strikes the crownsheet 
more uniformly and is more evenly distributed, thereby causing 
less strain on the sheet and giving greater life to crownsheets 
and better results therefrom. 

Third: There is more absorption of heat units in the front 
end than in the rear end of the firebox, and more room is 
allowed for combustion to take place. 

Fourth: A greater amount of heating surface can be used 
at the front than at the rear end. 


Fifth: lt gives more room for tube spacing in the back 
tubesheet. 
Sixth: It also gives more room for cab and cab mountings. 


The only disadvantage of the sloping crown sheet is that in the 
construction of the crown and side sheets in one piece there is 
more waste of material. 


DISCUSSION 


It was brought out in the discussion that it was not necessary 
that there should be a standard slope applicable to all roads and 
conditions of service. Each road should be a law unto itself and 
the slope of the firebox should be made to conform to the max- 
imum grade of that road. The slope should be such that when 
the engine is on that grade the crownsheet will be brought to a 
level position. 


TREATING LOCOMOTIVE FEED-WATER 


The report gave a general review of the situation as to feed- 
water treatment and called attention to the fact that an un- 
treated water, although low in incrusting solids, may have a de- 
cided tendency to cause foaming, when used in connection with 
treated water; and at the same time cause incrustations of in- 
jectors, line checks, and boiler check valves. 

While no recommendation to that effect was made, the tone of 
the report seemed to favor the treatment of water in the loco- 
motive tanks rather than in roadside treating plants. 


DISCUSSION 


The discussion partook very much of the nature of an ex- 
perience meeting. It was stated at the outset, that the treat- 
ment of water had effected a very considerable saving on the 
Missouri-Pacific. At Kansas City, where the water is of 36 grains 
of hardness, the life of tubes when using the raw water was 
limited to about 10 months, whereas by the use of water treated 
in a plant, the life had been lengthened to 21 months, while 
leaks in the firebox and cracks in the sheets had become things 
of the past. On the Colorado division pitting occurred to 
such an extent in the tubes that, after cleaning from scale, it 
was usually necessary to throw at least 65 per cent of the tubes 
into the scrap. The water also attacked the crownsheet. It has 
been found that it is not good policy to mix treated and un- 
treated water in the boiler as it is apt to start pitting and other 
troubles. On the Wichita division, there are no treating plants 
and the water is treated with soda ash in the tanks, and here, 
too, the life of the tubes has been increased from 9 to 14 months. 
However, it is generally recognized that it is not desirable to 
use the boiler as a treating plant and that the work had best 
he done before the water is put in the boiler. 

This attack on tubes by the water of the Colorado division was 
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not due to the kind of tube used, as experiments had been made 
with every tube on the market, the results all being the same. 
In these bad water districts it is necessary to wash the boiler 
out every 400 miles. 

Another speaker stated that the use of soda ash had made it 
possible to extend the period between washouts by 33 per cent 
and that there had been no bad effects noticed as the result of the 
soda ash treatment. 

One representative had had an extended experience with the 
use of polarized mercury and he found that the period between 
washouts could be extended by about one-third. He had found 
that there is considerable difference in the manner of the circula- 
tion of the water when used in boilers having long tubes from 
what it is in those with short tubes and that this circulation is 
much freer with the latter. Polarized mercury does not create 
any tendency to pit, nor does it produce any galvanic action, 
and when it is used the tubes have a life of about two years 
and seven months, possibly a little more. Put in figures of miles 
run this means that the tubes have a life of about 120,000 miles, 
whereas, before this, they were sometimes limited to 17,000. 
There were records of a tube life of 147,000 and even 262,000 
miles. 

In another case it was found that the failures of tubes as 
indicated by cracking had greatly decreased after the introduction 
of soda ash treatment, while the number of burst tubes had 
greatly increased, as the soda treatment seemed to have in- 
creased the tendency to pit. 

There was a marked difference in the action or apparent 
action of locomotives fitted with superheaters from those using 
saturated steam. With the latter, when the tender treatment 
had charged the water up to the foaming point the foaming was 
very evident, but in the case of the superheater locomotives, con- 
siderable foaming could apparently occur and the water that was 
carried over into the superheater pipes would be dried out and 
be delivered to the cylinders in the form of steam. 

There was some evidence given to support the idea that the 
use of soda ash tended to cause pitting, though there were a 
number of speakers who stated with great positiveness that they 
could not detect any such tendency. 

It was also agreed among those who had had anv experience 
in the use of pure water, such as water that had been treated 
to a condition of purity, or rain water, that such waters did 
have a tendency to produce pitting. 


CROSS STAYS IN FIREBOXES 


In the Belpaire firebox, and some designs of crown bar fire- 
boxes that have flat or nearly flat surfaces where sheets con- 
verge from the side to the roof, it is necessary that they he 
properly braced with cross stays. In this construction, however. 
there is a considerable distance between the connections of the 
firebox stavholts to the roof sheet and the necessary slings, 
braces or stavs in the crownsheet, which permits of a certain 
flexibility that will allow some adjustment to take care of the 
stresses which are the result of the greater expansion of the 
side sheets of the firebox under the high temperature of direct 
contact with the fire, as compared with the expansion of the 
outside side sheets. 

The radial stay boiler, however, should have a circular cross 
section above the crownsheet, and the use of cross stays in this 
type of boiler restricts the proper equalization of stresses, which 
result from the unequal expansion of the firebox, as compared 
with the roof sheet, which, in the case of radial stay boilers. 
has practically a continuous connection through the staybolts and 
radial stays. It is believed that a rigid cross stay above the 
crownsheet in a radial stay boiler increases the bending stress in 
radial bolts at about the line where cross stays are applied. 
Breakage of radial staybolts, in the zone indicated, has been ex- 
perienced, due to the presence of cross stays in this type of 
boiler, and when their use was discontinued no further trouble 
from this cause was apparent. The committee does not consider 
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cross stays in the radial stay boiler desirable or necessary, pro- 
vided the boiler is properly designed with a circular cross section. 

In conclusion, it was stated that although the cross stays 
are necessary in the Belpaire and other fireboxes having flat 
surfaces, they necessitate the use of extreme care in washing 
the crownsheet, owing to the numerous interstices between the 
cross stavs and crownbars or sling stays, in which mud and 
scale collects and becomes ditficult to dislodge. 

DISCUssl0N 

From the tone of the discussion it would appear that it was 
a matter of indifference as to whether cross stays were used 
on some classes of boilers or not. On the old crown bar boiler 
where the stays ran between the crown bars they were a neces- 
sity where there were any flat surfaces, but they have been 
removed, without trouble resulting, from boilers where the roof 
skeet is a true circle from the top rows of regular stays. In 
the case of the Belpaire boiler, where there are flat surfaces, 
it was agreed that the cross stays are required. It was assumed 
as a general opinion that it was a matter of local 
conditions, depending partly on the quality of water that was 
used. as to whether cross stavs should be used or not, always 
excepting the presence of flat surfaces. 


REDUCTION OF STRENGTH IN CORRODED OR PITTED 
BOILER SHELLS 


An examination, supplemented by drilling at what appears to 
he the thinnest part, should be used to determine the thickness 
of the sheets, and in no case should the boiler be allowed to 
pass without repairs if the percentage so found has approached 
closely to that of the joints carrving the same strain. 

DISCUSSION 

lt was suggested, inasmuch as there is no law or generally 
accepted practice in this matter that the marine regulations 
should be adopted, in which the thinnest part of the sheet is the 
controlling factor. lt was also suggested that the age of the 
boiler should be taken into account in determining the reduced 
percentage of strength that should be allowed and the practice 
of the Pennsylvania Railroad was cited as a case in point. On 
that road the factor of safety is made 4 for the first five years; 
irom 5 to 10 years it is 442; from 10 to 15 years it is 5; from 
I5 to 20 years it is 534; from 20 to 25 years it is 615; from 
23 to 30 years it is 10 and at the age of 30 years the boiler is 
scrapped. 


CONSTRUCTING LOCOMOTIVE TANKS 


The report consisted of a brief review of the steps to be taken 
ir the construction of a tank of the ordinary type with a mere 
reference to the circular tank of the Vanderbilt type. 

DISCUSSION 

The only thing of any moment tnat was brought out in the 
discussion was the description of the new type of tank con- 
struction used on the Lehigh Valley. Ilere, instead of using the 
usual angle for connection between the sides and bottom of the 
tank, the latter is flanged upward all the way around and the 
side sheets are rivetted to it. This does away with the rivets in 
the bottom and there are none below the ones that hold the 
sides in place. This does away with the trouble with leaks in 
the bottom seams and the necessity of lifting the tank from 
its framing in order to make repairs at that point. Rivets 5$ in. 
in diameter are used, spaced at the regulation pitch, and the joint 
is made up with a tar paper packing in the usual way. There 
is no calking and the steel used is tank steel. | 


DRIVING STAYBOLTS 


The objection to driving staybolts with pneumatic ham- 
mers and holding them on with a hand holding-on bar is that the 
vibration of the holding-on bar, when a pneumatic hammer is 
used, is such that a number of blows are struck by the hammer 
while the holding-on bar is rebounding; therefore the bolts are 
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not properly upset in the holes, and naturally the method does not 
make a good tight job. 

To drive staybolts or radial stays successfully with air tools, it 
is absolutely necessary to hold them on by the same process; 
the trouble is not in the driving of the bolt any more than it is in 
the improper methods of holding-on. 

In driving these bolts, use a set slightly higher in the center 
than on the edge, with a small radius on the outer edge, and a 
staybolt set made especially for this work. This set is used 
on the inside, as well as the outside end of the bolts; this cuts 
off all the ragged particles that may be around the edge of the 
bolts, making a smooth job, which is less liable to gather any 
accumulations of foreign matter. This work is done with a 
No. 90 air hammer, and held on with air holding-on tools, made 
especially for this class of work. In some places a set is used 
with a center tit to drive the bolt on the outside. This is done 
where the tell-tale holes are put in staybolts before the bolts are 
applied. The tit is inserted in the tell-tale hole so as to keep 
the set centered on the bolt as well as to keep the tell-tale holes 
in the bolts from being closed up; this is also a very success- 
ful method, but some prefer to apply the bolts and have them 
driven solidly in the center, before the tell-tale hole is drilled. 
Either one of these methods is good practice. 

The trouble with leaky stavbolts is not always due to the im- 

proper driving, or methods used in driving. There are quite a 
number of other reasons that contribute directly to these troubles, 
and if not properly taken care of, the bolts will leak and give 
trouble, no matter by what method they are driven or held on. 
t is absolutely necessary to have good threads in all staybolts, 
as well as radial stayholes, and a full thread on all bolts. It 
is necessary to have bolts fit the hole properly. If the stay- 
bolt and radial stayholes are properly tapped, and the bolts have 
first-class threads, and are properly fitted to the holes, three full 
threads will be sufficient to make a good serviceable head. 

The report closed with a recommendation to usc a longstroke 
air hammer for the work. 


DISCUSSION 


lhe emphasis placed on the driving of staybolts by nearly 
every speaker was to the effect that the driving should be so 
done that the metal is spread in the thread so that this is made 
tight, and the driving down of the edges to form the head was 
a matter of secondary moment. The discussion started with 
the question as to whether the bolt should be cut off square or 
left with a slight bevel, on the ground that, with the latter, the 
driver would be more apt to strike the bolt in the center and 
thus upset it than if it were to be cut off perfectly square, when 
there would be the temptation, especially on piece-work, to simply 
hammer down the edges. This will make a joint that will pass 
inspection and stand the water test, but as soon as the engine is 
out on the road the bolts will loosen and there will be a leak 
unless it is well driven out in the threads. 

It was apparent that it depended more on the way in which the 
work was done, that is its thoroughness, than on the particular 
method pursued. One speaker had had experience with all 
methods, from the hand hammer to the air hammer and the 
"double gunning,"as it is called, where the two ends are driven 
at the same time with an air hammer at each end. In every 
case he had found that satisfactory work could be done. But 
it was urged that in the case of double gunning the men should 
be familiar with each other's methods and should work in unison, 
otherwise there might be faulty work done. 

The use of oxv-acetylene for cutting off the bolts seemed to 
give the best satisfaction. It puts no strain on the bolt, the 
heat does not penetrate the sheet so as to cause any trouble in 
that way and it is exceedingly rapid, as many as 350 bolts being 
cut in 45 minutes. The length of the head that is to be left on 
was recommended to be from 214 to 3 threads in length. 

The cutting of good threads was especially insisted upon. If 
the thread does not fit it will be impossible to get a tight bolt 
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and the work of cutting these threads should not be given to 
an apprentice but be done by some one who knows what is 
needed and will see that the work is properly done. The cost of 
cutting off a set of bolts with gas was placed at $14, as against 
about $13 with the hammer, and the latter would be sure to 
loosen many if not all of them. 


REMOVING AND REPLACING FIREBOXES 


On the different classes of boilers on the Santa Fe, there is an 
extra back end suitable for interchange so that when an engine 
enters the shop, the back end can be cut off and the extra back 
end complete with new firebox applied, holding the engine not 
to exceed ten days. This method has a new back end in reserve 
for interchange, and has proved a paying proposition. 

Jt is not necessary to remove the frames or break the connec- 
tion at the smoke box on engines of the modern type whose fire- 
box is directly over the frames. Experience has also taught that 
it is a more expensive method to cut the back end and door sheet 
loose, in order to avoid cutting away at the connection. 

In some cases where the O G box passes through the frames, 
it is customary practice to separate the boiler at the smoke arch 
and have the work done in the boiler shop, going over the 
machinery while the boiler is receiving a new firebox. Otherwise 
it is simply cut off and modern back ends replaced in the manner 
described. 

It costs at the Topeka shops from $650 to $900 to put the fire- 
box and back end in first-class shape, depending solely on the 
size of the boiler. Where the fireboxes are interchangeable, it 
is not necessary to bring the boiler to the boiler shop, but 
simply put it in the rear of the file of engines to be turned out 
of the shop during the month. 

The way in which the work is done must be governed largely 
by the facilities of the shop doing it. 

Where there are proper lifting appliances and the erecting shop 
space, it is more economical to lift the boiler from the frame 
and send it to the boiler department and the írame to a de- 
partment for necessary repairs. This will give a track in the 
erecting department to repair another engine while the boiler and 
frame are undergoing repairs. 

This was accompanied by a comparative statement of the cost 
of removing the boiler and of simply raking out the back head, 
which was as follows: 


Total cost of removing back head....... see cee ence eee ee eee n n $29.35 
Total cost of removing boiler... 0. ccc eect cere cece III 22.31 


Amount saved by removing boiler instead of back head.............. $7.04 


This is calculating the cost of putting in the firebox the same in both 
cases, but it would be slightly higher with the boiler on the frames. 


The following statement was also given as to the exact cost 
of renewing a firebox in the boiler of a Consolidation type loco- 
motive, having 413 2-in tubes, 1,065 staybolts, 315 crownbar bolts, 
with Tee bars and mud-ring 66 in. by 108 in. inside: 

To remove and replace firebox by cutting butt at connection, 
$700; by cutting boiler off at smoke arch and removing from 
frames, $650; by taking out the back head, $775. 

One contributor to the report suggested that, when the shop 
is cramped for room, boilers can be cut off at the connection, 
as the cost of removing the steam pipes to do this about equals 
the cost of the boiler job. He advocated removing the back head 
for the renewal of the firebox only when there were no crane 
facilities for handling the boiler and butt end. 


DISCUSSION 


The discussion centered around the variations in the methods 
of removing and replacing the firebox without cutting out the 
back head, and this was the method in general that was used 
by the speakers with one or two exceptions. In detail, the 
work was done by cutting off all the staybolts and cutting up the 
inside sheets with a torch, merely leaving two staybolts in each 
piece that were cut off, to hold it in place until all of the work 
was done, and then cutting the pieces loose and allowing them to 
fall out. The work can be done with the boiler either in the 
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frames or removed. Sometimes the firebox was burned out as a 
whole and dropped down; sometimes the boiler was turned upside 
down and the firebox lifted out. In some cases the firebox was 
put in intact and rivetted in place; in others it was put in piece- 
meal and sometimes each sheet was put in by itself and fitted 
and rivetted. In other words the new firebox was built in place. 
It seemed to make no difference whether the firebox were of 
the wide or narrow type, it is well to cut it out without removing 
the back head. i 

Some of the speakers make a practice of cutting away the 
connection between the boiler shell and the firebox and taking 
the back end to the boiler shop for repairs and either putting 
in another back end while the one removed is being repaired, 
or repairing it and rivetting it back in place. This method was 
criticized on the ground that the rivet holes between the shell 
and the back end might not come fair in case the latter is changed. 
This would be apt to be the case, where engines were received 
on different orders; for while all the engines of one order of a 
given class would be apt to have the holes laid out so that they 
would be interchangeable, the same class of engines on another 
order from the same builder might have the holes so laid out that 
they would not match. For example, in one case the layer-out 
might put the outer rivet hole in the center and another put the 
inner holes in that place. This was accepted as a fair criticism 
and it was acknowledged that great care had to be exercised to 
see that holes were true before any attempt could be made to 
use interchangeable fireboxes. 

The question was asked as to how a firebox with a com- 
bustion chamber should be treated whose crown sheet was con- 
tinuous and ran out to form the roof of the combustion chamber. 
The reply was to the effect that, in most boilers of that class, the 
sheet of the combustion chamber was welded to the crownsheet 
and it was only necessary to cut it off at the weld and after it 
had been replaced make the weld again along the same lines 
and the boiler would be put back in its original condition again. 

In the matter of time required under these methods for the 


- replacement of the firebox, from 16 to 18 days was given. Cases 


were cited of the replacement of the firebox for a heavy Mikado 
in 18 days; of putting in one for a Mallet in 16 days; of doing 
the work on a passenger locomotive whose type was not specified 
in 10 days and of one case where, on a hurry job, an engine 
was received in the shop on Monday morning and on Satur- 
day morning it was ready for firing up. These were all working 
days of 8 hours each. 

In all of this it was recognized that the precise method in 
which a piece of work could be best done was a matter of local 
conditions and facilities. 

In the matter of making partial repairs, this method was 
criticized on the ground that it was not profitable to put in a 
half side sheet on each side and possibly a part of a door sheet, 
or make a similar set of repairs on a firebox, when for a little 
greater expense a whole new firebox could be put in. It left a 
part of the structure nearly worn out with a lot of new 
material that could have been more economically used in the 
construction of a new box. 


OTHER BUSINESS 


The secretary's report showed that at the beginning of the 
vear there were 419 members in good standing, that there were 
77 new members taken in during the year and that there were 
125 of these who were dropped, resigned or had died, leaving 
a present membership of 371. 

The following officers were elected for the ensuing year: 

President, Andrew Green, general foreman boiler maker, Big 
Four, Indianapolis, Ind. ; first vice-president, D. A. Lucas, general 
foreman boiler maker, Burlington, Havelock, Neb., second vice- 
president, John B. Tate, foreman boiler maker, Pennsylvania 
Railroad, Altoona, Pa.: third vice-president, Charles P. Patrick, 
Erie Railroad, Cleveland. Ohio; fourth vice-president, Thomas 
Lewis, general foreman, Lehigh Valley, Sayre, Pa.; fifth vice- 
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president, Thomas F. Madden, general boiler inspector, Missouri- 
Pacific, St. Louis, Mo.; secretary, Harry D. Vought, 95 Liberty 
street, New York City; and treasurer, Frank Gray, 705 W. Mul- 
berry street, Blomington, Ill. 


—— — 


RECLAMATION OF MATERIAL 


A report of the proceedings of the Railway Storekeepers' 
Association convention will be found in another part of this 
issue. The following is an abstract of the report of the Com- 
mittee on Reclamation of Material: 

The committee finds that a great deal has been accom- 
plished in the reclaiming of material and also that there is 
much more to do than has been done. The work needs much 
systematizing, intelligent supervision, more efficient methods 
and machinery, and more education of the users of material 
as well as the reclaimers. There is a vast amount of money 
tied up in material in store stock under the supervision of 
the storekeepers, as well as money spent for purchases, which 
we are responsible for. How much can we reduce purchases 
and the amount of money tied up in stock material by more 
efficient reclamation, is the problem which we, as storekeep- 
ers, must solve. 

The committee believes both purchases and stocks can be 
reduced materially by reclamation work. The reclamation of 
material should be under the supervision of the store de- 
partment for the following reasons: 

(D The store department supervisors are already trained 
for the work. 

(2) The assembling of reclaimed material, its classification, 
disbursement and accounting is directly in line with good 
storekeeping. 

(3) Centralization of all discarded, second hand, obsolete 
and scrap material at designated scrap yards under the store 
department has been found by actual experience to be the 
best method. The handling of reclaimed material is store 
department work, as it already has the organization to re- 
clam that which is fit to use for the purpose originally in- 
tended and can easily supervise the work necessary to make 
reclaimed material into any shape desired. The store depart- 
ment knows what material cannot be reclaimed for any use 
and will Quickly turn this into money to the best advantage. 

(4) The store department has adequate records, showing 
amount of material used, knows how much of each kind to re- 
claim and will prevent big losses resulting from reclaiming more 
material than is needed. The store department will also pre- 
vent working over material that is not needed. 

(3) The store department is in constant touch with the 


markets and knows at all times the different costs of all 
articles. 


(6) The store department is not only interested in the use 
of material, but is interested in its abuse. Reclaiming ma- 
trial often shows where there has been abuse, and the store 
department is in the best position to stop abuse. as it is 
vitally interested, being measured by the purchases which the 
abuse increases. 

V) The store department labor force and handy men can 
do the Work cheaper than any other department, as it is 
necessary for the other departments to do reclamation work 
n connection with their regular work, which requires high 
Pid mechanics and skilled labor. 

There can be no set rules or regulations to cover reclama- 
M Work, as the conditions vary so much that each individual 
E Will have to be decided upon its merits. The committee 
nds, after careful investigation, that the railroads should 
build and equip efficient reclamation plants (these to be 
Worked up gradually as the needs demand) to handle a large 


tof the reclamation work, if the best results are to be 
obtained, 


ti 


lhe geographical location of the road, location of shops, 
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scrap market, traffüc tide, etc., should govern the location of 
a reclamation plant and scrap dock. It should be such as to 
save back haul of scrap, and at the same time give a minimum 
haul for reclaimed material and be a good distributing point. 
Of course, the present location of the scrap dock, size oí 
shops using reclaimed material, land, tracks and buildings 
obtainable for reclamation work will have to be large govern- 
ing factors in the location, as well as the size of the appro- 
priation obtainable for this work. 

Care must be exercised to see that the plant is so located 
that there will be room for future growth. 

The size of the plant, of course, will govern the organiza- 
tion. The committee recommends that the reclamation plant 
and scrap dock be under one general foreman, whose rate of 
pay should be from $100 to $150 per month, to whom should 
report the foreman of rolling mills; foreman of scrap dock 
(rate of pay $70 to $90 per month); leaders (about one for 
every six laborers), 17 cents to 35 cents per hour; clerks; 
piece work inspectors; handy men for operating machines and 
doing special work (16 cents to 30 cents per hour), and 
laborers (at labor rates). 

The leaders or gang foremen should be carefully selected 
and trained in their duties. By having leaders it only makes 
it necessary for the ioreman to educate them and hold them 
responsible for work under their supervision, and then they 
in turn can educate the men. 

The number of clerks and the rate of pay will depend on 
the size of the plant and work necessary to be done. 

Handy men or operators should be used in reclamation 
plants instead of mechanics and journeymen. Much of the 
work of the reclamation plant is a growth of that formerly 
done on the scrap dock. Practically all of the work requires 
but one operation. 

All work in the reclamation plant and on the scrap dock 
should be done piece work and all day work eliminated. 

The size of the plant will depend on the size of the road, 
the number of plants on that road and the location and space 
available. The plant should be large enough to prevent con- 
gestion and so it can be arranged to handle material at the 
minimum cost. It is a mistake to build a plant, or any part 
of one, without a complete, comprehensive plan. Many of 
our reclamation plants are poorly laid out. 

The machinery, tools, etc., will have to be selected to meet 
individual needs as well as the appropriation available. Sec- 
ond hand machinery and tools can often be used to good 
advantage, but in most cases discarded machinery and tools 
have outlived their usefulness and are expensive at any price. 

[A list of machinery, tools, etc., for a fully equipped recla- 
mation plant was here included in the report. The costs given 
were for a guide only.] 

The cost of reclaiming is the governing factor as to whether 
material should be reclaimed or not. In arriving at this cost 
all the factors should be taken into consideration; cost of hand- 
ling, cost of actual work oi reclaiming, interest, depreciation, 
etc., on the facilities which it is necessary to install to reclaim 
material and life of the material after it is reclaimed as com- 
pared with new articles. In many cases in reclaiming material 
we deceive ourselves by not taking all of the factors into con- 
sideration. What is possible to reclaim at a profit on one 
road is not on another, but there are a large number of items 
that it pays to reclaim on all railroads. In starting reclama- 
tion work, such articles should be reclaimed as valves, bolts, 
brakebeams, couplers, bolsters (welded with oxy-acetylene), 
bar-iron, etc., and then work into the other items as fast as 
facilities can be installed to reclaim them at a profit. 

Material should be classified in accordance with the Railway 
Storekeepers’ Association classification of material, and 
should be carried in these classifications as recommended in 
the Book of Rules and distributed and handled similar to 
store stock. Material should be shipped direct from the 
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reclamation plant wherever practicable; local conditions and 
shipping facilities, of course, will govern. 

The cost of the plant will depend entirely on its size and 
the amount of work necessary to fit it for the work required. 
Wherever buildings are obtainable that are suitable for the 
work they should be used. However, railroads often lose 
sight of the savings that might be effected by having a plant 
built and arranged so that the cost oí the work will be reduced 
to the lowest possible limit. The difference in cost of opera- 
tion of a plant properly laid out and constructed and equipped 
with labor-saving devices. and one poorly laid out with ineth- 
cient equipment, will often pay for the improved plant in less 
than a year. 

One of the strongest arguments against a reclamation plant 
is that there should be no need for one. It is claimed by 
many that material should not be allowed to get where it is 
necessary to reclaim it, and that by proper supervision and 
use of material there is no reason for a reclamation plant. 
However, experience shows that there is need for one. 

Prevention requires the education of the users of the ma- 
terial by the men in charge, and by the store department. 
The storekeeper must watch issues of material and call at- 
tention to all cases where the old material should have been 
repaired and used, return old material for new and have old 
material repaired locally where it pays to do so, and where it 
does not, send it to the reclamation plant. 

Educate the users as to the value in dollars and cents of the 
material they are using. One of the principal causes of mis- 
use and waste of material is ignorance of its value in dollars 
and cents. While there are many people in large corporations 
who do not care for the waste they cause, the larger per- 
centage by far of the employees cause waste through habit 
and ignorance of values. Object lessons well presented are 
one of the best ways to educate the users of material. A 
good method to prevent its being necessary to reclaim ma- 
terial is to make it hard occasionally to obtain, thus forcing 
the user to help himself. 

The change in patterns and designs on account of increases 
in size and other causes is a big factor in the waste of ma- 
terial, and great care should be exercised before any change. 

It is necessary to reclaim a large amount of material and 
work it over into something else on account of not having 
had proper care to preserve it. A little paint on steel and 
finished surfaces is often the cheapest reclamation work that 
can be done. Material in store stock, as well as charged out 
material of this kind, should be given the necessary attention 
to preserve it. It is not good practice to store cut nuts or 
material with finished surfaces in exposed places. 

It does not pay to reclaim matcrial at the point of origin 
where it involves extra handling or expense. However, where 
material can be reclaimed at the point of origin at less cost 
than at a reclamation plant, and where it can be repaired and 
distributed at the same cost as at a reclamation plant, it 
should be done. But there is danger of duplicating work 
and hidden expense in reclaiming at the point of origin. 

As a rule scrap wharf facilities, as the term suggests, fall 
heir to what is left in the shop yard in the way of facilities. 
Wharves, buildings and storage bins for such purposes are 
usually the result of improvised and temporary structures. 
Many times the íacilities are not only inadequate, but ex- 
pensive to operate; still their general revision is delayed or 
prevented by the large outlay to change the plant as a whole, 
and for the reason that the very first preparations, which 
perhaps were necessary to mect an emergency, grew piece- 
meal until they precluded the re-arrangement for greater 
economy except at considerable cost. Oftentimes unsuitable 
buildings have been gradually built up with which inadequate 
facilities the local foremen are badly hampered in their work 
of handling, inspecting and assorting materials for re-use, 
repairs or sale. 
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The scrap dock should be organized so it will have adequate 
supervision for reclaiming material, and the men sorting scrap 
thoroughly instructed as to what material should be saved for 
the reclamation plant. The supervision should constantly in- 
spect the sorting to see that no material is being sold for 
scrap that can be reclaimed. The profit or loss in reclaiming 
material is often determined by the handling. One good way 
to educate is to have a sample or exhibition place where 
samples or the material to be reclaimed can be seen by the 
men doing the work, and when mistakes are made, their at- 
tention should be called to them and the exhibit also. It has 
also been found economical to have a schedule so arranged 
that shop foremen and heads of various departments are per- 
mitted to take their turn at the wharf in the supervision of 
the work generally. 

The physical handling will depend on local conditions. 
This, however, is a very important item in the reclamation oi | 
material, for, as a rule, excessive handling of reclaimed ma- 
terial will soon eat up the profit of reclamation. It should be 
an absolute rule that no scrap material of any kind be sold 
as such until it has been carefully inspected and all reclaim- 
able material removed. Where material reclaimed can be 
used without any labor, it should be sent to the shipping room 
or proper storage room and thus eliminate all handling. 

Records of car numbers and points from which material 
comes should be kept so that when material is put in the 
scrap that should not have been, the matter can be taken up 
with those at fault. The scrap dock should be so designed 
that the reclamation plant will be located to reduce the han- 
dling of the material to a minimum. Where this is impos- 
sible under present conditions, a comprehensive plan should 
be drawn up, showing the ideal conditions desired, and then 
work the scrap dock over a little at a time until the desired 
arrangement is obtained. 

All material reclaimed should be inspected by a competent 
person to see that it is in condition to meet the requirements 
of its use. The foreman on the scrap dock can pass on this 
for the material shipped direct from the dock to the work. 
and the foreman or sub-foreman of the reclamation plant 
should do so for the material from the reclamation plan:. 
Suitable testing machines should be provided for testing cer- 
tain materials and gaging them to see that they will meet 
the requirements. There is much to be said for and against 
the practice of painting and marking material reclaimed. The 
committee feels that, generally speaking, material reclaimed 
should be painted, dipped or rattled. 

[Detailed instructions and forms tor handling the account- 
ing for scrap and reclaimed material at a reclamation plant 
were here included in the report. | 

The committee finds it impossible to make up a general 
statement of the saving made by the reclamation of material 
that would be applicable to all roads, or even to two or more 
roads, as conditions are so different. The saving will have 
to be worked up to suit individual needs for each item re- 
claimed. [Lists were given as a guide and to show what 1s 
being done at the present time on some of the roads. 

The committee finds that the moral effect caused by re- 
claiming material saves many thousands of dollars. The man 
interested in the welfare of the company, by seeing the vast 
amount of material reclaimed, exercises much more care 1n 
the use of material and finds ways of using it that are cheaper 
than sending it to the reclamation plant. 

The report is signed by D. C. Curtis (chairman), C. B. & Q.; 
D. D. Cain, S. A. L.; H. S. Burr, Erie: H. Scatchard, N. & W.: 
R. K. Graham, A. T. & S. F.; €. H. Rost, C. R. I. & P; J. H. 
McMillan, N. Y. C., and H. G. Cook, S. P. 

In presenting the report, the chairman of the committee re- 
gretted that the committee was unable to include details of 
the Great Northern rolling mill plant, but referred to a de- 
scription which will be found elsewhere in this issue. 


NEW DEVICES 


VERTICAL SLABBING MACHINE 


The illustration shows a newly designed vertical slabbing ma- 
chine which is arranged to be driven by a single pulley. It will 
admit work 34 in. wide, and has a maximum clearance under the 
spindle of 36 in. The vertical spindle is driven by a bronze worm 
wheel and hardened steel worm fitted with roller thrust bearings 
running in oil. Spindle speeds ranging from 1612 to 99 r. p. m. 
are obtained by means of a gear box giving nine changes; the 
cross feed on the rail has twelve changes and a reversing fast 


power traverse. The spindle is 314 in. in diameter in the driving. 


sleeve and has a No. 6 Morse taper with a broad face key in the 
end for driving cutters. The spindle sleeve is adjustable by means 
of a hand controlled rack and pinion. 

Auxiliary bushings which rotate with the shaft are carried by 
the spline shaft bushings to prevent the escape of oil and pre- 


Single Pulley Driven Vertical Slabbing Machine 


serve the fixed bushings from undue wear through contact with 
spline or kevseats. 

The table has twelve feeds ranging from 3.55 in. to 13 in. per 
TI, Which are independent of the spindle speeds. In addition a 
rapid traverse of 30 ft. per min. is provided in both directions. 
All Speeds and feeds are obtained through gear boxes, the gears 
“Ing entirely encased in oil tight boxes. This machine is built 
by the Newton Machine Tool Works, Inc., Twenty-third and Vine 
‘treets, Philadelphia, Pa., and may be had with two, three or four 
‘Pindles if desired. 


_ WATER Power iN SwirzERLAND.—In Switzerland water power 
5 conserved and utilized to such an extent that in some towns 
hot an ounce of coal is used. Power, light and heat are fur- 
"shed by water power.—Power. 
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MOTOR DRIVEN POWER HAMMER 


The friction clutch shown in the engraving has been developed 
by Beaudry & Company, Inc., 141 Milk street, Boston, Mass., in 
connection with the application of individual motor drive to its 


Friction Clutch for Motor Driven Beaudry Hammers 


line of power hammers. This clutch makes possible the constant 
operation of the driving motor attached to the body of the ma- 
chine without the use of a belt tightening device, while still re- 


Application of Individual Motor Drive to a Power Hammer 
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taining the usual food-pedal method of control of the machine. 

The clutch consists of a pulley 4 which runs loose upon the 
hub of the brake section C, the latter being keyed to the shaft. 
The friction ring B is split to fit the head of the expansion pin, 
which is operated by a lever F. This slot in the ring is provided 
with steel faces to withstand the wear. The cam D which oper- 
ates the clutch is of the spiral type and is controlled by a rod 
suitably attached to the foot-pedal of the machine. 

By varying the pressure of the foot-pedal the operation of the 
hammer may be perfectly controlled; as the pressure increases the 
force of the cam against the hardened steel roll in the end of the 
lever is increased and the expansion pin tightens the friction ring 
between the pulley and the brake section, the amount of slippage 
between these two members depending entirely upon the posi- 
tion of the cam. The operation of the brake is automatic, it being 
released when tlie hammer is in motion and applied on the relcase 
of the clutch. 


SAFETY BRAKE SHOE 


A recently developed car wheel brake shoe of the insert type 
which is claimed to have given excellent results both in service 
and laboratory tests is shown in detail in the engraving. The 
body of the shoe is a special cast iron mixture poured around 
three inserts of malleable iron which form an integral part of 
the back and lug of the shoe. The inserts are rectangular :n 
section and in the center of each is a dust pocket, the opening of 
which in the face of the shoe is 34 in. wide by 214 in. long. The 
back of the shoe is so formed that it is well secured to the cast 
iron body and stiffening ribs are included on the inside. 

A test of one of these shoes has recently been made at 
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Details of Brake Shoe with Dust Pockets in the inserts 


Purdue University and it 1s understood that the results were 
very favorable. When tested on a cast iron wheel at a pressure 
of 2,808 Ib. it developed a coefficient of friction of 28.01 per cent; 
when the pressure was increased to 6,840 Ib. the coefficient was 
20.37 per cent. The coefficients required by the Master Car 
Builders’ specifications are 22 and 16, respectively. A similar 
test on a steel wheel developed coefficients of 15.92 per cent ata 
brake shoe pressure of 6,840 lb. and 11.96 per cent at 12,000 1b., 
as compared with the specification requirements of 12.5 per cent 
and 11 per cent, respectively. On the steel wheel the loss in 
weight for each 100,000,000 ft. lb. of work done at an initial speed 
of 65 miles per hour was 1.04 1b., the specifications permitting a 
maximum of 4 Ib. The average distance of stop on the steel 
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wheel under 12,000 lb. brake shoe pressure was 890 ft. and under 
6,840 1b., was 1,348 ft. On the cast iron wheel the average dis- 
tance of stop under the low pressure was 881 ft., while under the 
high pressure it was only 440 ft. 

This shoe is known as the Streeter safety brake shoe and the 
special features of its construction have been patented. Its de- 
velopment is in the hands of A. Mitchell, Bedford building, 
Chicago, Ill. 


A POSITIVE NUT LOCK 


The illustration shows a nut locking bolt and nut of a posi- 
tive locking type which is unlocked by means of a small set 
screw. This device was developed by Schum Brothers, Metro- 
politan Tower, New York. 

The nut lock consists of three parts: a spring, a movable 
section and the set screw by which it is unlocked and held in 
position for the application of the nut. The movable section 
is applied to a slot through the bolt. in which it has an amount 
of longitudinal play equal to one-half the pitch of the thread. 
Ihe spring is placed in a recess on the axis of the bolt toward 
the head from the movable section and the set screw is threaded 
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A Positive Nut Locking Device 


into the end of the bolt. Four slots are cut in the bore of the 
nut to the depth of the threads. 

In applying the nut the set screw is inserted in the end of 
the bolt and tightened against the movable section until the 
threads on both are in alinement. After the nut has been 
tightened the set screw is removed and when a slight turn of 
the nut brings one of the slots in line with the movable sec- 
tion the threads on the latter are forced out of alinement with 
those on the bolt by the action of the coil spring. The nut is 
thus locked and can only be turned after inserting the set screw 
in the end of the bolt. 


COMBINATION OXY-ACETYLENE WELD- 
ING AND CUTTING TORCH 


The illustrations show a combination oxy-acetylene torch 
adapted to both welding and cutting operations which has been 
brought out by the Imperial Brass Manufacturing Company, Chi- 


prr 


=i 


Welding Torch Showing the Cutting Attachment Removed 


cago. The welding equipment, as shown in one of the illustrations, 
is made up of the torch body and a sectional tube having straight 
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and curved extensions, to which interchangeable tips are applied. 
By removing the extension from the end of the tube the welding 
attachment may be applied, the end of auxiliary oxygen tube 


Torch Arranged for Cutting, with Welding Head Removed 


being inserted between the control valve on the torch body and the 
hose connection. A conveniently located valve for controlling the 
auxiliary oxygen supply forms a part of the cutting attachment. 


CENTER DRIVE CAR WHEEL LATHE 


A center drive car whcel lathe developed by the Niles-Bement- 
Pond Company, New York, including several improved features 
has recently been built at its Niles plant. The improvement of 
greatest importance in the design of this machine is the use of 
the herringbone driving gear instead of the usual type of 
straight toothed gear. The lathe is designed to turn wheels 
from 28 in. to 42 in. in diameter on the tread and will take out- 
side journals up to 67; in. in diameter. The opening in the 
spool is 10 in. wide and accommodates axles up to 9% in. in 
diameter; the maximum distance between centers is 94 in. 

The herringbone driving gear is mounted on a spool revolving 
on large bearings in the bed of the machine. The ends of the 
spool are the face plates which carry the drivers. The driving 


NILES- 
BEMENT-POND CO. 
NILES TOOL WORKS 
HAMILTON QHiIO.USA. 


Operating Side of Center 


gear is provided with a patented hinged segment which closes 
and locks automatically as the wheels are rolled into the machine 
and unlocks and opens automatically as they are rolled out, no 
manipulation being required by the operator. A motor driven 
devating device operates a hinged track upon which the wheels 
are rolled into the machine, thus bringing them up into line with 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 321 


the center. The tail stocks, by which the wheels are centered, 
are moved on the bed and clamped to it by air cylinders, the 
operating valves of which are within easy reach of the operator. 

Each íace plate is equipped with three pairs of drivers en- 
gaging the inside of the wheel near its circumference. These 


are tightened by hand and exert a uniform pressure against the 


Back of the Car Wheel Lathe Showing Automatically Operated 
Gap in the Herringbone Gear 


wheels. Independent chuck jaws on the tail stock faces engage 
the outside of the wheels and support them against the thrust of 
the drivers, relieving the axle of all deflection or torsional 
strains. 

The tool rests are equipped with pneumatic tool clamps which 
enable the operator to change and clamp tools in a few seconds 


Drive Car Wheel Lathe 


without the use of a wrench. The wedge action of the tool 
clamp forms a positive lock independent of the air pressure. 
The power feed is directly gear driven and is positive in its 
action. It has a range from \% in. to 5$ in. per revolution of 
the face plate sustained by 6.4 feeding strokes per revolution, 
giving practically a continuous feed. The tool slide has a rapid 
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in and out adjustment and traverse by hand, the slide screws 
being fitted with ball thrust bearings to facilitate ease of oper- 
ation. The tool rest can be swiveled to provide for tapering the 
wheel treads. A simple calipering device attached to the ma- 
chine enables the operator to readily size both wheels to the 
same diameter. 

The lathe is driven by a 50-hp. variable speed motor and a 
5-hp. constant speed motor is provided to operate the wheel 
lifting mechanism. When furnished for direct current both mo- 
tors are equipped with dynamic brakes which enables the oper- 
ator to stop the driving spool in any desired position and to 
accurately control the height of the wheels when lifting them 
to the centers of the tail stock. All gearing is thoroughly guarded 
and provisions are made to protect all bearings from dirt and 
chips. 


AIR PUMP GLAND NUT LOCK 


A device for securely locking air pump gland nuts, which 
also serves as a protection to the swab against dust, has been 
developed by N. T. Cline, air brake foreman, Pittsburgh & Lake 


Gland Nut Lock In Place on the Pump 


Erie at McKees Rocks, Pa. It consists of a split sleeve, the 
halves of which are hinged together and held in a closed po- 
sition by means of springs applied to the hinges. In one of the 


Nut Lock for Air Pump Glands 
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illustrations the device is shown in place on the pump where it 
surrounds the two gland nuts and covers the intervening space 
occupied by the swab. The interior of the sleeve is provided 
with two internally projecting lugs at each end, which are de- 
signed to fit into the spanner grooves of the gland nuts when 
the latter are properly lined. Since these two nuts are tight- 
ened in opposite directions neither can slack off when the nut 
lock is in position without tightening the other, and both 
must, therefore, remain tight. The device may be readily re- 
moved and to prevent misplacement should be attached to the 
pump by a short chain. Oil holes are provided through the 
sleeve for oiling the swab. 


— ——— 


HARD GREASE PRESS 


A press for forming the grease cakes used in driving box 
lubricators, as welt as candles for rod grease cups has been de- 
veloped by the Franklin Railway Supply Co.. 30 Church street, 
New York. The device consists of a box for holding the grease 
which is closed at one end by a plunger operated by a 16 in. by 
12 in. air cylinder and at the other by the form through which 
the grease is pressed. A form cover which may be slipped over 
the end of the form is provided to facilitate compressing the 
grease in the box into a compact cake before it is pressed through 
the form. 

When the cover is removed and air admitted to the cylinder, 
grease is forced out through the form onto a table where it may be 
cut into suitable lengths by means of the knife held between 
guides shown in the illustration. It being almost impossible to re- 


Press for Forming Driving Box Grease Cakes 


move the form by hand from the end of the grease box, owing to 
the body of grease which is partly in the box and partly in the 
form, a small vertical cylinder has been placed under the form, 
with its piston acting against the bottom of the form. When air 
is admitted to the lower end of this cvlinder the grease is sheared 
at the end of the box, and the form raised high enough so that it 
may be readily removed. A spring above the piston insures its 
return to the lower end of the cylinder when the pressure is re- 
moved. 


Repairing War Suips.—.\s an indication of the complete 
machine-shop equipment installed on some of the modern battle- 
ships and tenders, the following equipment of the U. S. S. Mel- 
ville—a torpedo-boat destrover tender—will be of interest: 
Three 2214-in. geared drills, two 16-in. friction-driven sensitive 
drills, one 24-in. portable radial drill, two double-emery floor 
grinders, one double floor buffer, two hacksaws, two center 
grinders. All these tools are electrically driven.—.4rmerican 
Machinist. 
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The roundhouse, machine shops, car shops and a large part of 
the rolling stock of the Alaska Northern Railway (the govern- 
ment-owned road) at Seward. Alaska, were destroyed by fire on 
May 10. 


The special committee on the Relations of Railway Operation 
to Legislation has issued a bulletin showing that on January 1 
last there were in service in the United States 12,900 all-steel 
and 5,700 steel underframe passenger cars, and 43,512 wooden 
cars. Of the passenger cars acquired by the roads in 1914, 74 
per cent were all steel; and of 956 cars under construction Janu- 
ary 1, only three were of wood. Seventy-five per cent were all- 
steel. 


TO ATLANTIC CITY MECHANICAL 
CONVENTIONS 


The Pennsylvania Lines have announced that for the accom- 
modation of those who will attend the conventions of the Mas- 
ter Mechanics and Master Car Builders’ Associations at Atlantic 
City next month, a special train will be provided, leaving Chi- 
cago at 5:30 p. m. on Monday, June 7, and arriving at Atlantic 
City about 5 p. m. the following day. The summer tourist fare 
will be $31.15 for the round trip. tickets good to return within 
30 days, with an extra fare of S4. 


SPECIAL TRAIN 


AIR BRAKE LAW MORE RIGID 


In the United States Circuit Court of Appeals at Richmond, 
Va, May 4, the judges affirmed unanimously a decision of the 
District Court, holding it unlawful for a railroad to require the 
use of hand brakes to control the speed of trains while on the 
road; that is to say, presumably, at all places where the law 
requires the train to be equipped with air brakes in condition 
for use. The contention of the road was that, with long trains 
on descending grades, the use of the hand brakes, to supple- 
ment the air brakes, was necessary to safety. The court held, 
in substance, that excepting in extraordinary emergency the use 
of the hand brakes in such a situation is contrary to the air- 
brake law. 


MEETINGS AND CONVENTIONS 


Canadian Ratiway Club.—.t the thirteenth annual meeting of 
the Canadian Railway Club officers were elected as follows: 
President, L. C. Ord: first vice-president, R. M. Hannaford; 
second vice-president, George Smart; secretary, James Powell, 
and treasurer, W. H. Stewart. T. C. Hudson, E. E. Lloyd, J. 
Hendry C. Manning, E. B. Tilt and Prof. H. O. Keay were ap- 
pointed on the executive committee, and W. S. Atwood, W. H. 
Winterrowd and F. .\. Purdy on the audit committee. 


American Society of Mechanical. Engincers.—The Chicago 
section of the American Society of Mechanical Engineers held 
its last 1914-15 seasonal meeting May 14, 1915, at the La Salle 
Hotel, Chicago. An interesting paper on Electric Locomotives 
was presented by .\. F. Batchelder and A. H. Armstrong, of 
the General Electric Company. Schenectady, N. Y. The follow- 
ing officers were nominated for the following vear: H. M. 
Montgomery, chairman; Joseph Harrington, vice-chairman: 
Robert E. Thaver, secretary, and H. T. Bentley and C. E. Wil- 
son as other members of the executive committee, 


American Railroad. Master Tinners, Coppersmiths and Pipe- 
fitters’ Association—At the third annual convention of the 
American Railroad Master Tinners’, Coppersmiths’ and Pipe- 
fitters’ Association, to be held at the Sherman House, Chicago, 
from July 13 to 16. papers will be presented as follows: Auto- 


EWS DEPARTMENT 


genous Welding, by W. J. Moffett, C. Borcherdt and J. P. 
Hahn; Tinware, by A. Paulis and J. P. Shoemaker; Crude Oil 
Burners and Forges, by W. J. Hoffett and J. E. Harbough; 
Locomotive Jackets, by O. E. Schlink, W. W. Nash and T. J. 
Burke; Lubrication, by C. Borcherdt and A. D. Homer; Smoke 
Prevention, by J. G. Thompson and J. S. Richards; Metals and 
Their Alloys, by G. B. Hosford; Gaskets and Their Application 
to Locomotives, by F. Bucholtz; Coach Heating, by G. Schwenk 
and F. B. Gralike, and Piping, by W. E. Jones. 


National Association of Corporation Schools.—The third 
annual convention of the National Association of Corporation 
Schools will be held at the Hotel Bancroft, Worcester, Mass., 
June 7 to 11 inclusive. The convention is held in Worcester this 
year as the result of an invitation tendered at last year's con- 
vention by three of Worcester's leading industrial concerns—the 
Norton Co, the Norton Grinding Co. and the American Steel 
& Wire Co. 

The National Association of Corporation Schools was founded 
January 24, 1913, and its first meeting was held in New York 
University, New York. The functions of the association were 
designated as follows: to develop the efficiency of the individual 
employee; to increase efficiency in industry; and to influence 
courses of established educational institutions more favorably 
toward industry. The first annual convention of the association 
was held at Dayton, Ohio, September 16, 1913, and the second 
annual convention at the home of the Curtis Publishing Com- 
pany, Philadelphia, Fa. 


Western Ratlway Club.—The Western Railway Club held its 
annual meeting at the Hotel LaSalle. Chicago, on May 18. 
Dr. W. F. M. Goss presented a very interesting address on 
his experience in Germany at the time he visited that country 
for the purpose of studying locomotive superheater practice. 
He paid special tribute to Robert Garbe and Wilhelm 
Schmidt. Wilhelm Schmidt perfected the superheater and, 
which was by far the most arduous task, interested the im- 
perial government in its adoption. Robert Garbe was the 
chief mechanical officer in charge of the superheater locomo- 
tives of the government lines and to him is due the success 
of the superbeater in actual practice. 

A unique form of entertainment was presented with W. E. 
Symons and the Boosters’ Committee of the club as the lead- 
ing actors. Mr. Symons attacked the Boosters’ Committee in 
a most emphatic manner and had the entire assemblage 
thoroughly wrought up with his insinuations and accusations. 
This was carried to such a point that finally the president had 
to call on the Boosters’ Committee to escort Mr. Symons to 
the refreshment room, and not until then was it apparent 
that his tirade was a part of the entertainment program. 
The following officers were elected for the ensuing year: 
President, H. H. Harvey, general car foreman, Chicago. 
Burlington & Quincy; first vice-president, W. E. Dunham. 
supervisor of motive power and machinery, Chicago & North 
Western; second vice-president, A. R. Kipp, mechanical su- 
perintendent, Minneapolis, St. Paul & Sault Ste. Marie: secre- 
tary and treasurer, Joseph W. Taylor; executive committee. 
A. LaMar, master mechanic, Pennsylvania Railroad; George 
S. Goodwin, mechanical engineer, motive power department, 
Rock Island Lines, and Edwin G. Chenoweth, mechanical 
engineer car department, Rock Island Lines. The secretary 
reported a total membership of 1.395 members and a cash 
balance of $132.54. 


American Society for Testing Materials —The eighteenth 
annual meeting of the American Society for Testing Materials 
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will be held at the Hotel Traymore, Atlantic City, N. J., June 
22 to 26. 

At the first session meeting, on Tuesday, June 22, at ll a. m, 
opening business will be conducted and reports will be received 
from the committees on Standard Specifications for Coal, and 
on Standard Specifications for Coke. 

At the second session, on Tuesday, at 3 p. m., reports will be 
received from the committees on Standard Specifications for 
Wrought Iron; Standard Specifications for Cast lron and Fin- 
ished Castings; Corrosion of Iron and Steel, and Standard Tests 


of Insulating Materials. 
The subjects assigned for the remaining sessions are as fol- 


lows: 
Third, Tuesday, June 22, 8 p. m., Non-Ferrous Metals. 
Fourth, Wednesday, June 23, 10 a. m., Steel. 
Fifth, Wednesday, June 23, 8 p. m., Heat Treatment of Steel. 
Sixth, Thursday, June 24, 10 a. m., Testing Apparatus. Among 
the four papers to be presented at this session will be one by 
C. D. Young, engineer of tests, of the Pennsvlvania Railroad, 
entitled: The New Physical and Chemical Laboratory of the 
Pennsylvania Railroad at Altoona. 
Seventh, Thursday, June 24, 3 p. m., Cement and Concrete. 
Eighth, Friday, June 25, 10 a. m., Ceramics, Gypsum and Lime. 
Ninth, Friday, June 25, 3 p. m, Preservative Coatings and 


Lubricants. 
Tenth, Saturday, June 26, 10 a. m., Road Materials, Timber 


and Rubber. 
Recreation periods are provided for Wednesday aíternoon and 


Friday evening, and a smoker is announced for Thursday eve- 
ning. Special rates have been secured in the hotel for the mem- 
bers of the society and their guests. In addition to the reports 
of the standing committees and the presentation of monographs 
on the special subjects, the convention will consider four pro- 
posed amendments to the by-laws affecting membership and the 
adoption of standards. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of meeting of mechanical associations. 
Ain Brake AssociaTion.—F. M. Nellis, 53 State St., Boston, Mass. 
AMERICAN RaiLROAD Master TINNERS, COPPERSMITHS AND PiPEFITTERS' 
AssociaTioN.—W. E. Jones, C. & N. W., 3814 Fulton street, Chicago. 
Annual meeting, July 13-16, 1915, Hotel Sherman, Chicago. 


RaiLway Master MECHANICS’ AssociATION.—]. W. Taylor, Kar- 


AMERICAN : : 
Convention, June 9-11, 1915, Atlantic City, 


pen building, Chicago. 

AMERICAN RarLway TOOL ForEMEN’S ASSOCIATION.—Owen D. Kinsey, Illi- 
nois Central, Chicago. Convention, July 19-21, 1915, Hotel Sherman, 
Chicago. 

AMERICAN SOCIETY FOR TESTING MaterIALS.—Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. Convention, June 22-26, 1915, 
Hotel Traymore, Atlantic City, N 

AMERICAN SocigrvY OF MECHANICAL ENciNEERS.—Calvin W. Rice, 29 W. 
Thirty-ninth street, New York. Annual meeting, December 7-10, 
1915, New York. 

Association or Rattway ELECTRICAL ENciNEERS.—Joseph A. Andreucetti, 
C. & N. W., Room 411, C. & N. W. Sta., Chicago. Annual meeting, 
October, 1915. 

Carn FOREMEN'S ASSOCIATION OF Cuicaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

CHIEF INTERCHANGE CAR INSPECTORS’ AND Car FOREMEN'S ASSOCIATION.— 
S. Skidmore, 946 Richmond_street, Cincinnati, Ohio. Annual meet- 
ing, September 14-16, 1915, Richmond, Va. 

INTERNATIONAL RaiLway FUEL AssociaTion.—C. G. Hall, 
building, Chicago. 

INTERNATIONAL RAILWAY GENERAL Foremen’s AssociATioN,— William Hall, 
1126 W. Broadway, Winona, Minn. Convention, July 13-16, 1915, 
Hotel Sherman, Chicago. 

INTERNATIONAL RAILROAD MASTER BriacksMiTHS! Association.—A. L. Wood- 
worth, Lima, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

Master BoiLgR MAKERS’ AssociaTION.—Harry D. Vought, 95 Liberty street, 
New York. 

Master Car Bui pers’ Assoc1aTION.—J. W. Taylor, Tarpt building, Chi- 
cago. Convention, June 14-16, 1915, Atlantic City, N. J. 

Master Car AND LOCOMOTIVE ParNTERS' Assoc. oF U. S. AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September 14-17, 
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PERSONALS 


li is our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the ratlways of this country, and we shall greatly 
appreciate any assistance that our rcaders may give us in helping 
to bring this about. 


GENERAL 


lleENRYv BARTLETT, mechanical superintendent of the Boston & 
Maine at Boston, Mass., has been appointed chief mechanical 
engineer, reporting to the president. He will have general su- 
pervision over matters connected with motive power and other 
equipment in so far as may be necessary to preserve the stand- 
ards and systems of the railroad and to secure adherence thereto. 
All plans and specifications for locomotives and other equipment 
will be prepared by him and approved by the general manager. 
The construction of new equipment will be supervised by him 
and he will perform such other duties in connection with motive 
power and equipment as may be assigned to him by the president. 
Charles H. Wiggin, superintendent of motive power at Boston, 
will report to the general manager. He will have charge of all 
locomotives and car shops, engine houses and appurtenances, and 
of the maintenance, repair and inspection of locomotives and 
other equipment. The master mechanics, superintendents of 
shops, electrical superintendent, general car inspector, general air. 
brake inspector and the general piece work inspector will report 
to him. 


C. E. Brooks, general foreman at the Transcona, Man., shops 
of the Grand Trunk Pacific, has been appointed acting super- 
intendent of motive power, with headquarters at Transcona, 
succeeding Joseph Billingham, resigned. 


S. J. HuNcERFORD, superintendent of rolling stock, western 
lines of the Canadian Northern, at Winnipeg, Man., has had his 
jurisdiction extended over the eastern lines. 


Harry A. MacnetH, whose appointment as superintendent of 
motive power of the New York, Chicago & St. Louis, with head- 
quarters at Cleveland, Ohio, was announced in the May number. 
was born on September 23, 1867. at Wellsville, Ohio. He was 
educated in the common and high schools and entered railway 
service in October, 1883, with the New York, Chicago & St. 
Louis. He was machinist apprentice from 1884 until 1887, ma- 
chinist from 1887 to 1891, gang foreman from 1891 to 1898, when 
he was appointed general foreman. This position he held until 
1905, when he was appointed master mechanic, and he has served 
in that capacity for the last 10 years, recently with headquarters 
at Conneaut, Ohio, from which position he is now promoted to 
superintendent of motive power. 


W. H. WiNTERROWD, mechanical engineer of the Canadian Pa- 
cific at Montreal, Que., has been appointed assistant to the chief 
mechanical engineer, with headquarters at Montreal. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


T. C. BaLpwin, whose appointment as master mechanic of the 
New York, Chicago & St. Louis at Conneaut, Ohio, was an- 
nounced in the May number, was born in East Springfield, Pa. 
June 25, 1875. On finishing the grammar school he entered the 
office of the master mechanic of the Nickel Plate as a messenger 
boy, serving three years until November, 1892, as messenger and 
tool room boy. lie then became a machinist's apprentice and 
after learning the trade served as a machinist and tool maker 
until January, 1904, when he was appointed machine shop fore- 
man. In May, 1905, Mr. Baldwin was transferred to Buffalo, 
N. Y, as roundhouse foreman at that point where he served 
until May, 1910, again becoming machine shop foreman at that 
time and serving in that capacity until his recent appointment to 
the position of master mechanic. 


June, 1915 


J. H. Mitts, formerly master mechanic of the Ontario division 
oi the Canadian Pacific at West Toronto, Ont, has been ap- 
pomted master mechanic of the Lake Superior division at North 
Pay, Ont., succeeding H. G. Reid. 


W. J. PickRELL has been appointed master mechanic of the 
Ontario division of the Canadian Pacific at Toronto, Ont., suc- 
ceeding D. T. Main, promoted. 


W. C. SEaLv has been appointed master mechanic of the On- 
tario lines of the Grand Trunk at Toronto, Ont., succeeding J. 
Markey, deceased. Mr. Sealy entered the service of the Grand 
Trunk in the erecting shop at Stratford, Ont., as an apprentice 
in 1901. having previously attended the high school at that point. 
The apprenticeship educational system had at that time just 
been inaugurated. He continued to serve at Stratford for about 
eight years as an apprentice, charge hand and finally as general 
foreman of the shop at that point. He was then transferred to 
Chicago as general foreman, in which capacity he was employed 
until 1913 when he was promoted to the position of assistant 
niester mechanic of the Ontario lines. He occupied this position 
until May 1 of this year when he became master mechanic. 


T. Winpie, formerly master mechanic of the International & 
Great Northern at Palestine, Tex, has been appointed master 
mechanic of the Denver & Salt Lake, with headquarters at 
Tabernash, Colo. 


CAR DEPARTMENT 


R. S. Mounce has been appointed general foreman of car re- 
pairs of the Erie Railroad at Jersey City, N. J., succeeding P. 
Fox, deceased. 


L. C. WHirE has been appointed general car foreman of the 
Pere Marquette at St. Thomas, Ont, succeeding A. White. 


F. B. Zercuer, formerly superintendent of car shops of the 
Canadian Pacific at Montreal, Que., has been appointed master 
car builder, Eastern lines, with headquarters at Montreal. 


SHOP AND ENGINE HOUSE 


H. G. Becker, formerly general erecting shop foreman of the 
Lehigh Valley shops at Sayre, Pa. has been appointed general 
foreman of the Delaware & Hudson shops at Watervliet, N. Y., 
succeeding A. A. Masters, resigned. 


WILLIAM BRANDT has been appointed general foreman of the 
shops of the New York, Chicago & St. Louis, at Conneaut, Ohio, 
succeeding T. C. Baldwin, promoted. 


W. Hore, formerly erecting shop foreman of the Canadian 
Northern at Joliette, Que., has been appointed foreman at Limoi- 
lou, Que. 


F. P. HowzrL, formerly general foreman oí the erecting shop 
of the Atlanta Coast Line at Waycross, Ga., has been appointed 
general foreman at Savannah, Ga. 


T. S. Lowe, formerly master mechanic of the Canadian North- 
ern at Limoilou, Que., has been appointed general foreman at 
that point. 


J. A. MITCHELL, locomotive foreman of the Grand Trunk Pa- 
cine at Biggar, Sask., has been appointed general foreman at 
Transcona, Man. 


A. McTavisH, formerly locomotive inspector of the Grand 
Trunk Pacific at Transcona, has been appointed locomotive fore- 
man at Biggar, Sask. 


Wittiam H. NoLAN, general foreman of engine houses and 
shops of the Boston & Maine, at East Deerficld, Mass., has been 
given jurisdiction over the inspection and repair of rolling stock 
at that point and Greenfield, Mass. 


T. W. Paros has been appointed locomotive foreman of the 
Grand Trunk Pacific at Graham, Ont., succeeding R. G. Gilbride, 
resigned. 
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H. C. Spicer has been appointed general foreman of the erect- 
ing shop of the Atlantic Coast Line at Waycross, Ga. 


J. A. Warton has been appointed locomotive foreman of the 
Grand Trunk at London, Ont., succeeding J. R. Leckie, promoted. 


PURCHASING AND STOREKEEPING 
Watter R. Owen, assistant purchasing agent of the Chicago, 
Rock Island & Pacific at Chicago, has been appointed assistant 
general purchasing agent, with headquarters at Chicago. 


COMMISSION APPOINTMENTS 
A. L. Moter has been appointed senior inspector of motive 
power for the eastern district, in the division of valuation, Inter- 
state Commerce Commission, with headquarters at Washington. 


OBITUARY 


Patrick Fox, general foreman car repairs of the Erie Rail- 
road at Jersey City, N. J., died on May 10 at the age of 56 
years. Mr. Fox had been in the service of the Erie Railroad 
for nearly 40 years. He was employed in the Buffalo car shops 
from 1876 until March, 1886, where he served as car builder, 
gang foreman and shop inspector, until transferred to James- 
town, N. Y., as foreman at that point. In October, 1887, he 
was made foreman of car repairs at Galion, Ohio, in which ca- 
pacity he served until the spring of 1892. He was then made 
general foreman of car repairs at Galion, Ohio, in which ca- 
pacity he served until the spring of 1892. He was then made 
general foreman of car repairs at Huntington, Ind., and in 
April, 1902, was transferred to Buffalo, N. Y., as general fore- 
man of car repairs at that point, where he remained until July, 
1905. He then became general foreman of car repairs at Jersey 
City, N. J., which position he occupied at the time of his death. 


James Markey, master mechanic of the Ontario lines of the 
Grand Trunk at Toronto, Ont., died at his home there, April 22, 
at the age of 54 years. 


P. P. Mirtz, assistant engineer, mechanical department, of the 
New York Central, died suddenly on May 11, in New York. 


NEW SHOPS 


CuHicaco, Rock [stANpn & Paciric.— This company will build a 
small repair shop for light repairing at Biddle, Ark. 


SOUTHERN RaiLwav.—In connection with new terminal facili- 
ties for this company at South Richmond, a contract has been 
awarded to Alsop & Pierce, Newport News, Va., for the con- 
struction of a new oil house to cost $6,975. 


Moxcan’s LoursiaNA & Texas RAILROAD & STEAMSHIP Com- 
PANY.—This company will construct new shop buildings and 
probably install some new tools and equipment at Algiers, La. 
The tools and equipment have not yet been definitely determined. 


Tur SEABOARD Air LiNE.—This company has let contracts to 
build a temporary shop building at Portsmouth, Va., as a tem- 
porary cover on a portion of the burnt shop area, but no decision 
has been reached for the construction of a permanent building. 


NORFOLK SouTHERN.—This company ts putting up a small shed 
at the Raleigh, N. C., vards for the protection of workmen in 
placing steel underframes on cars. The building will be 40 ft. 
by 60 ft. The company has also provided additional tracks for 
handling about 75 cars at one time. The cost of the work will 


be about $5,000. 


OrEGON-WASHINGTON Raitroap & NAVIGATION CoMPANY.— 
This company will build a one-story, 10-stall roundhouse at 
Walla Walla, Wash. It will have brick walls, mill interior and 
concrete pits. The approximate cost will be $25,000. Moore 
Brothers, Portland, Ore., have been awarded the contract. 
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SUPPLY TRADE NOTES 


D. J. Normovle has been appointed manager of the Philadel- 
phia office of the Niles-Bement-Pond Company, Inc. 


The Taylor Wharton Iron & Steel Company, Philadelphia, Pa., 
is working on an order for shrapnel shells at its Tioga plant. 


Joseph F. Dixon, Jr, foreign sales manager of the Allis- 
Chalmers Company, died at his home in Brooklyn, N. Y., on 
April 30. 


The Pyrene Manufacturing Company has moved its head offices 
in New York to the Vanderbilt Concourse building, 52 Vander- 
bilt avenue. 


Charles Spalding, representative of the Gisholt Machine Com- 
pany, Madison, Wis, in Chicago territory, has transferred his 
headquarters from the Chicago office to Detroit. 


A. W. De Revere has been appointed district sales manager 
of the Terry Steam Turbine Company, Hartford, Conn., in 
charge of offices at 524 Monadnock block, Chicago. 


The Pittsburgh plant of the American Locomotive Company, 
which has been virtually idle for two vears, is being overhauled 
and plans are being made for a complete resumption of work. 


H. S. Collette, secretary of J. G. White & Co., Inc, and the 
J. G. White Engineering Corporation, New York, has resigned 
from these companies and expects to reside permanently in Cali- 
fornia. 


The Edgar Allen American Manganese Steel Company, Chi- 
cago, has changed its name to the American Manganese Steel 
Company. This company has foundries at Chicago Heights, HI., 
and New Castle, Del. 


The U. S. Metal & Manufacturing Company, New York, has 
been appointed eastern sales agent for the Union Fibre Com- 
pany, Winona, Minn. makers of Linofelt for refrigerator and 
Feltlino for steel cars. 


F. K. Irwin, formerly with the New York, New Haven & Hart- 
ford, has become connected with the Chicago office of the Niles- 
Bement-Pond Company. He will look after the railroad machine 
tool business in that territory. 


The Standard Brake Shoe & Foundry Company, Pine Bluff, 
Ark. a new firm, has taken over the Dilley Foundry Company, 
and will start work at once on the construction of a new $40,000 
plant, including an open-hearth steel foundry. 


The Ballman-Witten Manufacturing Company, 5407 Easton 
avenue, St. Louis, Mo. bas been incorporated with $100,000 cap- 
ital stock to manufacture piston rings. Lathes and boring ma- 
chines will be installed. E. C. Ballman is president. 


The Pittsburgh Steel Car Company, Pittsburgh, Pa., has been 
incorporated at Dover, Del, with a capital of $100,000, and will 
manufacture and deal in steel railroad cars. The incorporators 
are Norman P. Coffin, Herbert E. Latter, Wilmington, Del., and 
Clement M. Enger, Elkton, Md. 


H. E. Preston, formerly with the American Can Company, and 
prior to that with the Felt & Tarrant Manufacturing Company, 
Chicago, has joined the periodograph sales force of the Gisholt 
Machine Company, Madison, Wis., and will have headquarters 
at the company's Chicago cffice. 


The item appearing in the May number, page 265, announc- 
ing the appointment oi a new manager of the Boston branch 
of Manning, Maxwell & Moore, Inc., incorrectly gave the name 
of the new branch manager as J. S. Wright. The name given 
should have been Jos. Wainwright. 


Fred A. Geier, president of the Cincinnati Milling Machine 
Company, Cincinnati, has purchased the interest of Larz An- 
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derson in the Cincinnati Shaper Company and the Cincinnati 
Gear Cutting Machine Company, Cincinnati. P. G. March will 
continue as president, and the business will be extended. 


E. E. Winship, formerly manager of the Cincinnati branch 
of Manning, Maxwell & Moore, Inc., has been appointed man- 
ager of the Cleveland branch, effective May 1. C. H. Over- 
kamp, formerly of the Conover-Overkamp Machine Tool Com- 
pany, Dayton, Ohio, has been made manager of the Cincinnati 
office. 


The operation of the plant of the Continental Car & Equip- 
ment Company at Highland Park, Louisville, Ky., which was 
shut down when the company went into bankruptcy, will be 
resumed by the Continental Car Company, which has been in- 
corporated with $40,000 capital stock by A. H. McKinley and 
others. 


The Davis Manufacturing Company, Milwaukee, Wis., manu- 
facturer of gasolene motors, has closed a contract with the Rail- 
way Engineering & Equipment Company, Indianapolis, Ind., for 
the construction of motors, trucks and underframes for the entire 
output of railway coaches of the latter company for a period of 
five years. 


P. H. Biggs, sales manager of the Cleveland territory of Man- 
ning, Maxwell & Moore, has resigned from that position and has 
taken an office in the Schofield building, Cleveland, Ohio, under 
the name of the P. H. Biggs Machinery Company. He will handle 
machine tools and hydraulic machinery, and represent a limited 
number of manufacturers in the northern Ohio territory. 


The Whiting Foundry Equipment Company, Harvey, IL; has 
taken over the foundry equipment business of the Central Iron 
Works, Quincy, Ill, thereby adding to its line the dust arresters 
and water cinder mills formerly manufactured by that com- 
any. The Whiting Company has retained one of the engineers 
of the Central lron Works. It will also be prepared to furnish 
repairs for Central Iron Works equipment. 


The Pittsburgh Steel Car Company, recently organized by 
Pittsburgh capital, is planning to erect a plant at Greenville, Pa. 
which will provide for a capacity of 7.500 steel cars a year. The 
ofticers of the company are W. A. Scott, Jr., president; H. B. 
Scott and L. A. Meyran, vice-presidents: H. W. Best, treasurer: 
George W. Ramby, secretary, and E. B. Caughey, office manager. 
The ofhces are at 512 Ferguson building, Pittsburgh. 


Laurence llamill, for some time district agent for the Buda 
Company, Chicago, and W. B. Hickox, formerly in charge of 
sales of the Adams Bagnall Electric Company, Cleveland, Ohio. 
have formed the Hamill-Hickox Company, with offices in the 
Hickox building, Cleveland. The new company will act as direct 
representatives in Ohio and surrounding territory for railway 
supplies, and will continue to handle the Buda Company account 
and several others. 


The Pacific Great Eastern Equipment Company has been in- 
corporated with a capital of $3,000,000 and office in Vancouver, 
B. C., to purchase, hire or manufacture railway cars, locomotives 
or other rolling stock, deal in rails, contractors’ equipment, ap- 
pliances and tools, and to sell or hire the same to railway com- 
panies and contractors. The provisional directors are: P. Welch, 
E. F. White, E. W. Kaufmann, A. H. Sperry and D. C. Pen- 
nington, Vancouver, B. C., all of whom are associated with the 
Pacilic Great Eastern. Railway. 


The Reading-Bayonne Steel Casting Company has recently 
sold its Bayonne, N. J., plant to the Bayonne Steel Casting 
Company, and its Reading, Pa. plant to the Reading Steel 
Casting Company. The Bayonne Steel Casting Company has 
elected officers as follows: William D. Sargent, president and 
treasurer, and A. J. Passino, secretary. H. K. Pollard has been 
appointed sales manager, and Charles Lidstone, superintendent. 
The officers of the Reading Steel Casting Company are: J. 


^ — 
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Turner Moore, president; M. G. Moore, vice-president; H. M. 
Doty, secretary and treasurer; M. G. Moore is also sales man- 
ager, and J. Douglas Genger, superintendent. The Reading- 
Bayonne Steel Casting Company was a combination of these two 
companies organized about December, 1911. 


Charles William Sherburne, who died in Bostan, Mass., on May 
6, after an illness of three years, was the founder of the railway 
supply firm of Sherburne & Co., Boston, Mass., and had been at its 
head for about 50 years. 
Mr. Sherburne was born 
in Boston on October 13, 
1839. He was for a time 
employed on the Ver- 
mont & Canada, now a 
part of the Central Ver- 
mont, but soon returned 
to Boston to engage in 
the railway supply busi- 
ness, under the name of 
Sherburne & Co. Mr. 
Sherburne was a very 
active man, and until 
within a few years hc 
was president of the 
Armstrong Transfer Ex- 
press Company, presi- 
dent of the Star Brass 
Manufacturing Company, 
a director of the Arm- 
strong Dining & News 
Company, and treasurer 
of the New England Railroad Club. 


C. W. Sherburne 


C. B. Yardley, Jr.. at present eastern railroad representative of 
the William C. Robinson & Son Company, Baltimore, Md., with 
ofice at New York, will on June 1 become manager of the rail- 
way department of the 
Lubricating Metal Com- 
pany, 2 Rector street, 
New York. Mr. Yard- 
ley was for a time man- 
ager of the railway de- 
partment of the United 
States Metal Products 
Company, and previous 
to that was for several 
years railroad representa- 
tive of Jenkins Brothers, 
New York. He is a 
prominent member of the 
Railway Supply Manu- 
facturers’ Association. 
In 1912-1913 he served 
as chairman of the en- 
rollment committee of 
that organization. and at 
present is chairman of 
its badge committee. He 


C. B. Yardley, Jr. 


has also served as secre- 


tary and treasurer of the Railway Materials Association, which 
is associated with the Railway Storekeepers’ Association, and in 
May, 1914, was elected president of that organization. 


The Westinghouse Electric & Manufacturing Company, which 
has received a large order for rifles from the British government, 
has practically completed negotiations for the purchase of the 
plant and business of the J. Stevens Arms & Tool Company, of 
Chicopee Falls, Mass., and the plants of the Stevens-Duryea 
Company in Chicopee Falls and East Springfield. The company 
plans to fill the order at these plants. L. A. Osborne, vice- 
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president of the company, will be in executive charge of the 
work, and Walter L. Clark, recently vice-president of the Niles- 
Bement-Pond Company, will be manager of the combined plants 
in charge of operations. The corporate and commercial identity 
of the J. Stevens Arms & Tool Company will be retained, and 
its usual line of rifles will be manufactured. When the war 
order rush is over the other plants will probably be devoted to 
the manufacture of the usual line of Westinghouse products. 


George T. Reiss, vice-president of the Niles Tool Works 
Company, and a director of the Niles-Bement-Pond Company, 
died at his home in Hamilton, Ohio, on May 5. Mr. Reiss had 
veen in the employ of the 
Niles Tool Works Com- 
pany continuously since 
18/8. He was born in 
Cincinnati, December 6, 
1849. In 1877 he went to 
Hamilton. He was first 
employed there as a 
draftsman, but in 1878 
he was given the position 
of master machinist with 
the Niles Tool Works 
Company, and placed in 
charge of the company's 
engineering department. 
He was subsequently 
chief mechanical engi- 
neer and later superin- 
tendent of the drafting 
department. Eventually, 
he became vice-president 
of the company and a 
director of the Niles- 
Bement-Pond Company. He was an inventor of considerable 
importance and held a position oí prominence in the affairs of 
the city in which he made his home. 


G. T. Reiss 


William Sterling Hodges, of the Baldwin Locomotive Works, 
with his wife and two sons, was lost in the sinking of the Lusi- 
tania. Mr. Hodges was born in Philadelphia on March 1, 1882, 
and was a graduate of 
tic Central Manual 
lraining School. Heen- 
tered the drafting de- 
partment of the Baldwin 
Locomotive Works on 
December 18, 1899, In 
July, 1912, he went to 
China as technical rep- 
resentative. He remained 
there about two years, 
returning in the summer 
of 1914. In September, 
1914, he went to Russia 
and remained there until 
the middle of December. 
Early in January, 1915, 
he was assigned to dutv 
as technical representa- 
tive or agent in Paris. 
He went there with the 
intention of returning in 
April to take his family 
back with him to France. He returned to this country on the 
Lusitania when that vessel made her last trip westbound, and 
a week later, with his family, sailed on the same ship. Mr. 
Hodges showed great capability as a designer in locomotive 
construction. He patented a number of devices, the best known 
of which is the trailing truck bearing his name. 


W. S. Hodges 
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CATALOGS 


AIR Meters.—A four-page folder has been issued by the New 
Jersey Meter Company, Plainfield, N. J. This folder is devoted 
to the Tool-om-eter, a recently developed form of air flow 
meter. This device is adapted to checking the amount of com- 
pressed air used by the various types of portable pneumatic 
tools. 


Wirinc.—The Fargo Manufacturing Company, Inc, Pough- 
keepsie, N. Y., has recently issued catalog No. 800, which deals 
with its types "A" and "B" connecting devices for electric wiring. 
The catalog is well illustrated with sectional drawings and en- 
gravings showing the construction of the various types of con- 
nectors. 


RivETERS.— Catalog No. 3 of the Vulcan Engineering Sales 
Company, Chicago, deals with a line of pneumatic riveters manu- 
factured by the Hanna Engineering Works, Chicago. These ma- 
chines are of a variety of types and sizes, the special feature of 
the line being the toggle motion by which the power is trans- 
mitted to the ram. 


AncH TeBe CLeEANERS.—Catalog W-1 of the Lagonda Manu- 
facturing Company, Springfield, Ohio, is devoted to its line of 
arch tube cleaners. Several types of cutting heads are shown 
and a number of accessories are listed, including repair parts. 
In addition to the pneumatic cleaners, water and steam driven 
cleaners are shown. 


ExPANDED METAL Larun.—Kno-Burn expanded metal lath is the 
subject of a 52-page booklet issued by the North Western Ex- 
panded Metal Co. Old Colony Building, Chicago. The advan- 
tages claimed for this type of lath are outlined in detail, stock 
sizes and weights are given and a large number of illustrations are 
included giving details of application. 


WagcoN AND Truck Loapers.—This is the title of book No. 
210 of the Link-Belt Company, Chicago, which is devoted to a 
line of portable loaders for use in handling coal, sand, stone, 
gravel and other loose material from storage piles into wagons, 
trucks or cars. The book has 47 pages and is profusely illus- 
trated with photographs taken in service. 


Water.—The Kennicott Company, Chicago Heights, lll, has 
recently issued a pamphlet entitled Water, Its Storage Purifica- 
tion and Measurement for Industria] Purposes, in which are set 
forth the advantages of soft water as applied to various indus- 
tries. It contains several illustrations of Kennicott water soft- 
ener plants and other equipment manufactured by this company. 


PORTABLE iR Compressors.—l‘orm No. 3,015 issued by the 
Ingersoll-Rand Co., 11 Broadway, New York, contains 32 pages, 
6 in. by 9 in., and is a complete treatise on the subject of port- 
able air compressing outfits. A list of bulletins is given describ- 
ing in detail each particular line of portable compressors as well 
as catalogs of the various pneumatic tools and equipment men- 


tioned. 


SaFETY RuLEgs.— The Whiting Foundry & Equipment Company 
has recently issued a poster containing safety rules for crane- 
men, crane operators, floor men and repair men. The poster 
has the words "Safety First" printed in large red letetrs at the 
top and the rules are from a safety bulletin issued by the Na- 
tional Founders’ Association. The poster is suitable for placing 
in shops for the guidance of workmen. 


AIR ComMPpressors.—Bulletin No. 34 M, dated March, 1915, and 
issued by the Chicago Pneumatic Tool Co., describes the class 
O “Chicago Pneumatic” steam and power driven compressors. 
The bulletin contains 36 pages, including detailed illustrations of 
the various parts of these compressors as well as indicator dia- 
grams showing the results obtainable by their use. Tables are 
included giving the principal data for the various sizes. 
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VacuuM Car CLEANERS.—A four-page leaflet entitled bulletin 
No. 221 A, has been issued by the Thurman Vacuum Cleaner 
Co., St. Louis, Mo., describing the Thurman No. 2 portable elec- 
tric car cleaning device. "his vacuum cleaner is placed at the 
side of the coach to be cleaned, and is driven through an electric 
lamp cord from the lighting circuit in the coach or the terminal 
yard. The system is now in use on over 25 American railways. 


HvpRAULIC Forcing Presses.—This is the subject of catalog 
No. 92, issued by the Watson-Stillman Company, New York. This 
Book contains 128 pages, thoroughly illustrated and deals with a 
large number of forcing and miscellaneous presses which this 
company manufactures. The catalog supersedes catalog No. 70 
and part of No. 82. It has been found convenient to divide the 
various tools into classes, making each class the subject of a 
catalog. At the back of this book a list is given of these classified 
catalogs. 


WiNpow Devices.—The McCord Manufacturing Co., Detroit, 
Mich., has issued a 56-page catalog dealing with the Universal 
window devices which this company manufactures. The book 
is handsomely gotten up and illustrated in color engravings as 
well as line drawings, the latter giving in detail the arrangement 
of the different window fixtures. These include weather strip- 
ping, locks and racks, sash liíts, anti-rattle bearings, stop casings 
and parting strips, sash balance brackets, sash balance chain 
connections, metallic sash, deck sash ratchets, etc. 


Craxes.—Book No. 107, issued by the Industrial Works, Bay 
City, Mich., illustrates and describes the various crane equipment 
which this company manufactures. This includes wrecking 
cranes, pile drivers, locomotive cranes, lifting magnets, etc. A 
section is also devoted to other products such as pillar and trans- 
fer cranes, rail saws, transfer tables and wrecking tools. The 
book contains 88 pages and an insert containing illustrations of a 
partial set of Industrial wrecking tools. The printing and illus- 
trations are excellent, a high grade of paper being used. 


LocomoTIvVE SToOKERS.—The Locomotive Stoker Company, 
Schenectady, N. Y., in its catalog No. 14-B issued in April, has 
compiled a list of locomotives to which the Street stoker has 
been applied. The catalog is a neatly arranged booklet of some 
50 pages containing a full-page illustration of each locomotive 
class to which the stoker has been applied with a table of the 
principal dimensions and a statement on the facing page of the 
number of engines equipped. The fact is brought out that at 
the present time there are in service over 600 locomotives fired 
by the Street stoker. 


SPEED REpucING GEAR.—Catalog "A" of the Turbo-Gear Com- 
pany, Industrial building, Baltimore, Md., is devoted to the 
Turbo reducing gear recently developed by this company for 
high ratio speed reduction. This device consists of a stationary 
annular gear, a pinion cut integral with the high speed shaft 
and intermediate gears, the shafts of which are secured to the 
cast steel slow speed member. The intermediate gears mesh with 
the annular gear and the pinion, revolving about the latter, All 
the gears are of the double helical or herring bone type, and are 
enclosed in a cast iron housing. 


PaiNTS.— The St. Louis Surfacer & Paint Company, St. Louis, 
Mo., has issued a number of circulars and color cards, each one 
devoted to paints and varnishes for a particular class of work, 
all of which are neatly bound in a loose-leaf folder. Among the 
circulars are found the following dealing with paints for rail- 
way work: No. 1-A, stecl and wood freight car paint; No. 2-A, 
coach and car surfacer; No. 3-A, locomotive surfacer; No. 5-A, 
canvas roof paint, floor paint and truck enamel; No. 6-A, hand 
rail and headlining enamel, rattan seat finish and interior car 
colors; No. 7-A, coach colors and color varnishes; No. 8-À, 
station and building paint; No. 9-A, bridge and signal target 
paint, and No. 14-A, car cleaner and metal polish. A color card 
is included with each circular. 


Jury, 1915 


INCLUDING THE 


AMERICAN ENGINEER 


PuBLISHED ON THE First TmuRsDAY OF Every MONTH BY THE 


SIMMONS-BOARDMAN PUBLISHING COMPANY, 
WootwortH BuiLtpinc, New York, N. Y. 


CHICAGO: Transportation Bldg. CLEVELAND: Citizens’ Bldg. 
LONDON: Queen Anne’s Chambers, Westminster. 


Epwarp A. Simmons, President L. B. Smerman, Vice-President 
Henry Ler, Secretary - 
The address of the company is the address of the officers, 


Roy V. Wricnt, Editor 
R. E. Tuavzn, Associate Editor A. C. Loupon, Associate Editor 
C. B. Pzck, Associate Editor 


Subscriptions, including the eight daily editions of the Railway Age 
Gazette published in June in connection with the annual conventions of 
the Master Car Builders’ and American Railway Master Mechanics’ Asso- 
ciations, payable in advance and postage free: 


United States, Canada and Mexico.......... ... $2.00 a year 
Foreign Countries (excepting daily editions). ... 39.00 a year 
Single Copy ........ Sac Au ax RO deer REA Mp £0 tents 


Entered at the Post Office at New York, N. Y., as mail matter of the 
second class. 


WE GUARANTEE. that of this issue 6,500 copies were printed; that of 
these 6.5C0 copies 5,471 were mailed to regular paid subscribers, 155 were pro- 
vided for counter and news companies' sales, 219 were mailed to advertisers, 
exchanges and correspondents, and 655 were provided for new subscriptions, 
samples, copies lost in the mail and office use; that the total copies printed 
this year to date were 39,000, an average of 5,571 copies & month. 


Tne RAILWAY AGE GAZETTE, MECHANICAL EDITION and all other 
Bimmons-Boardman publications are members of the Audit Bureau of Circu- 
lations. 


VoLUME 89 Jury, 1915 NUMBER 7 
EDITORIALS: 
Welcome the Supply Man.......... p ee err ee E 329 
The Pennsylvania Test Department... 0.0.0... ccc ee eee eee eee nee 329 
Two: July- Conyventiolls cer 2a VA oO EY XA Peale eee RR 329 
Underframes Should Be Strengthened......... ccc ewe eee ccc eens 330 
Car Department Officers and Economy ....... cc cece cee eee cee neee 330 
Consolidation of Mechanical Associations... .... ccc ee eee ee ce aes 330 
Refinement in Locomotive Design. ......... ccc cece eee e eee e eee s 331 
New Books coda ene eed erc oe we baba shale wien eo C N REOR v 331 
GENERAL: 
Pennsylvania Railroad Test Department....... 0... ccc cece cece eee 332 
Examples of Recent Locomotives...........c cc cee eee ee eee nne 338 
Characteristics of Plate Springs.............. ceca eee hn 340 
Forged and Rolled Steel Pistons... ...... 0... ce ccc eee ew eee tenes 343 
Performance of Locomotive Firemen. .......... 0c cc cece cece seevees 346 
CAR DEPARTMENT: 
Freight Car Repairs Under a Picce Work System...............6. 347 
Porte o. Years * ARO sc se Sl ee ews Wao d wee tee 348 
Steel Cars of the Arch Roof Type ......... cc cee cee ee cee tweens 349 
Steel Suburban Cars for the Erie... ... ccc ccc ce ee ce cee eee nes 356 
SHOP PRACTICE: 
Reducing Piston Valve Leakage......... ecce ee eee ern 359 
Pillar Crane for Machine Tool Work......... ccc cece eee aceceees 360 
Hhbners Central Tool SYSteny uso ace eC 9 s RE ota Nee weed 361 
Method of Securing Steam Gages.... llle hen 364 
Cost Of Compressed. Nits a vti oi oe RR CER RU ERE WA pad A a Ie x 364 
A Few Facts About Inspecting Doilers............. lecce. 365 
Systematic Valve Setting on Locomotives......... 00. eee ee eens 366 
Welding Copper and Copper Alloys by Acetylene Methods.......... 367 
Apprentice School Catf..is. esr ssh ieee ae ERREUR T EORR EI ee 4 vom 369 
Cause of High Speed Steel Tool Failures. ............ cee eee eee 369 
lig for Setting Up Crown Brasses in the Shaper. ........ eee ee eee 370 
raining Official Material and Journeyman Apprentices............. 370 
NEW DEVICES: 
Driving. Wheel - Vatheés 0 cde bier rere E RR RR E RS e eet 371 
Crane Arrangement for Locomotive ShopS....sasasesrsossssssssse. 372 
Automatic Drifting Valve to hives pees ioe eae tka os bere toes ee 372 
Continuous Motion Hammer Bolt Heading Machine................ 373 
Instruments for Measuring Ilardness and Elasticity of Rubber...... 374 
aigb Speed Blower and Centritugal Air Compressor.........eeeee. 374 
Sand (Blasting Steel (C ars.accosseces ren UR on Sisco Waa DECR E dee MR 376 
NEWS DEPARTMENT: 
NODBeS Longo c Cua d wea de aote m en eae ceu E de IEEE 378 
Meetings and Conventions... lecce eene ht tn 379 
DETSONAIS: ar ra Er ea ra EE E E EEE GARE E E E E E EOE RA E 379 
supniy Trade INOLDeS a menee CORO XI RUM e e RS Os E E e Pa DOS Nor te KA ea 381 
BUGS tose star ahha he seb au i aam ertet Quid nm eu ES a ET cc Caere 382 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


329 
Welcome A great many mechanical department 
ihe men receive representatives of railway 
supply concerns in their offices, largely 
Supply Man because they feel that they cannot help 


themselves. Speaking generally, we believe this to be a 
wrong attitude to assume. The representatives of a great 
many of the companies now manufacturing railway supplies 
are experts in their particular line and regardless of whether 
or not they make a sale, they are always willing to give a 
foreman or a master mechanic the benefit of their knowledge 
and experience. We know of several instances where mechan- 
ical department officers have overcome difficulties which were 
fast growing beyond control, simply by the assistance of a 
supply manufacturing company's representative who was sufh- 
ciently wide-awake to take a general interest in railway mat- 
ters and was therefore conversant with the methods which 
had been pursued on another road in overcoming similar difh- 
culties. Many railway men do not realize the expenditures 
which are being made by some of these companies for no 
other purpose than to educate those having to do with the 
application and use of special devices which have long since 
proved their value in locomotive and car service. The steam 
locomotive would never have attained its present position in 
this country had it not been for the far-sighted co-operation 
of the manufacturers of railway supplies, and railway men 
would do well to bear this in mind and receive the repre- 
sentatives of such companies courteously at all times; the 
time may come when their advice and assistance may be of 
incalculable value. 


Most of our readers are íamiliar with 
the results which have been obtained 
from time to time on the locomotive test- 
ing plant of the Pennsylvania Railroad 
at Altoona, as well as those obtained on the same plant at 
the St. Louis Exposition in 1904. Beyond the knowledge of 
these tests, however, it is doubtful if any great number realize 
the extent of the work conducted by this department, of which 
locomotive testing forms but a single branch. The broad 
scope of this work will, however, be more fully realized after 
a perusal of the authoritative description of the department 
and its activities, which is published in another part of this 
issue. From its humble beginning in 1874 the work of the 
department has increased at an average rate of over 100 per 
cent in each year till the number of routine physical tests 
conducted reached, in 1912, a total of 120,000, the carrying out 
of which required the services of about 300 employees. The 
cost of operating this department for one year, $534,000 seems 
enormous, but the railroad has found it fully justified and 
indeed this is easy to understand when we consider the un- 
doubted saving in lives and property which are the direct 
results of the rejection of defective material which would 
otherwise have been placed in service in cars, locomotives 
and structures. After all, the cost of conducting the depart- 
ment amounts to but 0.6 per cent of the material] inspected 
and tested, and it may be seriously questioned whether any 
other road is obtaining anywhere near the same results at a 
cost even approximating this. 


The Pennsylvania 
Test 
Department 


The eleventh annual cenvention of the In- 


T À i 

T ternational Railway General Foremen's 

"uy Association will be held at the lotel 
Conventions Sherman, Chicago, July 13-16, 1915, and 


Tool Foremen's Association. will hold 
its annual meeting at the same place, July 19-21. The pro- 
grams for both of these conventions have been carefully 
worked up, and if the members will take an active part in the 
discussion of the various topics, giving their own experience 
and bringing out that of others, they will not only develop in- 
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formation of value to themselves, but will add also to the value 
of the published proceedings. The subject of Roundhouse 
Efficiency, which is to be discussed at the General Foremen's 
convention, while one upon which a great deal has been said 
both in the conventions of this association and elsewhere, is 
still deserving of the most careful consideration and discussion 
in order to help toward improved conditions. The difference 
between the best and the poorest roundhouse practice in this 
country is very great, and there is still room for much improve- 
ment in even the best practice. The possibilities of instructive 
and economical work in the tool room are brought out in a 
striking manner by an article elsewhere in this issue describing 
the methods in use on the Illinois Central. The author of this 
article is the secretary of the Tool Foremen’s Association. 
Both of these conventions are worthy of a full attendance of 
shop, roundhouse and tool foremen, and the higher officers of the 
mechanical department should encourage their subordinates to 
he present and take part in the discussion. 


We have repeatedly called attention to the 


Underframes . Me 

Should B sericus condition. of box car doors and 
is . roofs, which is such as to cause enormous 

Strengthened damage to and permit of easy theft of 


lading from cars. The roof and door problems, however, are 
by no means the only ones confronting the car man. The un- 
derframe, which is the foundaticn of any car and the main 
portion of its structure from the standpoint of strength, is sadly 
neglected in very many cases. The heavy shocks incident to 
present day service conditions must of necessity be received di- 
rectly on the underframe, and unless this part of the car's 
structure is sufficiently strong to withstand them, the body 
frame work is sure to work loose and the roof to buckle and 
spring apart at the joints, so that the car provides its lading 
with practically no protection from the weather. Although some 
of the cheaply-built modern cars are very serious offenders in 
this respect, the cars with wooden underframes are the cause 
of the greatest amount of trouble, and there would seem to be 
but one remedy, the application either of a full steel under- 
frame or of steel center sills. In a considerable number of cases 
the latter method has been worked out satisfactorily, resulting 
in the cars being so strengthened that the cost of repairs and 
the time spent on the repair track has been greatly reduced. A 
number of roads have gone to the expense of providing an entire 
steel underframe on all their more recent wooden cars of higher 
capacity, and the expense of doing this work has been shown 
to be amply justined. A point which should be brought home 
to all concerned with the purchase of new equipment is that 
even a stecl underframe, if improperly designed and poorly put 
together, will not withstand the shocks of present day switching 
service, and a reasonable expenditure is demanded in this part 
of the car structure in the interests of economical maintenance 
just as much as in the case of roofs and door fixtures. 


Why do railwav executive officers place ex- 
perienced men in charge of the car depart- 
ment and then persistently over-ride their 
recommendations when it comes to purchas- 
ing new equipment and making appropriations for repairs? The 
higher officers who listen to and consistently follow the recom- 
mendations of the head of their car department are all too few 
and it is largely because of this that there are so many freight 
cars in service which are costing excessive amounts for mainte- 
nance. Many of these cars were built according to instructions 
from the higher executive officers to keep within a certain amount 
as to first cost, instead of following the recommendations of men 
familiar with car department conditions, who know that even 
a slight increase in first cost may mean, in an order of several 
thousand cars, the saving of an enormous amount in maintenance 
costs. If the advice of car department officers had been followed 


Car Department 
Officers and 


Economy 
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in the past the car problem would not be what it is today, but 
still the policy persists, not only of providing cheap cars but also 
of providing grossly insufficient amounts for their maintenance. 
We realize fully that the conditions in railway operation at 
present require economizing on the part of everyone in every 
department; but no one can reasonably say that the purchase of 
cheaply constructed cars, which spend a large proportion of 
their time out of service undergoing repairs, is economical. 
When cars have to be purchased it would be far more to the 
railway's advantage to employ the same amount of money in 
purchasing a smaller number of well built cars. Such an ex- 
penditure would not only result in decreased maintenance 
charges but in all probability in increased earnings from the cars 
purchased, because of their ability to make a greater mileage per 
year. This is one of the numerous points upon which car de- 
partment officers are qualihed to speak and their advice should be 
given greater consideration by those higher in authority than it 
now is in many instances. 


In his opening address at the June conven- 
tion of the American Railway Master 
Mechanics’ Association, President F. F. 
Gaines said, in referring to the possibility 
of combining all the various mechanical associations in one: 
“I think that the time has now come when we should have, 
under whatever title we may choose, one organization only, di- 
vided into such sections as may be found advisable. Most 
of the members of the various associations come under the 
jurisdiction. of the mechanical department of a railroad. It 
would seem not only advisable but very desirable that some 
such new association should be formed to take over to a certain 
extent control of all the others. They need not necessarily 
meet at the same time; in fact I think it would be better to 
spread the meetings out as at present, but the executive com- 
mittee of the supreme association should pass upon the work 
of the minor associations" Because we feel that this is a 
matter in which all railway mechanical associations are vitally 
interested, and that it should be brought plainly to the attention 
of their officers and members, we wish to repeat a portion 
of an editorial on this subject which was printed in the Daily 
Railway Age Gazette for June 16, 1915: “Whether a governing 
body directs the work of the association or a general mechan- 
ical association is formed, the different sections meeting to- 
gether or separately, as the conditions at the time may warrant, 
is a matter for discussion. There can be no question, however, 
as to the desirability or even necessity of taking some measure 
immediately to secure greater co-operation on the part of all 
of the railway mechanical organizations. This has been real- 
ized for a long time, and we have consistently advocated it in our 
columns. The minor mechanical associations are doing ex- 
cellent work, yet in the majority of cases they feel the need 
of more recognition from the larger associations, and would 
undoubtedly be glad to work with them with the idea of going 
thoroughly into the details of those questions with which they 
are most familiar, and making definite recommendations to the 
major associations for approval and adoption as recommended 
practice or standard." The actual working out of any such 
plan could, of course, be determined upon only after careful 
consideration at representative conferences, but there docs not 
seem any good reason why the various associations should net 
retain their individuality to a considerable extent, while the 
centralized control suggested by Mr. Gaines should be the 
means of eliminating much of the duplication which now oc- 
curs, particularly in the minor associations. We believe that 
the matter of consolidation, or at least of the closer affiliation 
of all the mechanical associations, should be given careful con- 
sideration by their entire membership, for that the requirements 
of increased efficiency in railroad work demand some such rear- 
rangement there can be no doubt. 


Consolidation 
of Mechanical 
Associations 
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We have had a great deal to sav in these 
Refinement columns concerning the refinement of 
in American locomotive design. Much has 


been said on this subject along the lines of 
reducing the weight of reciprocating parts 
by the use of heat-treated and alloy steels. But it must not be 
thought that the use of special material in order to save weight 
by the employment of light sections constitutes the only refine- 
ment possible in the designing of locomotives. If results com- 
parable with those obtained in Europe, and in some special in- 
stances in America, are to be obtained the refinement must be 
carried out in the design of the entire locomotive. Too much 
has already been done in the way of increased power merely by 
increasing the weight. We have nothing to sav against the large 
locomotive, provided it is capable of producing power propor- 
tionate to its size and weight; but we have too many cases of 
locomotives built with very large boilers to insure ample steam- 
ing capacity and every other part of the locomotive built pro- 
portionate in size, the line of least resistance being followed in 
obtaining strength, by the simple process of adding metal. The 
addition of metal in order to gain strength is not what is wanted, 
but the designing of the various parts so that they will have 
ample strength at the points where the greatest stresses occur 
while at the same time there will be no unnecessary metal em- 
ployed. This line of procedure is absolutely necessary if the 
weight of locomotives is to be kept in proper relation to the 
power which they can develop. Furthermore, the adoption of 
a boiler of large dimensions does not of necessity make it the 
best boiler for the particular service. Refinement is needed in 
boiler design as much as in the design of other locomotive parts. 
Particular attention should be given to the provision of a grate 
and firebox of the best proportion considered in relation to the 
boiler as a whole, and to the power requirements of the loco- 
motive. Much of the waste of fuel which it is now the effort of 
all railway mechanical men to prevent as far as possible, could 
be avoided if the boilers and fireboxes of some of the locomo- 
tives now in service had been properly proportioned when the 
engimes were designed. There are enough locomotives now in 
service in this country in which refinement has been carried out 
in the design of every detail to indicate plainly that we need not 
be behind Europe in the matter of producing a horsepower with 
the least expenditure of water and fuel and the smallest amount 
of dead weight. 


Locomotive Design 


NEW BOOKS 


Proceedings of the American. Institute of Electrical Engineers, Bound in 
paper. 390 pages, 6 in. by 9 in. Illustrated. Published by the Amer- 
ican Institute of Electrical Engineers, 33 West 39th street, New York. 
Price $1.00. 

This is the May number of the Proceedings of the American In- 

stitute of Electrical Engineers, and contains a number of interest- 

ing and valuable papers. These include papers on direct current 
control for hoisting equipment in industrial plants, the classifica- 
tion of alternating current motors, provisional specifications for 
insulator testing and many others. The book is well illustrated, 

the half-tone illustrations being on special coated paper and of a 

particularly high order. 


Resuscitation, By Charles A. Lauffer, M.D., medical director, Westinghouse 
Electric & Manufacturing Company, East Pittsburgh, Pa. 90 pages, 
4 in. by 643 in. Bound in cloth. Published by John Wiley & Sons, 
Inc., $32 Fourth avenue, New York. Price 50 cents. 
This book originally appeared in 1913, and it has met with such 
favor that a second edition has now been published. It deals 
with the resuscitation of persons whose respiration is sus- 
pended either from electric shock or asphyxiation from various 
causes frequently met with under modern conditions. It gives 
a complete outline of the so-called prone pressure method of 
producing artificial respiration, which is considered the best 
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manual method of resuscitation, in that it may be carried out 
by one person without assistance. The process is comparatively 
simple, and a thorough understanding of it by all persons em- 
ployed in work subjecting them to the possibility of electric 
shock or asphyxiation would undoubtedly be the means of sav- 
ing many lives which are lost during the interval required to 
call a doctor or secure mechanical means of resuscitation. 


Umversty of Illinois Bulletins, Bound in paper, 5% in. by 9 in. Pub- 
lished by the University of Illinois Experiment Station, Urbana, lll. 
This is volume ten of the bulletins issued by the Engineering 
Experiment Station of the University of Illinois, most of which 
are noticed from time to time in these columns. This volume 
contains bulletins 68 to 74 inclusive, the subject of No. 68 being 
The Strength of I-Beams in Flexure, while that of No. 69 is Coal 
Washing in Illinois, No. 70 the Mortar Making Qualities of Illi- 
nois Sand, No. 71 Tests of Bond Between Concrete and Steel. 
No. 72 Magnetic and Other Properties of Electrolytic Iron 
Melted in Vacuo, No. 73 Acoustics of Auditoriums and No. 74 

The Tractive Resistance of a 28-Ton Electric Car. 


ty John H. Van Deventer, M.E., associate 

editor, American Machinist. 365 pages, 4 in. by 634 in. Illustrated 

and indexed. Bound in flexible leather. Published by the McGraw-Hill 

Book Company, Inc., 239 West 39th street, New York. Price $2.50. 
This is the first edition of a handbook, which it is stated has 
been written with the definite purpose of making available to 
all machine shop executives and men in training for machine 
shop executive positions a useful book on the study and solu- 
tion of problems in management. Matters pertaining to organ- 
ization are considered and committee plans and suggestion sys- 
tems as well as apprenticeship are described. The functions of 
the drafting department are taken up and a section is devoted 
to equipment control, which is considered under such heads as 
the selection of equipment, machine location and the arrangement 
and standardization of machines and tools. Other sections 
deal with matters pertaining to quantity and quality, time keep- 
ing, rate setting, compensation and wage methods, etc., as well as 
trafhe control and the causes of delay in shipment. The last sec- 
tion of the book is devoted to shop hazards under such heads 
as safety, mechanical safeguards, fire prevention and sanitation. 
The book is printed on thin paper and is of a handy size for 
carrying in the pocket. 


Machine Shop Management. 


Orvy-acetylene Welding and Cutting, By C. H. Burrows. 134 pages, illus- 


trated. 6 in. by 9 in. Bound in cloth, Third edition, Published by 
the Vulcan. Process Company, Minneapolis, Minn. Price postpaid, 
$1.50. 


Two editions of this book have already appeared, and in the 
third a number of revisions have been made. It is not intended 
as a comprehensive treatise of a technical nature, which would 
necessarily include a large amount of material of little practical 
use to those whose only requirements are the ability to prop- 
erly handle the apparatus and the skill to successfully perform 
the various operations to which the oxy-acetylene flame is 
adapted. Only such theoretical matter has been included as 
is necessary to a clear understanding of the action of the 
oxy-acetylene flame and of the appliances usually met with in 
welding plants. Three chapters are included on the chemistry 
of acetylene combustion and the physical laws of gases. to- 
gether with a brief consideration of the units of heat meas- 
urement and the expansion of metals. Aside from a brief 
chapter on metals and their properties the remainder of the 
book is devoted entirely to practical matters, including de- 
scriptions of the various appliances used in gas welding and 
cutting. At the close of the book are a number of useful 
tables, several of which deal with the cost of oxy-acetylene 
welding and cutting. The book was originally prepared for 
the instruction of users of Vulcan equipment, but much of the 
materiai which it contains is of general application. 


PENNSYLVANIA RAILROAD TEST DEPARTMENT 


The New Physical and Chemical Laboratory at Al- 
toona and an Outline of the Extent of the Work 


BY C. D. YOUNG 
Engineer of Tests, Pennsylvania Railroad, Altoona, Pa. 


Endeavoring to promote the safety of passengers and em- 
ployees on its lines by minimizing or eliminating, if possible, 
all accidents traceable to defective or unsuitable material, the 
Pennsylvania Railroad has found that the quality of the mate- 
rial purchased for use in rails, bridges, cars and locomotives 
must be carefully scrutinized. Control over the quality of sup- 
plies is secured by the aid of specifications, which are based 
upon careful consideration of the materials available for the 
various uses of the railway, and by research work tending 
toward the development of new materials and devices, or im- 
proving those which are in general usc. Neither the reputation 
of the manufacturer nor a superficial inspection. of the mate- 
rials offered has been found to be a sutficient safeguard in the 
purchase of supplies, since frequently the manufacturer himself 
has no positive knowledge of the strength or other physical 
properties of the iron, steel or other metals, nor the purity of 
many of the articles offered for sale. 

An organization with laboratories at a central point is an 
essential in promoting the work of thorough inspection, the im- 
portance of which is unquestioned. With this inspection, acci- 
dents to the traveling public and the employee have been re- 
duced, and efforts in the future will be towards their further 
reduction. It is desirable, therefore, that the public be fully 
informed as to the facilities provided by one of the largest rail- 
road companies for making tests of all its supplies and con- 
ducting investigations with a view of obtaining the best ma- 
terials which can be commercially furnished. 

The Department of Tests of the Pennsylvania Railroad—the 
first of an American railroad—has grown in the following way: 

In 1874 there was established at Altoona, a department of 
physical tests, the organization of which was placed under the 
direction of Theodore N. Ely, then superintendent of motive 
power. The first testing machine was purchased during the 
early part of the year. It was of 50,000 lb. capacity and was 
furnished by Fairbanks and Ewing. The first test was made on 
April 2, 1874. 

In the beginning, the testing work was conducted by the mas- 
ter mechanic of the Altoona shops, but in August, 1874, the 
department of physical tests was placed in charge of John W. 
Cloud, who became the first engineer of tests A chemical labo- 
ratory, under the direction of the late Dr. Charles B. Dudley, 
was added in the autumn of 1875. Research work for the im- 
provement of rails was begun, and the investigations and accu- 
mulation of experience, which later made possible the prepa- 
ratior of a series of "Standard Specifications," had their start. 

It was not until 1879, or five years after the beginning of 
the testing of materials, that the physical and chemical derart- 
ments were provided with a separate building. This building 
was a one-story frame structure, 25 ft. by 45 ft. These quarters 
were soon abandoned, however, and until 1914 space was made 
available in a part of the shop office and storehouse building. 
where the departments finally occupied 15.476 sq. ft. of floor 
area on four floors. That the growth of the departments has 
been rapid is also evidenced by the diagram, which shows the 
number of employees, the number of routine physical tests, and 
the number of standard specifications in force for each year 
from 1874 to 1914. The quarters having become congested in 
the past few years, a new building with a floor area of 41,000 


*From a paper read at the ce meeting of the American Society for 
Testing Materials, Atlantic City, N. J., June 22-26, 1915. 
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sq. ft, was begun in 1913 and completed in 1914. Thus, in 
35 vears the requirements of the departments, as shown alone 
by the floor space occupied, have increased more than 35 times; 
or, there has been an average increase of over 100 per cent for 
each year since the work began. The growth of the test depart- 
ment and laboratory has been very much more rapid than the 
increase in tonnage hauled, or the extension of the general busi- 
ness of the railroad. The reason for this is that there was 
almost as wide a field for the application of specifications, and 
the inspection and testing of materials, in the beginning as at 
the present time. 


THE NEW BUILDING 


The new building at Altoona which has just been occupied 
is constructed of reinforced concrete, the reinforcement being 
of twisted bars. Structural steel cores are used in the con- 
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crete columns. The whole exterior is finished in red brick and 
red terra-cotta. It is arranged with a central service portion 
consisting of the middle bay which contains a stairway and an 
electric elevator, giving access to all parts. On the basement 
floor of the service section there is a receiving room for mate- 
rials. This room communicates with the elevator for the dis- 
tribution of small samples to the different sections of the build- 
ing, while large pieces may be lifted to the physical-test sec- 
tion by means of a ten-ton traveling crane with a hatchway 
in the main floor. There is a machine room in the basement 
and in this all of the metal test specimens are prepared. On 
this floor there are two large fireproof vaults for the storage of 
letter files and the like, and a room for chemical stores. 
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The first or street floor is devoted to physical tests. It con- 
tains a physical laboratory with five univérsal tension and com- 
pression testing machines, the largest of which has a capacity 
of 1.000000 Ib., and all are served by the traveling crane. On 
this floor are separate sections for oil, cement and lagging, 
hose, rail, miscellaneous and heat-treatment tests. 

The second floor is used for office, locker and toilet rooms, 
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Direct lighting with tungsten lamps is the system of illu- 
mination. "Abolite" metal reflectors are used in the basement 
and on the first floor, with "Pyro" glass reflectors on the sec- 
ond or office floor. In the chemical laboratory, where metal 
would be injuriously acted upon by gases. "Holophane" glass 
reflectors are in use. All of the lighting and power conduits 
Tele- 


were placed in the floors before pouring the concrete. 


ELECTRICAL INSTRUMENT 3 
ELECTRICAL LABORATORY 20 a 30 rrt. 


25 x 60 rr. 


A Typical Floor Plan In the New Building; This is the Third Floor 


the south end being occupied by the office force of the engi- 
neer of tests and the north end by that of the chicf chemist. 
The third floor is divided into laboratory rooms for bacterio- 
logy, rubber, water and gas analyses, photometry and lamp 
tests, and the calibration of electric instruments. 
The whole fourth floor is used as a general chemical! labo- 


Spring Testing Machine 


ratory with a separate chemical balance room. The central 
hay is extended up to form a fíth floor, which comprises a 
photographic studio and dark room, while the roof of the re- 
maining portion oí the building is used for experimental work 
3nd tests where exposure to the atmosphere: is required. 


*- 


t 


phone, dictaphone and buzzer systems are installed in the 
Hoor conduits, and in addition great flexibility is possible in the 
location of these fixtureg*hy ‘the use of a chair rail around the 
walls of each room, the chair rail having three separate grooves 
tor wires. : 

The building is heated by direct ste radiators with a 
single pipe system, and the radiators are placed under the 
windows. A hot water service, with a heating and circulating 


~- 


tank in the basement, is provided. The gas, steam, air, water : 
and hydraulic lines are of open work,eand all pipe risers are in , 


a common conduit in the central service bay of the building. 
The interior of the building is finished in natural chestnut 

throughout, with the exceptiom of the office rooms, which are 

finished in imitation “mahogany. ll interior dóbrs and par- 


titions are glazed. The floors, with the exception of the ^base- ; 


ment where the floor is of concrete and the physical laboratory | 


where it is of wood on concrete, are of magnesium-cement | 


composition. . 

It is noteworthy that the building was constructed and 
equipped complete within the .original estimates and appro- 
priation. Thé building itself cost about $150,000. An estimate 
of the value of the contents is, for the physical laboratory, 
$100.000 ; and for the chemical laboratory, $25,000. With equip- 
ment complete, the investment is about $275,000. 


PHYSICAL LABORATORY 


Among the machines and apparatus that compose the equip- 
ment of the physical laboratory, there are the following: 


universal tension and compression testing machines, one cf 
1,000,000, two of 300,000, two cf 100,000-Ib. capacity; 

One vibratory endurance spring testing machine of 75,000-lb. capacity; 

One 43-ft. drop-testing machine; 

Two vibrating staybolt testing machines; 

One Brinell hardness testing machine; 

One 2,600-]b. cement testing machine; 

One horizontal microscope, with camera for metalographic work; 

One grindirg. buffing and etching outfit for the preparation of samples 

for microscopic work. 


live 


In the machine room, where the sample test specimens are 
prepared, the following tools are used: 


Two 14-in. engine lathes; Two milling machines for specimens; 
One 12-in. drilling lathe; One 30-in. cold saw; 

One 24-in. shaper; Two motor hack saws; 

One 24-in. radial drill; Two tool grinders. 


For the work in testing air brake, signal and tank hose and 
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other miscellaneous tests including steam and hydraulic gages. 
there are: 

Six rubber stretching machines; 

One friction test rack for rubber; 

One hose mounting machine; 

One vibrating test rack for hose; 

One continuous test rack for rubber; 

Four tension testing machines for rubber; 

One stretching machire for rubber insulation; 

One spring micrometer machine; 

One vacuum gage testing machine; 

One arbor press specimen cutter; 

One hydraulic gage testing machine. capacity 25,000 lb. per sq. in.; 

One dead-weight gage testing machine, capacity six gages; 

One wigling testing machine for hose; 

One bumping testing machine for gages; 

One whipping testing machine for gages; 

Onc hydraulic machine for testing gage glasses. 


The materials for test, including samples which have been 
obtained by the inspectors at outlying points and those sent 
to the department by the shops, are brought into the building 
through the receiving room. They are distributed throughout 
the building from that point, the metal specimens going to the 
machine room in the basement for preparation, then to the 
physical laboratory for tension, compression, vibratory or other 
tests, and to the chemical laboratory for analysis. 

Rubber, Air Brake Hose and Miscellaneous Laboratory.-- 
The extent of the work of this department is indicated by the 
fact that the needs of the railroad are about 635,000 pieces of 
air brake hose per year. There are now being installed ma- 


Water Laboratory, Where Chemical Examinations Are Made of 
Drinking and Boller Feed Waters 


chines for air brake, signal and tank hose, and other miscel- 
laneous tests, including steam and hydraulic gages, and gage 
glasses for boilers and lubricators. 

Heat-Treatment Laborutury.—This department, on the first 
floor, is for the development of standards in the heat-treatment 
of metals during the process of their manufacture for use in 
railway equipment. Investigations are carried out to study the 
effect of various heat treatments on a large varietv of carbon 
and alloy steels. They arc also made to determine the proper- 
ties of non-ferrous alloys, including *he co-efficient of expansion. 
Shop-manufactured locomotive and car springs, involving as they 
do a form of heat-treatment, are sampled and tested regularly 
to determine their acceptability for service. 


VoL. 89, No. 7 


Large castings of various kinds have been heat-treated by 
this department with the aid of outside facilities with a gratify- 
ing degree of success. The effect of chemistry and heat-treatment 
upon the endurance of materials subjected to repeated stresses is 
tested out by revolution and vibration tests, including vibration 
tests on complete springs. Rails, splice bars and tie plates are 
heat-trcated to study the increased service it is possible to se- 
cure. The effects of heat-treatment are noted and a wide range 
of working conditions are applied on a variety of high speed 
tool steels to ascertain the best chemical characteristics. 

Investigations are made on various types of fireproof mate- 
rial for the purpose of maintaining a high standard. The 
testing of felt and insulating papers used for lining refrigerator 
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Lamp Test Rack with a Capacity of 1,000 Lamps 


cars has been made necessary by the large variety of materials 
of this kind on the market, the keen competition among manu- 
facturers, and the ease with which the highest grade and best 
material can be closely imitated by cheap and inferior products. 
This laboratory is equipped with an insulated room and elec- 
trical heating arrangements for this work, the tests being de- 
signed to represent as nearly as possible the service conditions 
to which these materials would be subjected. Temperature meas- 
urements are made of various types of refrigerator-car con- 
struction by means of resistance thermometers. Aside from the 
measurements of high temperatures in the laboratory, periodic 
calibrations are made of the various pyrometers. The heat- 
treatment department in general carries on a large variety of 
special work, and there is but little that falls without its range 
of possibilities even to the extent of heat-treating glassware. 


ELECTRICAL LABORATORY 


Lamp Tests.—On the third floor the equipment for lamp tests 
consists of three photometers, a lamp test rack of 1,000 lamps 
capacity, with switchboard, transformers and potential regu- 
lator equipment. This work was taken up in 1902. with a view 
of obtaining data for the preparation of specifications to secure 
uniformity in the ordering of incandescent lamps, and the 
maintaining of sufficiently high standards. It consists mainly of 
life tests of lamps at abnormal voltages and tests for the ef- 
ficiency of illumination, as well as the investigation of new de- 
velopments in the general field of illumination as applied to 
railway work. 

Standardization of Instruments.—2A division of the electrical 
laboratory is employed in investigations and development work 
along electrical lines, and the standardization of electrical in- 
struments, Part of this work is done at the laboratory, and 
part of it, when necessary, at other points, by laboratory men. 
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The character of the work may be judged from the following 
examples upon which comprehensive reports have been made: 


An investigation of electrolysis in systems of underground metallic 
structures; 

Tests and investigations of the construction of various makes of trans- 
formers; 

Tests of various makes of primary and secondary battery cells; 

Oscillographic tests for linear and angular velocity, wave forms, etc.; 

Investigations of special cases of electrical troubles; 

The development of an electrical method of measuring the hardness 
and homogeneity of steel. 


Matters such as these are reported on and recommendations 
made. Electrical instruments are sent in from all points on the 
Pennsylvania system to this department for calibration and re- 


Interior of the Laboratory Car 


pair, and men from the laboratory are sent out to inspect and 
check electrical instruments on switchboards at the various 
power plants, and at other points. 


LABORATORY AND ROAD ASSISTANTS 


A large room on the second floor is provided for the force 
of laboratory and road assistants coming under the direction of 
the foreman of road tests and special tests. The duties of these 
men are varied, and include tests of locomotives on the road or 
tests of equipment with special devices; the tonnage rating of 
trams and the following up of all experimental appliances which 
are put into service for test purposes. 

The fifth floor has been arranged for photographic work, con- 
sisting largely in making prints of metal sections, photomicro- 
graphs of steel rails forming a large part of these. Photo- 
graphs of parts which have failed in service are also made for 
convenient preservation and study. The photographic work re- 
quires the services of two men and about 25,000 prints per year 
are made. 

CHEMICAL LABORATORY 


Metallurgical I'ork.— The main chemical laboratory on the 
fourth floor is divided by the central balance room, into two 
departments, the larger one of these being devoted exclusively 
to metallurgical chemistry. In this department methods are 
developed for the determination of the elements in plain- 
carbon steels, alloy steels, and non-ferrous alloys used for bear- 
ing backs and linings, packing-ring metal for different purposes. 
etc. Data are obtained leading to the development of specifica- 
tions for this class of products, and samples of shipments are 
analyzed to determine whether they are acceptable under the 
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specifications adopted. This steel laboratory has facilities for 
analyzing 100,000 samples per year. 

Miscellaneous Work.—The smaller of these two laboratories 
is for work of a more general character, being used for the 
examination of fuels, the development of specifications for paint 
products, lubricating and burning oils, boiler compounds, 
lacquers, plush, car cleaners, cutting compounds, belt dressing. 
polishing compounds, hydraulic-jack liquids, fuses, track caps, 
fire-extinguishing preparations, the recovery of used or wasted 
products, etc. 

In both of these laboratories much time has been spent in 
the examination of broken or “failed” parts of equipment, in 
an effort to determine the cause and with a view to the preven- 
tion of accidents which aside from the money losses, might 
result in injuries or loss of life. 

Certain food products used in the dining car service are also 
examined here at times; many other miscellaneous investiga- 
tions are made, as of conditions which may have led to loss 
from the damage of freight in transit, and to so establish methods 
for preventing such loss. During the past year a considerable 
amount of work has been devoted to the chemistry of tunnel 
air in connection with the installation of ventilating systems. 
The total list of activities touched upon would be too long for 
enumeration in an article of this character. 

The chemical analysis of rubber compounds has been studied 
and much experimental work done in perfecting a method where- 
by material of this kind can be bought on specifications which de- 
fine and limit its chemical properties. At present there is in 
force a specification for high-grade rubber insulation. Samples 
from all shipments are analyzed, as well as some other rubber 


Metalographic Laboratory 


compounds. At the same time experimental work is being car- 
ried on to improve the method of analysis, and to devise others 
so that specifications may be drawn covering the chemical proper- 
ties of other grades of rubber materials. 

Manufacturing Laboratory—A manufacturing laboratory, 
which might be called a small factory, is maintained in a separate 
building which is under the direct supervision of the chief chem- 
ist, and new products are manufactured in this until such time as 
it is found advisable to purchase them from “outside” manufac- 
turers. 

Laboratory Car.—In addition to the steel-rail work at Altoona 
a laboratory car has been built to be moved, as required, to that 
point where steel rails in process of manufacture are to be 
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inspected. The object in equipping this car is to make cl cmical 
analyses of the inished rails at the mills by a force of chemists 
under the chief chemist. This, it is expected, will avoid delays 
which at times occur in the operation of the mills, and are im- 
possible to avoid without the facility of a suitable force at hand 
at the time and when the rolling is taking place, in order to keep 
up with the chemistry requirements of the company's specifica- 
tions. The car is equipped with furnaces for combustion and all 
other necessary apparatus for general chemical work in connec- 
tion with the inspection of steel rails. 

Bacteriological Laboratory.—When the department of chem- 
istry was established, problems were frequently presented which 
applied chemistry could not solve satisfactorily. It was found, 
for example, that a chemical examination of water might show 
the presence of organic constituents, but it was impossible to te!l 
the source of these. A water might contain a large amount of 
organic material of vegetable origin and yet not carry any infec- 
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The work in bacteriology and water analysis has increased 
constantly, and at the present time four men are employed in the 
laboratory. The department co-operates with the surgeon gen- 
eral of the United States in the enforcement of the quarantine 
regulations of 1913, which require that railroad companies shall 
furnish wholesome drinking water and proper ice supply to pas- 
sengers using their cars. Water which contains anything in- 
dicative of injurious contamination is not permitted to be intro- 
duced into the drinking containers of a Pennsylvania coach. 

The department regulates the standardization of disinfectants 
and issues instructions concerning their application for the pro- 
tection of passengers and employees, as well as the disinfection 
of stock cars., Special care is taken to prevent any infected em- 
ployees from coming in contact with the public. 

In 1914 bacteriological and chemical examinations were made 
of 609 samples of drinking water. There were 3,112 bacteriologi- 
cal examinations of pathological specimens, submitted bv the 


A Mikado Type Locomotive on the Testing Piant 


tious material which would likely give rise to disease, while other 
samples low in organic constituents were believed to carry infec- 
tious germs which might render their use very dangerous to 
employees or patrons of the road. 

It was also found necessary to supervise certain sanitary mat- 
ters and to disinfect cars, offices and waiting rooms under cer- 
tain conditions, but it was not known what disinfectants were 
destructive to specific disease-producing bacteria. Manufactur- 
ing concerns were offering various disinfecting preparations, but 
the officers of the company had no means of determining which 
ones were efficient and tbe problem could not be solved by 
chemistry alone. These questions were considered so important 
that it was decided that a division of bacteriological chemistry 
was necessary, and on November 1, 1869, such a laboratory was 
established. 


relief association physicians. The total number of bacterio- 
logical examinations was 3,621, or an average of more than ten 
per day. 

In addition, this department has under its care the examina- 
tion of boiler feed waters and the formulation of methods for 
their treatment. [n 1913, examinations of 287 boiler feed waters 
were made, while in 1914 the number was 282. 

OTHER EQUIPMENT 

As part of the equipment of the test department there is a 
dynamometer car which was built in 1906, and is the fifth of a 
series of such cars which have been in use on the Pennsylvania 
Railroad. Therc is also the locomotive testing plant which is lo- 
cated adjacent to the test department building. This plant was 
erected in 1905, after having been in use at the St. Louis Expo- 
sition in 1604, and is operated by a force of 26 men. 


Jury, 1915 


There is being installed in a separate building a brake shoe 
testing machine which will be the first of its kind, in that it wll 
have two dynaniometers of 4,000 Ib. capacity, which will make it 
possible to obtain the co-efficient of friction of brake shoes when 
two shoes are applied to a single wheel (clasp brake conditions). 
The car wheel will run upon an idler wheel. 


EXTENT OF WCRK; AND ORGANIZATION 


The scope of the work now embraced by these departments 
coming under the jurisdiction of J. T. Wallis, general super- 
intendent of motive power, at Altoona, can be better appreciated 
when it is understood that the cost of the materials covered 
by the inspection and tests, and entering into the construction 
of the railroad rolling stock and track, in 1913 amounted to $82,- 
119.480, while the cost of operating the test department and chem- 
ical laboratory for the same year was $534,060. For an approxi- 
mation and using these figures, it is interesting to observe that 
the total cost of operating the departments, including all ad- 
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ples were analyzed, involving about 286,545 determinations. 

There are 85 items, ranging from asphaltum to zinc, which are 
now bought under specihcations and which must be passed upon 
by the test department or the chemical laboratory. 

During 1913 there were inspected, while building at manufac- 
turers’ works, 24.966 freight cars, 343 steel passenger cars, and 
1€0 locomotives. The value of the materials rejected through 
the test departrrent in 1913 was for the physical laboratory, $776,- 
928; and for the chemical laboratory, $65,767. 

As outlined in the diagram of the organization, the inspection 
at the manufacturers’ works and the collection and forwarding 
of samples to Altoona is carried out under the direction of the 
chief inspector, with permanent resident inspectors and forces 
for the central district at Altoona, the western district at Pits- 
burgh and the eastern district at Philadelphia. In addition, when 
equipment is being built at outlying points, temporary inspection 
forces are maintained there during the progress of the work. 

As previously stated, the work of the department hegan under 
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ditional work and inspection, is about 0.6 per cent of the cost. 

The year 1913 was perhaps a record one for the test depart- 
ment and laboratory, and the extent and variety of the work 
of the departments can be shown by a few examples for that 
year. There were 61,148 separate reports of material tests is- 
sued by the test department. In the physical laboratory, while 
no record was kept of the number of samples examined, 138,886 
tests were made, representing quantities as follows: 

Of bar iron 149.863,63 lb. were tested and 6,246,611 lb. re- 
jected; of staybolt iron, 15,385 tests representing 8,301,960 Ib. 
were made; of cement, 29231 tests were made. representing 
587,900 bbl., of which 13.600 bbl. were rejected; of wheels, 310.- 
381 were inspected, and 1,213 were rejected; of axles, 164,810 
were tested and 8,035 were rejected; 260 samples, representing 
56,322 yd. of plush, were tested; of air brake hose, samples rep- 
resenting 634,807. were tested and 84.826 of these were rejected. 

In the chemical laboratory, during 1913, a total of 57,309 sam- 


Laboratory 


the direction of John W. Cload. la May, 1879, he was appointed 
the first engineer of tests and continued under that title until 
July, 1886, when he succeeded to the office of mechanical engi- 
neer, retaining control of the test department. Axel S. Vogt, 
the present mechanical engineer, succeeded Mr. Cloud in March, 
1887. The work of the department under the mechanical en- 
gincer was in direct charge of W. O. Dunbar from July, 1886, to 
July, 1863. From the latter date to July, 1903, the assistant 
mechanical engineer had direct charge of all the work of the de- 
partment. During this latter period the assistant mechanical en- 
gineers were A. W. Gibbs, from July, 1863, to August, 1902, and 
W. F. Kiesel, from the latter date until July, 1903. In August, 
1903, E. D. Nelson was appointed engineer of tests, and in Sep- 
tember, 1911, was succeeded by the writer. 

Two men have been in charge of the chemical laboratory, Dr. 
Charles B. Dudley from November, 1875, until his death, Decem- 
ber 10, 1909; since then Dr. F. N. Pease has held the position. 
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CHARACTERISTICS OF PLATE SPRINGS 


Part II*: Influence of Variables in Material and 


Construction. Upon the Action of Springs; 


Design 


] 


By GEORGE S. CHILES E 


The experiments referred to in Part I had to do principally 
with springs which were all built or repaired in the same spring 
shop. It is advisable to consider briefly some of the variables 
effecting the construction of springs, it being reasonably evident 
that springs made in one shop may differ from those made in 
another shop, although the same specifications and drawings 
are followed in each case. Indeed, variations in workmanship 
may be found to exist in the same shop; two spring fitters work- 
ing side by side and using the same grade of stecl, may produce 
springs which give test results differing considerably from each 
other. This raises the question as to whether the test results 
from a number of springs may not vary to such an extent as to 
make impossible general conclusions relative to their actions in 
service. 

In order to secure data which would settle this point and 
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determine the effect of possible variations in the quality of the 
steel, four similar springs were selected, each varying from the 
others either as to the place of manufacture or the source of 
the material used. These springs were applied to four Consoli- 
dation type freight locomotives of the same class, being located 
in each instance over the left No. 2 driver. After a few months’ 
service, during which a record of the mileage was kept, the 
springs were removed and tested in the usual manner. The test 
curves are shown in Fig. 12. Spring A was built in a railway 
shop, the plates being painted with oil and graphite when as- 


*Part I appeared on page 161 of the April, 1915 number and was con- 
cluded in the May, 1915 number, page 219. 


sembled. Spring C was built in the same shop and assembled 
in the same manner but from steel rolled in a different mill. 
Spring B was built in a contract shop of the same material 
used in spring .1. Although no data is available on this point 


it is assumed from a comparison of the curves taken when the 
springs were new that no lubricant was used betwen the plates 
of spring B. Spring D differs both in the point of manufacture 


Fig. 13 


and the source of material from all three of the springs pre- 
viously mentioned. 

It will be observed that the release load heights taken both 
before and after the springs had been in service approximate 
each other very closely. In contrast to the relative uniformity 
of these curves the heights for the applied loads differ consider- 
ably due to the stiffening effect of increased friction between the 
plates. It may therefore be concluded that variations in work- 
manship and differences in the source of material will have prac- 


Fig. 14 


ticaly no influence upon the future action of the springs as 
indicated by the release load curves of tests made at the time of 
manufacture. 

The relation of the maximum fiber stress to which the mate- 
rial is subjected in service to the elastic limit of the material 
in the various plates has a large influence upon the future action 
of a spring. Both the fiber stress and the elastic limit of the 
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material may vary at different sections of the same plate or in 
different plates. 

While the maximum fiber stress is ordinarily the result of the 
load carried by the springs it may occasionally be considerably 
augmented, due to the condition of the track, passing over cross- 
overs, running onto turntables, etc. The possibility of this 
augmentation may be clearly brought out by considering the 
effect of entering a turntable, the ends of the rails on which 
are higher than the connecting track, upon the springs of a six- 
wheel switch engine. The forward pair of driving springs on an 
engine of this type is often suspended independently of the sec- 
ond and third pairs, and in passing onto the turntable these 
springs may receive a large additional deflection above that due 
to the static load, with a correspondingly increased fiber stress. 
The writer also calls to mind a consolidation type locomotive 
which was fitted. with short driving springs having but little de- 
flection when under load. The fiber stress of these springs based 
on the static load was much lower than that in the springs on 
other locomotives of similar design which were longer and 
more flexible. Notwithstanding their greater relative strength 


DISTANCE BE TWEEN“"BANOS - INCHES 
B 


LOAD ~ THOUSAND POUNDS 
DOUBLE ELLIPTIC BOLSTER SPRINGS 
o vares 4, Jy oreco 3% x Ig sanns 
LH LEMGTM LOADED 40M 
D -QO - SPRINGS WNEN "mEw-OIL AND GRAPHITE BETwEE» PLATCA 
SPRINGS AFTER 7J)à mONTHE SERVICE 


Fig. 15 


Ranst OIDE 


the less flexible springs were productive of the greatest number 
of failures. In order to reduce the trouble more plates were 
dded to the springs, the result being an increase rather than a 
decrease in the number of failures. Of course the strength of 
the springs was increased since the fiber stress under the static 
load was lower, but the decrease in flexibility resulted in in- 
creasing the fiber stress for any given deflection beyond that 
corresponding to the static load. What was really needed was 
more flexibilitv which might have been secured by increasing 
the length of the plates or decreasing their thickness. In this 
connection it may be said that a large portion of spring trouble 
is mainly due to lack of flexibility rather than to lack of strength. 
The degree of flexibility permissible depends on service con- 
ditions. 
made too flexible for service on a branch line where, owing to 
the poor condition of the track and roadbed the car has a 
tendency to roll, although the same spring might be entirely 
suitable for service under main line conditions. For a loco- 


For instance a passenger car bolster spring may be. 
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motive the best results may be obtained with a less Hexible 
spring under main line conditions than on the branch line. Ex- 
cessive flexibility, however, may result in rolling and consequent 
hard riding of the locomotive on the branch line. It must be 
borne in mind in any case that the action of the spring is effected 
by the design of the locomotive and the service in which it is 
to operate, as well as the type of spring suspension, and these 
points must be taken into consideration in designing the spring. 

Steel may be tempered to such an extent that it will be hard, 
although it does not appear brittle, and will soon break in serv- 
ice. The failures of plates made of such material usually necessi- 
tate the immediate removal and replacement of the springs, 
with an undesirable service delay. On the other hand the treat- 
ment of the plates may be such as to leave the steel soft, in which 
case the spring may give trouble, not by breaking but by the 
gradual settling of the plates, which is in reality the taking of 
a slight permanent set. This action does not attract attention 
as frequently as does the breaking of plates, because it is gradual 
and may be prolonged over a period of several months. When- 
ever settling takes place to any extent, at least, a part of the 
plates have undoubtedly been stressed beyond the elastic limit. 
Since the maximum fiber stress to which the steel is subjected 
in service is a varying quantity, it may at times readily exceed 
the elastic limit, in which case there is a resulting tendency to 
raise the elastic limit and, not considering fatigue, the tendency 
of the spring to settle may thus in time be overcome auto- 
matically. 

It has been advocated that an elliptic spring be constructed 
so that when the bands come in contact the fiber stress is 


Fig. 16 


below the elastic limit. Instances, however, have been observed 
where the distance between the bands is sufficient to allow a 
fiber stress 100 per cent or more in excess of that required to 
overstrain the steel, before the bands strike. -These springs 
seem to give sufficiently satisfactory service, so that they are not 
removed, owing to the fact that they gradually settle in the man- 
ner outlined above without danger of bringing the bands in con- 
tact. While it may be desirable to so design springs as to 
make impossible excessively high stresses, carrying this prat- 
tice too far may often necessitate the removal of springs be- 
cause they have become solid much sooner than would have 
been the case had the distance between the bands been made 
greater. 

The effect of the settling of springs differing in this respect 
is well illustrated in Figs. 13 and 14, both of which were taken 
from equipment in actual service. Fig. 13 shows a passenger 
car bolster spring and the amount it has settled may be seen 
from the distance between the top of the bolster and the truck 
frame. Fig. 14 shows a tender truck in which the bolster spring 
has settled until the bands are in contact. 

The curves shown in Fig. 15 were taken from springs, the 
steel in which was evidently not tempered high enough for the 
service in which it was placed and shows the effect of subjecting 
material to a fiber stress in excess of its elastic limit. The 
springs from which these curves were plotted were in service 
under a passenger car seven and one-half months. They were 
assembled with oil and graphite between the plates and were 
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tested before being placed in service. A portion of the curves 
were plotted, the readings being indicated by the open circles. 
When removed from the car the springs were again tested, the 
readings being shown by the full circles. It will be seen that 
both the applied and release load curves obtained on the re- 
moval of the springs occupy positions considerably lower rela- 
tive to those obtained from the new springs than do those shown 
in Fig. 12 With the exception of spring B the applied load 
curves taken after service are all below those taken before 
service, while instead of coinciding, the release load curves are 
widely separated. Otherwise the same general relation as to the 
relative slopes of the curves seem to hold, confirming the con- 
clusion already indicated as to the effect of service upon the 
relation of the two sets of curves. 

Whether springs are manufactured by hand or by the aid of 
the most improved machinery there is some difference of opinion 
as to the proper method of fitting the plates. It is generally 
the practice to bend each plate to a radius such that there will 

"draw" or “tuck” between at least part of the plate when 
assembled for banding. The width of these openings varies and 
is often as great as 3$ in. or V5 in. for the longer plates, de- 
creasing as the plates become shorter. As shown in Fig. 16 a 
few of the shorter plates are fitted "dead" or without opening 
between them, especially in springs having a large number of 
plates. 

When assembled in this manner it will be readily understood 
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that after being banded the curvature of each plate will have 
changed, the camber being different than it was before the band 
was applied. The camber of the longer plates is increased, 
while that of the shorter plates is decreased, the plates near the 
middle of the spring being the least disturbed. 

In order to determine to what extent the different methods 
of fitting the plates would disturb the action of the spring a new 
19-plate locomotive driving spring was fitted up in accordance with 
the practice just described, an unusually large amount of space 
being allowed between the longer plates in order to emphasize 
the effect and the shorter plates being fitted “dead.” The total 
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distance over the plates at the center of the spring was measured 
with the spring in three different positions, the weight of the 
plates and the method of support accounting for the different 
values obtained. The distance over the plates with the long 
plates down and the spring supported at the end was 12% in.; 
the distance with the long plates down and the spring sup- 
ported at the center was 11/4 in.; with the long plates up and 
the spring supported at the center the distance was 12% in. The 
total thickness of the plates was 83% in, thus making the 
total opening for the three methods of measuring 374 in., 
3% in. and 4 in, respectively. The camber of each plate was 
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recorded before the spring was banded. That of the main plate 
as tempered was 3.94 in., which was increased to 6 in. when the 
plates were brought together for banding, an increase of 2.06 
in. On releasing the banding pressure it was found that the 
camber of the main plate was 4.05 in, an increase of .09 in. 
The plate was then jarred by holding it up and letting it fall, 
striking on its edge, but without decreasing the camber. This 
data secured, the spring was banded and tested. Contrary to the 
usual practice no preliminary load was applied to the spring, 
it being subjected to three successive loads of 15,000 Ib., 30,000 
Ib. and 50,000 Ib. respectively, with results as plotted in Fig. 17. 

It will be noted that the camber of the spring aíter banding 
was 5.94 in., an increase in camber of 2 in. for the main plate. 
After the removal of the 15,000-Ib. load the camber of the spring 
was 5.65 in., showing a decrease of approximately .3 in., which 
may be attributed to two causes: first, to the friction existing 
betwen the plates and second, to the straightening out of the 
shorter plates caused by the banding and loading. Both the 
banding of the spring and its load tend to straighten out the 
short plates, and it is possible that they may have been stressed 
to such an extent as to receive a permanent set. This would 
tend to reduce the camber of the spring as a whole. Attention 
is also called to the fact that the camber of the main plates under 
the 15,000-Ib. load is approximately 4.5 in., which is still .56 in. 
greater than the original camber of this plate before banding. 

The curve for the 30,000-Ib. load passes through the maximum 
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load point of the preceding curve and returns to within .09 in. 
of its starting point, indicating a still further slight reduction in 
the camber of the spring. From the applied load curve it will 
be seen that when the load upon the spring amounted to 20,000 
lb. the camber of the spring was equal to the original camber 
of the main plate before the application of the bands. It might 
be inferred that at this point the main plate was subjected to no 
stress. This is undoubtedly not true, however, since the camber 
of the plate was increased by taking a permanent upward set 
when the spring was banded. 

Three applications of the 50,000-Ib. load were made. The form 
of the first application curve beyond the maximum point of the 
30,000-1b. curve indicates that the spring was taking a permanent 
set, and in order to obtain consistent results a second load was 
applied for which no values were recorded. The return of the 
release load curve to the initial point of the third application curve 
indicates that fairly constant conditions had been reached. 

After this test was completed the spring band was machined 
off and the camber of the plates recorded. They were then 
reset and retempered, being fitted with a total opening between 
the plates of 7g in. before banding. This was the minimum 
space that it was possible to obtain with ordinary care in fit- 
ting, being so slight that the increase in camber due to banding 
was scarcely perceptible. The spring was then tested under the 
same conditions and with the same loads previously used, the 
results being plotted in Fig. 18. It was thought that with the 
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plates fitted "dead" a spring would take a smaller permanent 
set than one fitted with considerable “draw” between the plates. 
The tests here recorded indicate that this is true up to a load 
of 30,000 Ib., which is nearly 50 per cent greater than the load 
for which the spring was designed. The permanent set resulting 
from the 50,000-Ib. load, however, shows practically no difference 
for the two experiments. The curves would seem to indicate 
that beyond a certain point the amount.of permanent set taken 
by the spring is practically the same irrespective of the method 
of fitting the plates. It should be stated that the load of 50,000 
lb. applied to the spring in this test is much greater than the 
spring will ordinarily be called upon to sustain in service. 

Among shop men the opinion is generally held that springs 
built with openings between the plates are more flexible than 
those fitted with the plates "dead." This may be true to a 
certain extent for the reason that all of the plates are not uni- 
formly stressed. Assuming, however, that such conditions exist 
at the outset, it is doubtful if an appreciable difference will 
exist after a few applications of an overload. 

Upon the completion of the second test the spring band was 
machined off and the camber of the plates again observed. 
It was found that the relative position assumed by the plates 
after testing was practically the same in both cases, being as 
shown in Fig. 19, which was taken after the second test. It 
will be noted that while all the plates of the springs were in 
contact before the band was applied there is now considerable 
opening between the sixth and seventh plates. This division of 
the spring is due to the fact that the first six plates are full 
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length and may therefore be considered as forming a beam of 
uniform section. The remaining plates, beginning with the 
seventh, are graduated and may be regarded as forming a beam 
of uniform strength. The load applied was great enough to 
give a permanent set to all of the plates, the load carried bv 
each section under such conditions being proportional to the 
number of plates in that section. The deflection of the first 
six plates is therefore governed by the laws for a beam of uni- 
form section, while the deflection for the remaining plates is 
governed by the laws for a beam of uniform strength, the de- 
flection in the latter case being 50 per cent greater than that 
for the former. 

From the foregoing consideration it may be generally con- 
cluded that variations in the fitting of the plates in springs sim- 
ilar in other respects will have little influence upon their flexi- 
bility in service. Even though the shop test is omitted the 
overloads received in service soon tend to eliminate any vari- 
ations due to the method of fitting the plates. 

|Epitor’s Note.—The remainder of Part II will be published 
in an early issue.] 


FORGED AND ROLLED STEEL PISTONS* 


BY W. W. SCOTT, JR.f 


*o far as balance is concerned, the modern electric locomotive 
is almost perfect for there are no reciprocating parts to be partly 
or fully balanced. Hence the drawbar pull is practically constant, 
the weight on drivers is constant, there is no hammer blow on 
the rail and the locomotive is capable of much greater speed 
with safety than the most perfect reciprocating steam locomotive. 

It is necessary, of course, to balance the reciprocating parts of 
a steam locomotive so that the engine will not buck or plunge 
and will have a fairly constant draw bar pull, but in the light of 
present-day knowledge, the old idea of using heavy reciprocating 
parts simply because they are strong and cheap, seems like put- 
ting the cart before the horse. It is evident without argument 
that the maximum weight on drivers should be figured for a 
higher speed than the locomotive makes on ordinary runs, be- 
cause the static driver load in steam locomotives, unlike that in 
electric locomotives, is no indication whatever of the blow trans- 
mitted to the rail at speed, and has little to do with the effect on 
track, unless the static load 1s excessively high and causes a 
crushing of the rails due to rotating effect. The important fact 
is that the overbalance in the driver hammers the rail when the 
locomotive is in motion. The greater proportion of broken rails 
occur during freezing temperatures. Many of them are diagnosed 
as “crystallized.” Let it be here stated that rails do not crystal- 
lize: such rails are broken by the centrifugal force of the over- 
balance coming at a time when the track is frozen rigid and can- 
not cushion the shock. To reduce the overbalance blow is to 
reduce the number of broken rails. 

Would it not be wise to rule that no locomotive (let us sav 
passenger at 70 m. p. h.; freight at 45 m. p. h.) shall have an im- 
pact on rail due to overbalance of more than 30 per cent of the 
static weight on the drivers? This is much better than the ordi- 
nary American practice, although it is strictly followed by the 
Pennsylvania Lines East of Pittsburgh whose maximum weight 
on one driving wheel is 32,500 lb. No engine is allowed to show 
more than 30 per cent dynamic augment (at the speed men- 
tioned) or 9,750 Ib. per wheel. That such a rule is not a hard- 
ship is proved by the fact that some of the German railways 
allow only 15 per cent dynamic augment at high speeds. When 
one considers the fact that in this country the average is about 
62V, per cent, it is high time that it be reduced. A rule making 
necessary the reduction of reciprocating weights may, at first 
thought. seem to be a hardship, but a little reflection will show 

*From a paper presented before the Railway Club of Pittsburgh, Novem- 


ber 27, 1914. 
+Carnegic Steel Company. 
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that to do otherwise, even though it adds a trifle to the first cost 
of the locomotive, is to be "penny wise and pound foolish." Let 
it be stated here, however, that a rolled and forged steel piston 
will not increase the cost of a locomotive. The value of all the 
reciprocating parts in all locomotives in this country probably 
does not exceed 1 per cent of the value of the rails in track, and 
it is positive economy to save the greater investment in rails by 
lightening.the weights of reciprocating parts which represent the 
smaller investment. 

A new method of manufacturing pistons has been developed 
by means of which a saving in weight of 1O to 50 per cent or 
possibly more for certain types, can be accomplished. The proc- 
ess has been worked out by the Carnegie Steel Company at its 
Homestead car wheel plant where, among other circular sections, 
pistons are made practically complete from the ore to the finished 
product. 

The ingots are cast according to usual open hearth furnace 
practice in moulds 22 in. by 22 in. and about 6 to 7 ft. long. After 
stripping and soaking in the furnaces at the blooming mills in 
the customary way, the ingots are rolled into round blooms 13 
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while the center, naturally the weakest part, eventually becomes 
the core and goes back into scrap. It is, of course, understood 
that sufficient discard has been made from the rolled round bloom 
to insure freedom from piping. 

The discs when cold are carefully inspected for surface or 
rolling defects and any present are either chipped out cleanly 
by means of pneumatic chippers, or the disc is scrapped. From 
the inspection yards the discs are taken to the wheel plants and 
in the case of pistons and other sections lighter than car wheels 
are heated in a continuous gravity furnace insuring the rolling of 
each disc in its proper order at a uniform heat. 

By means of a dog running between two rails, each disc is 
transferred to a hydraulic press the function of which is to 
pierce a hole considerably smaller than the rough bore desired 
about half way through the center on the axis of the disc in 
order that it can be held between the rolls on a pin, until the 
hydraulic pressure applied grips it and forging commences. The 
mills were designed and patented by E. E. Slick and are 
unique in that thev are the first of their kind ever built and arc 
original in every respect. Each mill, of which there are two, is 


Forging and Rolling MII! In Which Pistons Are Formed 


in. in diameter and, while hot, sheared into discs or “cheeses” of 
the proper weight to produce the required section by further 
. forging and rolling. Attention is called to the forging and roll- 
ing work done on the steel through the reduction of a 22 in. by 
22 in. ingot into a 15 in. round in the blooming mill. This re- 
duction represents a very important refinement of the rough cast 
ingot into a forged product of uniform and sound structure, 
which is far superior in its adaptability for the final forging 
operations than a raw casting of steel. 

The question may arise as to why these blocks are sheared 
from rolled rounds into tke form of discs rather than from flat 
slabs into the form of squares, as made for annular sections at 
Homestead and other plants some years ago. 

The answer is the keystone of the present-day success of rolled 
steel sections such as passenger, tender and freight wheels, and 
lies in the fact that the outside of the ingot which, according to 
the nature of the elements composing it, 1s its best part, finally 
becomes by this process, the outside or periphery of the section 


composed of two rolls or dies facing each other, set on the ends 
of two shafts which are out of line; one mill having the shafts 
approximately 14 deg. and the other approximately 7 deg. out of 
parallel. It 1s evident therefore that when the dies are brought 
together before the shafts turn, the disc is subject to a forging 
action. When sufficient forging has taken place under a hydraulic 
pressure starting at about 700,000 Ib. and intensified to 3.000.000 
lb. maximum at the finish in the larger mill, to start the piece 
into the contour of the die, power furnished by a 2,500-hp. 
steam engine is applied to revolve the roll shaft, and from this 
point until the piece is taken from the rolls, it is subject to both 
rolling and forging action, which insures close-grained, well- 
worked metai. 

After rolling, the piece is put through a shear which auto- 
matically frees it of the "flash" which is usually present in a 
flat forging. In the same machine the core previously mentioned 
is punched out to make the rough bore, thus freeing the steel of 
any undesirable segregation that may happen to be present after 
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the discard from the round bloom has been made at the blooming 
mill shears. 

After punching the bore, the piece is rough turned on the 
periphery, on the edges of the rim and on both faces of the hub 
in order that any scale or surface defects may be eliminated and 
clean, sound metal assured. 

After passing final inspection, the product is ready for ship- 
ment. The method just described refers only to plate pistons. 

Solid plate pistons are not new, steel castings in this form 
having been used as long ago as 1900 in Europe and are now 
used more or less extensively in this country in low pressure 
cylinders of compound engines where the diameters are such 
that the weight of a box or double wall piston would be 
prohibitive. 

It is no doubt true that a steel piston working in a cast iron 
cylinder will score or cut the latter if they come in contact and 
with this contingency in mind, almost all American designing 
engineers bolt or rivet a cast iron bull ring to a steel center, the 
former being provided with grooves for cast iron piston rings. 
There have been some noteworthy diversions from this practice. 
however, particularly on locomotives operated by the Norfolk & 
Western Railway. One method used by this road is to pour 
molten iron into a groove machined in the face of the piston. 
Another is to pour in molten bronze in the same manner, after- 
wards turning in a lathe to the proper diameter. Both of these 


ty a 


Disc Sheared from Round Bloom; and Finished Piston 


types are said to operate efficiently, but it is not the easiest task 
in the shop to replace the worn-down bearing surface, as the 
shrinkage of metals must be well understood by the workmen in 
order to get a tight fit. It is suggested here that the practice of 
designers of heavy stationary engines be followed in using solid 
rolled steel pistons in locomotives. That is to cut one or more 
dovetailed grooves in the face of the piston, insert segments of 
good malleable bearing metal and hammer it solidly into the 
grooves. [t has been found that bearing metal in the face of the 
piston polishes the cylinder walls, thus facilitating lubrication. 
The solid steel pistons for the Pennsylvania Railroad are used 
with extended rods which have the advantage of reducing cylin- 
der wear and simplifying lubrication. The extended rods in use 
some years ago, which were discarded, are not to be compared 
with those in use on the latest types of engines, for the old rods 
and pistons were much too heavy, the pressure on front bearings 
being as high as 50 Ib. per sq. in., while the new type of extended 
rod has a pressure on the front bearing of only 10 Ib. per sq. in. 
The old types of extended rods were of no particular value in 
saturated steam locomotives where good cylinder lubrication was 
comparatively easy to obtain. With superheated steam, how- 
ever, a very different condition prevails as to cylinder lubrica- 
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tion, and it is the part of discretion to prepare for the contingency 
that when the engine is drifting long distances, the cylinders may 
not be properly lubricated. 

If, then, there may be times under certain conditions when the 
cylinder is comparatively dry with the piston riding on the cylin- 
der, it 1s certainly better practice to have an anti-friction metal 
in contact with the cylinder rather than even the best of cast 
iron, so that wear will be reduced to a minimum and scoring 
eliminated. For this reason it 1s recommended that solid steel 
pistons (unless supported by an extended rod) be faced with a 
bearing metal that will not only stand a temperature of 618 deg. 
F., but will also be malleable enough to permit of hammering in 
segments into dovetail grooves. We have made laboratory tests 
of a new bull ring metal which showed an extending point of 1,150 
deg. F., an average scleroscope hardness of 8, and which can be 
easily peened into a dovetailed groove '4 in. to % in. deep. This 
is not an experiment, for pistons as large as 50 in. in diameter, 
faced with bearing metal, are in use in many heavy duty rolling 
mill engines. Such a piston weighing 3,400 lb. may be found 
in operation at the Homestead steel works. 

Time and test will prove whether the bearing metal mentioned 
will stand the ravages of superheated steam, but it is saíe to 
assume that if it will not do, another bearing metal can be de- 
veloped which will be satisfactory. We have known for many 
years that the proper kind of bearing metal will reduce friction, 
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Forged and Roiled Stee! Piston Faced with Bearing Metal 


and losses by friction in locomotive cylinders are more than a 
mere trifle. 

It has been suggested that rolled and forged pistons be faced 
with a cast iron ring like piston rings except wider, set in a 
groove Lá in. less in depth than the thickness of the ring; the 
ring to be halved, or in three segments, and when assembled in 
the piston, to be slightly less in diameter than the cylinder. This 
scheme should work whether the bearing rings are fastened to 
the piston or simply held in place by the cylinder walls. It has 
a distinct advantage in the ease of replacement of the bearing 
face, as well as being economical. 

Many ways can be worked out by which a forged and rolled 
steel center can be attached to cast iron bull rings, but if cylinder 
bushings or cylinders are to be protected against excessive wear. 
an anti-friction face is the logical progression. It is, of course, 
impossible to roll any kind other than one having a single 
plate. It is possible to roll centers that are intended to carry a 
cast iron bull ring, but the tendency of the times is to reduce 
the number of parts as well as the weight, and therefore the 
solid forged and rolled steel piston takes its place as the latest 
development in this line. 


Crvpe Orir.—California's crude oil production in 1914 was 
103,623,695 barrels, as compared with 97,867,147 barrels in 1913. 
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PERFORMANCE OF LOCOMOTIVE 
FIREMEN 


W. J. Tollertan, general mechanical superintendent of the 
Rock Island Lines, in his testimony before the board of 
arbitration hearing the engineers’ and firemen's demands for 
increased wages in the western territory, presented some 
very interesting testimony on the work performed by the 
hremen on different sizes of engines. He presented as an 
exhibit a summary of 1,556 tests of runs made in regular pas- 
senger and freight service on various roads, which showed 
that out of an average of 8 hr. 47 min. in total time on duty, 
the fireman was supplying coal to the firebox 1 hr. 42 min., 
or 19 per cent of the time. He was actually engaged in 
manual labor 2 hr. 42 min., or 31 per cent of the time, and for 
6 hr. 5 min., or 69 per cent of the time, he was performing 
no physical labor. During these runs 8.67 tons of coal were 
used on an average per trip, which makes the average pounds 
of coal fired per hour during the whole time on duty 1,975 
pounds. The total time on duty was computed from the 
time of departure to the time of relief from duty, and where 
it was the practice to allow preparatory or relief time, this 
was included. The times obtained for the actual supplying 
of coal to the firebox were taken by practical locomotive men 
on the roads making the tests by means of the stop-watch. 
This time includes not only the time actually spent in shovel- 
ing the coal into the firebox, but also the time consumed in 
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Diagram lilustrating the Performance of Locomotive Firemen 


leaving and returning to the seatbox or the gangway. In the 
same manner the time engaged in manual labor was obtained. 
This includes, in addition to supplying coal to the firebox, 
the sweeping of the deck, shaking the grates, taking coal and 
water, etc. The balance of the time, 6 hr. 5 min., or 69 per 
cent of the total time on duty, represents the time the fire- 
man was either sitting on the seatbox or standing in the 
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gangway at ease. In the majority of cases, the coal used was 
obtained by counting the number of scoops of coal supplied 
to the firebox during the individual trip. 

Mr. Tollerton also presented information from 474 trips 
made in freight service alone on locomotives weighing 185,- 
000 lb. and over on drivers. The firemen on these test trips 
were on duty for an average of 9 hr. 39 min. They were 
supplying coal to the firebox 2 hr. 12 min., or 23 per cent 
of the time, and they were engaged in manual labor 3 hr. 14 
min., or 33.5 per cent of the time, leaving 6 hr. 25 min., or 
66.5 per cent of the time in performing no labor. The aver- 
age amount of coal used per trip in this set of tests was 12 tons, 
making an average of 2,460 lb. per hour for the total time on 
duty. The information obtained from these tests was further 
subdivided between saturated and superheated steam engines 
for locomotives weighing from 185,000 Ib. to 200,000 Ib. on 
drivers; 200,000 to 225,000 Ib. on drivers; 225,000 to 250.000 
lb. on drivers and 300,000 lb. and over on drivers. The ac- 
companying diagram illustrates the percentages of time the 
fireman was occupied in shoveling coal into the firebox, in 
performing manual labor, and in performing no physical 
labor, for the different classifications of the locomotive men- 
tioned above. The curves at the top of the diagram show 
the average amount of coal fired per hour in pounds for the 
two classes of engines on a basis of the weight on drivers. 

These diagrams show in an interesting manner the advan- 
tages to be derived from superheated locomotives and show 
conclusively that with the increase in the size of locomotives 
the rate of firing has increased very little. It is interesting 
to note also that the time the firemen spent in manual labor 
on heavy superheated steam engines does not amount to the 
corresponding time for even the lightest saturated steam en- 
gines shown. The results of these tests show how locomotive 
designers have, with the increased size in locomotives, con- 
sidered the work of the fireman by providing labor-saving 
devices, such as superheaters, stokers, automatic firedoors, 
grate shakers and the like. 


— — 


TECHNICAL HIGH SCHOOL IN MILWAUKEE.—A plan for the es- 
tablishment of an exclusively technical high school as part of 
the city of Milwaukee's educational system has been completed 
by Milton C. Potter, superintendent of schools, and Charles F. 
Perry, supervisor of industrial education. The board of school 
directors has taken steps looking to the immediate establishment 
of the institution. The academic work is to consist of a course 
in English, sciences and mathematics. Practical work is to be 
done in Milwaukee shops and factories.—/ron Age. 


Unitep States Navy SPpeciFICATIONsS.—The new specifications 
of the United States Navy indicate a changed opinion as to the 
extent to which sulphur is detrimental in steel castings. For- 
mer specifications allowed a maximum of 0.05 per cent sulphur 
in all carbon castings of grades A B and C and 0.04 per cent 
in nickel-steel castings designated as “special grade.” In the 
new specifications grades A and B are subdivided into two 
classes—A and D, the high carbon, and B and E, the medium 
carbon respectively. A and B maintain the old limit of 0.05 per 
cent sulphur and D and E permit castings to go as high as 0.07 
per cent sulphur. The two subclasses include castings of less 
importance than the others. For castings in grade C the limit 
is changed from 0.05 per cent sulphur to 0.07 per cent. The 
nickel-steel or special grade castings now have 0.05 per cent 
instead of 0.04 per cent sulphur as the limit. The requirements 
for tensile strength are reduced from a minimum of 90,000 Ib. 
per sq. in. in nickel-steel to 85,000 Ib. The elastic-limit stipu- 
lation is 45 per cent of the tensile strength in carbon castings, 
instead of a definite limit in pounds. The elongation require- 
ments are advanced from 20 to 22 per cent in the special, or 
nickel-steel, grade, and the bending bar required is 120 deg. 
instead of 90 deg.—American Machinist. 
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FREIGHT CAR REPAIRS UNDER A PIECE 
WORK SYSTEM* 


BY J. J. TOLIN 
Foreman Car Repairers, Pennsylvania Railroad, Buffalo, N. Y. 


Inspection of and repairs to freight cars on a shop repair track 
should be divided into three classes: 

lirst—Light repairs to all classes, which should include the 
renewal of wheels, couplers, draít timbers, arch bars, and all 
repairs of a minor nature. 

Second—Heavy repairs to all classes of wood or composite 
cars, which should include renewal or splicing of sills, renewal 
of roofs, or the complete rebuilding of the car body when 
necessary. 

Third—Heavy repairs to all classes of steel cars, which should 
include the renewal or splicing of sills, renewal or patching of 
sheets, or the cutting down and rebuilding of the entire car 
when necessary. 

Each of these classes should then be sub-divided into two 
classes: the air brake apparatus and its connections; and the 
other parts of the car. There should also be two sets of piece 
work inspectors and repairmen, one to act as specialists on the 
air brake apparatus and the other on the other parts of the car. 

When a car requiring light repairs arrives on the repair track, 
the piece work inspector supervising repairs to parts other than 
the air brake should make a thorough examination of the wheels, 
Journal boxes and their contained parts, arch bars, brake beams, 
and all parts below the body of the car. At the same time he 
should note the condition of the draft timbers, couplers, end sills, 
and all parts that are visible from the ground. He should then 
make the roof inspection, paying particular attention to the brake 
wheel, ratchet wheel and pawl, to see that the hand brake can be 
operated, and that the brake pawl will properly engage the teeth 
of the ratchet wheel. The deck hand-holds and running board 
also demand preferred attention since they are essential parts. 

Next the interior of the car should be inspected, assuming that 
it is an empty house car, and repairs should be made according 
to the class of freight which the car is to carry. The authorized 
piece work card should then be prepared, enumerating thereon 
all defects which in the judgment of the piece work inspector 
should be repaired, and he should bear in mind that only such 
repairs as are necessary to make the car safe for trainmen and 
for lading suitable to it should be made to a foreign car. While 
making repairs, the repairman should be guided by the piece work 
card and should not be permitted to repair any defect that had 
been overlooked by the piece work inspector and discovered by 
him without first calling it to the attention of the piece work in- 
spector and having it added to the work card if the inspector 
decides that the defect should be repaired. 

The air brake piece work inspector should make a thorough 
inspection of the hose, hose couplings, pipe hangers, pipe supports, 
cylinder and reservoir and their blocks, to see that they are in 
good condition and firmly secured to the car. He should then fill 
out the authorized piece work form, noting thereon any defect 
that he may have discovered. 

The car is now ready for the air brake repairman. He should 
first read the piece work card and then proceed to make the re- 
pairs enumerated thereon. When this has been done he should 
attach the yard air line to the air hose at one end of the car and 
a dummy coupling to the hose at the other end and open the 
valve from the yard air line. While the system is charging he 


*From a N EP aper read. before the Niagara Frontier Car Men’s Association, 
Buffalo, June 16, 1915. 
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should disconnect the retaining pipe from the triple valve and in 
the exhaust port of the triple place a nipple with an air gage 
attached to it. He should then take a pail of thin soap suds and 
with the aid of a suitable brush completely cover the air hose and 
all joints on the brake and crossover pipe. If a leak in either 
of these pipes is discovered the piece work inspector should be 
called and decide whether or not it is of enough importance to 
repair. 

When the system is charged and the brakes are applied by 
making a 25 lb. reduction in brake pipe pressure, the length of 
the piston travel should be noted and the brake released by turn- 
ing the air into the brake pipe through the 1/16 in. opening in the 
disk located in the % in. pipe on the testing device. The gage 
which is attached to the exhaust port of the triple should be 
carefully watched for one minute and if it shows a leakage in 
excess of five pounds the defect causing the leak should be located 
and repaired. After the defect has been repaired a like test should 
be made to insure that the leak has been reduced below five 
pounds per minute. 

The retaining pipe should be connected to the triple valve and 
slack adjusted if necessary, paying particular attention to the 
equalization of the brakes, and with the retaining valve handle 
at right angle on a two position valve or at 45 deg. on a three 
position valve, the brakes should again be applied and released. 
All joints on the retaining pipe should then be covered with soap 
suds and all leaks repaired, no matter how trifling they mav be, 
for the reason that the retaining pipe must be absolutely tight, 
otherwise it is useless. The repairman should then wait until the 
air ceases to escape from the exhaust port in the retaining valve 
and then turn down the handle. If a gush of air escapes at this 
time the retainer is in good condition. If air escapes at a very 
low pressure or no air escapes the retainer is defective and should 
be repaired or replaced with a new or repaired valve. Under 
ordinary circumstances the brakes could now be depended upon 
as being in good condition. 


HEAVY REPAIRS TO ALL WOOD OR COMPOSITE CARS 


A wood or composite car requiring heavy repairs should be 
jacked up, placed on trestles and the trucks removed before in- 
spection is made. The inspector should first thoroughly inspect 
the longitudinal sills, end sills, cross bearers, draft timbers, etc. 
Taking, for illustration, a box car, he should determine whether 
or not the general condition of the car would warrant putting it 
in condition to carry first class freight. If he decides that it 
should be made fit for this purpose he should inspect the siding, 
lining, flooring and grain strips, condemning any of these parts 
that are not in perfect condition. The roof should then be 
thoroughly examined for evidence of leaks and if any are found 
the cause must be remedied. 

All parts of the trucks should now be examined and the piece- 
work form prepared, which should show all repairs necessary, 
except to the air brake apparatus. 

While the car is undergoing repairs the work should be closely 
checked by the piece work inspector to see that both lumber 
and bolts of proper dimensions are used; that the lumber is 
properly framed, and that holes bored by the repairmen are not 
more than 1/16 in. larger than the diameter of the bolts or rods 
that are to be placed in them. The piece work inspector should 
also see that all parts are applied as shown on the standard 
drawing, that is, the sizes of tenons, mortices, etc., not changed 
by the repairmen to make the part simpler to apply. 

The air brake attention in this case is much the same as in 
that of the car requiring light repairs with the exception of 
removing and replacing the apparatus, including pipe where it 


interferes with the renewal of longitudinal sills. 
portant in this case that pipe be thoroughly blown out before 
it is connected to the triple valve. 
cared for while it is off the car by closing the opening in the 
triple valve check case and exhaust port with wooden plugs to 
prevent dust from entering the triple. 


on suitable trestles and the trucks removed. 
have been affected by corrosion should have the scale removed. 
The car should then be carefully gone over by the piece-work 
inspector, he to decide what repairs are to be made and at the 
same time see to it that no part or parts are removed from the 
car for repairs that can be successfully repaired in place by using 
a portable oil heater. 
condemning sheets to be scrapped, particularly in the floors, 
where it is practicable that floor sheets should be patched until 
an entire new floor is to be applied. When a floor is to be re- 
newed and one or more sheets are found in fairly good condi- 
tion, they should also be removed and replaced with new sheets 
and the sheets that are in fairlv good condition placed in stock 
for repairs to floors that are not yet at a point where the entire 
floor requires renewal. 


economical. 
been in an accident and has the longitudinal sills so badly 
buckled at one or both ends that they cannot be straightened 
while in place, the sills should not be removed for repairs, but 
the damaged ends should be sawed off, repaired and spliced to 
the sills. 
moving the full length sills for repairs, and the result obtained 
is just as good or better. 


other important feature. 
spect each morning all rivets driven by the repairmen on the 
day previous, and each rivet should be tapped with a light ham- 
mer, and any found loose ordered removed. Rivets with heads 
poorly formed on account of poor heating, or rivets too long 
or too short should also be ordered removed and only the rivets 
that pass inspection should be paid for. 
driven should be checked daily by the piece work inspector for 
the reason that some of them may become covered with other 
parts and could not be checked at a later date. 
have been checked can easily be identified if bright red paint 
is used to mark them as they are counted. 


348 RAILWAY AGE GAZETTE, 


It is also 1m- 


The brake apparatus must be 


HEAVY REPAIRS TO STEEL CARS 


The all-steel car does not ordinarily require heavy repairs 


as frequently as the car of wood construction, but when it does 
require this class of repairs they are usually more extensive; 
consequently the number of days out of service per year is ap- 
proximately the same as that of the wooden car. 


The time out of service can be reduced, however, by increas- 


ing the number of men working on the car, and in order to do 
this and still maintain a high degree of efficiency the men must 
specialize on some particular kind of work; for instance, cut- 
üng off rivets, heating rivets, driving rivets, etc. 


My slight experience in the steel car field has taught me 


that as many as fifteen repairmen can be successfully worked on 
one car, as follows: 
repairing bent parts off car, bolting them up in place for the 
riveters and straightening parts on car, four; reaming and 
drilling holes, two; heating rivets, one; driving rivets, two; 
removing and replacing parts that are secured with bolts and 
repairing trucks, two. 
this arrangement to be practical there must be several cars on 
the repair track at one time. 


Cutting off and backing out rivets, four; 


It is, of course, understood that for 


Like the wooden car the steel car should be jacked up, placed 
Al parts that 


He must also exercise good judgment in 


The splicing of steel longitudinal sills while in place is very 
For illustration, in the case of a steel car that has 
This can be done at a cost much below that of re- 


The manner in which rivets are driven in steel cars is an- 
The piece work inspector should in- 


The number of rivets 
The rivets that 


The air brake attention necessary is practically the same as 


in the case of light repairs, except that care should be exercised 
to keep the cylinder, triple valve, etc., from coming in contact 


with excessive heat when straightening parts in place. 
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FORTY-TWO YEARS AGO 


In a talk before the Master Car Builders’ Association during 
the convention held in Boston in June, 1873, Leander Garey of 
the New York Central presented some statistics as to the number 
of cars in service at that time. Compared with the two million 
odd cars, most of them of large capacity, now owned by the 
railroads of this country they present an interesting view of the 
growth and changes in conditions of railroad transportation 
which have taken place during the past 42 years. 

The following 1s quoted from Mr. Garey's remarks: 

“The whole number of cars on all steam roads of 4 ft. 8 in. 
and wider gages in the United States and Canada, at the close 
of the fiscal year ending with the year 1871, was as follows: 


Whole number of &-wheel cars.......cccceececceccecuccceucves 193,767 
Whole number of 4-wheel cars... 0.0.0... ccc eee e ee ee err 58,355 

roc ep Cc" TEE e px 
Whole number of cars reported for 3 and 314-ft. gage roads........ 212 


There are in the United States and Canada 103 car manu- 
facturing companies. These companies have built during the 
year ending May 31, 1873, the following number of cars: 


PASSENGER Cans 


Palace, sleeping and hotel cars.. 134 Baggage and mail cars........ 33 
Passenger cars, all classes..... 579 Baggage cars .....cccccceeecs 63 
SMOKING (CATS udcodVsO XA R4 18 United. States postal cars...... 3 
Baggage and smoking cars..... 15 

Baggage and express cars...... 18 "Dota atom ee ea td 863 

OTHER CARS 

Paymaster cars ............ 6 “SOCK Cars wexdgiaogaor ados 2,415 
Caboose cars .............. 78 Eight. wheel cre ard coal cars 3,126 
Fruit “GAPS mneiveiczeweverbeznz 734 Four-wheel ore ard coal cars. 3,226 
Refrigerator CATS: oe uersa ee 8 Oil tank (60 barrels) ....... 250 
Grain combination ......... 750 Oil tank (64 barrels)....... 300 
box or house-cars.......... 11,931 Construction cars .......... 162 
Platform.. quota cane xo ee sets 5.694 Steam shovels ............. 32 
Göndöli: -rsi cr a ERE 6,733 Derrick ear dea 8 
Double-bottom gondola ..... 125- - Hard 64r os teem wt does stes 149 
Double-deck cars ...... LL... 80 = 
Tay (DUN) eaten im n ach 75 Total (^v SEA E A eas 36,765 


[A similar statement was made of the cars built by the rail- 
roads. Because of space limitations it is omitted, but the total 
number was 22,345 standard gage cars and 466 narrow gage cars. 
—JepiToR. ] 

Mr. Garey then continued : 

“Allowing six months for the time between the close of the 
fiscal year of 1871 and the first of June, 1872, we will add one- 
half of the number of cars constructed during the past year to 
the number otficially reported at that time (1871), and we have 
for number of cars on the first of June, 1872, 281,667. Add to 
this the number manufactured during the past year, and it gives 
us for the total number of cars at the present time, 340,787. 

“The increase of cars here stated is under the actual number, 
as a few roads have failed to report. 

“These figures indicate that the increase of cars during the 
past year has been about 25 per cent, and if we add the cars 
rebuilt, it will make the increase fully that number." 

THe Iron Cnoss.— The iron cross, the most highly-prized recog- 
nition of valor in the German army and navy, is not a casting, 
but is struck with steel dies in heavy coining presses. After 
being stamped out, the crosses are taken to the silversmith's, 
where the soldering is done, a fine silver border added, and the 
finishing completed. The silver border is polished on electric- 
ally-driven polishing and grinding motors.—The Engineer. 


PressurE Drop AND VoLTAGE Dror Comrarep.—Pressure drop 
in steam lines is comparable with line drop in electric distribution 
systems, which is known to be energy lost, but the desired terminal 
voltage is obtained and the drop compensated for by a slight 
increase of voltage at the source or apparatus designed to use 
the lower voltage. Feeders or steam lines large enough to cause 
no drop are not feasible; the amount of drop to be permitted is 
a variable quantity. The greater radiation loss from excessively 
large steam lines has no counterpart in the electric-distribution 
analogy.— Power. 


STEEL CARS OF THE ARCH Roor TYPE 


Features of Latest Union Pacific Equipment for 
Various Classes of Passenger Train Service 


The Union Pacific has recently added to its equipment a 
number of all-steel passenger train cars, built by the Pullman 
Company. These include dining cars, combination baggage- 
buffet cars, chair cars, coaches, baggage cars and postal cars. 


total wheel base of the car being 67 ft. 9% in. The seating 
capacity is 28 and the weight of the car ready for service is 
about 139,000 Ib. 


The same design of body is used on the coaches and the 


Steel Dining Car In Service on the Union Pacific 


The dining cars are 72 ft. 6 in. long over the end sills and 
80 ft. 5 in. long over the platforms. The wheel base is 67 ft. 
914 in. and they are mounted on six-wheel trucks. These 


chair cars, the length over the end sills being 70 ft., the 
length over platforms 77 ft. 11 in. and the wheel base 65 ft. 
3v; in. These cars are also mounted on six-wheel trucks and 


Reclining Chair Car of All-Steel Construction, Used on the Union Pacific 


dining cars have a seating capacity of 30 passengers and 
weigh about 148,000 Ib. 

The combination baggage and buffet cars are 75 ft. long 
over the end sills and are mounted on six-wheel trucks, the 


! wNTTI 


RAITLWA 


weigh about 138,000 lb. Some of them are equipped with a 
smoking room in one end, in which case the seating capacity 
of the chair cars is 70, while without the smoking room it is 
72; when equipped with a smoking room the coaches have a 
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Union Pacific All-Steel Posta! Car 
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the Dining Car 


Baggage-Buffet Car 


seating capacity of 82 and this is changed to 84 in the case 
of a car without a smoking room. 

The baggage cars are 69 ft. 0-74 in. long over end sills, 71 ft. 
11 in. long over the platíorms and have a wheel base of 64 ít. 
0-74 in. They are mounted on four-wheel trucks and weigh 
about 106,000 lb. The postal cars are 60 ft. 1% in. long over 
end sills and 63 ft. long over the platforms, with a wheel 
base of 55 ft. 1% in. These cars weigh 111,600 lb. There 
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Cross Sections of the Dining Car 


are also a number of 60-ft. baggage cars similar to these pos- 
tal cars. Where six-wheel trucks are used, the design is the 
same for all the cars and the same is true for the four-wheel 
trucks. 

As will be noted from the illustrations, the type of con- 
struction embodies the arch type roof and the arrangement 
of the framing is similar in all of the cars. Ventilation is 
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provided by suction type ventilators and has proved to be 
adequate in all cases. 

In the dining car, the center sills consist of two 15-in., 60-1b. 
I-beams placed at 16-in. centers and extending between the 
platform end sills. A 22-in. by Yj-in. top cover plate is used 
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which is a !j-in. by 2-in. by 34-in. angle with the 2-in. leg 
upward, to which is riveted a 3/16-in. by 134-in by 2-in. angle. 
The 3/16-in. steel sheathing extends to a point just above the 
connection between the two belt rail angles, and %-in. sheath- 
ing is used on the car body above this point. 


Lefter Case 
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Floor Plan of Stee! Baggage Car for the Unlon Pacific 


and the sills are given 34-in. camber. The body bolsters are 
steel castings and there are three crossbearers between the 
body bolsters. The distance between truck centers is 56 ft. 
8 11/16 in. Two sets of diagonal braces consisting of 4-in., 
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End Construction of Postal and Baggage Car 


5.25-]b. channels are employed between the center and side 
sills and channels of the same size and weight are also used 
to support the floor stringers, which are 2V;-in. by 2-in. by 
14-in. angles. The side sills are 312-in. by 8-in. angles, a 3/16- 
in. plate being riveted to the side sill and to the belt rail, 


The body side posts are 4-in. by 1%-in. by 5/16-in. angles 
and the side plate is a 5-in. by 4-in. by 9/16-in. angle. The 
carlines are 3-in., 4-lb. channels extending through between 
the side plates, and the end plate is a 4-in. by 2!4-in. by 3$-in. 
angle. The body corner posts are 4-in., 5.25-]b. channels and 
the door posts are 5-in., 6.5-Ib. channels, there being two in- 
termediate posts consisting of 4-in., 13.8-lb. Z-bars. The 


Interior of Union Pacific Steel Baggage Car 


vestibule door posts are 6-in., 23.9-]b. I-beams, braced at the 
top to the body corner posts by 3-in. by 3-in. by %-in. angles. 
while a 6-in., 8-lb. channel forms the vestibule end plate. The 
end sheathing of the car body is 14 in. thick. 

Above the floor stringers is placed .04-in. galvanized iron, 
above which there is a layer of 34-1n. Magnesite. Next to this 
is a layer of 34-in.. No. 20 gage Keystone flooring. above 
which is placed the final flooring, which is %-in. Flexolith. 
Three-ply Salamander insulation is applied to the inside of 
the steel sheathing. and the windows as well as the interior 
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finish of the side walls are mahogany; the headlining is 3/16- tudinal floor stringer angles. The belt rail is a 314-in. by 2-in. 
in. Agasote. The baggage-buffet cars also have mahogany by Vj-in. angle, while the side plate is a 5-in. by 4-in. by 9/16- 


OQ" Over End Sills 
Floor Plan of Union Pacific Chair Car 


interior finish. but that of the chair cars and coaches is steel. in. angle. The carlines are formed of 3-in., 4-lb. channels. 
The I-beam center sill construction is used in all of the The window sash in these cars are of wood, while the main 
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Floor Plan of Union Pacific Baggage- Buffet Car 


cars. In the case of the coaches and chair cars these sills are part of the interior finish is of steel and the headlining is 
18-in., 65-Ib. I-beams with a '4-in. cover plate, while the side — 3/16-in. Agasote. 

sills are 8-in. by 3v;-in. angles. the floor being carried by 4-in., The center sills of the 69-ft. baggage cars are 18-in., 65-lb. 
5.25-Ib. channels supporting 2-in. by 2!5-in. by ';-in. longi-  I-beams and the side sills are 8-in. by 3';-in. angles. The 
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Arrangement of the Frame Members in the Baggage Car 
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Cross Sections and Details of the Framina of the Coaches and Chair Cars 
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side plate is formed of a 5-in. by 4-in. by 9/16-in. angle, while 
the side posts are 4-in. by 1'4-in. by 5/16-in. angles, the belt 
rails being 314-in. by 2-in. by !4-in. angles with 2-in. by 13$-in. 
by 3/16-in. angles riveted to the top. The side door posts are 
412-in. by 3-in. by 5/16-in. angles. The end construction of 
these cars is of the dummy type, the end sill being a steel 
casting, while the two center posts are 10-in.,, 30-Ib. I- 
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Interior Finish of the Chair Cars and Coaches 
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Cross Sections Through 60 Ft. Baggage and Postal Cars 


beams. The corner post is built up of a 4-in, 82-lb. Z-bar 
and a 3-in. by 3-in. by !14-in. angle reinforced by wood, and 
between the corner post and the center post are two 4-in., 
8.2-lb. Z-bar posts. The end of the car is covered with 3/16- 
in. plate as far as the belt rail, above which %-in. plate is 
used, while the end carline is a 4-in. by 4-in. by %-in. angle. 
Arrangement of the Interior of the Postal Cars The end plate of the car is also a 4-in. by 4-in. by 3$-in. angle. 
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In the postal cars and the 60-ft. baggage cars the center 
sills consist of 15-in., 50-Ib. I-beams, but no cover plate is em- 
ployed. The side sill is a 6-in. by 3%-in. by 4-in. angle and 
4-in., 5.25-lb. channels are used as supports for longitudinal 
nailing strips, to which the double board floor is secured. 

The special equipment used on these cars includes New 
York air brakes, Chicago Car Heating Company's vapor sys- 
tem, Commonwealth cast steel truck frames, Creco brake 
beams, Pitt couplers, Sessions friction draft gear, Waugh- 
Forsyth buffing device, Acme vestibule diaphragms, Utility 
ventilators, Transportation Utilities Company’s window fix- 
tures, National trap doors, Hale & Kilburn seats, Adams & 
Westlake's sanitary bubbling water fountains and white metal 
washstands, Duner flush closets, Johns-Manville Salamander 
hair felt insulation, Keystone floors, Rausch bag racks in the 
postal cars, Edison storage batteries and Gould axle lighting 
generators. 


STEEL SUBURBAN CARS FOR THE ERIE 


A train of eight suburban passenger cars of ali-steel con- 
struction, consisting of seven coaches and one combination 
baggage and smoker, has recently been placed in service by 
the Erie Railroad. The cars were built by the Pressed Steel 
Car Company, Pittsburgh, Pa.. from designs prepared by L. B. 
Stillwell, consulting engineer, New York. 

The design of these cars was made with a view to meeting 
the following conditions: Safety and comfort of passengers: 
low cost of operation; low cost of maintenance, and moderate 
first cost. In general their construction is similar to that of 
the New York. Westchester & Boston electric suburban cars, 
described and illustrated in the May, 1912, issue of the 
-beerican. Engineer, page 238, and while they are built for 
steam operation, provision has been made for the ultimate 
addition of electric motive power equipment. One of the 
points of greatest interest in tke construction of these cars is 
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Weight of lighting equipment, Ib... .... cc cee cece ce ce eer 


Net weight of car, exclusive of lighting equipment..............0. 000 cee eee 
Weight per seated passenger, exclusive of lighting cquipment.............. 
length over-all 
Weight per ft. of over-all length, exclusive of lighting equipment........... 
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The coaches are 70 ft. 4 in. long over-all and weigh com- 
plete 95,400 Ib. The table of comparative weights of Erie 
passenger equipment shown on this page shows that the total 
weight is less than that of two classes of steel underframe 
passenger cars having a smaller seating capacity. It shows 


further that the all-steel car weighs less per seated passenger 


a” 


interior of the Erie Steel! Suburban Coach 


and closely approximates the weight per foot of over-all 
length, when compared with the lightest wooden cars in the same 
company s service. 

The comparison per foot of over-all length is unaffected by 
the seat spacing, and is particularly interesting in this in- 
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Class Class 

New 1935-1950, 1910-1934, Class Class 

cars. steel steel 1825-1874, 1800-1824, 
all-steel underframe ur.dz:frame wood w ood 
8O 72 72 72 74 
95.400 96.500 100.500 83,200 86,600 
1,100 1,340 1,400 1,140 1,200 

{ Battery Battery Battery Gas Axle Gen 
l 8.000 8,600 8,000 2.000 6.500 
87.400 88,500 92.300 81,200 80,100 
] ,017 1,220 1.284 1,128 1.112 

70 ft. 4 ir. 66 ft. 34 in. 66 ft. 3v. in. 66 ft. 3% in. 66 ft. 35 in 
1.243 1,333 1,395 1,225 1,210 


the arrangement of the superstructure, whereby all parts con- 
tribute to its strength to withstand shocks of derailment, over- 
turning or collision. Other notable features are the light 
weight per seated passenger and the easy-riding qualities 
which have developed in service. 
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stance, as the new cars include heavy buffing and friction draft 
gears, as well as heavy draft sills, whereas the lightest wooden 
car has only the platforms and wooden draft sills with tan- 
dem spring draft gears. The light weight can be attributed 
to the exclusion of all unnecessary members. The deep and 
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heavy center sill construction of the fishbelly type has been 
dispensed with, and sills of uniform section are supported by 
the deep side frame through a system of crossbearers. 
Provisions for application of electric motive power equip- 
ment consist in the suitable height and outline of roof to pez- 
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%-in. top cover plate and two 4-in. by 34-in. by 3$-in. angles 
reinforcing the bottom flanges. This gives a total section of 
22 sq. in. Deep pressed steel draft sills extending through the 
bolsters reinforce the center sills and at the point of maximum 
depth add 10 sq. in. to the section. 
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Pressed Steel Unit Side Frame Construction of the Erie Suburban Cars 


mit of application of overhead current collector if required: 
the arrangement of vestibule for application of platform con- 
trol equipment; the arrangement of underframe members for 
the support of electrical motive power equipment in the most 
advantageous manner for operation and for thorough inspec- 


The center sill construction forward of the bolsters is sup- 
ported by the high side frames through the body end sill and 
bulkhead construction. The bending moment occurring at 
this point due to the eccentric draft gear forces is resisted by 
the draft sills and is transferred by the body end sill and bulk- 


Underframe; Erie Ali 


tion and maintenance of apparatus, and the design of draft 
sills, bolster and trucks to provide clearance for electric motors. 

The center sill construction of these cars is of uniform 
depth and section between bolsters, and consists of two 8-in. 
1625-Ib. channels spaced 14 in. back to back, with a 19-in. by 


-Steel Suburban Cars 


head construction to the high side frames. The center sill 
construction between bolsters is thus relieved of any eccentric 
loading from the draft gear forces, and the full section is 
available to resist the consequent direct compression be- 
cause of the support which is afforded by the high side 
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frames and heavy crossbearers placed under the side posts. 

The side frames of the car are 7 ft. 5% in. from bottom of 
sill to top of side plate, and are 61 ft. 4; in. long over body 
corner posts. The entire frame is designed as a girder, with 


a pressed steel compression member at the side plate and a 
/-in. 12.25-1b. channel tension member at the side sill. 


The 


Detalls Showing Diagonal Brace Connection to Side Sill and Side 
Plate Splice 


posts connecting these members are of 10-in. pressed channel 
form, 14 in. in thickness, and are spaced 5 ft. 554 in. between 
centers. They are furnished with integral diagonal braces 
below the windows and with flanged gussets at the portal 
arches. The vestibule end posts consist of 9-in. I-beams 
framed into the sills and to the vestibule ceiling construction. 
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Section A-B. 
Detail of Vestibule Corner Post Connection to Side Door Header 


The body end walls are fitted with '4-1n. pressed steel corner 
posts 12 in. deep, with gusset connections to the side sills and 
to the side plates of flanged form '4 in. thick. 

The roof structure is formed of pressed channel carlines. 


and is of the compound arch type. This form of roof is not 
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coil journal box springs and long quadrunle elliptic springs under 
the bolsters. The proportioning of the springs is such as 


to produce the easy-riding qualities essential in steel car con- 
struction, not only for the comfort of the passengers but for 
the maintenance of equipment and roadbed. The trucks have 
an 8-ft. wheel base and complete, with clasp brakes and 33-in. 
wheels with 5-in. by 9-in. journals. weigh 12,500 1b. each. 


Interior View of the Completed Framing; Erie Suburban Cars 


These trucks are designed with ample clearance for the ap- 
plication of electric motive power equipment, if at any future 
time their use in such service is required: Other features of 
interest on the trucks are Coleman bolster locking center 
pins which prevent the separation of car body from truck in 
case of derailment or collision; and clasp brakes, which 
greatly reduce brake shoe and journal wear and facilitate 
smooth stops, which is an especially desirable feature. 


Truck Used on the Erle All-Steel Coaches 


only strong, light and inexpensive, but gives good ventilation. 
good distribution of reflected light and is particularly suitable 
for the support of electric current collectors. 

The trucks are 47 ft. 7% in. apart from center to center and 
are of a non-equalized type, generally similar to those on the 
Westchester cars previouslv referred to. They are fitted. with 


The illumination of these cars is secured by eleven electric 
fixtures arranged in the center line of the car. One 25-watt 
lamp is used on each fixture. Power for lighting is furnished 
bv an 800 ampere hour Wilson storage battery. 

The equipment includes Miner Friction draft gear and buffing 
device; Pitt couplers and Hale & Kilburn seats. 


SHOP PRACTICE 


REDUCING PISTON VALVE LEAKAGE 


BY V. T. KROPIDLOWSKI 


in spite of all precautions in fitting up piston valves, there is 
a certain amount of stcam that finds its way past the rings to 
the exhaust side without doing any useful work. The amount 
thus lost depends almost entirely on the practice followed in the 
repair shops in repairing and fitting up the valves. The methods 
established in one shop with which the writer is familiar have 
brought about a very noticeable reduction in steam leakage, and 
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Fig. 1—Effect of Using Large Packing Ring 


some of the tools developed for use in connection with this 
work are worthy of attention. 

The practice quite commonly followed in railroad shops is to 
bore the valve chamber bushings to the exact diameter in the 
main shop, leaving the outside diameter to be turned to fit the 
chamber at the point of application. This has been found un- 


Sand for Compressing 
Packing Ring. — 


of internal stresses caused thereby. In a casting such as the 
bushing of a valve chamber this distortion 1s pronounced, due 
to the comparative thinness of the walls, and no matter how 
perfect the bushing has been bored, it will be found out of round 
after the outside has been turned. It is, therefore, bad practice 
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Fig. 3—Gear Traln Used in Pulling in Valve Chamber Bushings 


not to provide for boring the bushing after it has been pressed 
in the chamber. 

Another practice, not in accordance with the best results, is 
the maintenance of stock sizes of packing rings. Decause of this 
practice packing rings as much as '% in. to 3/16 in. larger than 
the bore are being used in repair work. This results in oval 
instead of perfectly round packing rings when they are placed 
in the chamber. Actual measurements, taken at various times, 
of rings finished 14 in. larger in diameter than the bushing, 
when in place in the chamber, have been found to vary from 
1/32 in. to 3/64 in., as shown at 4, Fig. 1, and a sheet of paper 
of the ordinary letterhead thickness, measuring .0025 in., could 
be slipped along between the ring and the wall of the chamber 
a distance of 415 in. to 5v? in., as indicated at B, Fig. 1. 
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Fig. 2—Chuck for Finishing Vaive Chamber Packing Rings and Bull Rings 


‘ausfactory, as in every case, after a bushing has been pressed 
m, It is found to be out of round. There are two reasons for 
this : One is that the cylinder may have been warped from long 
‘ervice and the continual contraction and expansion; the other 
5 that the bushing itself may be warped. Every casting tends 
to distort when the scale is turned off, due to the unbalancing 
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There is but one way to provide perfect fitting packing rings. 
After having turned the rings to the diameter that will give the re- 
quired spring or tension, they must be cut, then closed and turned 
to the exact diameter of the chamber. To do this work the chuck, 
shown in Fig. 2, was made from a cast-iron piston head. The 
packing ring is first closed till the smallest diameter of its slightly 
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oval form is a little larger than the bore of the valve chamber, with a 
band clamp, and with the clamp in position is then placed on the 
chuck. The diameter at .4 is slightly less than the inside diame- 
ter of the ring, to permit centering it with reference to the out- 
side surface, when the chuck has been screwed onto the lathe 
spindle. When centered the ring is firmly clamped to the 
chuck by the bar C and bolts D and the band removed, the bar C 
holding it in the closed position while it is turned. Old pack- 
ing rings can be turned in the same manner. If the inside of 
old rings need truing up, clamps E are used instead of bar C 
to hold the ring in place. 

Bull rings may also be turned up on this chuck, by using a 
shorter bar, shown at F, in place of bar C, the ends resting on 
the edge of the cored annular cavity inside of the bull ring. 
The same bolts may be used with both bars. 

A very convenient arrangement has been also devised for pull- 
ing the valve chamber bushings into the cylinder. This is shown 
in Fig. 3 and consists of a threaded rod, two heads, one of which 
bears against the outer end of the bushing and the other against 
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PILLAR CRANE FOR MACHINE TOOL 
WORK 


The pillar crane, the details of which are shown in the en- 
graving, was designed especially for serving machine tools. It is 
very simple in construction and is easily rotated in the base. The 
pillar is a piece of 6 in. extra heavy pipe into the lower end of 
which is fitted a bottom bearing of cast iron. Into the upper 
end is fitted a cast steel post cap to which the end of the tension 
rod is secured. The jib member is a 7 in., 15-Ib. I-beam secured 
to the post by a special cast steel connection which is riveted 
both to the beam and the post. 

The pillar is supported in a cast iron base 3 ft. square and 3 
ft. 9 in. high bored slightly larger than the pillar. A bottom 
bearing block is bolted to the base, in the upper face of which is 
a babbit-lined hemispherical recess. In this and a similar recess 
in the pillar bearing runs a tool steel ball 217 in. in diameter. 
The top of the base is counterbored to receive a housing 1054 in. 


in diameter, which contains a roller bearing running on the post. 
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Cast iron Base. 
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Bottom Bearing. 
Cast /ron. 


Roller Bearing Housing. 
Cast /ron. 


Roller Bearing. 
Tool Stee/. 


Bottom Bearing Block. Cast Iron. 


Detalls of Self-Contained Pillar Crane 


the opposite end of the valve chamber, a train of gearing and 
an air motor. The gear train is assembled in a casing, an air 
motor is attached to the driving shaft and the hollow driven 
shaft is designed to slip over the nut on the threaded rod. The 
gear train is very powerful and enables one man to attend to 
the pulling in of the bushings. The pitch diameters of the gears 
and the number of teeth are as follows: 


Gear: LD ihe Ls enia ha ee We ERE Ta MACROS eI 1175 in. pitch diam., 115 teeth 
Cear J ausos kw EP Cats xw EO LR ak 2 in. pitch diam., 18 teeth 
Gear K scu a aule EAE EON M UR VR d 8 in. pitch diam., 80 teeth 
Spindle: auteses ud ueonwdaetebiq a esr ona 174 in. pitch diam., 13 teeth 


No tests have been made, either prior to or after the inaugura- 
tion of the practice of maintaining piston valves herein de- 
scribed, to determine its effect upon leakage. There is, there- 
fore, no specific data as to the amount of reduction effected, 
but general observations have shown that it is considerable. 


When assembled, the base is embedded in the ground to a depth 
of about 12 in. 

This crane was designed by A. L. Graburn, mechanical en- 
gineer, Canadian Northern, Toronto, Ont. It is used with a 
chain hoist, which is suspended from a four-wheel trolley 
mounted on the lower flanges of the I-beam. 


DiscovERY or OxvcEN.— The discovery of oxygen is generally 
credited to Dr. Joseph Priestly, an English clergyman and 
scientist. The date, August 1, 1774, is commemorated as the 
birthday of modern chemistry. At about the same time two 
others made the same discovery: Scheel, a Swedish apothecary. 
who called it "fire air"; and Lavoisier, a French chemist, who 
called it oxygen, meaning "acid former." To Lavoisier is due 
the credit for the true explanation of combustion.—Powrr. 


ILLINOIS CENTRAL TOOL SYSTEM 


Standardization and Distribution Include a Cen- 
tral Tool Room with an Accurate Cost System 


BY OWEN D. KINSEY 
Tool Foreman, Illinois Central, Burnside Shops, Chicago, Ill. 


The tool system of the Illinois Central is conducted along lines 
similar to those employed in a commercial manufacturing insti- 
tution, as regards manufacturing methods and cost accounting. 
Centralization of functions is productive of economy. To main- 
tain a standard shop practice throughout a railroad system there 
must be a standardization of tools and definite restrictions placed 
on their manufacture at outside points. Many standard tools, 
such as taps, drills, reamers, etc., can be purchased from the 
commercial tool manufacturers at a lower cost than they can 
he made in even a well equipped central tool room. It is there- 
fore imperative that production costs be carefully compared i 
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WORK-CARD. 
Illinois Central Railroad Company. 
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Work Card Used In the lilinois Central Tool Room 


Justice to both the commercial tool manufacturers and the rail- 
Toad, 

It stands to reason that a small shop cannot produce good 
tools at a cost low enough to warrant their production, because 
it is not equipped for such work and cannot manufacture in 
quantities sufficiently large to obtain a low production cost. 
Moreover, a uniform shop practice is impossible, due to the 
Varying ideas or notions of each individual foreman. There- 
fore, standardization is lost sight of and expensive duplicate 
Jigs and devices are made and used at several points, while 
?ne device would serve the entire system, making all tools stand- 
ard and resulting in a standard shop practice. 

There is a natural tendency to underestimate manufacturing 
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costs, and although such expenses as those for jigs, dies, fix- 
tures, small tools, lubricants, files, power, light and numerous 
other incidentals, enter into the manufacturing cost of tools 
they are often ignored in calculating this cost. It is therefore 
of prime importance that tool manufacture should be central- 
ized and an accurate cost svstem maintained. The real function 
of the central tool room is therefore the standardization and 
manufacture of special tools and labor saving devices, such as 
cannot be protitably purchased outside. In this there is a broad 
field and many opportunities for economy, 


STANDARDIZATION 


Realizing the importance of standard tools throughout the 
system and the many advantages of centralizing their manufac- 
ture at one point, both from the standpoint of economy and that 
of standardization, a comprehensive central tool supply system 
has been inaugurated on the Illinois Central. Our first steps 
were to get away trom the practice of making tools from worn- 
out samples and by hit-or-miss methods. A draftsman was as- 
signed to the central tool room and a careful study made of 
each tool considering cthiciency, conditions under which it is 
used, safety and cost of manufacture. We went into the matter 
thoroughly, consulting the shop foremen and incorporating the 
very best ideas obtainable into a standard drawing, care being 
taken to eliminate overlapping sizes. These drawings were 
made up in standard folio size and copies of each mounted on 
cardboard for the convenience of the workmen. The value of 
standard drawings can hardly be overestimated. They relieve 
the foremen of lengthy verbal explanations and make it impos- 
sible for a workman to misunderstand what is wanted. 

Several workmen can be assigned to the same job, each pro- 
ducing a certain part or number of parts, requiring no inventive 
er designing ingenuity on his part, as the article to be produced 
is clearly denned by the drawing. Consequently he produces 
more and better work, having a clear understanding of just what 
is wanted. Without a drawing, the average mechanic is quite 
likely to take his problem too seriously and make his work too 
expensive, being obliged to plan as he goes along, and the time 
thus spent would be taken care of once and for all if a drawing 
were followed. The fact is, when standard drawings are fol- 
lowed out and jigs and similar devices are used, a great in- 
crease in production results. Some of the least efficient. work- 
men of the old system become the most ecient of the new. 

Jigs, as a rule, are not expensive to make; in fact. they can in 
most cases be made up very inexpensively, providing artistic 
tool-making notions are secondary to performance and cost. It 
is nonsense to allow a skilled mechanic, whose time is more 
valuable for other work, to “putter” ground with an elaborate 
set of fine instruments, laving out dimension lines to be followed 
by eve in the machining operations, when a simple, inexpensive 
jig will produce more accurately ten parts to his one in the same 
time. Such conditions are to be found in the smaller shops 
when tool making is undertaken, while repairs to jacks, hoists, 
pneumatic tools and other necessary shop appliances are sadly 
neglected. 


CATALOG 


All tools manufactured in the central tool room are listed in 
classified order in à standard tool catalog. This catalog is con- 
tained in a loose leaf binder so that it can be added to as the 
system grows. The catalogs are distributed to the several di- 
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vision storekeepers and master mechanics at the outside shops, 
and when tools are required a special requisition is made out 
giving the catalog number of the item wanted. This system 
eliminates all possibility of the order being misunderstood, pro- 
viding the catalog number is correctly given, and also saves 
much time in writing. After being approved by the general in- 
spector of tools and the superintendent of motive power, it goes 
through the general storekeeper's office directly to the central 
tool room to be filled. 
STOCK 

The tool stock is carried in the central tool room for con- 
venience, although it is the property of the store department 
and is carried in their stock account. The tools are stored and 
handled in the same manner as the regular storehouse stock, 
being listed in the standard stock book from actual inventory 
taken on the first of each month. This record at all times shows 
the amount of individual tools in stock as follows: name of 
tool, catalog number, shelf or drawer, number on hand on the 
first of the month, number manufactured during the month, and 
number shipped. This is, in reality, a perpetual inventory. 

The manufacture of stock tools is left largely to the dis- 
cretion of the tool foreman, under supervision of the general 
storekeeper. It is of course, under this system. to his best m- 
terests that the stock be kept as low as possible, consistent with 
maintaining a good service to the mechanical department. All 
material entering the central tool room is charged to the cen- 


Stock Racks and Material In Process of Manufacture 


tral tool room material account, which is designated by stand- 
ing shop order No. 1,017. This material, after entering the cen- 
tral tool room stock, is still the store department's property and 
is listed in the stock book as raw material. 

The manner in which the store department co-operates with 
the central tool room in supplying raw material for manufac- 
turing purposes and information relative to commercial tool 
costs for purposes of comparison, emphasizes the ideal co-opera- 
tive service between the supply and mechanical departments. A 
representative from the store department consults the tool fore- 
man each month before sending in an order for manufacturing 
material, checking over item by item the material on hand and 
the possible requirements for the coming month. This plan 
eliminates the carrying of a large stock and guesswork on the 
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part of the stock keeper, who, without a definite understanding 
of requirements, would quite likely order a little of everything 
and still not have much of anything. 


SYSTEM OF MANUFACTURE 


When it is desired to manufacture a certain tool or a num- 
ber of tools for stock, a tool room shop order is issued by the 
tool foreman. For instance, T. S. O. No. 246 is made out, 
which calls for the manufacture of four dozen l!^-in. straight 
expanders (without pins). As soon as the material is taken 
from the steel rack and the turret lathe work completed, the 
weight of material used is calculated from measurement and 
the grade and size, together with the weight, is entered on the 
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Tool Room Time Ticket 


work card as shown in one of the illustrations. The material 
now changes from raw material to material in process of manu- 
tacture, and if at the end of the month when the account books 
are closed it is not complete, it is taken into inventory as semi- 
finished material. The work card shown is a true copy of an 
actual performance, and it will be noted that the unit cost is ex- 
tremely low if compared with the cost of a commercial ex- 
pander. The fact is, we have found that nearly all flue tools 
can be produced in a central tool room at a much lower cost 
than that for which they can be purchased. 

The manner in which this particular job was done may be 
of interest. The first operation is performed on a 3 by 36 hol- 
low hexagonal turret lathe, where it is shaped by forming tools 
to standard templates, drilled and cut off. The second operation 
is performed on a 24-in. radial tool room drilling machine, 
where it is chucked and reamed to size with a spiral taper 
reamer. The third operation is the sawing into sections on a 
triple head milling machine, three expanders being sawed at one 
operation. lor the fourth operation the piece is passed to a 
bench hand who marks and separates the sections. The fifth. 
takes place at the electric furnaces where it is hardened and 
drawn: and for the sixth, it returns to the bench for assembling. 

Al material in process of manufacture is handled in con- 
venient metal pans which are lined up adjacent to the foreman’s- 
desk, as may be seen in the accompanying photograph. Each 
workman, when assigned to a shop order, takes the material 
from this section and returns it when his operation is com- 
pleted. This plan prevents the work from being scattered’ 
around the shop and lost track of, and also enables the fore- 
man to assign work with the least possible delay, a point very 
important in an efficient organization. 


ASSIGNING WORK AND CHECKING TIME 


Al work is assigned from the foreman's desk and a time 
ticket, like the one illustrated, is handed the workman, to- 
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gether with a blue print defining the tool to be produced. For in- 
stance, the workman is started on T. S. O. No. 150 at 7 a. m. 
which starting time is entered on his time ticket by either the 
foreman or the time checker, who sits at a desk adjoining the 
foreman's. The workman completes his job and returns it, 
presenting his ticket to be assigned another job. The time fin- 
ished js entered and a new job assigned, which starts at the same 
time he finished the previous operation, and so on, his record 
being kept in this way throughout the day. This system gives 
a correct time accounting and also records the performance of 
the workmen, a fact well known by them, resulting in a sur- 
prising increase in individual efficiency, the full meaning of 
which is better appreciated by reviewing the monthly expense 
and production statements. 

Under the old system each workman kept his own time 
record, turning in a ticket at the close of the day’s work. Nine 
times out of ten he would remember about half of the charges 
worked on during the day and then guess at the other half, 
some familiar general expense charge usually being used. A 
noticeable evil of the system was that the workmen would, in 
order to accommodate the foreman, knowing that he is trying to 
get a low production cost, cut off a little time from the actual 
time worked, to help matters along. The new system gives a 
correct time record. All charges are made to a T. S. O. account, 
or to the standing shop order in the event of some small job on 
which a cost has already been obtained. There is no general 
expense account such as shop machinery and tools or tool re- 
pairs. If time is spent in making repairs to a tool room machine 
or grinding tools, and similar work, the workman charges his 
time to account A, which is the central tool room expense ac- 
count. This expense is taken care of when the books are closed 
at the end of the month. 

SHIPPING 


Tools for shipment to outside points are wrapped for ship- 
ment in the central tool room and delivered to the storekeeper. 


Illinois Central Tool Catalog 


together with requisition showing the charges. If the order is 
filled in full, the requisition is held by the store department. 
but if not, it is returned after being checked with the goods 
delivered. The tool room copies the order into a record book 
when first received, which serves as their record. 


ACCOUNTING 


The pricing of goods shipped is done by the tool department. 
When a Shipment is made up, the price of each article is en- 
tered on the requisition which goes with the goods to the store 
department, this serving as an invoice of the goods shipped. 
A double- -entry bookkeeping system is maintained and the books 
are closed into profit and loss account at the end of each month 
to ascertain whether the selling prices are high enough to cover 
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all expenses. All work delivered írom the central tool room is 
regarded as a sale and an entry made in the journal charging 
the consignee and crediting sales. A card index record of all 
goods shipped to outside points is kept for reference purposes. 
The Burnside shops are handled in the same manner as outside 
points as regards new tools. 

For running repairs to small tools each department is desig- 
nated by an account number as follows: 


2-A Machine Shop Tool Repairs. 

2.B Boiler Shop Tool Repairs. 

2-C Blacksmith Shop Tool Repairs. 

2-D Tin Shop Tool Repairs 

2-E Round House Tool Repairs. 

2-F Car Dept. Tool Repairs. 

2-G 27th Street Round House Tool Repairs. 


During the month a great number of small jobs are handled 
in the same manner as tool shop order accounts, as may be seen 
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Tool Room Profit and Loss Account 
from the accompanying facsimile of a time ticket. All of these 
charges appearing on time tickets are taken off in the shop 
timekeeper's office and distributed to the same account in the 
distribution book. At the end of the month the central tool 
room is rendered a statement showing the total time charged 
to each account, and is also given a total pay roll statement 
which includes all tool room labor and supervision expenses. 
At the end of the month, when receiving this statement show- 
ing the total charges made against each department of the Burn- 
side shops and shop order charges, we close our work cards or 
shop orders in the manner shown in the illustration. An over- 
head charge is used. These prices constitute our selling prices 
from which all goods are billed out. We dispose of Burnside 
accounts in the same manner, adding the overhead to each total, 
and then make an entry in our journals as follows: 


May 31. Machine Shop cf. <c6e c Ie m yu Dr. $225.15 
To Repairs on Small Tools. 
Month of May. 
Sales: a4 c cc eA Cr. $225.15 
May 31. Boiler Shop sm VER VS Dr. $80.40 
To Repairs on Small Tools. 
Month of May. 
Sales: easier veel Ede Cr. $80.40 


The next step is to close the ledger into profit and loss ac- 
count. The total of sales shows us at a glance how much busi- 
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ness we have handled, while a comparison of the inventory 
taken on the first and last of the month shows the increase or 
decrease in the stock, etc. The store department renders a 
statement of material purchased at the close of each month, 
which, with the other debits and credits, enables us to close our 
books into profit and loss account, as shown in the illustration, 
and thereby determine whether or not we are covering our ex- 
penses. 

The balance so far has appeared in the debit column, which 
indicates our selling prices are a little higher than necessary 
to cover the expenses. Our catalog prices are from 25 to 100 
per cent or more lower than the commercial tool manufacturers’ 
prices. If we cannot manufacture an article profitably we dis- 
continue its manufacture altogether. 

The many advantages resulting from business management 
can only be appreciated when comparisons with old methods are 
made. The central tool room has actually decreased its oper- 
ating expense from $1.856.80 in 1912 to $1,337.84 (pay roll) in 
the same month of 1915. This has been done through reduction 
in force, there now being seven less men required in the tool 
department than three years ago, while the work handled has 
been more than doubled. It will be noted from the profit and 
loss statement that outside shipments and stock manufactured 
exceed Burnside orders, whereas but a short time ago the old 
tool room emploved a larger organization at a much greater ex- 
pense and handled very little outside work. .\nother noticeable 
feature of the new arrangement is the utilization of lower priced 
tool steel for tool manufacture. For instance, by inserting 
high speed blades in rose reamers, a reamer 2 in. in diameter 
bv 16 in. long being considered, the cost of the raw material 


if made solid is S&86; cost for inserted blades as fol- 
lows: Six pieces high speed steel 114 in. by % by 314 in. weigh- 


ing less than one pound; and 14 Ib. of soft steel worth 1% 
cents per pound; or a material expense of approximately 71 
cents. 

The progress so far made only serves to emphasize the good 
that can be accomplished through business management in rail- 
way shops. 


METHOD OF SECURING STEAM GAGES 


BY W. S. WHITFORD 
General Foreman, Chicago & North Western, Milwaukee, Wis. 

The illustration shows a steam gage bracket to which has been 
applied a simple attachment for holding the gage in position 
without the use of bolts or machine screws. The device, origi- 
nated by J. Linnehan, a machinist at this point, 1s easily made 


| 5fearn Gage 


Attachment for Securing Steam Gage to the Bracket 


from strips of 3/16 in. boiler steel, the ends of which at the bot- 
tom and sides of the bracket are bent so that they hold the rim 
of the steam gage securely in place when the pipe union is con- 
nected. By disconnecting the union the gage may be removed. 
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THE COST OF COMPRESSED AIR 


BY THOMAS F. CRAWFORD 


Twenty years ago when pneumatic tools were in their infancy 
the installation of an air compressor did not demand the care- 
ful study which is now required, because the wonderful saving 
in time effected by tke substitution of air tools for hand tools 
overshadowed all other costs. Today, however, instead of a 
luxury to be found in only the best and most progressive shops 
compressed air is used in every conceivable plant from the two- 
stall roundhouse on some isolated branch line to the 40-pit main 
shop at division headquarters. 

A careful stedy of tke growth of the compressed air system 
in the average shop reveals the fact that the original system has 
been gradually extended by additions, owing to the many and 
varied uses to. which the high pressure air medium has been 
applied. The original single stage, 200 or 300 cu. ft. compressor 
has been replaced by a cross-compound machine of 1,500 cu. 
ft. capacity; and it in turn has now been supplemented by still 
more modern and economical compressors with capacities rang- 
ing from 3,000 to 5,000 cu. ft. of free air per minute. Steel cars 
have revolutionized shop practice, and today the repair tracks are 
demanding from 560 to 3,000 cu. ft. of air, where 15 years ago 
all work was done by hand. This phenomenal development in 
many cases has bewildered the mechanical department to such 
an extent that, in spite of the best. practice in air compressor 
construction and installation, enormous losses are daily incurred 
through improper piping and the lack of study devoted to the 
very important subject of air distribution. 

The false economy of using the old piping as the system is 
extended is eating up hundreds of dollars every day in the 
boiler room and on the switchboard. It is a well known fact 
that the cost of air varies as the pressure varies; m other words 
it costs more to compress a cubic fcot of air tu a pressure of 
100 Ib., than to SO lb. Consequently any arrangement of piping 
which will tend to reduce the initial pressure at the compressor 
will save money. .\ssume for example that a slop is piped for 
a certain size compressor and with the increased requirements 
the management finds it necessary to purchase a machine of 
double the capacity. Then, as is often the case, owing to the 
cost of the machine rigid economy is enforced as to further ex- 
penditures, with the result that the important question of piping 
is neglected. The old piping is considered good enough and 
only the necessary extensions to the car tracks or other im- 
portant points are made. No engineering study of the subject 
bas been made and the money saved at one end is going up the 
stack at the other. 

This can readily be seen when a few facts concerning com- 
pressed air zre considered. In the first place loss of pressure 
due to friction in pipe lines increases very rapidly as the diam- 
eter of the pipe decreases. The pressure loss when transmit- 
ting 500 cu. ft. of air per minute through 1,000 ft. of 315-1n. 
pipe amounts to 1.39 Ib., with an initial pressure of 100 Ib. per 
sq. in, while if the pipe size is cut down to 3 in. the loss of 
pressure jumps to 3.08 Ib. Globe valves and fittings such as 
tees and elbows add greatly to the frictional loss and great care 
should. be given to their application. It will, therefore, be seen 
that it does not require many poor conditions to build up an un- 
necessary load on the compressor. 

Let us consider a compressor with a capacity of 3,000 cu. ft. 
of free air per minute operating during a 10-hr. day at approxi- 
mately 100 Ib. pressure and assume that by some rearrangement 
or replacement of piping the frictional transmission load on this 
machine is reduced 10 Ib. What will the saving be? Under or- 
dinary or even good railroad shop operating conditions it will 
amount to nearly $3 per day which, in a year of 300 days, would 
be $600. This represents the interest on an investment of 
from $10,000 to $15,000, which would go a long way in providing 
new piping and would pay for considerable engineering study. 


Jury, 1915 


Another phase of the subject which offers possibilities for 
cansiderable saving is the after-cooling and reheating of the 
air, particularly where the moisture is excessive and the weather 
conditions such that long exposed lines are greatly affected. 
This, however, is a refinement and may be left for investigation 
after the greater faults are corrected. It is mentioned here 
simply for the purpose of showing the extent of the field that is 
awaiting attention. 

Pipe and hose leakage presents another source of loss which 
while appearing small, amounts to many dollars annually in 
railroad operation. Few master mechanics or shop superintend- 
ents realize what a leak signifies in dollars and cents. They 
know it amounts to something and that it should not exist, but 
their attention is taken up by things which are of more imme- 
diate importance as far as their daily duties are concerned. But 
when it is realized that for every leak amounting to 1/64 in. 
in diameter on a 100 Ib. pressure line there is a loss of 1.2 cents 
per day, while for a leak amounting to only 1/16 in. there is the 
enormous loss of 19.35 cents per day, the subject of leaks as- 
sumes some importance. Add up all the leaks fron New York 
to Chicago for instance, on one of our trunk line railroads and 
it will be found that there is quite a sum of money that is sim- 
` ply vanishing into the air. 

In the ordinary railroad shop installation having a capacity 
of from 1,000 to 5,000 cu. ft. of free air per minute it is fair to 
assume that it is costing from 2.5 cents to 3 cents per day of 10 
hours for every cubic foot of air per minute that is compressed, 
while in smaller plants where single stage compressors and 
other old types of machines are used, the cost may be much 
higher. This is particularly true in roundhouses and small shops 
using tubular boilers without feed water heaters. With these 
costs as a basis, another field of economy still greater than those 
already considered becomes evident. It is the operation and care 
of pneumatic tools. 

Even ten years ago little attention was given to this important 
subject, and if the tools were lucky enough to get any attention 
it was probably from some handy man passing out drills and 
taps from the tool room window. The continuous and almost 
universal use of pneumatic tools today brings up the question 
not only of repairs, but of economy of operation. Instead’ of 
waiting until a motor or hammer is broken down before tagging 
it for the tool room it should be periodically inspected and re- 
paired, and there should be kept a systematic record of the con- 
dition of each tool as well as the cost of its upkeep. 

The air consumption of each tool should be studied. No up- 
to-date shop can afford to keep antiquated tools of obsolete de- 
sign operating on its floor when it is realized that the cost of 
air is so great. Even the most modern four-piston air motor 
consumes from 50 to 60 cu. ft. of air per minute, and when it is 
considered that through wear or lack of attention it is often con- 
suming 70 or 80 cu. ft., a loss in actual dollars and cents is evi- 
dent, which will, many times over, pay for the repair parts and 
lebor necessary to place the tool in first class operating condition, 
or even purchase a new one to replace it. 

In order to emphasize the importance of maintenance, atten- 
tion is called to the fact that on a full load basis for equal pe- 
tiods the cost of the compressed air required to operate an or- 
dinary 35.1b. pneumatic drill used for such work as staybolt tap- 
Ping, etc., is from two and one-half to three times as great as the 
Cost of electricity to drive an 18-in. engine lathe. 

The standard four-piston type air motor has a crank speed vary- 
Ing from 2,000 to 2,500 revolutions per minute, but as this is 
feared down at the spindle to a speed suitable for the class of 
Work on which it is to be used the casual observer does not 
realize the amount of action taking place inside the metal casing. 

However, it is readily seen that with these little air pistons 
Operating at such high speeds it does not require a great amount 
ot false adjustment or wear to soon result in a large increase 
I air consumption. With the actual cost of air known and 
"owing the cost of the various repair parts, such as pistons, 
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bushings, valves, etc, it is an easy matter to determine the 
economic high and low limits for every tool and to establish a 
system by which repairs are made on a basis of air consumption 
tests rather than under present practice. 

The apparatus necessary for testing air consumption and 
power developed, covering both pneumatic motors and hammers 
is inexpensive and can be operated if desired by a second or 
third year apprentice. Data can be kept in such shape that every 
tool will have its record on file covering both the tests made 
and the parts replaced. With such a system in operation, if an 
air motor, the card record of which shows a normal air con- 
sumption of 50 cu. ft. per minute, is sent in for test and is 
found to have a consumption of 60 cu. ft. per minute, on a 
basis of three cents per day for each cubic foot per minute, it 
is wasting 30 cents per day, or $9 per month of 30 days. It 
will not require much calculating to show that regardless of 
the service which this tool may be giving it should go to the 
repair bench. 

lhe same idea applies to the various types of hammers, all 
of which are at times eating up many times their worth when 
to outward appearances they are in first class condition. With 
a hammer, however, the waste is not so great, as it is held in 
the hand in such a manner that the operator becomes extremely 
sensitive to its operation and can often tell from "the feel" that 
it is taking too much air. However, the average shopman has 
never had impressed upon him the great cost of compressed air 
and his education in the matter by the methods now utilized in 
safety promotion work would undoubtedly result in eliminat- 
ing many wastes. 


A FEW FACTS ABOUT INSPECTING 
BOILERS* 


To become a good boiler inspector does not require any 
especial gifts or qualifications. About all required is the neces- 
sary "know-how" and some horse sense, and the more of it the 
better for both inspector and boiler. The good inspector must 
know enough about boiler design to tell when a boiler is safe 
or not under the pressure desired to be carried. He must also 
be enough of a boiler maker to know when work is well or poorly 
done, and must be able to recognize errors and omissions in boiler 
construction as well as in its design. 

The boiler inspector must have one faculty well developed, 
which is born in some people, can be cultivated by others, but 
which must be part of the mental make-up of every successful 
boiler inspector. This is the faculty of seeing things—the abil- 
ity to take one look into a window and then describe more 
things than you thought possible to be placed in a room, much 
less a shop window. 

Just line up the candidates for a position as boiler inspector, 
take them one at a time to a window, or a bank of shelves, upon 
which you have arranged in plain sight one hundred different ar- 
ticles—tools, bolts, nuts, familiar things pertinent to the boiler 
shop and its surroundings. With one hundred articles in plain 
sight, bring each candidate in front of the window or cabinet 
which is covered by doors or by a curtain. Tell each man that 
you are going to show him the things inside the cabinet for ex- 
actly ten seconds, after which he is to name each thing he sees. 
Draw aside the doors or curtain, give each man ten seconds and 
then immediately let him name the things he has seen and let a 
stenographer take down the names he mentions. If you don't 
have a stenographer handy, let somebody take down the names 
in long hand. If the man is not unusual, or trained in using 
his eyes, he won't see so many things that you can't write them 
all down in a few minutes. Sometimes, as in the case ef can- 
didates who are a bit diffident and apt to become confused, just 
give each man a pad of paper and let him write down the names 


*From an article by James Francis, appearing in the June, 1915, number 
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himself. He can usually remember more of them when treated 
in this way. | | . 

The inspector's bag should always contain candles. They are 
not always to be had on the spot. Put in also a light hatchet- 
pene hammer and a small cold chisel. I always carried in my 
kit two light but strong steel chains and two small Yale padlocks. 
Whenever I had to go into one of a battery of boilers, I always 
made sure that the steam valve and the feed valve which pre- 
vented hot water or steam from reaching me from adjacent boil- 
ers were so chained and locked that they could not be opened 
while I was inside the boiler to be inspected. It doesn't do a 
man's nerves any good to hear a laborer working around the 
valves which cut his boiler from those under pressure on either 
side of him. 

If there be any defect in a boiler, be sure you find it. That is 
what boiler inspection is for. It does no good to look into, 
over and under a steam boiler and not see everything there is to 
be seen. And here is where the training of looking at the ar- 
ticles in a window or cabinet comes into play, for the man who 
sees the most things in the cabinet can see the most things about 
a boiler, and, be these things good or bad, it is the inspector's 
business to see all of them. 

"Whenever you sce a head, hit it," 
Take absolutely nothing for granted. See everything and see 
just what condition everything is in. Perhaps you have gone all 
over a boiler and have found nothing wrong and you are at the 
front end, inside, with your head poked in among the braces, 
looking after the fastenings of the braces to the shell. Perhaps 
vou have examined and sounded all the braces but one, and to 
get at this one you have to back out from your position among 
the braces, work your way around to the other side of the boiler 
and worm yourself in among the tubes again on that side of 
the boiler. In a case of this kind the temptation is very great 
to say: "There's nothing wrong with that brace—no use bother- 
ing to look at that one, for I have looked at every other brace 
in the boiler and they are all O. K.; probably that onc is all right 
too, so I won't bother to crawl in and look at it." Don't you ever 
do such a thing, for if you do so you will be no good as a 
boiler inspector and might as well quit the business. There is 
a possibility that the brace you don't look at may be defective. 

To emphasize the necessity for being always on the lookout 
and never slighting even the smallest thing in a boiler I want 
to tell about one thing that happened to me which led me to do 
more hammering and more poking around in corners where I 
couldn't see very well, and where there might be corrosion or 
cracks or deposit or some other weakening action going on in 
its hidden way. I had been all through, inside and outside, of a 
large return tubular boiler and had found nothing wrong, but 
intended to report adversely regarding the covering of the boiler, 
which was of brick, laid in arched form over the top of the 
boiler—a very bad arrangement, largely in use in cold latitudes 
several years ago, but happily seldom seen now. I was inside 
the boiler, had looked at both heads and had worked my way 
back to the manhole, in readiness to come out of the boiler. 
From some cause or other, not clear to me even now, I rolled 
over on my back and laid there a few seconds, looking around 
at everything I could see, and apparently everything was in 
good shape. I was just going to swing myself up into the 
manhole when a streak on the boiler shell about 2 ft. from the 
manhole happened to catch my eye, and from force of habit, I 
struck the spot with my hammer. I did not like the ring from 
that blow and struck the shell many times around and in that 
streak of rust; then I got out of the boiler, located the spot on 
top and tore off a section of the brick covering and laid bare 
the shell. I did more hammering there and dislodged a great 
mass of rust and corrosion where water from a leaky pipe over- 
head had been seeping down through the brick work upon the 
boiler shell for several years. When the boiler was shut down 
there was no water in the pipe and no leakage. hence no in- 
spector had caught the fact. B 


is the only safe rule. 
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After digging and hammering all the rust away the shell at the 
rusted place was found so very thin that a well-directed blow 
from the pene of the hammer went through the shell. 

In the course of many inspections, I have found quite a num- 
ber of defects which would have slipped past me had I ever 
taken anything for granted. 

But as greatly as I was surprised over the boiler in question, 
my company was even more surprised a short time afterwards 
when they received a bill for repairs from the owner of the 
boiler in question. The bill was accompanied by a very short 
letter, requesting immediate settlement of the bill, and stating 
that it was sent to the insurance and inspection company for 
the reason that their inspector broke the boier! 


SYSTEMATIC VALVE SETTING ON 
LOCOMOTIVES* 


BY J. R. BRITTON 
Schedule Inspector, Angus Shops, Canadian Pacific, Montreal, Que. 


Locomotive valve setters in the past have been left very much 
to their own resources, thus allowing various methods of valve. 
setting with more or less difference in the results obtained. 
Svstematic valve setting, when commonly understood and agreed 
upon, would insure definite methods which would be definitely 
stated to cover each design of valve gear on the various classes 
or engines, in order to develop maximum power and speed when 
working in the running reverse gear position. It would include 
an information sheet for the valve setters, containing lead 
specifications and other necessary points to be observed during 
valve setting. Some time ago a step was made in this direction 
by issuing information sheets giving specified full gear lead for the 
various classes of engines in the Canadian Pacific Angus Shops. 
The system recommended is to carry this still further, covering 
definitely all other necessary details relating to valve setting and 
establishing a common practice to be observed by all. This would 
be supplemented by a printed work report, which would he in 
itself a fair guide to the uninformed. This would be filled in by 
the man setting the valves and would render a statement of the 


various points necessary for accurate valve setting, showing that 


they had been properly observed. Lead and full gear port open- 
ings would be noted on the work report, thereby exposing any 
deviation from specifications immediately, which could be taken 
care of hefore the engine left for an outside point. 

Valve setting is the most important work in connection with 
the construction or repair of a locomotive. In the past the 
tendency has been to set the valves on all classes of locomotives. 
i. e., freight, switch and passenger engines more or less alike, 
but this system would allow of a definite valve setting to suit 
the conditions under which each class of engine works. 

When a locomotive is taken into a shop for general repairs its 
motion is carefully inspected and all worn parts requiring repairs 
are taken care of by the machine shop. After this it is returned 
to the erecting shop, where it is re-assembled and put up, either 
by the man who is to set the valves or under his supervision. 
Under the system suggested all parts would have to comply with 
the standard instructions and in addition to this the valve setter 
would be expected to check the location and lengths of parts of 
the valve gear, particularly the reverse shafts, reverse shaft arms 
and in the case of Walschaert gear, combination levers, union 
links, radius rods, etc. No deviation from the first setting of 
eccentric crank arms or eccentrics would be necessary. After 
the valves are set the cut-offs are generally taken in order to 
prove the work. This time would be saved in many cases. 
Another advantage of such a system would be the establishment 
of a general understanding, which would eliminate the cost of 
further re-adjustments at outside points, owing to the difference 
of opinion. | 


——— 


*From a paper read before the Canadian Railway Club, April 13, 1915. 
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WELDING COPPER AND COPPER ALLOYS 
BY ACETYLENE METHODS 


BY J. F. SPRINGER 


Theoretically, the oxy-acetylene process of welding is applicable 
to all metals. The heat supplied is ample to fuse any of the 
metals, including even platinum. Practically, however, it has been 
found necessary to limit the process. There are so many matters 
that have to be cared for that it is no wonder that the commercial 
practice of a few years has not caught up with theory. Aluminum 
welding presented difficulties. These have been pretty well re- 
moved, so that today aluminum may be welded with almost, if 
not quite as much certainty as steel. Copper welding has proved 
more dificult still; and it has only been for a very moderate 
length of time that it could be done, even by a few operators, 
with commercial success. The difficulties have now been pretty 
well overcome. 

It is the purpose of this article to set forth briefly the main 
lines of the practical advance. The reader is cautioned, however, 
not to consider himself a copper welder as soon as he has finished 
reading this account. In order to attain proficiency and certainty, 
he should go through a period of actually trying out his newly 
acquired knowledge upon work of little or no value. The present 
article may be regarded as a guide that points out the main 
matters, showing the acetylene welder along which lines success 
is to be expected. 

While copper is the metal specifically treated in this article, 
the directions should be regarded as having greater or less ap- 
plication to its multitudinous alloys. Rolled commercial copper 
has a specific gravity of about 8.9. Copper in other forms will 
not vary greatly from this in its specific gravity. It is, accord- 
ingly, distinctly heavier than iron or steel. Its specific heat is 
0094; that of steel is 0.118. Accordingly, a less quantity of heat 
(20 per cent less) is required to raise the temperature of copper 
than is the case when dealing with steel. The temperature of 
iusion of copper is about 1,982 deg., Fahrenheit; that of steel 1s, 
say, 2,500. Copper is, consequently, not only easier to heat up, 
but the terminal point is very much lower. 

In practical operations with the gas torch, the ease of raising 
the temperature to the welding point is more or less offset by the 
excessively high heat conductivity of copper. With the thermal 
conductivity of silver taken as a standard, those of copper and 
steel are, respectively, 73.6 and 11.6 per cent of that of silver. 
The parts of the copper work adjacent to the immediate region 
of welding carry off the heat more than six times as fast as would 
be the case if the metal were steel. 

Taking all the foregoing facts into consideration, there 1s 
perhaps not much difference with copper work in the amount of 
heat that has to be poured into the joint than with steel work. 
Consider, however, other matters. The swift conduction of heat 
operates to create a wide zone of highly heated metal on either 
side of the joint. While the temperatures of these zones may be 
lower than those of similar zones in steel welding, still the fact 
remains that they are high relatively to the fusion point of copper, 
and this is what is important. The sluggish conductivity of steel 
enables local heating to be done without involving more than a 
narrow region on either side; the rapid conductivity of copper 
spreads the high temperatures to considerable distances. 

The coefficient of expansion and contraction is for copper much 
higher than for steel. The result is that the contraction in the 
copper weld will go on more rapidly as cooling takes place sub- 
sequent to welding. The total amount of contraction is probably 
less than for steel, because of the much lower temperature of 
fusion; so that this is not the thing to watch, but the rate of 
contraction. | 

The wide zones of highly heated copper introduce a considerable 
dificulty, perhaps the greatest of all. Copper has the property 
of absorbing considerable quantities of oxygen from the atmos- 
phere. The effect is to reduce the melting point for the affected 
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parts. Further, when just below its fusion temperature, copper 
passes into a condition of such a character that mechanical opera- 
tions upon the metal tend to reduce it to a powder. If tensile 
strains occur while the copper work passes through the dangerous 
temperature zone, then cracks are to be expected. 

In order to prevent burning of the metal through exposure to 
the air, it is advisable to protect in some way the regions to 
either side of the joint. One method of doing this is to provide 
a tough coating over the regions which may suffer exposure. 
Another is to supply through the welding rod some material 
which will spread over the work and nullify by its oxidizing 
power the effects of the oxygen in the atmosphere. But we must 
go further back than this. The very flame which supplies the 
heat is fed by a mixture of oxygen and a fuel gas. If there is 
an excess of oxygen in this mixture, we must expect this excess 
to operate against the copper itself. It is advisable, then, that 
the adjustment of the torch shall provide for a deficiency of 
oxygen, or, what is the same thing, for an excess of the fuel gas. 
In oxy-acetylene welding, the small, inner flame is a notable 
feature. For steel welding, this flame is white and is surrounded 
by a deep-blue, transparent enveloping flame. It is supposed that 
the inner flame, from a point just beyond the exit to the tip, or 
nearly to the tip, consists of carbon, hydrogen and oxygen in an 
uncombined state. The carbon and hydrogen are the products 
of the disintegration of the acetylene. Evidently, then, the cop- 
per work should not be exposed to the free oxygen in this inner 
flame. The condition of the flames corresponding to an excess 
of acetylene is indicated by the little inner flame becoming less 
sharply defined and assuming a yellowish color. This is the 
condition sought for copper welding. It is well to be familiar 
with the condition of the flames when the dangerous (for copper 
work) excess of oxygen occurs. This may be noted by the 
diminished size of the inner flame and the appearance of a violet 
color. 

It is considered good to add a small amount of aluminum 
when welding copper. This aluminum may be added to the 
welding rod, and its percentage should not be more than 0.01. 
It is said to produce about the same effect as does aluminum 
when added to molten steel. It seems to act as a scavenger, 
gathering to itself the impurities in the pool of molten metal 
at the welding point. Since aluminum is itself very light, it will 
rise quickly to the surface. 

The welding rod may advantageously contain a de-oxidizing 
material, such as phosphorus. It is claimed, however, that, if the 
de-oxidizing materials be other than phosphorus, then the in- 
troduction of phosphorus through the flame may result injuriously. 

In the process of welding, more or less of the protoxide of 
copper will be formed. This will occur, in part at least, in the 
form of an alloy with metallic copper. It is necessary to get rid 
of it. Further, the de-oxidizing materials used in the welding 
rod will form combinations with oxygen. These must also be 
eliminated. <A list of de-oxidizing materials follows: Tin, zinc, 
nickel, iron, manganese, phosphorus, silicon, aluminum, 
magnesium. These are given in the order of their activity, the 
latter ones having the greater activities. 

In order to protect the heated surfaces to either side of the 
joint from the injurious effects of the atmosphere, a special 
powder may be employed. The powder may be spread over the 
surfaces in the form of a paste before beginning welding. The 
mode of operation of some of these powders is as follows. The 
heating of the metal results in melting the powder and the 
formation of a skin which covers the metallic surface and thus 
shuts out the oxygen of the air. Here a lesson may be taken 
from the art of hard-soldering. Borax is employed for just about 
the same reasons as obtain in welding. The borax must not be 
used in its commercial form, but must first be cleared of its 
water of crystallization; otherwise, the water is liable to decom- 
position into its elements, whereupon we have free oxygen. In- 
stead of borax, certain silicates may be used. Powdered glass, 
pulverized gravel or clay may be employed. However, we may 
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add to our powder ingredients which actively shield against 
oxygen by their avidity for it. A preparation of sodium, phos- 
phorus, boron or magnesium is suited for this purpose. Pul- 
verized wood charcoal may also be added. In compounding a 
welding powder, the rule should be observed to include no sub- 
stance whose specific gravity is grcater than that of the metal in 
the molten weld, otherwise, they can not be depended upon to 
rise to the surface and are pretty sure to become entangled in 
the material of the weld. In order to make the welding powder 
into a paste, either water or alcohol may be used. In this case, 
the water will not have the injurious effect which is to be ex- 
pected from the water of crystallization. It will here be quickly 
evaporated instead of being decomposed into its elements. 

It 1s considered important that the pulverization of the com- 
ponent substances in the welding powder shall be carried pretty 
far. The grains should in size approximate particles of dust. 
With rather large grains there is the possihility of vaporization 
or fusion of one before another; while, if the finely powdered 
condition obtains, the behavior is similar to that of an alloy. 
The average melting point for the powder must be below the 
melting point of the copper; and the vaporization point of the 
powder must at least equal the melting point of the metal. That 
is to say, the powder must melt but not vaporize during the 
welding operations. 

In copper welding, the acetylene process is to be regarded as 
superior to the hydrogen procedure. Perhaps this remark should 
be made much stronger. Sufhcient reasons for preferring the 
oxy-acetylene system consist, (1) in the avidity with which 
molten copper absorbs hydrogen gas, and (2) in the fact that one 
of the final products of the oxy-acetylene torch is carbon dioxide. 
This gas has the property of freeing copper of absorbed hydrogen. 
The importance of a clear understanding of this matter will 
justify a brief outline of the probable chemical reactions. In 
the case of the oxy-hydrogen torch, a mixture of oxygen aud 
hydrogen issues from the tip; the oxygen combines with hy- 
drogen and water vapor results. However, in practice, it is found 
necessary to supply hydrogen in an amount exceeding that re- 
quired by the oxygen. No doubt it is this excess hydrogen whose 
burning by means of the oxygen of the air causes the existence 
oí the enormous flame. The oxy-acetylene flame may be divided 
into three parts. The bright innermost flame is understood to 
contain oxygen, carbon and hydrogen in an uncombined form. 
Surrounding this bright innermost flame is a kind of envelope in 
which it is understood that the hydrogen remains as it is and the 
carbon is burnt to carbon monoxide. Finally, there is the large 
exterior enveloping flame where the hydrogen is supposed to be 
burnt to water vapor and the carbon monoxide to the dioxide. 
Now, even with the oxy-acetylene flame there is, accordingly, 
free hydrogen in contact with the copper. However, there are 
two considerations which enter here: the amount of hydrogen 
is only 7.7 per cent of the total weight of the acetylene; carbon 
dioxide is formed in considerable quantity, and has the before- 
mentioned property of eliminating hydrogen from the copper. 

Another advantage of the oxy-acetylene procedure is cited by 
a writer in Autogene Metallbearbeitung. This relates to the 
protective activities of the outermost flame. As the mixture of 
gases coming from the tip, even when the torch is used normally, 
supphes only a slight excess of oxygen above that necessary for 
the burning of the carbon to carbon monoxide, the bulk of the 
oxygen needed to burn the hydrogen and the carbon monoxide 
is derived from the atmosphere. In other words, the outermost 
flame is an active, de-oxidizing agent, robbing the air of its power 
of injuring the copper. The oxy-hydrogen flame is doubtless 
to be preferred when the cutting of stcel is in question; but with 
copper welding, the oxy-acetylene process is certainly to be 
preferred. The respective fields of activity differ at these points. 

The careful reader will, in the light of the foregoing facts and 
explanations, perceive sufficient reasons for certain rules of pro- 
cedure. In copper welding, the torch is held vertically and not 
obliquely. The effect sought is to divide the outermost tame 
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into two wide-spreading tongues covering the work on either 
side of the joint in an extensive manner. We are thus protecting 
the highly-heated adjacent metal from the oxygen of the air. 
This procedure may at times even be sufficiently effective of 
itself to warrant us in dispensing with the welding powder. In 
such cases, it is recommended that the welding rod be of pure. 
electrolytic copper. 

If the work consists of thin copper plates whose thickness does 
not exceed 1% in., their edges may be joined without the use of 
a welding rod. The edges should be bent up so as to project 
above the surface an amount equal, say, to the thickness of the 
sheet. The two bent-up edges are placed together, and the torch 
operated vertically and in such a manner as to melt down the 
double ridge. In order to protect the work on either side, welding 
powder in the form of paste may be applied. The portion painted 
should be perhaps an inch broad on either sheet of metal. The 
powder should be applied also to the summit of the double ridge. 
Care should be exercised not to use too much paste or powder. 

Copper welding requires promptness in execution. If the welder 
lingers too long, the powder or paste will be exhausted and the 
oxvgen of the air may have opportunity of attacking the work. 
If the welding rod supplies de-oxidation material, this material 
too may become exhausted by delay. lf a piece of welding has 
once been done and it becomes desirable to go over it again. 
fresh powder or paste may well be applied before begginning. 
Accordingly, the welder should not return to a point once passed 
without giving attention to this matter. 

It has already been pointed out that copper is a very rapid 
conductor of heat. The welder should bear in mind that this 
conduction wil operate downwards as well as to right and leit. 
It is advisable, therefore to arrange beneath the region of the 
zone of operations a heavy sheet of asbestos or similar material. 
It is recommended that beíore beginning actual welding this 
asbestos sheet should be heated by the torch along the region of 
the future weld; the object is in part to drive out any contained 
nioisture. Following this application of heat, welding powder or 
paste should be applied to the asbestos, thus guarding the work 
on the under side. The presence of the asbestos beneath the 
joint has also the advantageous effect of assisting in preventing 
a dissipation of the heat and consequently in facilitating the 
welding. 

If the work consists of thick copper plates—plates having a 
thickness in excess, say, of 14% in.—then the opposing edges may 
be beveled just as is done with iron and steel welding. A weld- 
ing rod will be ordinarily employed in these cases; asbestos may 
advantageously be used beneath. Also, it will probably assist in 
most cases, if asbestos sheets are laid upon the work to either 
side of the path along which the torch is to operate. Indeed, in 
some cases, such protection against loss of heat may be impera- 
tive, because otherwise the heat might be carried off with nearly 
as much rapidity by the work as it is applied by the torch. 

Copper welding requires a sure hand; quickness without hurry 
will often be demanded. At times, it will be necessary to move 
along the seam with increased rapidity. This necessity may 
become so urgent that difficulty is experienced in getting the 
welding rod to melt rapidly enough. It is advisable, in order to 
be ready for this situation, to use a welding rod whose diameter 
is considerably less than the thickness of the copper sheets of the 
work. An idea of the proper rapidity of conducting the work 
may be gained from the accompanying table of acetylene 
consumption. 


Acetylene consumption per hour, 


Thickness of copper plate, 
i in cubic feet 


in inches 
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It is pertinent to call attention to the fact that the impurity of 
the oxvgen used affects the temperature of the flame. With pure 
oxygen a temperature of 7.200 deg. Fahrenheit seems attainable; 
but if the oxygen is only 95 per cent pure, the impurity being 
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assumed to be nitrogen, then the temperature will drop to, say, 
5400 deg. This temperature is sufficiently high to effect fusion, 
but the loss is felt in the increased difficulty to pour into the 
work a sufficient amount of heat. Where oxygen is prepared by 
electrolytic means, the impurity will probably be hydrogen gas, 
itself a fuel. Apparently, then, such oxygen is to be preferred to 
that obtained by the liquefaction of the air. 

To recapitulate certain main points; copper welding must be 
done with a torch adjustment providing for acetylene in excess 
of the amount used in steel welding. Care should be taken not 
to permit the innermost flame to touch the metal. The torch is 
to be managed vertically in such a way as to throw a branch 
flame to either side of the joint. The work must proceed uni- 
formly and with considerable rapidity. If no de-oxidation powder 
or paste is employed, it is advisable to use electrolytic copper for 
the welding rod. Under all conditions where a rod is employed, 
its diameter should be distinctly less than the thickness of the 
work. Thin sheets may be welded without a rod by melting 
down turned-up edges; in this case, the welding powder or 
paste should be applied not only to either side of the joint, but 
also upon the double ridge formed by the turned-up edges. In 
copper welding, asbestos may advantageously be used beneath 
the region of the joint and also on top at a short distance to 
either side of the joint; the asbestos beneath may profitably be 
heated in advance and treated with welding powder or paste. A 
de-oxidizing powder or paste may usually be used to advantage. 
De-oxidizing and purifying materials may be employed as in- 
gredients of the welding rod. An oxygen free from any consider- 
able percentage of nitrogen should be preferably employed. 
Acetylene rather than hydrogen is preferable for use in the torch 
used in copper welding. 


APPRENTICE SCHOOL CAR 


The photograph reproduced below is believed to show the first 
apprentice school of its kind. The scl:ool-room occupies a pas- 
senger coach which has been fitted up specially for the purpose 
with drawing tables, blackboards, etc. The school is conducted 
jointly by the Staten Island Line of the Baltimore & Ohio and 


Interior of Staten Island Apprentice School Car 


the Board of Education of the City of New York. The Board 
Pays the salary of the teachers, who in this case are employees 
of the railroad, and also pays for the material used. Apprentices 
arc allowed pay for one-half time while in school, Drawing is be- 
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ing taught by Harry Lawrence, shop draftsman, and mathematics 
by J. W. Rissik, special apprentice. The school was started in 
the fall of 1914. 


CAUSE OF HIGH SPEED STEEL TOOL 
FAILURES 


BY GEORGE J. BRUNELLE 


Among the petty troubles of the modern shop manager there 
are none perhaps more annoying than the frequent failure of high 
speed tools. Once a shop has been supplied with a brand of steel 
advertised to “take heavy cuts at high speed” no further trouble 
is anticipated; yet tool failures occur frequently, and with tool- 
smith and machinist denying their responsibility, the causes are 
hard to trace. Literature on the subject is scant. Authorities 
write volumes on carbon steels, but about high speed steels they 
are strangely reticent. Consequently, it devolves upon the man 
interested (the toolsmith) to find out for himself, by sly experi- 
ment and surreptitious visit to the machine shop, the causes of 
tool failures. 

Nearly every failure is laid at the door of the toolsmith. The 
usual way is to return the tool to him with instructions to “try 
it again.” For some reason the machinist’s judgment is seldom 
questioned. Whatever the reason, it does not seem good, because 
with a machinist tools are an incidental, while with a toolsmith 
they are a specialty, and ours is a day of specialists and experts. 
Now a good toolsmith is an expert. He should know approxi- 
mately the possibilities and limits of each tool, the use to which 
it is to be put, and should have, besides, a general knowledge of 
every machine on which forged tools are used. Constant study 
of everyday problems arising from tool failures cultivate his judg- 
ment so that he is seldom in error in placing their cause. 

Properly speaking, high speed steel is not a pure metal. It is 
known as an alloy or mixture of metals. Each brand has a 
different formula and the elements in them vary in number from 
15 to 20. It cannot be welded and differs from carbon steel in 
that it retains its density and hardness at high temperatures. It 


‘cannot be hardened as hard, nor annealed as soft, as carbon steel. 


Roughly speaking each one of those 15 or 20 elements affect the 
quality or properties of the steel. Some give hardness at the 
expense of toughness and others vice versa. Thus of the different 
makes (and there are sometimes a dozen or more in a shop) 
some are hard and brittle, while others are not so hard but 
tougher, making them more reliable where delicacy of form is 
necessary. 

It is a common error to conduct a "test" of different brands 
of steel by using them for the same kind of tool on the same 
kind of work in the same machine. The form commonly used is 
a tool of strong section, and this is generally used at high speed 
and heavy cut in the hardest material at hand. 

Now the very properties that make a steel highly efficient under 
these conditions are usually the cause of its failure when made 
into a tool of delicate shape, and used in ordinary material. A 
test is not thorough unless it meets ordinary conditions. This 
is proved by everyday experience, and by the fact that the same 
steel is not always the winner in different shops. Good authorities 
hold that there is no brand that can fulfill both requirements— 
great hardness and great toughness, selling agents to the contrary 
notwithstanding. Yet when a toolsmith is given a piece of steel 
to make a tool, he must get maximum results or the management 
threatens to get another toolsmith. 

Assuming that a steel is at hand that serves general purposes 
fairly well, there are several causcs that will make it fall below 
its general standard. Chargeable to the toolsmith are: 


HzaAT-TREATING 


5 —Over-heating. 

6— Kept at high temparature too long. 

7—Not heated enough to get maximum 
high speed properties. 


ForG1NG 
1— Heating too fast. 
2—Net heating uniformly. 
3—Over-heating. 
4— Forging too cold. 


Thus we find seven possibe faults in a properly shaped tool, 
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each of which will impair its usefulness. Now for purposes of 
coniparison let us consider a tool to have avoided these and enu- 
merate some other faults that would prevent its coming up to its 


Standard: 
DUE TO GRINDING 


Cause Effect 
Too fast on dry wheel.................. Soft edge 
Too fast on wet wheel............ Lees. Cracks 
Not ground enough.......... ... ees No edge 
Too much celearatice... i. t 9s Crumbles 
Too much Tale. ow ks eoe en Raus Breaks 
Too: much -SHEAT 6 cia saw epo ee Ee hee 0 Breaks 
Ground to negative rake.............Lu. Breaks 
Not enough sledt. esses RS os Cuts rough and seems dull 
DUE TO ABUSE 
Cause Effect 
Too much overhang........... ..eeeeeees Tool chatters 
Material not annealed.........--c eee ees Tool seems soft 
Too much &peed.oo nee Rex ee aes whales Tool seems soft 
Chip.too-TdfgG.s coss ev ac cone cankan Tool brcaks 
Chip too cSitialls css Rue Eua soe tor kate ol Tool not under scale 
Tool seems soft 
Gritty: materal- siers ósseo siae RECETEREES Tool edge grinds off 


_ On summing up we find that the chances of the tool being 
spoiled in grinding are even and when in use these are two to 
one against the machinist. 

And there are yet other causes not chargeable to either smith 
or machinist that may nullify their best efforts toward producing 
a good tool. The steel may be incapable, at its best, of sustaining 
its edge at the required speed, perhaps a cheap steel or one in- 
tended for tools of delicate shape, where toughness is a primary 
consideration. It may also have been forged in a coal fire that 
had an excess of sulphur and phosphorous, both deadly poisons 
to steel, or a furnace of "home make" where the heat is forced 
through the steel from one side. Last, and by no means the 
most uncommon, is a wet air blast, which is sure to cause a tool 
to “flake off the top." 

It is evident, then, that the placing of the blame for tool failures 
is a matter requiring much experience and good judgment. They 
should be carefully inquired into and corrected, for with high 
speed steel costing from 45 to 85 cents per pound, it would seem 
worth while that not only the selection and forging be done care- 
fully and economically, but that some one should see to it that 
the user of the tool grinds it right and when it is sharp that he 
stops grinding. 


JIG FOR SETTING UP CROWN BRASSES 
IN THE SHAPER 


BY LOUIS LEBOVITZ 


A’ simple jig is shown in the drawing which facilitates the 
clamping of driving box brasses to the shaper table for finish- 
ing the corners. It may also bc used on a bench or a surface 


Jig for Holding Crown Brasses on the Shaper 


plate provided with tee slots, to hold the brass while chipping. 
The channel plate rests on the shaper table and is provided 
with slots in the ends. The bases of the clamps are inserted 
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into a tee slot in the table, and when the brass is in place the 
clamps are slid into the slots in the channel plates and the whole 
rigidly secured to the table by tightening the set screws. 


TRAINING OFFICIAL MATERIAL AND 
JOURNEYMAN APPRENTICES* 


BY F. H. THOMAS 
Supervisor of Apprentices, Atchison, Topeka & Santa Fe. Topeka. Kan. 


Seven years ago the Santa Fe System was greatly crippled 
on account of the difficulty in getting efficient mechanics. There 
were not enough to go around. The throttling effect of the labor 
organizations in limiting the number of apprentices, had prac- 
tically driven the apprentice system from the shops and country. 
and had reduced the supply of mechanics way below the de- 
mand. The railway company inaugurated its present system of 
educating and training its own men. The scheme was succes>- 
ful from the start; we are getting the best boys of the com- 
munity, and are rapidly filling our shops and offices and sta- 
tions with the best class of men in the country, energetic, am- 
bitious, honest, and loyal. We select boys whom we deem tit- 
ted for their chosen work, exercising a great deal oí care. 

We have now turned our heads toward a method of selecting 
official material from this young army. The management ha: 
said we must promote our own men and not go outside for 
officers. Such being our orders, how can we make the selections? 
We employ a number of college men each year, calling them 
"special apprentices.” The college man is generally chuck full 
of learning, but distressingly lacking in horse sense or appli- 
cation. So we have been called upon to establish a special course 
or plan for developing official timber. We select a limited num- 
ber of graduates of the best technical or engineering schools, and 
the same number from the ranks of our regular journeyman 
apprentices who are just finishing their apprenticeship, and re- 
quire them to pursue a well defined course of training. We re- 
quire the college man to work one year on machines, another 
year on the floor, bench, or erecting work. The journeyman 
apprentice who has been selected for the course, has already 
served three and one-half years in the above branches. We 
then require him to work four months in the roundhouse, the 
real mechanical heart of the operating department of a rail- 
road system. Then he goes in the boiler shop for two months; 
then in the freight-car shop for two months; then assisting 
road foreman of engines for two months; finally finishing the 
year as inspector of incoming and outgoing engines at shop and 
terminals. During each of these periods he is provided with a 
course of reading and study and required to write a letter 
every thirty days, giving a detailed account of the work he ha: 
performed, observations, suggestions, etc. His letters are criti- 
cized by the supervisor of apprentices and pointed suggestions 
are made to him. He is urged to select some officer whom all 
recognize as a successful one, and closelv observe his method of 
conducting the duty of the office, especially observing his method 
of handling men. This latter phase is the most difficult: guod 
managers of men are few. Every movement of the young man 
is closely observed. If he falls down in any branch of the 
course he must pursue it over again. If he fails to develop 
along the desired line he is put back at his trade. If he fails 
under fire or at any critical moment, he is corrected and his 
weakness pointed out. At the first act of disobedience or sem- 
blance of insubordination, “off comes his head.” 

Selections of men for this course are not made in a day, but 
are the fruit of two or three years of observation and study. 
Favoritism and pull will not count for much in the selection of 
the future Santa Fe officers. The reward will be to those of 
real merit, who have been specifically trained for the place. 


o anm 


"From an address delivered before the convention of the National ae 
ciation of Corporation Schools, held at Worcester, Mass., June 8 to 11, 1915. 


DRIVING WHEEL LATHE 


A 90-in. driving wheel lathe, in the design of which are em- 
bodied several features oí interest, has been placed on the mar- 
ket by the Niles-Bement-Pond Company, New York. It is con- 
siderably heavier than any previously brought out by them. 

A feature of considerable importance in the operation of this 
machine is the pneumatic clamping device for the right-hand 
headstock. This is operated by a large air cylinder controlled 
by a conveniently located valve, the power from which is trans- 
mitted through a rack and worm device to the clamp which se- 
cures the head to the bed at both the front and back simul- 
taneously. This headstock is also equipped with a power trav- 
erse operated by a separate motor which is placed within the bed 
to save floor space. The motor is connected to a screw through 
a friction clutch which is controlled by a lever located so that 
the operator may traverse the headstock without leaving his 
position near the tool post. The clutch is so adjusted that it 
will slip when excessive power is applied, thus eliminating the 
possibility of damage to the machine in case the face plate should 
be brought too forcibly against the wheel. The motor is read- 
ily accessible for inspection and repairs. 

The face plate gears are of the internal type and are driven 
by pinions located at the íront of the machine. The pinions 
are placed approximately on a line with the tools, thus tending 
to counteract the strain from the tool and to relieve the main 
spindle bearing of considerable pressure. All gearing on the 
lathe is enclosed. The internal gears attached to the face plate 


NEW DEVICES 


are provided with guards at their sides to protect them from 
chips and dirt, and the driving and speed change gears are en- 
closed within the left-hand headstock. Doors through the front 


Mechanism for Traversing and Clamping the Head Stock 


of the headstock provide access for inspecting the mechanism. 
Pneumatic tool clamps of a type similar to those included in 


Heavy Model 90-in. Driving Wheel Lathe 
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previous models are used on this machine. They enable the 
operator to change and clamp tools in a few seconds without 
the use of a wrench, and are so designed that the tools are posi- 
tively locked independently of the air pressure. The lathe is 
equipped with a calipering device to enable the operator to 
readily finish both wheels to the same diameter. This consists 
of an adjustable pointer supported by a bar rigidly attached to 
the left-hand headstock and having a sliding bearing in its right- 
hand bracket. The equipment also includes push-button control 
for direct current motors. Two push-button switches are sus- 
pended near the cutting tools, one for starting and stopping the 
motor, and the other for reducing the speed. This enables the 
operator to readily control the cutting speed when hard spots 
are encountered. 

The lathe is designed to take axles with outside journals. 
The centers may be drawn back into the head stocks for this 
purpose by means of hand wheels on the ends of the spindles. 


CRANE ARRANGEMENT FOR LOCOMO- 
TIVE SHOPS 


A traveling crane arrangement permitting a reduction in head 
room in locomotive erecting shops of the cross-stall type has 
been designed and patented by H. Shoemaker, mechanical super- 
intendent, Bangor & Aroostook, Derby, Me. Two parallel 
cranes are used in lifting the locomotive, the spacing being so 
arranged as to permit the locomotive to be raised between them. 
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End Elevation of Cranes Showing Method of Lifting a Locomotive 


The practice usually followed in transferring a locomotive 
from one pit to another is to use one crane with two trolleys, 
each trolley lifting one end of the engine. The rear end is lifted 
by an equalized yoke and the front end by a sling placed around 
the smokebox. When the locomotive is lifted from the floor to 
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Cross-Section of Erecting Shop with Reduced Head Room 


a height sufficient to clear other locomotives standing on the 
floor it must still be considerably below the bottom of the crane. 
This usually requires a clear height under the roof trusses of 
not less than 48 ft., and the height at which the crane is carried 
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requires structural work of heavy design. Owing to the limited 
wheel-base of a single crane the entire load is lifted and carried 
by one pair of track girders. 

The new arrangement consists of two connected traveling 
cranes adapted to traverse the runway coincidently and sepa- 
rated by a space sufficiently wide to clear a locomotive when 
hoisted between them. Hoisting yokes equal in length to the 
distance between the center lines of the two cranes are placed 
under both the front and rear ends of the locomotive, the hoist- 
ing being accomplished by four trolleys, two on each crane. 

Several advantages are claimed for this arrangement. Owing 
to the reduced head room required the height of the building 
may be made approximately 15 ft. less. A similar reduction in 
the height at which the crane is carried is also effected. This 
lowers the cost of the building and considerably lightens the 
structural work required to carry the cranes. Shorter and 
lighter columns may be used and the track girders may be made 
lighter because of the distribution of the load over a much longer 
wheel-base. The length of wheel-base is sufficient to distribute 
the load over three girder sections when lifting an engine; in 
no position will it be concentrated on one section. 


AUTOMATIC DRIFTING VALVE 


An automatic drifting valve for use on superheater locomo- 
tives is shown herewith. It 1s known as Wood’s vacuum 
breaker and its operation is controlled by the pressure in the 
live steam passage of the valve chamber. 

The device has four pipe connections: Pipe A leads to the live 
steam passage of one of the valve chambers or to one of the steam 
pipes; pipe B to the turret, or other source of constant boiler 
pressure, and the two pipes C to the live steam passages of the 
valve chambers. When the throttle is open the plug piston in 
the large chamber at the end of the valve body is subjected to 
the pressure in the valve chamber. The resulting movement of 
the piston to the left closes communication between the constant 
steam supply at connection B and the passages leading to the 
valve chambers. On the release of pressure at A due to the 
closing of the throttle the spring forces the piston back to the 
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Drifting Valve for Superheater Locomotives 


right, opening the communication between connection B and pas- 
sages C and admitting a limited supply of steam to the valve 
chambers, which provides a medium for carrying and distributing 
the lubricant over the valve chamber and cylinder walls. 

A patent has been applied for on this device and it is manu- 
factured by the Nathan Manufacturing Company, New York. It 
has been subjected to service trials and its performance is under- 
stood to have been highly satisfactory. It may be located at any 
convenient point on the locomotive, preferably near one of the 
cylinders. 
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CONTINUOUS MOTION HAMMER BOLT 
HEADING MACHINE 


More than half of all square, hexagon and tee head bolts are 
the product of the hammer type of bolt heading machine. In 
the operation of the usual design of these machines the output, 
both in quantity and uniformity, is dependent entirely upon the 
physical ability of the operator and the care exercised by him. 
The labor involved in operating the machine is considerable, the 


Continuous Motion Semi-Automatic Hammer Boit Header 


movements of gripping, starting and stopping the machine for 
each blank introduced and each bolt completed, being performed 
by means of hand levers. These movements induce fatigue, and 
as the fatigue increases, the efficiency of the man and machine 
decrease. The number of blows used in making a bolt also de- 
pended entirely upon the watchfulness of the operator, and it is 
common, where the operator's attention is lax, to find bolts of 


Link Motion for Operating the Hammer Levers 


supposedly one quality and finish varying greatly, due to the lack 
of uniformity in the number of blows received. 

A new hammer heading machine has recently been developed 
by the National Machinery Company, Tiffin, Ohio, in the opera- 
tion of which the manual labor has been considerably reduced. 
The gripping. starting and stopping movements are effected auto- 
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matically, and the operator's entire attention and energy may be 
devoted to feeding the machine. The main shaft, heading slide 
and the hammer slides of the machine run continuously as in a 
rivet header so that the machine in a measure sets the pace for 
the operator. 

A feature of the design is the ability to set or time the machine 
to deliver any predetermined number within a range of three to 
eight blows in each cycle or operation. The machine thus set, the 
finish of the output is necessarily uniform. The length of time 
that the grips are open for feeding can be regulated to suit the 
needs or ability of the operator and according to the length or 
type of bolt being made. These changes are effected through a 
simple gear and cam device. 

The bed of this machine is of the box type, of large proportions, 
and is constructed to secure rigidity as well as strength. Owing 
to its greater rigidity a four-blow bolt made in this machine is 
said to be equal to a five or six-blow bolt produced in machines of 
the usual design. The bolt being made in less blows and less 
time, there is a better flow of the metal to fill out the corners. 
It is also possible to work the metal at lower heats, reducing the 
tendency of the metal to bulge at the top and sides of the bolt 
head. 

Another departure in this design is the lever construction for 


Yoke Construction of the Lever Carrying the Lower Hammer 


carrying the lower hammer. This is usually carried in a slide 
the same as the side and top hammers; scale from the bolts as 
they are being forged drops on this slide, and together with the 
action of the water, results in excessive wear and disalinement 
of the lower hammer. The lever construction eliminates this 
wear. The side and top hammer slides in this design are operated 
by bronze bushed links in place of cams and rolls. The cam 
construction has been eliminated because of its excessive wear, 
and the fact that it promotes spring and lost motion in the ham- 
mer slides. 

The fly-wheel is of the National friction-slip construction, 
which acts as an automatic safety device in case cold stock or an 
excess of metal is gripped in the dies and obstructs the travel of 
the heading tool. This fly-wheel also serves as a protection to 
the motor when the machine is direct motor driven. 

The rigid construction combined with the mechanically operated 
grip makes it practicable to introduce a cut-off attachment in the 
gripping dies, so that short bolts can be made directly off the rod. 
Contrary to usual conditions, with this shear or cut-off in the 
grip dies short bolts are made with even more ease and facility 
than long bolts; four to six bolts may be made in one heat, de- 
pending somewhat upon the diameter of the stock and length of 
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the bolts. An automatic relief is also provided on the gripping 
mechanism to protect the machine against damage should the 
-operator accidentally get stock or some foreign object in the grips 
in such a way as to prevent the dies from closing. 

The slides in this machine have been made extra long, and 
bronzed bushed shaft bearings of large diameter have been used. 
The main shaft bearings are self-oiling and careful attention has 
been given to lubrication throughout; all oil cups cr pockets are 
provided with hinged or sliding covers to exclude dust and scale. 

The new continuous motion, semi-automatic machine is built 
in sizes of 34 in, 1 in. and 1% in. capacity, for either belt or 
motor drive. The rigidity of the construction has practically 
doubled the weight of these machines, as compared with others 


Etched Iron Boit Made on the Continuous Motion Hammer Header 
Showing Unbroken Metal Fiber in the Head 


of similar rating; the one-inch header weighs approximately 
13,000 Ib. With this greater weight, however, the speed of the 
machine is high. The one-inch machine runs at 140 r. p. m. on 
its maximum work, which can be materially increased when run- 
ning on smaller work. 


INSTRUMENTS FOR MEASURING HARD- 
NESS AND ELASTICITY OF RUBBER 


In the manufacture of rubber goods, the process is not under 
economic control, such as is now common in metal production. 
It is not exactly known why in rubber working a pure raw ma- 
terial does not guarantee the finest finished article when sub- 
jected to a given heat treatment. When an article of fine quaiity 
is produced it has been impossible to tell without destroying it, 
just what the physical properties are which favor a given result 
and hence the manufacture goes on with no more enlightenment 
than before. 

The two principal physical properties of rubber are hardness 
and elasticity, and instruments for the measurement and com- 
parison of these have recently been brought out by the Shore 
Instrument & Manufacturing Company, 557 West T wenty-sccond 
street, New York. These instruments, shown with their leather 
pocket cases, are known as the durometer and elastrometer re- 
spectively and may be used either by hand or in connection with 
a small operating stand. 

Hardness is measured by the durometer in terms of the re- 
sistance to depression of a plane surface by a standard spring 
pressing on a blunt pin. The surface of the rubher is not broken 
in any event, and it may therefore be used on finished articles. 
The elastometer mcasures elasticity in terms of resistance to 
permanent deformation or tearing under the action of a mode- 
rately sharp pin which is caused to penetrate the material. In 
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applying the instrument the point is caused to penetrate the ma- 
terial by moving downward the knob on the side of the instru- 
ment. The relation of the edge of the point and the depth it is 
caused to penetrate, has been carefully determined by experi- 
ments on extremely elastic rubber. If the elasticity is quite per- 


fect, no tearing or permanent injury results and the point will be 


Elastometer and Durometer for Measuring Elasticity and Hardness 
of Rubber 


completely ejected upon unlocking it by raising the knob. The 
extent of its ejection is shown on the scale of the instrument in 
per cent of the total penetration. The extent of the recovery of 
the material thus indicated corresponds to the percentage of elas- 
ticity as measured by the older form of stretch test. The new 
test has the advantage of being applicable to the plane surfaces 
of finished articles and leaves practically no visible mark. 

These instruments are principally for the use of manufacturers 
of rubber to aid in economic production and the buyers of rubber 
goods in formulating purchase specifications and inspecting goods, 
as well as for research work. 


HIGH SPEED BLOWER AND CENTRIFUGAL 
AIR COMPRESSOR 


Among the obvious faults of the usual type of paddle-wheel 
fan or blower is the shock with which the air is received by the 
impeller blades, the abrupt turns and sudden changes in cross- 
section of the passages through which the air flows. The sup- 


Two Single Stage Blowers Direct- Connected to a De Laval Velocity- 
Stage Turbine 


ports for the floats or vanes obstruct the flow of the air, and the 
amount of surface in contact with the air moving at high veloci- 
ties is large, resulting in considerable loss by skin friction. The 
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efficiency is low and the action noisy, and as ordinarily built, the 
fan is bulky, due to the slow speeds required because of struc- 
tural weakness and lack of balance. The so-called multi-blade 
ians, which to some extent have replaced the paddle-wheel fan, 
run at still slower speeds ior the same pressures and volumes. 
Neither type of ían is suited for direct connection to the modern 
hign-speed rotative prime movers, such as the steam turbine and 
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Sectional View of a Single Stage Doubie Suction Blower 


tie electric motor. The DeLaval Steam Turbine Company, Tren- 
ton, N. J, by employing the same materials and workmanship 
used in building its turbines, has bound it possible to run centrifu- 
gal blower and compressor wheels safely at peripheral velocities 
of 450 to 600 ft. per second, rendering practicable the generation 
of 3 or 4 Ib. pressure per sq. in. in a single-stage blower, and 
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the connection of the blower or compressor directly to the tur- 
bine in nearly all cases. 

The construction of a single-stage type of blower is shown 
in the sectional drawing. The housings of blowers oi the double- 
suction type are in one piece, usually of cast iron. The bearing 
bracket is cast integral with a circular inlet ring or bell, fitting 
into the eye or opening of the casing, the opening being of suf- 
ficient diameter to permit remova! of the impeller. The hous- 
ing is so formed as to provide an efficient diffusor and volute, 
the discharge opening of which is provided with a flange for the 
attachment of piping. The bearings are of the vertically split 
babbitt-lined ring-oiled type, formed in separate shells resting 
in the brackets, or in exceptional cases, in pedestals. 

The impeller is built up on a disc of heat-treated chrome- 
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Characteristics of De Laval Single Stage Motor- Driven Blower 


nickel steel, thickened at the center to form a hub, and also to 
turn the air which enters axially to a radial direction with the 
least shock. One side of each blade or vane is riveted directly 
to this disk, while the other is riveted to a steel side plate of 
the same material as the hub and also turned tapering to combine 
strength and lightness. The entrance edges of the blades are 
set at such an angle as to receive the air without shock and are 
formed to give the desired characteristics. Attached to the side 
plate is a ring which meshes with a corresponding groove in the 
inlet ring, thus forming a labyrinth packing which minimizes 
leakage from the discharge past the impeller back to the suction. 


Six-Stage De Laval Centrifugal Air Compressor Driven by Multi-Stage Turbine 
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The shaft is made from special hammer-forged, open-hearth steel 
of a high tensile strength and uniform texture, ground in dead 
center grinders to insure absolute accuracy of dimensions, per- 
fect centering and high finish. 

These machines are employed for pressures ranging from four 
to six inches water column up to three to four pounds per 
square inch. The form of the head-delivery characteristic can 
be modified according to the work to be donc. 

The casing of the multi-stage compressor is split horizontally, 
permitting the top half or cover to be lifted off so that internal 
parts may be inspected and lifted out after the removal of the 
bearing caps. The impellers are mounted upon a shaft oí large 
diameter, the critical speed of which is far above the running 
speed. It is made from hammer-forged open-hearth steel, suita- 
bly heat treated and ground and polished over the entire sur- 
face on dead center grinders. The hubs of the impellers are 
keyed to the shaft and separated from one another by shaft 
tightening rings which run inside of split packing rings at- 
tached to the diaphragms in the stages. Where gases other than 
air are handled, double carbon rings are placed at each end of 
the casing, in addition to the labyrinth rings surrounding the im- 
peller suction inlets and the packing rings on the shaft. The 
diaphragms betwecn stages are separate from the casing and are 
divided on a horizontal plane so that they may be removed with- 
out removing the shaft and impellers. When cooling is em- 
ployed, the diaphragms are hollow, the water entering through 
the bottom of the casing and escaping at the top. 

The impellers are of the single-suction shrouded type, and are 
built up on heat-treated chrome-nickel steel disks, the blades 
or vanes being riveted to the disks and to side plates, turned 
tapering to give strength and lightness. That part of the disk 
which is within the circle of the suction opening is subjected on 
the inlet side to the suction pressure and on the back to the 
discharge pressure of the individual stage, which gives a re- 


Six-Stage Compressor with Top Casing Removed 


sultant thrust equal to the area of the suction opening multiplied 
by the pressure generated. The accumulated thrust of all the 
stages is overcome by a balancing disk at the discharge end, so 
arranged that one side receives the total discharge pressure in a 
direction opposite to that acting upon the impeller disk, while 
the chamber upcn the opposite side of the balancing disk is con- 
nected to the suction inlet, thus completely neutralizing the un- 
balanced pressure on all of the wheels. 

As in the case of single-stage blowers, the head-delivery char- 
acteristic can be varied considerably to meet different require- 
ments. Generally where compressed air is used in tools, a fairly 
constant pressure over a wide range of delivery is desired. The 
capacities in such cases range between 2,000 and 10,000 cu. ft. 
per min, and the pressures from 75 to 120 lb. per sq. in. Less 
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than 2,000 cu. ft. per min. is usually not practicable. The larger 
machines for these pressures or machines which must run at 
motor speeds, are usually built in two sections, with separate 
shafts and housings, the speeds available with electric motors of 
these sizes requiring either a compressor with a large number 
of stages and several housings, or the use of a step-up gear, by 


Impeller Disc and Side Plate of Multi-Stage Air Compressor 
Showing Method of Attaching Vanes 


which the compressor can be operated at 4,000 to 5,000 r. p. m. 

Where either strictly constant head or strictly constant rate 
of delivery is required, speed variation or throttling of the 
suction is resorted to. 


SAND BLASTING STEEL CARS 


It has been a difficult problem in connection with the use of 
steel cars to clean the exterior in a satisfactory manner before 
painting. The use of acids for this purpose is not entirely satis- 
factory and this method is also dangerous for the workmen. 

The matter of cleaning has assumed increased importance 
with the general advent of the steel passenger car, and where 
sand blasting has been adopted it seems to have been productive 
of remarkably good results. 

The engravings show side elevation and sectional views of a 
sand blast installation which is in successful operation on a large 
system operating a great many steel cars in both passenger and 
freight service. The installation was designed by the Pangborn 
Corporation, Hagerstown, Md. who also manufactured and 
supervised the erecting of the equipment which is known as 
their model "P" car cleaning installation. 

As shown in one of the illustrations the building is 172 ft. 
long, the main part being 55 ft. long and of brick construction, 
while the extensions are of wood and covered with corrugated 
steel sneathing. All the equipment is contained in the main part 
of the building; the sand blasting is done in a compartment 12 
ft. by 17 ft. by 21 ft., and the dust is confined to this space. The 
end extensions keep the entire car indoors at all times. 

Pits are provided, as shown in one of the sections, beneath the 
track on which the car stands and are covered with a grating 
10 ft. wide. When new sand is necessary it is dumped on this 
grating and passes down the sloped sides of the pits to the ele- 
vators which are of the bucket type and which carry the new 
sand as well as that which falls from the sides of the car dur- 
ing the blasting operation, to the sand separators. These sand 
separators remove any refuse from the sand, the good sand 
passing into the sand bins and the refuse into the waste bins. 
From the sand bins the sand goes to the blasting machines 
which are operated by compressed air, the sand passing from the 
machine to a hose and nozzle in the hands of the operator who 
stands on the platform shown. Canvas curtains, as indicated on 
the drawings are arranged so that the section of the car stand- 
ing over the grating is entirely enclosed. 

The engravings also clearly show the arrangement of the ex- 
haust piping which is designed to remove the dust rapidly from 
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the enclosure when blasting is going on. The exhaust fan is units, one on either side of the car so that both sides can be 
double and is driven by a 35-hp. motor running at 870 r. p. m. cleaned at once. The sand separators and the elevators are 
The dust-laden air is exhausted into a dry process screen type driven by 5-hp. electric motors running at 850 r. p. m. Cars 
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Side Elevation of the Building for Sand Blasting Steel Cars 


dust arrester where the dust is completely separated. The dust are hauled in and out of the building by an electric winch, built 
is then delivered to dust boxes located cn the first floor. by the American Engineering Company, Philadelphia, Pa., and 
The elevating. separating and blasting machinery is in two having a capacity of 6,000 lb. at a speed of 50 ft. per minute. 
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Sectional View Showing the Arrangement of the Machinery for Cleaning Steel Cars by Sand Blasting 


The Brotherhood of Locomotive Engineers, at a convention 
recently held in Cleveland, adopted a resolution advocating a 
federal law requiring high-power headlights on locomotives on 
all steam railroads in the country. 


The Penrsylvania Railroad has received word from the Pan- 
ama-Pacific International Exposition at San Francisco that the 
company has been awarded the grand prize, the highest honor 
which could be conferred upon any railroad exhibiting. 


The "Sunset-Central Boys' Educational Association" has been 
formed by officers of the Sunset Central Lines at Houston, Tex., 
for the purpose of organizing classes of office bovs and mes- 
sengers to study penmanship, arithmetic, typewriting and short- 
hand. Similar educational advantages are to be afforded to the 
young women employed by the company, of whem there are 
about 250 in Houston. 


In the federal court at Jackson, Miss, June 15, a temporary 
injunction was granted restraining all district attorneys in Mis- 
sissippi from prosecuting the Illinois Central and the Yazoo & 
Mississippi Valley for violating a headlight law passed by the 
legislature in 1912. The law stipulates that all locomotives oper- 
ating on main lines in the state shall be equipped with high- 
power headlights. The case will be argued this month, when 
the roads will seek a permanent injunction. 


The railroad department of the Young Men's Christian Asso- 
ciation is establishing a railroad school in its recently completed 
college for the training of secretaries at Chicago. This course 
will be under the direction of leading railroad Y. M. C. A. secre- 
taries, with W. N. Northcott, executive secretary of the railroad 
associations of Chicago, as dean. The purpose of the course is 
to train men to become efficient secretaries of railroad branches. 
This department of the school will begin its work next October. 


Among the employees of the Pennsylvania Railroad retired 
on pension May 1 last was William Watson, staybolt inspector 
in the shops at Altoona, who had been in the service of the 
company 34 years and for over 20 years was inspector of flues 
in locomotives. A portrait of Mr. Watson is given in the bulle- 
tin issued by the company, and it is calculated that during his 
twenty years of service in this occupation he had crawled through 
the fire doors of 20,000 locomotives, and had inspected 6,440,000 
flues. 


A pamphlet entitled Railway Sanitation has been printed by 
the Baltimore & Ohio for circulation among employees in all 
departments of the service, for the general beneht. It consists 
of five articles on the subject by Dr. E. M. Parlett, re-printed 
from the Baltimore & Ohio Employees’ Magazine. Dr. Parlett 
is a member of the General Safety Committee of the road. 
These essays include one dealing in detail with the sanitation 
of construction camps, and another on typhoid fever and its 
conquest. 


The poem published on page 1377 of the Daily Railway Age 
Gazette of June 16, entitled "The Lament of the Foreign Bad 
Order Empty Car,” which was ready by Secretary Taylor at 
the Master Car Builders’ convention at Atlantic City as 
anonymous, was written by E. E. Betts, superintendent of trans- 
portation of the Chicago & North Western, and included by 
him in a series of bulletins issued to the members of the Chi- 
cago General Superintendents’ Association by the committee on 
the Promotion of the Proper Handling of Equipment, of which 
Mr. Betts is chairman, for the purpose of calling attention to 
some of the methods in vogue for handling bad order cars. Mr. 


NEWS DEPARTMENT 


Betts says he is not so anxious about credit for his authorship 
as he is that somebody shall pay some attention to it. "It was 
reported as an amusing communication,” he says, “all of which 
may be true. At the same time it was hoped that the moral 
would sink into some of our head mechanical men who would 
be aroused as to the necessity of taking some action to put a 
stop to the wanderings of the aforesaid foreign bad order empty 
cars." 


SAFETY FIRST WORK ON THE NORFOLK & WESTERN 


C. H. Blakemore, chairman of the safety commission of the 
Norfolk & Western, has issued a bulletin showing the decrease 
in injuries to employees during the 20 months ending Decem- 
ber 31, 1914, since the safety movement was inaugurated on 
this road. The improvement with relation to the number of em- 
ployees is shown on a chart on which is plotted a line showing 
the number of injuries and a line showing the fluctuations in the 
pay roll. The total pay roll and the total number of injuries as 
of May, 1913, is taken as a base line for making comparisons, 
and with relation to this line from August 1913 (the high point, 
with 463 accidents), to December, 1914, with 172 accidents, there 
was a decline of 70 per cent. From May, 1913, the lines show- 
ing pay roll and injuries gradually diverge and at the end of 
1913 the pay roll had declined 7 per cent, while accidents had 
gone down 25 per cent. At the end of 1914 the pay roll had 
declined to 17 per cent below the base line, while accidents had 
gone down 58 per cent, a further gain in accident reduction of 
4] per cent. When the safety movement was inaugurated one 
emplovee on the line was being injured for each $3,600 of pay 
roll. For December, 1914, one employee was injured for each 
$7,000 of pay roll. 
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CAUSE OF OAKWOOD (WIS.) DERAILMENT 


The Interstate Commerce Commission has issued a report, 
dated April 28, on the derailment of a passenger train on the 
Chicago, Milwaukce & St. Paul at Oakwood, Wis., January 30, 
when 21 passengers were injured. The train was derailed at a 
crossover when running about 55 miles an hour, and Inspector 
H. W. Belnap concludes that the cause of the derailment was 
the breaking of a steel tired wheel on the middle of the right-hand 
side of a six-whecl truck at the front end of the baggage car. 
The wheel was of a built-up type with a cast iron spider, two 
rolled steel cheek plates and a rolled steel tire. The parts were 
held together by 39 bolts. The tire broke into four pieces and it 
was found that ruptures through the bolt holes had started, in 
each case, at the inner diameter of the tire, thence passing through 
the metal in an outward direction to the surface of the tire and 
through the flange. Considerable wear was found at the bearing 
between the plate and the tire. The mate of the broken wheel 
was taken apart and in it were found incipient cracks at each 
of the twelve bolt holes in the tire; and similar incipient cracks 
were found in other wheels examined. None of these cracks were 
visible until the outer circle of bolts was taken out or one of the 
plates removed. The broken wheel had not been overloaded. It 
had run 276,396 miles. The study of the broken wheel, and of 
others of the same type, was made by J. E. Howard, engineer. 
He concludes that tires of this type are sometimes loose, while 
yet the looseness is not detected by the ordinary inspections. His 
principal recommendation is for better inspection of the metal at 
the bolt holes, which means, of course, that wheels would have 
to be taken apart, as the cracks above referred to cannot be seen in 
an ordinary inspection, 
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MEETINGS AND CONVENTIONS 


Master Car and Locomotive Painters’ Association.—The forty- 
sixth annual convention of the Master Car and Locomotive 
Painters’ Association will be held at the Hotel Statler, Detroit, 
Mich., September 14, 15, 16 and 17. The following subjects will 
be considered: Flat Color vs. Enamel Color; Effect of Steel 
Passenger Car Design on Protective Coating; Finish of Enamel 
or Varnish Color Compared with Varnish Finish; Piece Work; 
Maintenance of Inside of Steel Passenger Cars; Results of 
Price vs. Quality in Buying Paint Material. 


International Railway General Foremen’s Association.—The 
eleventh annual convention of the International Railway General 
Foremen’s Association will be held at the Sherman Hotel, Chi- 
cago, July 13-16, 1915. Reports will be presented on the follow- 
ing subjects: Valves and Valve Gears, chairman, Walter Smith, 
Chicago & North Western; Rods, Ties, Wheels, Axles and Crank 
Pins, chairman, A. A. Masters, Delaware & Hudson; Shop Ef- 
ficiency, chairman, George H. Logan, Chicago & North Western; 
Oxy-Acetylene Welding, chairman, F. A. Byers, St. Louis & San 
Francisco. A paper on the operation of a large engine terminal 
will be read by N. A. Whitsel, Chicago & Western Indiana. 
Shop and roundhouse foremen are urged to attend the conven- 
tion and take part in the discussion. 


American Railway Tool Foremen’s Assoctation—At the an- 
nual convention of the American Railway Tool Foremen’s As- 
sociation which will be held at the Hotel Sherman, Chicago, 
July 19-21, 1915, the following topics will be discussed: Special 
Jigs and Devices in Locomotive Repair Shops; Safety First in 
Regard to Machinery and Tools; Special Tools and Equipment 
for Maintenance of Pneumatic Tools; Grinding and Distribution 
of Machine Tools in Locomotive Repair Shops, and Standard- 
ization of Reamers for Locomotive Repair Shops. This subject, 
which was taken up at the last convention, has been continued 
and each member of the association is requested to report on it 
at the coming convention. The selection of an emblem for the 
association will also be considered. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of meeting of mechanical associations. 


Air Brake AssociaTion.—F. M. Nellis, 53 State St., Boston, Mass. 


AMERICAN  RaiLROAD. MasTER TiNNERS, COPPERSMITHS AND PIPEFITTERS’ 
AssociATION.—W. E. Jones, C. & N. W., 3814 Fulton street, Chicago. 
Annual meeting, July 13-16, 1915, Hotel Sherman, Chicago. 

AMERICAN RatLway Master MECHARICS’ ASSOCIATION.—J. W. Taylor, Kar- 
pen building, Chicago. 


AMERICAN: RarLway Toot FoREMEN's Association.—Owen D. Kinsey, Illi- 
nois Central, Chicago. Convention, July 19-21, 1915, Hotel Sherman, 
Chicago. 

AMERICAN Society POR TESTING MarEniaLs.— Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN Society OF MECHANICAL ENGINEERS.—Calvin W. Rice, 
Thirty-ninth street, New York. Annual meeting, 
1915, New York. 

Association oF RairLway Ececrricat ENGIneers.—Joseph A. 
C. & N. W., Room 411, C. & N. W. Sta., Chicago. 
October, 1915. 

Car Foremen’s ASSOCIATION OF Cirtcaco.— Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

Cuter INrERCHANGE Car Inspectors’ AND Car ForemMen’s ASSOCIATION,— 
S. Skidmore, 946 Richmond street, Cincinnati, Ohio. Annual meet- 
ing, September 14-16, 1915, Richmond, Va. 

INTERNATIONAL Raitway FvEgL <Association.—C. G. Hall, 922 McCormick 
building, Chicago. 

INTERNATIONAL RAILWAY GENERAL FoREMEN's. ASSOCIATION.—William Hall, 
1126 W. Broadway, Winona, Minn. Convention, July 13-16, 1915, 
Hotel Sherman, Chicago. 

InterxationaL RatLroap Master BLACKSMITHS’ AssoctaTion.—A. L. Wood- 
worth, Lima, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

Master Borter Makers’ AssociaTIoN.—Harry D. Vought, 95 Liberty street, 
New York. 

Master Car BuiLpERS' Association.—J. W. Taylor, Karpen building, Chi- 
cago. 

Master Car AND Locomotive Patnters’ Assoc. oF U. S. AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September 14-17, 
1915, Detroit, Mich. 

Ntacama Frontier Car MEN'S AssociaTion.—E. Frankenberger, 623 Bris- 
bane building, Buffalo, N. Y. Meetings monthly. . 

Raitway STOREKEEPERS’ Association.—J. P. Murphy, Box C, Collinwood, 


. & H. R. 
Convention, September 7-10, 1915, Hotel Sher- 


29 W. 
December 7-10, 


Andreucetti, 
Annual meeting, 


io. 

Traveting ENGiNEERS' AssociaTioN.—W. O. Thompson, N. Y. C 
East Buffalo, N. Y. 
man, Chicago, lll. 
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PERSONALS 


Ii ts our dcsire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring this about. 


GENERAL 


W. M. BoswonrH, mechanical engineer of the Louisville & 
Nashville, has been appointed mechanical engineer of the Norfolk 
Southern, with headquarters at Berkley, Va. 


E. B. De Virais, electrical engineer of the Pennsylvania Lines 
West, at Fort Wayne, Ind., has been appointed assistant engineer 
of motive power, with headquarters at Toledo, Ohio. 


G. W. Goop, formerly supervisor of piece work, New York 
Central, Lines West of Buffalo, has been appointed special rep- 
resentative, reporting to the general manager of the Michigan 
Central, with headquarters at Detroit. He will have entire charge 
of piece work in all departments, and will pass upon requests 
for new machinery. 


B. B. MirNrn has been appointed engineer of motive power of 
the New York Central, in charge of locomotive design and con- 
struction, and the relation of locomotive standards to operation, 
with headquarters at New York. 


O. P. Reese, master mechanic of the Pennsylvania Lines West, 
with headquarters at Crestline, Ohio, and Pittsburgh, Pa., has 
been appointed assistant engineer of motive power, in the office 
of the general superintendent of motive power, succeeding T. R. 
Cook, resigned. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


F. F. Carey, formerly a locomotive engineman of the Inter- 
colonial Railway, has been appointed acting district master me- 
chanic, District 3, at Moncton, N. B. 


C. CoNNons has been appointed district master mechanic of dis- 
trict No. 1, Ontario division of the Canadian Pacific, at Toronto, 
Ont. l 


G, I. Evans has been appointed district master mechanic, On- 
tario division of the Canadian Pacific, at Toronto, Ont. 


J. W. FiNnLAY has been appointed master mechanic of the 
Toronto division af the Canadian Northern at Parry Sound, Ont. 


L. A. HARDIN, general foreman of the Chicago & North West- 


ern at Boone, Iowa, has been appointed assistant master mechanic 
at South Pekin, Ill. 


A. H. Manan, locomotive foreman of the Grand Trunk Pa- 
cific at Prince George, B. C., has been appointed general loco- 
motive foreman, with jurisdiction. over territory from Prince 
George to Edmonton, Alta., including intervening branch lines. 


J. F. Morratt, road foreman of engines of the Grand Trunk 
Pacitic, with headquarters at Wainwright, Alta., has been ap- 
pointed general locomotive foreman, with jurisdiction over ter- 
ritory from Transcona, Man., to Fort William, Ont., inclusive. 


W. C. Moore, formerly road foreman of engines of the Can- 
adian Northern, has been appointed master mechanic of the 
Ottawa division at Trenton, Ont. 


W. G. McConacuie, road foreman of engines of the Grand 
Trunk Pacific, with headquarters at Edmonton, Alta., has been 
appointed general locomotive foreman, with jurisdiction over ter- 
ritory from Edmonton, Alta., to Watrous, Sask., including inter- 
vening branch lines. 


M. B. McPanrLAND» has been appointed master mechanic of the 
Colorado and Nebraska divisions of the Chicago, Rock Island 
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& Pacific, with headquarters at Goodland, Kan., succeeding E. F. 
Tegtmeyer, resigned. 


H. G. Riep has been appointed master mechanic of the Sas- 
katchewan division of the Canadian Pacific at Moose Jaw, Sask., 
succeeding M. J. Scott, transferred. 


M. J. Scorr has been appointed master mechanic of the Alberta 
division of the Canadian Pacific at Calgary, Alberta, succeeding 
A. Sturrock, transferred. 


H. R. Simpson, road foreman of engines of the Grand Trunk 
Pacific, with headquarters at Jasper, Alta, has been appointed 
general locomotive foreman, with jurisdiction over territory from 
Watrous, Sask., to Winnipeg, Man., including intervening branch 
lines. 


W. H. Ketter, who has recently been appointed master me- 
chanic of the Baltimore & Ohio Southwestern at Cincinnati, Ohio, 
began railroad work on the Baltimore & Ohio as engine wiper in 
1886. _-In the following ; 
year he became machinist 
apprentice on the Balti- 
more & Ohio at Keyser, 
W. Va, serving four 
years. He served as ma- 
chinist at Keyser, at 
Cumberland, Md. and 
Grafton, W. Va, from 
1891 to 1897. In that 
year he was appointed 
foreman at Jayenn, W. 
Va., and was later fore- 
man at Wiston, W. Va, 
general foreman at Fair- 
mont, W. Va. and later 
general foreman at 
Storrs. In 1912 he was 
transferred as general 
foreman from Storrs to 
Flora, Ill, and in 1914 
was appointed division 
foreman of the Cincin- 
nati, Hamilton & Dayton at Dayton, Ohio. In April, 1914, he was 
made acting master mechanic of the Cincinnati, Hamilton & 
Dayton at Indianapolis, and in February, 1915, was made as- 
sistant master mechanic at Cincinnati, which position he held 
when appointed master mechanic of the Indianapolis division 
of the Baltimore & Ohio Southwestern. 


W. H. Keller 


G. E. Srsco, who has been appointed master mechanic of the 
Toledo and Marietta divisions of the Central system of the Penn- 
sylvania Lines West, began railway work in June, 1901, at the 
Fort Wayne shops of the Pennsylvania, Fort Wayne, Ind. At 
the end of the summer he returned to Johns Hopkins University, 
graduating in 1902, and again went to the Fort Wayne shops, 
this time as special apprentice. He was made foreman in 1906, 
and'i& September of the same year was transferred as foreman 
to the Allegheny shops. In June, 1910, he was appointed assist- 
ant master mechanic at the Allegheny shops. In January, 1912, 
he was made assistant engineer of motive power of the South- 
western system of the Pennsylvania Lines, with office at Colum- 
bus, Ohio, holding this position until his appointment as master 
mechanic. 


A. Sturrock has been appointed master mechanic of the British 
Columbia division of the Canadian Pacific at Vancouver, B. C, 
succeeding D. T. Main, promoted. 


A. WATT, general foreman of the Grand Trunk Pacific at Prince 
Rupert, B. C, has been appointed general locomotive foreman, 
with jurisdiction over territory from Prince Rupert to Primec 


George, B. C. 
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FRANK W. WiLMonE has been appointed assistant road fore- 
man of engines of the Pennsylvania Lines West of Pittsburgh, 
with headquarters at Fort Wayne, Ind., succeeding Robert J. 
Lyons, assigned to other duties at his own request. 


CAR DEPARTMENT 


P. ArQuisT, superintendent of the car department of the Mis- 
souri, Kansas & Texas at Sedalia, Mo., has been appointed gen- 
eral superintendent of the car department, with headquarters at 
Dennison, Tex. a 


W. Forrest has been appointed car foreman of the Canadian 
Pacific at Megantic, Que. 


W. H. Lone, formerly general car foreman of the Canadian 
Northern at Toronto, Ont., has been appointed division car fore- 
man of the Ottawa division at Trenton, Ont. 


W. F. MILLer has been appointed division car foreman of the 
Toronto division of the Canadian Northern at Parry Sound, Ont. 


WILLIAM WALKER, general foreman of the Sedalia shops of the 
Missouri, Kansas & Texas, has been appointed superintendent of 
the car department at Sedalia, Mo., succeeding P. Alquist, pro- 
moted. 


SHOP AND ENGINE HOUSE 


W. H. ARcHER has been appointed locomotive foreman of the 
Grand Trunk at Palmerston, Ont., succeeding J. A. Walton, trans- 
ferred. 


Roy W. Bann, formerly superintendent of shops of the Boston 
& Maine at Concord, N. H., has been appointed general mechan- 
ical shop inspector at Boston, Mass., and will report to the super- 
intendent of motive power. 


D. W. Hav has been appointed locomotive foreman of the 
Grand Trunk Pacific at Prince George, B. C., succeeding A. H. 
Mahan, promoted. 


J. A. Miter has been appointed locomotive foreman of the 
Grand Trunk Pacific at Endako, B. C., succeeding G. H. ca 
transferred to Jasper, Alta. 


PURCHASING AND STOREKEEPING 


C. D. Frencu has been appointed storekeeper of the Canadian 
Northern at Humboldt, Sask., succeeding S. K. Moorcroft, pro- 
moted. 


A. E. HurcHiNsoN has been appointed general purchasing 
agent of the Oregon Short Line, with headquarters at Salt Lake 
City, Utah, succeeding G. H. Robinson. 


S. K. Moorcrort has been appointed division storekeeper of the 
Canadian Northern at Saskatoon, Sask., succeeding A. E. Down, 
resigned to enter military service in Europe. 


G. H. Rosinson has been appointed general storekeeper of the 
Oregon Short Line at Pocatello, Idaho, succeeding T. A. Mar- 
tin, promoted. 


OBITUARY 


CuHarLes HAYWARD, formerly purchasing agent of the Chicago & 
North Western, died in Chicago, on June 13, at the age of 77 
years. Mr. Hayward was born on October 15, 1837, entered rail- 
way service in 1879 with the Chicago & North Western, and was 
purchasing agent for many vears. 


M. E. SHERWoop, division master mechanic of the Michigan 
Central, at Jackson, Mich., was accidentally shot and killed at 
that place on June 4. He was 46 years of age. 


N. A. WALDRON, general storekeeper of the Missouri, Kansas 
& Texas, with headquarters at Parsons, Kan., died in St. Louis, 
Mo., on May 30. | 
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SUPPLY TRADE NOTES 


F. W. McIntyre, for the past four years connected with the 
Chicago ofhce of the Niles-Bement-Pond Company, has been 
transferred to the Boston office, where he was formerly located. 


George C. Wilson, of the Independent Pneumatic Tool Com- 
pany, Chicago, has been appointed manager of that company's 
branch at Atlanta, Ga., succeeding F. H. Charbono, who has 
been transferred to Boston. 


The Safety Car Heating & Lighting Company, New York, 
has been awarded a gold medal by the International Jury of 
Awards at the Panama Pacific International Exposition for its 
"Underírame" car lighting electric equipment. 


C. H. Morse, Jr., has been elected president of Fairbanks, 
Morse & Company, succeeding his father, C. H. Morse, Sr. He 
is 41 years and was graduated from the. University of 

Michigan in 1895, as a 
mechanical engineer. He 
first entered one of the 
Fairbanks, Morse & Com- 


get a practical knowl- 
edge of the building of 
gas engines, pumps, etc. 
He has been president 
of the Fairbanks, Morse 
Manufacturing Company, 
Beloit, Wis., in charge of 
manufacturing, for ten 
years, which position he 
still holds. He has also 
been a director of Fair- 
banks, Morse & Com- 
pany, Chicago, for 15 
years, a director of Fair- 
banks, Morse Electri- 
cal Manufacturing Com- 
pany, Indianapolis, Ind.. 
for eight years. Eight 
years ago Mr. Morse was also elected a director of the Canadian 
Fairbanks, Morse Company. C. H. Morse, Sr., the retiring 
president of Fairbanks, Morse & Company, was born in St. 
Johnsbury, Vt, in September, 1833. He began his business 
career at the age of 17, when he became clerk in the office of 
E. & F. Fairbanks & Co., scale manufacturers. In 1862 he 
became a member of the firm of Fairbanks, Greenleaf & Co., 
successors to E. & F. Fairbanks & Co. In 1872 the firm of 
Fairbanks, Morse & Co. was established, Mr. Morse, Sr., being 
elected president, which position he held until May '9, when he 
resigned. 


R. M. Newbold, formerly with the Adams & Westlake Com- 
pany, has been appointed western manager of the railroad de- 
partment of the Willard Storage Battery Company, succeeding 
P. D. Smith, who has resigned to accept service with another 
company. 


C. H. Morse, Jr. 


The Kincaid Stoker Company, Cincinnati, Ohio, has been in- 
corporated, with $50,000 capital stock, to manufacture mechanical 
stokers for use on locomotives, ships and in power plants. John 
Kincaid, Napoleon DuBrul, D. S. DuBrul and Clarence DuBrul 
are the incorporators. 


Richard S. Brown, formerly a salesman of railway apparatus, 
Connected with the Boston office of the Westinghouse Electric 
& Manufacturing Company, died in New York June 5. Mr. 
Brown was 76 years of age and had been in the service of the 
Westinghouse company since 1890. 


H. C. Crawford, eastern traffic manager of the Cambria Steel 
Ompany at Philadelphia, has been appointed traffic manager of 


pany shops in order to. 
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that company, succeeding William A. Sproul, who has resigned, 
effective August 1, after 25 years of service with the company, 
to take charge of the bureau of transportation and trafhc of the 
Philadelphia Chamber of Commerce. 


H. M. Montgomery has been elected vice-president and a 
director of the Powdered Coal Engineering & Equipment Com- 
pany, Chicago. This company is preparing elaborate plans for 
the construction and equipment of a plant and research labo- 
ratory in Chicago, where working demonstrations of the adap- 
tation of powdered coal as a fuel to all forms of heat produc- 
tion will be carried on, including its adaptability to locomotive 
service. 


The Ingersoll-Rand Company, New York, on June 1 opened 
a new branch office at 139 Townsend street, San Francisco, Cal., 
with a view to giving closer attention to the needs of present 
and prospective users of Ingersoll-Rand machinery. H. L. Ter- 
williger, president of Harron, Rickard & McCone. the present 
Ingersoll-Rand agents, has resigned from that position to be- 
come district manager of the territory handled by the Ingersoll- 
Rand Company's San Francisco and Los Angeles offices, with 
headquarters in the former city. H. G. Mitchell, formerly sec- 
retary of Harron, Rickard & McCone, has been elected presi- 
dent of that company, succeeding Mr. Terwilliger, and arrange- 
ments have been made whereby the company will continue to 
handle Ingersoll-Rand machinery and co-operate in other ways 
with the Ingersoll-Rand Company after the expiration of the 
agency contract on July 22. 


Harrison G. Thompson, a vice-president, and manager of the 
railway department of the Edison Storage Battery Company, 
Orange, N. J., has been appointed general sales manager and 
as such will have charge 
of all sales including the 
railway, house lighting 
and commercial depart- 
ments. Mr. Thompson 
has been in the service 
of the Edison Storage 
Battery Company since 
July, 1910, becoming a 
vice-president in July, 
1913. He was born at 
Weston, Mass., in 1875. 
In 1896 he entered the 
service of the Pullman 
Company and after hav- 
ing been with that com- 
pany for two years was 
made foreman of elec- 
tricians. In 1900 he re- 
signed to become fore- 
man of the battery 
department of the Riker 
Motor Vehicle Company, 
but left the latter at the time of its absorption by the General 
Vehicle Company of Hartford, Conn., to become associated with 
W. L. Bliss, one of the pioneers in electric car lighting develop- - 
ment. In 1905 he entered the service of the Pennsylvania Rail- 
road and was placed in charge of electric car lighting with 
headquarters at Jersey City, N. J. About one year later he be- 
came electrical superintendent of the Safety Car Heating & 
Lighting Company, New York, and was in charge of that com- 
pany's electrical laboratories during the development of its first 
electric car lighting system. In December, 1909, he was appointed 
manager of the railroad department of the Westinghouse Storage 
Battery Company and later for a short time was in the employ 
of the United States Light & Heating Company, New York. In 
July,. 1910, he became manager of the railway department of the 
Edison Storage Battery Company.. 


H. G. Thompson 
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The Chambers Valve Company, New York, announces that 
among other recent orders, it has received orders for Chambers 
throttle valves for installation on 42 locomotives of the Missouri, 
Kansas & Texas, 55 of the Chicago, Burlington & Quincy, 15 
of the Western Maryland, 12 of the New York, Ontario & 
Western, and 2 of the El Paso & Southwestern. 


The Harvey Company, 113 South street, Baltimore, Md., has 
recently been incorporated under the laws of Maryland to sell 
equipment and supplies to railroads, contractors, shop and en- 
gine building companies, etc. J. Edward Harvey, who has been 
elected president of the new company, was formerly vice-presi- 
dent of the South Baltimore Steel Car & Foundry Company, 
Baltimore, Md., and at one time proprietor of the Eastern Rail- 
way Supply Company. 


Merton A. Peacock has been appointed district sales manager 
of the Terry Steam Turbine Company, Hartford, Conn., for the 
territory included in Minnesota, North Dakota and South Dakota, 
with office at 400 Endicott building, St. Paul, Minn. This ar- 
rangement supersedes the previous selling agreement with the 
Robinson, Cary & Sands Company, St. Paul. The company has 
also appointed the Hawkins-Hamilton Company, Peoples National 
Bank building, Lynchburg, Va., as its representatives for Virginia. 


Benton C. Rowell, an inventor of numerous mechanical devices 
for use in railroad operation, and one of the most prominent ad- 
vocates of automatic train control, died suddenly of heart failure 
on May 29 at Chicago, aged 58 years. He had made practically 
a life study of automatic train control. In 1891 he demonstrated 
his safety stop on the Boston, Revere Beach & Lynn, and in 
1893 on the Intramural Railway at the Chicago World's Fair. In 
1893 and 1894 the device was installed on the Chicago South Side 
Elevated Railroad, and in 1894 and 1895 on the Metropolitan West 
Side Elevated Railroad at Chicago. It was also given a service 
test on the Chicago, Burlington & Quincy in 1908 and 1909. Mr. 
Rowell also had numerous patents pending on appliances con- 
nected with railroad signaling. 


The business of the Wells Light Manufacturing Company. Jer- 
sey City, N. J., has been acquired by the Alexander Milburn 
Company, Baltimore, Md., manufacturers of high power portable 
lights and oxy-acetylene welding apparatus. Repair parts for 
Wells lights will be manufactured and supplied in the future by 
the Alexander Milburn Company from its Baltimore factory, and 
complete Wells oil lights will also be furnished where desired. 
in conjunction with the standard Milburn acetylene lights. The 
manufacture of Wells oil preheating burner outfits will be con- 
tinued by the company and sold in connection with Milburn oxy- 
acetylene apparatus. The Wells lights and Wells preheating de- 
vices have been on the market for about 20 years, and have oc- 
cupied a leading place among oil-burning equipment of their kind. 


Guy E. Tripp, chairman of the Westinghouse Electric & 
Manufacturing Company, has been quoted as follows: "The 
Westinghouse Electric & Manufacturing Company has purchased 
the property and assets of the Stevens Arms & Tool Company 
and the Stevens-Duryea Automobile Company, and a company 
has been incorporated under the laws of Massachusetts to own 
and control these two properties. This company will be known 
as the New England Westinghouse Company, and all of its 
$2,000,000 capital stock is owned by the Westinghouse Electric 
& Manufacturing Company. The company has no bonded debt. 
These two companies were purchased by the Westinghouse as 
a result of the order for 1,000,000 rifles which we have taken 
from the Russian government. This large order will be filled 
entirely from the two Stevens companies that have been pur- 
chased. It is not the intention of the Westinghouse Electric 
& Manufacturing Company to make any alterations whatever to 
its present plants in connection with this rifle order. In other 
words, it is to be filled by companies which are thoroughly ex- 
perienced in the manufacture of this class of product, so that 
there are few uncertainties in connection with the transaction." 
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CATALOGS 


HEADLIGHTs.—The Esterline Company, Indianapolis, Ind., has 
recently issued catalog 364 descriptive of Golden Glow in- 
candescent headlights. These headlights are extensively used 
on street car and interurban railway lines, and are also built 
for both steam and electric locomotive service. 


OxvcEN By Water EkcTROLYsIs.—In a pamphlet entitled 
"Production of Pure Oxygen and Hydrogen," the International 
Oxygen Company of Newark, N. J. gives a description of its 
svstem of producing oxygen by water electrolysis. Several in- 
stallations of this system are illustrated. The purity of the gases 
produced by this method is shown to be especially high. 


Borer WatTeR TREATMENT.—The Bird-Archer Company, 90 
West street, New York, has recently issued a 40-page pamphlet 
dealing with boiler maintenance and discussing its system of 
polarized metallic boiler chemicals for locomotive use. A por- 
tion of the book is devoted to a brief treatise on locomotive 
boiler maintenance prepared by a general boiler inspector. 


INsULAToRS.—In a recently issued 12-page pamphlet the Brook- 
feld Glass Company, 2 Rector street, New York, gives a brief 
list of insulators and insulator pins forming a part of its line of 
these products. Complete dimensions and specifications are 
given for each item. A more extensive list of the products of 
this company is contained in its bulletin No. 56. 


LocoMoTIVE CRANEs.—The Ohio Locomotive Crane Company, 
Bucyrus, Ohio, has issued a 56-page catalog in which the con- 
struction of its line of locomotive cranes is set forth in detail. 
The catalog contains a large number of illustrations of detail 
parts as well as reproductions from a number of photographs 
showing cranes in service. Clearance diagrams of various tvpes 
of cranes are also given. 


Driving Box Lusricator.—A catalog just issued by the Frank- 
lin Railway Supply Company, New York, is devoted to the 
Franklin automatic driving box lubricator. It is illustrated with 
a large number of sectional drawings showing the construction 
of lubricators of various sizes and for different classes of service. 
The method of removing packing and replacing the cellar is 
clearly explained with illustrations. 


RuUstprRooFING.—In the April number of the Scientist, pub- 
lished by the Goheen Manufacturing Company, Canton, Ohio, 
considerable information is given regarding the waterproohng 
of concrete and the protection of steel and galvanized iron from 
rust. Records are given of a number of bridges on the Chicago, 
Milwaukee & St. Paul to which the carbonizing coating manufac- 
tured by this company has been applied. 


Water Meters.—The Harrison Safety Boiler Works, Phil- 
adelphia, Pa.. has issued engineering leaflet No. 18, dealing with 
the Cochrane V-notch weir, used in the Cochrane metering 
heater. This pamphlet is a reprint of two papers on the V-notch 
weir, showing the refinements essential to accuracy in investi- 
gating problems in hydraulics and the constancy of the V-notch 
weir when used under known conditions. 


Lecomotives.—The H. K. Porter Company, Pittsburgh, Pa. 
has recently issued the eleventh edition of its catalog devoted to 
steam locomotives. This is a book of over 150 pages, 814 in. by 
11 in, and is substantially bound in cloth. In addition to the 
usual catalog features dealing with a large variety of standard 
Porter locomotives, it contains a section devoted entirely to engi- 
neering information, tables and formulas, and another section 
containing tables and other useful information not usually found 
in print. The book is intended especially for engineers, super- 
intendents and master mechanics of industrial plants, coal mines. 
logging roads, etc. Owing to the expense involved in the com- 
pilation of the data which the book contains, general distri- 
bution is being made at the price of $1 per copy. 
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The apprentice boy, on such roads as have 


a Dollars adopted modern apprenticeship methods, 1s 
or a l 

far more fortunate than his brother who 
Good Letter 


received his training under the conditions 
that obtained more or less generally ten years ago. On the 
other hand, only a few roads have adequate apprenticeship 
systems to-day. If we are to encourage the best types of young 
men to enter the service we must make it as attractive as pos- 
sible. How about the apprentice boys in your shop? Are they 
given a fair show? Do they receive systematic and adequate 
training in their trades? What help or encouragement do you 
give them? For the best practical statement contained in a 
letter of not more than 650 words on “How Can I Help the 
Apprentice Boys?” received before September 1, we will send 
a check for $10. Other communications which may be selected 
for publication will be paid for at our usual rates. Don't 
delay, but sit down and write a letter this evening. 


In order that the best results may be ob- 
tained from the safety first propaganda in 
anv railway shop, it is of paramount im- 
portance that the employees in that shop 
become so enthused with the idea that their enthusiasm will 
be evidenced, not by their words, but by their actions. A sign 
posted in one shop to the effect, "The greatest safety device 
known is the careful man," speaks volumes. With the best 
equipped safety devices known there are still loopholes for 
accidents, and these can only be prevented by educating the 
employees to be careful. Another excellent practice, which is 
followed by one road, is to post on a bulletin board a report 
of every accident that occurs, stating just what the accident 
was, the result, the condition of the patient and how the acci- 
dent might have been averted. This appeals to the men through 
their desire for news concerning their injured comrades, and 
the postscript as to how the accidents could have been averted 
is likely to be remembered. Another good plan is to have 
the personnel of the local shops safety first committees changed 
frequently, in order that as many men as possible may become 
thoroughly familiar with the subject by having it brought con- 
stantly to their attention for the definite time they serve on 
the committee. Much has been done by the railroads in pro- 
viding safeguards, but there is much more to be done in 
properly educating the employees. 


Safety First 
in 
Railway Shops 


During the past month the General Fore- 


The . 
men and the Tool Foremen met for their 
July . . 
eleventh and seventh annual conventions, 
Conventions l : ; 
respectively. Both conventions were very 
successful. The General Foremen were favored with two note- 


worthy committee reports on subjects that were of vital in- 
terest to them, namely, Valves and Valve Gearing and Oxy- 
Acetylene Welding. The former occupied sixty-four pages of 
the advance papers and covered the field in a very thorough 
manner. Practically all phases of the subject were covered in 
a clear and concise manner and proved of such interest that 
the better part of two days was given to its consideration. Its 
true value will be more appreciated when the bound volume 
with the full discussion has been received by all the members 
of the organization and used by them at their individual shops 
in an endeavor to improve their shop output. F. A. Byers, 
chairman of the Committee on Oxy-Acetylene Welding, was 
exceptionally well fitted. for that position, having become as 
thoroughly familiar with that work as perhaps any other mem- 
ber in the organization. The discussion on this subject took 
the question and answer form, Mr. Byers acting as the infor- 
mation bureau, and many problems were solved and the possi- 
bilities of this method of welding elucidated. 

The Tool Foremen, in keeping with their past record, dis- 
seminated considerable information regarding the work in which 


they are actively engaged. Several interesting special tools and 
methods for performing various shop jobs were mentioned, 
while there was also lively discussion on safety first. The asso- 
ciation went on record as recommending standard reamers for 
locomotive frame and rod work, something that has long been 
sought by both the railroads and the manufacturers. As the 
matter now stands, with no standards for these long and ex- 
pensive reamers and with scarcely no two roads ordering the 
same style of reamers, it has been necessary for the tool manu- 
facturers to charge special reamer prices. By the tool foremen 
getting together and agreeing to a standard, which, from their 
deliberations, they believe to be the best all around reamer for 
frame and rod work, they have accomplished something which, 
if the standards are adopted by the railroads, will be of benefit 
to all. 


"Car inspectors and car foremen very often 


D A Car have valuable ideas, but they have been 
cpartment made to feel for so long that they are of 
Competition 


minor importance in a railway organiza- 
tion, that it is hard to get them to talk about them." So writes 
one of our correspondents. We don't want them to feel that 
way and have, therefore, arranged a competition especially for 
their benefit. There are not many jobs on a railroad that re- 
quire more intelligent and thoughtful effort than that of the 
car inspector, and the job carries with it, as well, a consider- 
able amount of responsibility. The interchange rules have 
gradually grown in number until they are almost hopelessly 
complicated. In looking over them it would seem almost neces- 
sary to have a college graduate to comprehend them. Where 
do the men come from who inspect the cars to see that these 
rules are lived up to? How were they developed? What 
special training did they receive? What qualities must they 
possess? What opportunities are open to them for advance- 
ment? These questions have given car department heads great 
concern for many years. We will give a prize of $35 for the 
best article on “How Should Car Inspectors Be Trained and 
Developed and What are Their Qualifications?” which is re- 
ceived in our ofhce, Woolworth Building, New York, on or 
before October 1, 1915. Such other articles as are accepted 
for publication will be paid for at our usual rates. The judges 
will base their decision on the practical value of the sugges- 
tions which are made. 


The railway supplyman, with his exhibit, 
is a welcome feature at the annual conven- 
tions of the mechanical department associa- 
tions. Sometimes, however, he behaves 
himself in a most awkward manner. It was suggested by an 
observer at the opening session of one of the recent conven- 
tions that the supplyman might profit greatly if a code of ethics 
could be developed to guide him in his conduct on such occasions. 
At the time the remark was made the room was crowded for 
the invocation and address of welcome. The president had 
worked hard during the year to make the convention as instruc- 
tive and effective as possible, and was down on the program to 
follow the address of welcome with the presidential address. He 
had spent a great deal of time in studying the progress of the 
association in order to incorporate some pertinent suggestions 
for its future welfare. His face was a study when, as he arose 
to read the address, a large number of supplymen began to slip 
away into the exhibit rooms. Was it common courtesy? Was 
the president not the chosen representative of his fellows, and 
was it fair to him or to them to turn their backs on him in this 
way? It is well known that he had done much to develop and 
enforce methods of having the members systematically visit and 
study all of the exhibits. Had the supplymen forgotten this? 
Could they not have well afforded to spend 15 or 20 minutes 
in the meeting room even if they felt that they were not specially 


The Supplyman 
at 
Conventions 
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interested in the message which was to be given? Can any 
railway supplyman afford to ignore the technical proceedings of 
an association whose guest he really is? We believe—we know 
—that the exhibts are a most valuable adjunct to the mechanical 
department conventions, but if those in charge of the exhibits 
do not understand some of the fundamental principles of com- 
mon courtesy, will it not do much to hurt the entire supply frater- 
nity? 


President Scott, in his opening address be- 


Consolidation fore the General Foremen’s Association, 
of Mechanical i 

went on record as favoring some such con- 
Associations 


solidation plan of the railway mechanical 
associations as that proposed by F. F. Gaines in his presidential 
address at the Master Mechanics’ Convention, and recommended 
that the chairman of the executive committee confer with the 
executive committee chairmen of all other mechanical organiza- 
tions for the purpose of devising some plan by which such a con- 
solidation can be made. This would seem a most logical plan 
to follow, and if the idea meets with the approval of the other 
mechanical organizations considerable headway could be made 
within the next year toward working the plan to a successful 
conclusion. It cannot be questioned that a supervisory control 
of the several railway mechanical associations would be beneficial 
to the associations themselves and to the railways, for, as Mr. 
Scott says, "It means that the minor associations will receive more 
helpful recognition from the larger associations, which will lead 
to a better understanding and closer co-operation along the lines 
of economy and the standardization of locomotive parts and 
appliances." 

An excellent example of the beneficial results that would accrue 
from such a consolidation is shown by the Tool Foremen's As- 
sociation. At its last convention it recommended standards for 
frame and rod reamers. The tool foremen realized the need of 
such a standardization and have worked hard and drawn up 
recommendations that represent the best average reamers for the 


work involved. Under the present artangement the question 
arises: "What will be the result of these recommended stand- 
ards?” With a consolidation of the association these recom- 


mendations would automatically be presented to the proper body 
for definite action and the work of the tool foremen would not 
have bcen in vain. 

There are several other arguments in favor of consolidation or 
supervisory control: It would eliminate considerable duplica- 
tion of effort; the subjects for discussion would be more logically 
chosen; a better attendance would be assured at the conventions, 
and more definite results would be obtained by the various crafts- 
men thus convening. There is food for considerable thought in 
Mr. Gaines’ recommendation, and it should receive very careful 
consideration from all the mechanical associations. 


“The greatest factor in effecting and main- 


Pena i taining shop efficiency is competent super- 
anc vompetent vision,” is the opening sentence in George 
Supervision 


H. Logan's report on "Shop Efficiency,” 
presented to the General Foremen's Association at its recent con- 
vention, Mr. Logan hit the nail squarely on the head. Com- 
petent supervision 1s necessary throughout the entire mechanical 
department, and "competent" means that the supervisors should 
not only be well qualified for their positions, but that there should 
be enough of them to thoroughly cover the field. The railway 
supply concerns have not been slow in developing labor-saving 
and economical devices for use on locomotives and cars and in 
the shops, nor have the railways been unduly slow in adopting 
them; but human intelligence is necessary in their use, and that 
cannot be manufactured. 

With all the improved machinery, tools and locomotive attach- 
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ments the best results cannot be attained unless the men using 
these improvements are educated to get the most out of them. 
This is self-evident, and railways have to a certain extent as 
signed special men to the definite work of educating employees, 
with very gratifving results; but this work has not been carried 
to anvwhere near its limit. There is still need for more of these 
"teachers," who, when logically selected and assigned, will pro- 
duce results that will pay their salaries many times over. What 
has been accomplished by supervision and education in the use 
of fuel has been referred to many times in these columns, and it 
is claimed by several experts who are actively engaged in this 
work that much better results can be obtained with a larger force 
of supervisors. Almost every railway shop has a demonstrator 
who educates the workmen in the proper method of handling the 
machine tools. A few roads employ traveling car foremen, whose 
duties are essentially to educate the car repair men regarding the 
billing of repairs to foreign equipment and the M. C. B. rules 
of interchange—a very important matter that every road should 
carefully supervise. The Safety First committees find that their 
most important duties are to educate the men to be careful. The 
tool foremen claim that better supervision in the grinding of tools 
will materially increase the shop efficiency. 

And thus it goes; examples without number could be mentioned 
where supervision, and enough of it, will be a most profitable in- 
vestment for any road. The education of employees regarding 
the correct methods of doing their work is of fundamental im- 
portance, and to properly educate them a proper supervisory force 
is necessary. The cost of this force will, of course, increase the 
overhead expenses, but if the men are properly chosen the returns 
in increased efficiency will warrant the expenditure. 


— —À 


“Perfect organization in an enginehouse 1s 
the cure for engine failures.” In consider- 
ing this statement, which was made at the 
convention of the International General 
Foreman's Association, held in July, in Chicago, let us determine 
first what may be fairly said to constitute a perfect enginehouse 
organization. Such an organization would accomplish the coal- 
ing, watering, fire-cleaning, housing and repairing of locomo- 
tives in a minimum time, at a minimum expense with a minimum 
amount of friction, and the work would all be done in such a 
manner that no after trouble would arise from it. Even grant- 
ing the possibility of producing such an organization, it by no 
means follows that engine failures would be eliminated. The 
enginehouse can go a long way toward preventing failures, but 
the other branches of the mechanical department must do their 
full share if they are to be eliminated or the number greatly 
reduced. 

It might be said that the prevention of engine failures should 
begin with the locomotive design; proper attention given to the 
conditions under which the engine is to operate will do much to 
prevent trouble of this kind. But considering the engines already 
in service, the place to begin the prevention of engine failures 
is the general repair shop. Back shop repairs, if carelessly or 
improperly made, will result in engine failures in spite of efh- 
cient enginehouse organization. We frequently hear it said that 
a certain shop has an output of so many engines per month and 
às a means of arriving at the quantity of work which the shop 
is doing the monthly output of engines may be satisfactory; but 
what about the quality of the work? How long do the engines 
Stay out after they are repaired? They may stay out of the main 
repair shop the full twelve months, or whatever the time is 
between shoppings, but what is it costing the railway company 
to keep them out of the main shop for that length of time? The 
repair work has got to be done somewhere if the locomotives 
are to give reasonably satisfactory service, and if it is not done 
in the main repair shop it has got to be done in the enginehouse, 
which is saddled with much of the blame for engine failures 
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which should be placed at the door of the man in charge of the 
main repair shop. 

The quality of the work done in the main shops in making 
general repairs to locomotives then hàs a very considerable bear- 
ing on the number of engine failures. And still another feature 
with which the enginehouse has no connection, and which, never- 
theless, adds its quota to the engine failure record, is the method 
pursued in handling the locomotives on the road. On the kind 
of man employed as road foreman of engines depends largely 
the extent to which the failure record will be affected in this 
way. If he is a man who takes a direct interest in his work and 
in those under him he will see that enginemen and firemen work 
in harmony to get the most out of a locomotive with the least 
trouble, and that his men are so instructed in the carrying out of 
their work that they will prevent steam failures and failures due 
to leaky tubes so far as is in their power. There is, of course, 
a certain percentage of engine failures, such as those due to poor 
coal or to failures of material, which will probably never be 
entirely avoided, but by far the greater number of failures are 
avoidable, and, in fact, many of them should be considered a 
disgrace. 

It seems to be popular in some quarters to place the blame for 
all engine failures on the enginehouse; in fact we have heard a 
master mechanic state that he considered enginehouses to blame 
for at least 99 per cent. of the engine failures on his road. With 
this statement and with the one quoted above, we cannot agree. 
The enginehouse can do a great deal to prevent engine failures, 
but unless the locomotives receive back shop repairs of the proper 
quality and are given the care and attention which they deserve 
at the hands of the crews operating them, there is a limit in the 
prevention of failures beyond which an enginehouse organization 
cannot go, and beyond which the responsibility for failures 
should not be placed upon it. 


NEW BOOKS 
Proceedings of the Master. Tinners’, Coppersmiths’ & Pipefitters’ As 
sociation. Compiled and published by W. E. Jones, secretary of the 
association, Chicago & North Western Railway, Chicago, Ill 83 
pages, 6 in. bv 9 in. Bound in paper. 
This book is the report of the second annual convention of the 
American Railroad Master Tinners’, Coppersmiths’ & Pipefitters' 
Association, and contains papers on Oxy-Acetylene Welding, 
Shop Efficiency, Alloys and Their Uses, Tin Rooting vs. Canvas 
Rooting and Specialized Training. 


Expericnce in Efficiency. By Benj. A. Franklin. 167 pages, 5 in. by 
714 in. Bound in cloth. Published by the Engineering Magazine Co., 
146 Nassau St., New York. Price $1.00. 

A few wecks' study of the tendency of the workmen in a 
certain factory resulted in a saving of $30,000 a vear. None of 
this money was spent for new equipment and no changes were 
made in the organization; there was simply a correction made 
of the wrong conditions. The author of this book tells of some 
of these wrong conditions, what they actually were and how he 
found them. The hook shows the shop employer or manager who 
is in difficulty with the problems of increased cost of produc- 
tion and diminishing returns, how success has been worked out 
by others under similar conditions. The material in the book 
is collected from the author's experience and while reduced 
to its simplest elements still shows the character of the problems 
attacked and the nature of the solutions found. Four chapters 
are devoted to methods of increasing both output and the quality 
of direct production; the fifth chapter extends the same prin- 
ciples to the treatment of clerical or non-productive labor and 
the sixth enlarges the same idea so as to include the entire force. 
The seventh chapter leaves the individual and takes up the matter 
of organization while the eighth attacks the problem of reduc- 
tion of factory expenses. 


COMMUNICATIONS 


LAYING OUT THE SOUTHERN VALVE GEAR 


LovisviLLE, Kv. 
To THE EDITOR: 

The Southern locomotive valve gear has been attracting con- 
siderable attention for the past year and I believe that an im- 
pression has been created that the principle involved in the 
motion is of very recent origin. This, however, is far from 
the truth. 


gear for locomotives having an eccentric rod driven by a return 


As early as 1880 there is record of an outside valve 


crank and constrained at an intermediate point by a radius 
hanger suspended by a curved guide, the free end of the eccen- 
tric rod being operatively connected to a bell-crank sustained 
by the guide yoke. This was described by Charles Brown on 
page 271 of the October 1, 1880, issue of Engineering (Lomdon). 
A description of a similar gear prepared by the writer was 
published in the Railroad Gazette, issue of May 29, 1903, page 
ap. 
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377. Following the gear disclosed by Mr. Brown we have had 
the Marshall, Bremme, Klug, Wyllie, Strong and finally the 
Southern gears, all kinematically one and the same. 

Referring to the Marshall gear a statement is made in the In- 
ternational Text Book Company's volume on steam engine and 
boiler design to the effect that no definite rules for its layout 
can be given. The following direct method of determining the 
length of the radius hanger and the radius of the curved guide 
will be of interest. 

It is well known that in order to equalize the amount of work 
done by the two ends of the cylinder, it is necessary to maintain 
a higher mean effective pressure in the crank end than in the 
head end, which may be done by providing a later cut-off in the 
crank end. The diagram shows a method of laying out the 
Southern valve gear in order to obtain this effect, the diagram 
being constructed on the assumption of a working cut-off of 
11'4 in. at the head end and 14 in. at the crank end. Starting 
with the bell-crank Y, this 1s shown in the two cut-off positions, 
the distance L being equal to twice the steam lap on the inside 
admission valve to which it is directly connected. With S and S’ 
as centers the arcs T and T’ are then struck with a radius equal 
to the length of the transmission yoke. With the crank pin at 
C’, which is its position for a cut-off of 114% in. in the head end, 
the eccentric crank will be at A’. The eccentric rod is then laid in 
position A’ F' D',the latter point being the intersection of the loci 
of the free ends of the eccentric rod and the transmission 
yoke. With the crank pin at C", which is its position for a 
cut-off of 14 in. in the back end of the cylinder, the eccentric 
crank is at B’ and the eccentric rod has position B’ F” E*. 

Points D and E on the ellipse are fixed by the lap and lead 
of the valve, the distance between them being equal to twice 
the lap plus twice the lead. With the crank pin then placed 
successively on the two dead centers, the eccentric crank will 
be located at A and B respectively, the eccentric rod occupying 
the position AFD and BFE respectively, intersecting at point F, 
which determine the location of the radius hanger connection. 
With the distance of this point from the end of the rod de- 
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termined, the points F’ and F" showing the location of the radius 
hanger connection for the two cut-off positions may be located. 

Determining the length of the radius hanger and the radius 
of the reverse link is now in order. The length of the radius 


hanger is determined by locating a point, W, which is equidistant 
from points F', F and F”, the distance WF being the required 
length of the hanger, and the arc OW, struck from the point F 
as a center, becomes the center line of the reverse link. Point 


Gear for Unequal Cut-offs 


Il’ is the position of the link block center in the working cut-off 
under the conditions assumed. 

In order to avoid the erasure of trial arcs in determining the 
point W a piece of transparent paper or tracing cloth may be 
placed over the drawing to good advantage while doing this 
work. Harry CORNELL. 


Water IN Coat Mines.—For every ton of coal raised from 
one of the anthracite mines, the operators of that field are 
obliged to pump to the surface about eleven tons of water. 
It is estimated that in the anthracite mines there are 900 pumps 
in use at the present time. The capacity of these pumps is 
approximately 1,000,000 gal. a minute—American Machinist. 

EFFECT OF SPEED ON GRINDING WHEEL WEAR.—Grinding wheels 
appear softer at slow speed because the metal being ground 
tears the grinding particles away from the bond which holds 
them together. Don’t condemn a wheel as being too soft until 
you are sure that its cutting speed is correct .—/ron Trade 
Review. 

Steam VtLociTY IN Pires.—The velocity of steam in pipes 
commonly allowed for medium and high pressure is 6,000 to 
8,000 ft. per min., but the tendency of the present is toward 
much higher velocities (even to double the figures given), espe- 
cially where considerable initial superheat is given the steam.— 
Power. 


SMOKE CRUSADE ABANDONED IN Battimore.—That the smoke 
crusade in Baltimore has been a failure and that the smoke 
abatement commission has done little or nothing, is the state- 
ment made by Mayor James H. Preston of that city. Several 
months ago the smoke inspector, dissatisfied with the progress 
of the commission, tendered his resignation, but it was not 
accepted. It is believed now that it will be accepted and that 
further efforts on the part of the city to abate the nuisance 
will be abandoned.—/ron Age. 


How Do You SELECT YOUR MEN?” 


Simple and Practical Suggestions Looking To- 
ward the Solution of a Most Difficult Problem 


BY ROY V. WRIGHT 


Possibly no one problem is of greater importance to the 

railway executive or industrial manager than that of knowing 
how best to select men either to enter the organization at the 
bottom or for promotion to more important positions. We can 
analyze the properties of materials and predict their perform- 
ance under given conditions with more or less accuracy. The 
human element, however, which controls the use of these mate- 
rials and is by far the most important factor in determining 
the efficiency of operation of a manufacturing plant or a rail- 
way property is far more difficult to analyze and direct with 
a view to securing maximum efficiency. The necessity of giv- 
Ing greater attention to this element has become more and more 
evident in the intensive development toward greater efficiency 
which has been so marked during recent years. The selection 
of men is such a complicated problem, however, that many 
executives have gone on as best they could feeling that science 
could contribute little toward its practical solution. 
Vital as is this problem to a manufacturer or industrial plant, 
it is far more important to the railway with its forces scattered 
widely and with the higher executive officers, and many even 
of the minor ones, unable to keep in close or intimate touch 
with their subordinates. 

In attempting to solve the problem of the selection of men 
some have looked to experimental psychology, such as is exem- 
plified in Professor Hugo Munsterberg’s work and particularly 
as outlined in his book on "Psychology and Industrial Eth- 
ciency.” Others have looked into the theory of phrenology, 
feeling that possibly it might be used to determine the charac- 
teristics of different individuals with a view to seeing whether 
they were fit for promotion or whether by this means men 
could be selected with any degree of success for performing 
certain specific classes of work. Then we have had the theories 
of Dr. Katherine M. H. Blackford, which take into considera- 
ton certain physical characteristics, including color (blond or 
brunette), shape and profile of head, size, structure, texture 
(fineness or coarseness of fibre or grain as seen in the hair. 
skin, nails, features, hands, feet and general body build); con- 
sistency (hardness, softness or elasticity of bodily tissues), 
proportion, expression and condition of body, clothing, etc. Dr. 
Blackford it was who placed special emphasis on keeping three 
things in mind in selecting a man for a job: First, the type of 
job: second, the characteristics of the man himself, and third, 
and possibly equally important, the characteristics of his boss. 
some of the claims which are made for this science of char- 
acter analysis are defined in an advertisement in one of the 
recent numbers of a popular magazine in the following words: 

In this course you learn to judge others quickly and accurately. You 
learn to know what a man's appearance means—his face, his head, his 
hands, his eyes, his expression, his walk, his handwriting—everything about 
him. You do not measure his head or ask him questions or let him know 
in any way what you are doing. There are no repetitions, no theories, but 
a clean-cut presentation of the principles underlying human character—with 
so many photographs, diagrams and charts that you can learn and apply the 
principles rapidly and easily, ctc., etc. 

Of how much value are all of these things? How much 
reliance may be placed upon them? If they are not satisfactory 
or reliable, is there any practical way of selecting a man for 
a job or for promotion with a fair degree of certainty as to 
his fitness for the position? The remainder of this brief talk 
will be devoted to answering these questions. 

* An address given at a luncheon of railway officers at the Auditorium 


Hotel, Chicago, Tuesday, June 29, under the direction of the General Rail- 
toad Committee of the Chicago Y. M. C. A. 


Most of you have undoubtedly heard of Dean Hermann 
Schneider of the University of Cincinnati, and possibly some 
of you are fortunate enough to have had the pleasure of meet- 
ing and becoming acquainted with him. He it was who frst 
put into effect in a big way the idea of having practical and 
theoretical training go hand in hand in engineering education, 
by securing the co-operation of the machine tool builders and 
manufacturers of Cincinnati with the university, and in estab- 
lishing the co-operative engineering courses. The wonderful re- 
sults which followed this experiment make a long story and 
doubtless are familiar to many of you. Suffice to say here that 
the results were so eminently practical and so striking that in 
one form or another the methods are rapidly being extended 
far and wide, both in connection with engineering courses, in 
colleges and universities which are so located as to be able to 
secure the co-operation of industries, and also in many lines of 
industrial and vocational training throughout the country. 

As a concrete example, let us consider what happened in one 
large department store. Those in charge felt that the sales 
force was not doing its best work because the employees were 
not properly trained, either in general education or as to their 
knowledge of the merits of the products which they sold, to 
deal to the best advantage with the leading people of the city 
who did their shopping in the store. Manifestly there are cer- 
tain times during the day when it is not necessary to have all 
of the sales force on duty. Arrangements were made with the 
city school system to provide instruction during these periods, 
to those who could be spared, in English, civics and other 
studies which would develop the employees into bigger and 
broader men and women and make better citizens of them. 
Then, too, the employer, who provided and fitted up the school- 
room, saw to it that expert instruction was given in the methods 
of manufacture and as to the merits of the different products 
which were sold. 

The latest development along this line is the general voca- 
tional training movement which is spreading throughout the 
country. New York City, for instance, has gone into the mat- 
ter on a large scale and has retained Dean Schneider as one 
of its chief advisers. In the Woolworth Building, where our 
offices are located, the representatives of the city school sys- 
tem have made a canvass to find whether a sufficient number 
of employees can be spared at different times during the day 
to warrant the fitting up of a school-room and the providing 
of instruction in the building. At the shops of the Baltimore 
& Ohio on Staten Island the city is co-operating by providing 
instruction to the apprentices, the railroad furnishing the school- 
room—an old passenger car—and the Board of Education of the 
City of New York paying the salary of the teachers, who in 
this particular case are emplovees of the railroad, and also for 
the material used. 

I have outlined this development thus fully, not because it 
has any special bearing on the subject under discussion, but 
because I want you to have some idea of what Dean Schneider 
has done and of that for which he stands. He is a man with 
a hobby, but he is big enough to see over and around it. He 
has a keen and analytic mind and is capable of sizing a problem 
up from a broad and liberal viewpoint. He has a splendid sup- 
ply of patience and is absolutely unselfish in his efforts to help 
others. 

In connection with the work of the co-operative engineering 
courses at Cincinnati, which have been carried on for a num- 
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ber of years, Dean Schneider and his associates have come in 
contact with hundreds of young men whom they have had an 
opportunity of studying critically and whose progress along both 
practical and theoretical lines they have been able to observe 
and follow closely. Because of the nature of the work, the 
students spending alternate weeks in the manufacturing shop 
and in the class-rooms at the university, the instructors and 


shop co-ordinators can get closer to the students and know 


them more intimately than under the usuai conditions. More- 
over, they have been able'to follow many of these men after 
they left the institution and to observe their progress. 

As stated by Dean Schneider in a paper entitled “The Prob- 
lem of Selecting the Right Job,” which was recently presented 
before the third annual convention of the National Association 
of Corporation Schools, “one leg of the tripod upon which the 
co-operative ‘system of education rests is the selection of men 
for the work for which they are to be trained.” The univer- 
sity authorities, on the basis of their study and observation of 
the individual students, now guarantee to Cincinnati manufac- 
turers for certain jobs men who have finished three years in 
the co-operative course. 

` In the effort to determine siener phrenology, physical char- 
acteristics or applied experimental psychology had any merit 
in such selection, a great number of experiments were made on 
mature students whose characteristics and qualities were well 
known, but not by those actually conducting the tests. The 
tests demonstrated conclusively that these systems were not at 
all reliable and that the only practical and successful way of 
selecting men is by testing them out on the actual job. 

Concerning the tests as to physical characteristics Dean 
Schneider stated: “This seems to be a development of the old 
idea of phrenology. It is claimed in this system that physical 
characteristics indicate certain abilities. For example, a direct- 
ive money-making executive will have a certain shaped head 
and hand. A number of money-making executives were picked 
at random and their physical characteristics charted. We do 
not find that they conform at all to any law. Also we found 
men who had the physical characteristics that ought to make 
them executives, but they were anything but executives. A 
number of tests of this kind gave negative results. We were 
forced to the conclusion that this system was not reliable.” 

As to applied experimental psychology the Dean had this to 
say: "The science of applied psychology seems to be at the 
point where chemistry was when it was alchemy; we may hope, 
however, that Illusion is the First Appearance of Truth." 

It is not my intention, and I very much doubt if it was Dean 
Schneider’s intention to unqualifiedly and wholly condemn these 
things. It is quite possible that they may contain certain ele- 
ments of truth. The trouble is that they are being carried to 
a ridiculous extreme. If on the other hand they are instru- 
mental to some degree in awakening executives to the import- 
ance of the problem, they will have served a useful purpose. 

Dean Schneider finally concludes, on the basis of the study and 

testing of about 1,000 mature students, both in theoretical and 
practical work, that: (1) A worker's failure is as significant 
as his success and should be analyzed to indicate a new and 
fitting job; (2) the characteristics developed by analysis of 
many successes and failures furnish a basis for placement which 
works better than any plan we know: (3) the method is crude 
and unscientific; it requires a period of time much greater than 
other methods proposed, but it insures a reliable verdict. 
- Knowing of the man and his work as we do, we are pretty 
safe in accepting his conclusions. Doubtless they agree fairly 
closely with those of many in the audience who, however, have 
not been in a position to prove their correctness, not having 
had the exceptional opportunities for observation possessed by 
Dean Schneider. 

On these conclusions as a basis, how can we go ahead logi- 
cally to induce the supervising officers to study more critically 
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the characteristics and work of the men who enter the service, 
with a view to determining whether. they are properly fitted for 
the tasks to which they are assigned? It would seem that in 
hiring men the initial selection should be made by members of 
the organization who have some special ability in sizing men up; 
then if they are closely watched and given a thorough trial 
on actual work, it should be possible to determine within a 


reasonable time whether they are the sort of men that will 


prove satisfactory and along just. what lines it will be best to 
develop and train them. | | Re ME 

The trouble under present methods 1s that a new man taken 

into the organization is in most cases not given any systematic 
attention. If he is very bad he is fired. If he is passably good 
he is allowed to remain, but no one knows with any degree of 
certainty whether he-is the best man for the Job, or whether 
he is capable of doing better work or not. 
. A simple method of checking the personality and perform- 
ance of these new recruits will be described. lt was not devel- 
oped and used especially- for that purpose, but is admirably 
adapted to it, as well as for checking men already in the service 
with a view to determining whether they are properly placed, 
along what lines they can best be developed and just which 
ones are best suited for promotion to more important positions. 
[t has been tried out on a large scale with splendid results and 
is inexpensive to install and maintain. It cannot be successfully 
inaugurated or followed up, however, unless it has the enthu- 
siastic backing and support of the higher executive officers. 

Briefly, the scheme is as follows: Each foreman or super- 
vising officer is provided with a sufficient number of special 
report cards to cover each one of his immediate subordinates, 
which he is required to fill in and return to his superior officer. 
He is not expected to keep any copy of these reports and is 
called upon at periods, of say six months, to make similar re- 
ports on each man. The comparison of the reports for any 
individual will show whether he has made progress in improv- 
ing his weak points. If he has not, or has apparently fallen 
behind, his superior is asked for an explanation and is held 
responsible either for failure to properly train and develop the 
man or for lack of accuracy in sizing him up. In this way the 
foreman is automatically compelled to study his men more 
closely, and the effect in improving and developing the executive 
ability of such officers is a most noteworthy feature. 

The characteristics upon which a report is made are such as 
to indicate a man's fitness for holding a position in the organi- 
zation and as to whether he is worthy of promotion. The items 
on a report card,* which was used by LeGrand Parish, with 
standard and concise definitions, are as follows: 


EDUCATION: Mental and moral training. 
SPECIAL KNOWLEDGE: 
EXPERIENCE: Knowledge acquired by actual trial and observation. 
HONESTY: Upright disposition or conduct. 
MORALITY: Accord with the rules of right conduct. 
TEMPERANCE: Moderation. 
TACT: Ability to do or say what is best for the intended effect. 
RESOURCE: Good at devising expedients. 
RELIANCE: Sure dependence. 
. FORESIGHT: The act or power of foreseeing. 
APPEARANCE: Outward look or aspect. 
MEMORY: Mental hold on the past. 
ENERGY: Active, effective. 
INITIATIVE: The ability or disposition to take the lead. 
PERSISTENCE: Steady or firm adherence to, or continuance in a state, 
course of action, or pursuit that has been entered. upon. 
ASSERTIVENESS: Affirming contidently, positive. 
DISCIPLINE: To teach rules and practice and accustom to order and 
subordination. 
PROMPTNESS: Quickness of decision or action. 
ACCURACY: Correctness. 
SYSTEM: Regular method or order. 
“ORGANIZATION: A systematic and regulated whole. 
EXECUTIVE ABILITY: Ability to carry into effect in a practical 


manner. 

* For more complete description of this card see American Engincer 
and Railroad Journal, December, 1908, and Railway Age Gazette, July 23, 
1915, page 151. 
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A man ts graded, as very good, good, medium or poor in each 
of these characteristics. 

This scheme eliminates the “hit and miss" method of select- 
ing men for promotion and was instrumental in locating suit- 
able men with considerable accuracy. Too often when it comes 
to promoting men a decision is based on the man's recent per- 
formance, when he may have done some spectacular piece of 
work which placed him in the limelight but which may not 
give any indication of his fitness for holding an executive 
position. The men throughout the organization, understanding 
that these records were being kept, were encouraged to improve 
and better themselves. Men who were unsuited for the work 
to which they were assigned were discovered and transferred 
to tasks for which they were better fitted, or if they were found 
hopeless, were eliminated from the organization. 

These report cards were developed ten years or more ago 
and remained in use several years until Mr. Parish left railway 
service—long enough to demonstrate their value beyond ques- 
tion. In the light of experience it was Mr. Parish's idea to 
revise the characteristics, including some which are not shown 
in the list quoted and eliminating or changing others. 

It so happens that Dean Schneider, in making his observa- 
tions, employed record cards of a somewhat similar nature, 
but possibly of a broader scope and more closely approximating 
the ideal toward which Mr. Parish was working. The charac- 
teristics noted on Dean Schneider's records were as follows: 


Physical strength, or physical weakness. In some occupations 
physical strength is essential; in others it is not. 


Mental, or manual. This may be stated in another way and 
in rough terms as "head efficiency" as compared with "hand 
efficiency.” 


Settled, or roving. Some men work best under a steady rou- 
tine: others like to move about and see or do new things. 


Indoor, or outdoor. Some men thrive best under outdoor 
work; others prefer indoor work. 


Directive, or dependent. Some men assume responsibilities ; 


others evade them. 


Original (creative), or imitative. Some men are fertile in 
making suggestions; others do not possess this quality but are 
good at putting them into effect. 


Small scope, or large scope. Some men like to fuss with in- 
tricate bits of mechanism; others want tasks of big dimensions. 


Adaptable, or self-centered. The first might make a good 
salesman: the second a statistician. 


Deliberate, or impulsive. 

Manual accuracy, or manual inaccuracy. 
Mental accuracy (logic), or mental inaccuracy. 
Concentration (mental focus), or diffusion. 


Rapid mental co-ordination, or slow mental co-ordination. 
Some men go to pieces in an emergency, whereas if they were 
given time to consider the situation they hold together and act 
wisely. 

Dynamic, or static. One man may lack push or determina- 


tion; others having the dynamic quality possess these charac- 
teristics. 


Little has thus far been said as to the necessity for provid- 
ing some adequate means of training the men in all of the 
departments. Its importance immediately becomes apparent in 
developing a system such as that outlined above. That it pays 
generous dividends is indicated on such roads as have installed 
modern apprenticeship svstems for mechanical department em- 
Ployees, or have developed educational campaigns for improv- 
Ig conditions and securing greater efficiency or economy in 
Other departments. It is unfortunate that more attention is not 
heing given to this subject by railroads generally. 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


389 


In this connection allow me to quote a few paragraphs from 
an address on "Training of Young Men with Special Reference 
to the Question of Promotion,"* which was given by George 
M. Basford before a recent meeting of the Burlington Associa- 
tion of Operating Officers. 

“To-day we are looking for the genius and are overlooking 
the production of good workmen. We are depending upon 
officers. We need to depend upon men. Trained, properly edu- 
cated and encouraged workmen will provide good officers 
later. 

"Systematic methods of selecting human material for the 
organization are imperative. The boys in offices, in shops, and 
all along the road should be most carefully and intelligently 
selected. Someone well qualified must be given this responsi- 
bility. Then these recruits must be tried out, and those ‘making 
good’ must be trained. This word ‘trained’ represents a new 
meaning as applied in this connection. It means thorough edu- 
cation of hand and brain and conscience. 

"Because of the size of a railroad organization it is necessary 
to provide easy and automatic methods of discovering ability. 
It is desirable that promotion should be proposed by co-opera- 
tive action by subordinate officials and controlled by a very high 
official whose authority is complete in this case. Suppose the 
president of a railroad could find a man qualified for the duty 
of directing the training and promotion of men. The difficulty 
in finding such a man emphasizes the importance of the duty. 
This man should be given a dignified, powerful position, with 
such a title as Assistant to the President. He should be respon- 
sible for methods of recruiting, methods and means of train- 
ing men, and for a scheme whereby he will personally know 
that every promotion is based upon merit, with favoritism and 
politics banned. He should be responsible for and personally 
approve every promotion in the entire organization." 

Mr. Basford then describes the report cards which were used 
by Mr. Parish, and among other things concludes: "Our Assist- 
ant to the President need not personally watch all these cards. 
He should, however, by frequent checks know positively that 
every department head is watching them, and he should person- 
ally keep the records of all important officials. He should also 
require record cards for a long period to accompany a recom- 
mendation for promotion. For example, a vacancy as assistant 
superintendent is to be filled. The Assistant to the President 
would call on all interested departments for recommendations 
and the office would be filled after an intelligent and complete 
investigation of all eligible men, including the mechanical and 
track as well as the operating department. The plan should 
cover every department." 

The scheme suggested by Mr. Basford, if put into effect, 
would do much to make positions on the railroad more attractive 
to ambitious young men and would undoubtedly develop means 
for locating such men in the territory served by the road and of 
getting them to enter its service. | 

In conclusion the point which I especially wish to make is that 
it is imperative from the standpoint of future efficiency. and 
economy that each organization should formulate and adopt a 
policy, which will have the hearty support and backing of the 
executive officers, as to the selection of men for the different 
jobs: the proper training of these men in order to make their 
efforts as effective as possible, and a comprehensive method of 
selecting men for promotion. If this is done—and it is not a 
matter which can be accomplished in a week, a month or a year 
—it will not only increase the efficiency of each individual in the 
organization to a maximum, but it will encourage loyalty on the 
part of all of the employees and develop an esprit de corps which 
will do much to eliminate friction. and labor ditficulties and 
will place any organization which possesses it in an enviable 
position as to efficiency and effectiveness. 


*For full text of address see Railway Age Gazette, July 23, 1915, page 15. 
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RECIPROCATING AND REVOLVING PARTS 


BY H. A. F. CAMPBELL" 
III.—BnirisH. DESIGN 
Through the courtesy of the mechanical department officers, 
the writer has received drawings showing the details of the 
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reciprocating parts used on some of their latest locomotives. 
Lack of space will prevent showing all the designs; this is to 
be regretted because each is worthy of careful study. Table 
XII, however, gives the detail weights of the reciprocating parts 
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V for American locomotives. It will at once be seen that the 
weights per unit of load are far in advance of our regular prac- 
tice and indeed are right up to the figures obtained on those 
American engines where special care was used to reduce the 
weight and already shown in Part I. 


> 


Note: Weight of Piston and Rod Complete 
Inside Cylinders 195 Lb. 
Outside Cylinders 188 Lb. 
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Fig. 33—Piston and Rod of the Great Western Engine 


Considered as a general average, these stresses are very little, 
if any, higher than the stresses in regular use in America. 
With one exception the steel is the regular open-hearth carbon 
of 80,000 Ib. per sq. in. ultimate strength, although it is the 


Note: Weight of Connecting Rod 
Complete 383 Lb. 


Fig. 32—Inside Main Rod of the Great Western Locomotive 


of six English engines. The weight of each part per unit of 


load carried has been worked out as was done in tables I to 


*Baldwin Locomotive Works,. Philadelphia. 


Siemens-Martin acid steel and not basic steel. The reduction 
in weights, then, cannot be said to be due to the use of spectal 
steel, nor to the use of higher stresses. The saving in weight 
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has been made by the choice of the type of part used. Light 
types of pistons, crossheads and stubs have been chosen. 

These examples of English design illustrate the point already 
made, that considerable reduction in weight can be made by 
simply choosing a light type of part. If, then, special alloy 
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only 244 lb. and carries 160 Ib. of piston load per lb. weight 
of rod. For the length nearly 100 in. center to center, 
this is the lightest main rod that has come to the writer's 
attention. | 

For a detailed description of the reciprocating parts, the 


TABLE XII—DarA For RECIPROCATING Parts or BRITISH LOCOMOTIVES 


Boiler Piston Total c—— ————— Piston load, 1b. ———————4 

Cylinders pres- load, lb. (area.— — Weight, lb. — —34 wt. of per Ib. per per per 

and sure, piston x Cross- Piston and Main reciprocat- wt. rec. Ib. wt. lb. wt. 1b. wt. 

Road and type driving wheels lb. full b. press.) head rod rod ing parts, lb. parts crosshead piston main rod 
Great Western, 2-cyl., 4-6-0..18% in. x 30 in.; 80 in....... 220 aa hae 258 330 473 824 71 230 180 125 
Great Western, 4-cyl., 4-6-2..15 in. x 26 in.; 80 in......... 220  finside | Ks. eee mx — d 49e xu 104 
outside 124 188 244 434 90 314 207 160 
Great Central, 2 cyl., 4-6-0...21% in. x 26 in.; 81 in....... 180 30 231 375 592 783 83 283 174 110 
L. B. & S. C., 2-cyl., 4-6-4...22 in. x 28 in.; 81 in......... 170 65,000 208 425 575 920 70 310 152 112 
L. B. & S. C., 2-cyl., 4-4-2...21 in. x 26 in.; 79% in....... 160 55,000 191 347 476 776 71 288 158 115 
Midland, 2-cyl., 2-8-0........ 21 in. x 28 in.; 55% in....... 190 65,800 13734 343 500 713 90 480 192 131 
AVErSEE ooo to cae Co vae A RA Tea Sas Keds xd aie ecu XC P Qoa xs e wee 784% 301 180 122 


steel should be used and the designer has full confidence in 
the material, and works it up to its full capacity as regards 
strength, a still further saving is made in weight. This com- 
bination of choice of types and the use of alloy steel is clearly 


following locomotives have been chosen: Great Western, 4-6-2 
type, four-cylinder, simple; London, Brighton & South Coast, 
4-6-4 type, two-cylinder, simple; Midland, 2-8-0 type, two-cylin- 
der, simple. 
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Fig. 34—Outside Crosshead of the Great Western Engine 


illustrated in the outside main rod of the Great Western’s 
Pacific type locomotive, Fig. 31. This rod complete weighs 


The Great Western Pacific type is a four-cylinder balanced 
simple locomotive; the cylinders are 15 in. by 26 in., the 


392 


boiler pressure is 220 lb. per sq. in. (superheated steam), and 
the diameter of the drivers is 80 in. This locomotive is shown 
in the photograph. The outside and inside main rods are shown 
in Figs. 31 and 32. Both rods are nearly of the same length. The 
stresses are noted at the different sections for the outside rod. 
This rod is made of nickel-chrome steel, and as already stated, 
weighs only 244 lbs., but while the stresses are not low, it will 
be seen that they are well within the capacity of material of this 
character. 
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CHARACTERISTICS OF PLATE SPRINGS* 


BY GEORGE S. CHILES 
Part II—(Concluded) —DesticN 
The action of a plate spring is similar to that of a simple beam 
supported at the ends and carrying a concentrated load at the 
center. The effect of a load upon such a beam is to cause it to 


bend; the tendency being to place the fibers at the upper surface 
in compression and those of the lower surface in tension. 


The 
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Note: Weight of Crosshead and Fin 
Complete 193 Lb. 


Fig. 35—Inside Crosshead of the Great Western Engine 


Fig. 33 shows the piston. This is of the usual box type and 
is made of cast iron. Figs. 34 and 35 show the crossheads for 
both the outside and the inside cylinders of the Great Western 
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intensity of the stresses increases directly as their distance from 
the neutral axis, the minimum stress being at the outer fibers; 
this is shown at the right in Fig. 20. 


Four-Cylinder Simple Pacific Type Locomotive; Great Western of England 


engine. The stresses at the different sections in these cross- 
heads are shown in table XIII. 


TasBLE XIII—Stresses IN Piston RoD AND CROSSHEAD OF GREAT WESTERN 


PaciFic Tyre Locomotive 
Amount of stress, 


Section, and kind of stress lb. per sq. in. 


Sheéar-om- key eo scie xoc RD dels ES A dore bm eRe 13,850 
Tension in rod through keyway................... eese. 8,000 
Tension in neck of crosshead through keyway............ 4,200 
Crushing of key on the rod.....................le esee. 21,000 
Crushing of key on the crosshead..............0 2c ee eeee 37,000 
Bearing pressure, pin on crosshead..........-.....0006 3,680 
Compression in main shank of rod..................... 6,090 


In addition to the bending stresses which act normal to a 
section, the beam is subjected to shearing stresses. At any 
section of the beam, the shear is equal to the sum of the vertical 
components of the external forces or loads on one side of that 
section. It is quite generally assumed that the shearing stresses 
are uniformly distributed over the cross section of the beam; in 
reality, the unit shearing stress at the neutral axis of a rectangu- 
lar section is 50 per cent. greater than the mean value and is 
zero at the upper and lower edges. 

Considering the case of a simple beam loaded at the center and 


*The first instalment of Part II. appeared on page 340 of the July, 
1915, issue. 
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supported at the ends, uniform strength for simple bending 
may be secured by varying the breadth B in proportion to its 
distance from the end support; in other words, by making the 


the spring to withstand the shearing stresses, the other that 
one surface of the outline of a spring should conform to a 
straight line and the other to a parabola. This is not borne out by 


ToICHINESS OF PLATE ~lNcres 


COUP PRESS IOP. 


SHEAR- THOUSAND POUNDS 


SHEAR DIME ARA 


BENOING OIGcrArt 


Fig. 20 


beam of constant depth and diamond shaped in plan, as in Fig. 21. 

Now, instead of using the diamond-shaped plate, if we cut 
equal widths of spring steel similar in shape and number to the 
strips 1, 2, 3, etc., at the top of the figure, and arrange them 
as in the two lower diagrams, we have a simple form of plate 
spring. It would be necessary in such a case to extend the main 
plate and it is the common practice in this country to roll the 
majority of the plates as is illustrated at the bottom of the 
figure, rather than taper them as shown in the diagram. Either 
method may serve the purpose if properly performed. Where 
the practice of tapering the plates is followed, the ends of the 
plates are usually tapered back so far that the end of one plate 
extends beyond the base of the taper of the next longer plate. 
In some instances where the plates are not.rolled the corners are 
clipped off. 

A discussion of the stress distribution in plate springs and 
how trimming the plates alters this distribution will be found in 
a paper entitled "The Determination of the Stresses in Springs 
and Other Bodies by Optical and Electrical Methods," read before 
Section G of the British Association at Dundee, September 11, 
1912, by E. G. Croker, M.A., D.Sc., Professor of Mechanical 
Engineering in the City and Guilds of London Technical Col- 
lege, Finsbury, and published in Engineering (London), Septem- 
ber 20, 1912. For the purposes of this article, it is sufficient to 
state that it is questionable as to whether any advantages are 
derived from the practice of tapering the ends of the various 
plates where the spring consists of a large number of plates. 

Neglecting the effect of the friction between the plates, the 
strength and deflection of a spring as shown in the lower half 
of Fig. 21 would be similar to the diamond-shaped beam of 
thickness H, and considering the bending stresses only, the outer 
fibers are all stressed to the same degree. As a general rule, 
however, a plate spring only approximates a beam of uniform 
strength in that from a quarter to a fifth of the total number of 
plates extend the full length and in such cases are not rolled, 
with the possible exception of the last one. Two reasons are 
quite often advanced for thus deviating from a beam of uniform 
strength, one being to provide sufficient material at the ends of 


the built-up beam of uniform strength shown in Fig. 21. 
As an example of the stresses due to the shearing action let 
us consider two springs, one with the plates five inches by one- 


half inch and the other four and one-half inches hy three- 
eighths inch which are designed for a static load of 20,000 Ib. 
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each, and assume that in each case the total shear is to act upon 
one plate only. Now, since for rectangular cross-sections, the shear- 
ing stresses vary as the ordinates of a parabola whose middle 
ordinate is equal to one and one-half times the total shear divided 
2a 
by the area, or —, the values for the maximum vertical shear are 
3s 
6,000 Ib. and 8,900 lb. respectively. We know that, if at any 
point in a strained body there is a shearing stress in one plane, 
there must of necessity be a shearing stress of equal intensity 
in another plane which is at right angles to it, each plane being 
perpendicular to the direction of the stresses in the other plane 
The shear diagram in Fig. 20 indicates the location and extent of 
the vertical and horizontal shear at any section of the plates of 
either spring referred to. These purely shearing stresses are 
equivalent to resultant normal stresses at an angle of 45 deg. to 
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per sq. in., or an increase over the tensile stress of 1.2 per cent. 
This increase is so small as to indicate that the shearing stress 
in any ordinary plate spring is not of sufficient importance 
to warrant the use of additional full length plates. Practically, 
however, the spring should contain more full length plates than 
are theoretically required, inasmuch as the breaking of a full 
length plate near the end would cause the adjoining plates to 
be subjected to a greater stress than would the failure of a 
plate near the center of the spring. 

The section modulus at the center of a plate spring may be 
calculated by the formula: 


nbh 
SM = 
where n = number of plates of full section; 
b = width of plate in inches; 
h = thickness of plate in inches. 


When one or more of the plates are rolled or are otherwise 
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the planes of the shearing stresses, one being a tensile stress and 
the other a compressive stress. Assuming that the tensile and 
comprehensive stresses, due to bending in one plate of each of the 
springs under discussion, is 80,000 Ib. per sq. in., a value quite 
generally used in designing springs, and considering the maximum 
vertical shearing stress to be 8,900 1b., which is the value for the 
smaller plate, the maximum pe stress becomes: 


S'i = X4S— tV s eas 4S2, 


in which S: — unit stress in tension; 
S, — unit stress in shear. 


In this case the maximum principal stress becomes 80,980 Ib. 


different in section, either b or h or both may vary considerably 
from their values for the plate of full section. This is of impor- 
tance in dealing with old springs, since the decrease in thickness 
due to resetting and oxidation of a plate originally ¥% in. thick 
may amount to as much as 1/32 in. or a decrease of 8.3 per cent. 
Since the strength of a plate varies directly as the square of its 
thickness the corresponding decrease in strength would be equal 
to 15.92 per cent., or practically 16 per cent. Should each of the 
3$ in. plates composing a spring lose 1/32 in. in thickness, the 
strength of the spring as a whole would thus be 16 per cent. 
less than before. 
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Since the deflection varies inversely as the cube of the thick- 
ness of the plate, the corresponding increase in deflection for a 
reduction of 1/32 in. in the thickness of the plate would amount 
to no less than 22.89 per cent. Were all the plates to suffer a 


similar reduction in thickness, the deflection of the entire spring 
would therefore be increased approximately 23 per cent. 

Any reduction in the width of the plate would, of course, also 
affect its strength and deflection, but to a very much less degree, 
since these properties vary directly as its width. 

In this discussion we have adhered to the straight beam theory. 
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Fig. 23 


While all the assumptions pertaining to it are not strictly true, 
they are sufficiently so for all practical purposes. Strictly speak- 
ing, springs as ordinarily built should be examined according 
to the formulas for the bending of curved bars, but the dimen- 
sions of the cross section of a plate being usually very small 
as compared with its length and radius of curvature, the ordi- 
nary beam formula will give the best approximations. 

Neglecting the slight deflection due to vertical shear, the de- 
flection at the center of a simple beam of uniform thickness and 
varying breadth, carrying a single load at the center and sup- 
ported at each end is computed by the formula: 


PL? 
d = % ————- where 

EB h? 
d = deflection of spring, in inches. 
P = load on spring, in pounds. 
L= en h of spring between supports, in inches. 
E — modulus of fasc i material. For steel a modulus of 30,000,000 
E ordinarily used, but this is sometimes altered in calculating 

springs to offset the effect of friction due to the sliding of the 


plates upon one another. 
total width, in inches at the center, — b X N where b — breadth 


of a single plate in inches, and, N number of plates in a built- 
up spring. 

Practically, however, the actual deflection obtained by testing 
such a beam will be somewhat less than that obtained by the 
formula, since it is necessary to move the supports in a short 
distance from either end, which reduces the span. 

In the caes of a plate spring additional variations are intro- 
duced. For instance, irregularities in fitting, such as variations 
in the openings between the plates, slight variations in the thick- 
ness of the different plates, and the condition of the bearing 
surfaces of the plates, especially at the ends, all affect the deflec- 
tion of the spring. The almost universal custom of making from 
one-fifth to one-quarter of the total number of plates full length 
and the manner in which the ends of the remaining plates are 
tolled or tapered may also alter the deflection from that deter- 
mined by formula. Finally, the effect of the band, by which the 
plates are held together, may be such as to decrease the effective 
span by an amount varying from zero to the full width of the 
band, which in railway practice may amount to from three to 
four inches. Another point which must be considered when 
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dealing with the deflection of a built-up spring is the lack of 
perfect elasticity, due mainly to the friction between the plates. 
This is to some extent a measure of the ability of the spring to 
dissipate shocks. 

The variations that may exist in different springs of the same 
design are clearly illustrated in Fig. 22. The data reproduced 
in this figure was gathered from tests upon ten different springs 
of the same design, but built by different manufacturers. Al- 
though all the readings for the ten tests are shown in the figure, 
in some instances those of two or more springs coincided, 
which accounts for the fact that in some cases but seven or 
eight distinct points appear. For a similar reason but six distinct 
curves are plotted, these being shown in the light lines. After 
plotting the readings for the 10 tests these were averaged and 
are indicated by the full circles and the resulting curve drawn 
in with a heavy line. Since the static load for which these 
springs were designed was 23,000 lb. and the test loads only 
amounted to 24,000 lb. it was necessary to extend these curves 
by a comparison with a similar spring which had been tested 
under a greater load. These curves bring out at once the extent 
to which the values of the deflection as obtained from different 
springs of the same design vary from each other. 

In order to show the variations in the deflection values obtained 
by using various spring formulas, those shown in Fig. 23 were 
applied to the spring referred to in Fig. 22. The results are 
shown by the broken lines in the upper part of the diagram 
and are tabulated for a load of 23,000 lb. That the deflection 
value will vary considerably according to the formula selected 
is clearly apparent and the designer is at once confronted with 
the perplexing question as to the proper formula to use. 

Since there is very little information on record relative to 
the service deflection of railway plate springs, the author con- 
siders it inadvisable to attempt to base spring design on service 
deflection. In the preceding discussion attention has also been 
called to the fact that the value of the deflection as obtained from 
the applied load curve in testing is unreliable, since it depends 
upon a number of varying conditions. Generally speaking, the 
value obtained from the release load curve is much less affected 
by these conditions, and it will also be found to agree fairly 
well with the deflection of the spring in service. The height 
under service of passenger car bolster springs will be found 
to fall somewhere between the mean resultant of the applied 
and release load curves and the release load curve itself. In 
locomotive practice the service height of the spring will approxi- 
mate very closely the release load height. 

The release load curve is therefore considered the best basis 
upon which to develop a consistent formula for deflection. Com- 
bining the constant and the value of the modulus of elasticity 
in the formula for the deflection of a beam of uniform strength, 
it becomes: 


P (1-w)? 


= 80 000, 000 b h? n 
in which w — width - of the band. 


Assuming that the values of P, l, w, b, h, and n, remain con- 
stant, it is clear that by substituting the average results of a 
large number of tests for the value of the deflection d, it is pos- 
sible to determine the value of a constant a which, when substi- 
tuted in the formula for the theoretical constant 80,000,000, 
will give results agreeing fairly closely with those of the actual 
tests. In this way the value of a has been found to be 53,000,000, 
which, on being substituted in the formula, increases the deflec- 
tion 33.75 per cent. The formula in its final form is: 

53,000,000 b h* n 


P (iw)? — 


and is suitable for both semi-elliptic and full elliptic springs, the 
value obtained from the formula being doubled in the latter case. 
It will give satisfactory results not only for fully graduated 
springs having a minimum number of full length plates, but for 
those having one-quarter of the plates full length. 
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WELL CAR OF 200,000 LB. CAPACITY 


The Pittsburgh & Lake Erie has in service two well cars of 
200,000 Ib. capacity and weighing 75,500 lb., designed for the 
distribution of the weight of the lading over a distance of 20 ft. 
at the center. The well opening is 27 ft. long by 7 ft. wide 


i. 


[| 
ine ae 


Section C-C. 


End View. 


similar sill is placed at a point intermediate between this sill 
and the outside plate of the side sill and both are connected by 
angles to the 7/16-in. web plate of the body bolster. A %-in. 
top cover plate extends the full width of the car and is spliced 
by another 3$-in. plate to the '4-in. bolster top cover plate, while 
a %-in. plate is used at the bottom of the bolster and extends 


Section B-8. 


Section A-A. 


Cross Sections of the Well Car; the Letters Refer to the Elevation Drawing 


and is provided with a removable decking made in six sections. 
The well or pit also has a guard or safety floor below. 
Structural steel is used almost entirely in the construction of 
these cars. The end sill is built up of Y4-in. plate reinforced 
with angles and is 2674 in. deep at the striking casting. The 


out at the center to the back end of the draft castings. The 
web plates of the body bolsters are placed 25 in. apart and a 
10-in., 15-Ib. channel connects them at the side bearings. The 
outer web plate extends completely across the car, while the 
inner one stops at the inner web plate of the side sill, to which it 
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Arrangement of the Six-Wheel Truck for the Pittsburgh & Lake Erle Well Car 


center of the body bolster is 7 ft. 2 in. from the end of the 
car and the draft castings are connected to -in. plate sills 
placed 6 7/16 in. on either side of the centerline of the car and 
extending between the end sill plate and the body bolster. A 


is connected by a 3/4 in. by 3% in. by 9/16 in. angle, a % in. 
pressed filler being placed at this point between the two web 
plates of the side sill. 

The side sills are of the fishbelly type, 2077 in. deep at the 
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They are built up of two 


bolsters and 34 in. deep at the center. 
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of such a nature that extreme depth is required. 
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TESTING CAR ROOFS 


At a recent meeting of the Car Foremen’s Association of 
Chicago, F. C. Maegly, assistant general freight agent of the 
Atchison, Topeka & Santa Fe, mentioned a spraying device 


Testing Car Roofs for Leakage at the Topeka Shops of the 
Atchison, Topeka and Santa Fe 


used at the Topeka shops for the purpose of testing the roofs 
of cars for leakage. The construction of this device was briefly 
described in the Railway Age Gazette, Mechanical Edition, of 
July, 1914, on page 374. The accompanying illustration shows 
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the device in operation, the house from which the device is con- 
trolled is shown in the foreground. The method followed at 
Topeka is to haul the cars to be tested under the spray twice, 
with all the doors closed. After this the inspectors enter the 
cars and distinctly chalk all the leaks so that the foreman and 
the repair men in the shops will know what repairs are neces- 
sary. After the cars have been repaired and painted they are 
again placed under the spray, and any leaks that may have been 
overlooked by the repair men are repaired before the car is 
allowed to go. The volume of water is so great that it is pos- 
sible to discover leaks in the side sheathing or the ends of the 
car. This device was originated by Charles M. Swanson, su- 
perintendent of car shops, Atchison, Topeka & Santa Fe at 
Topeka, Kan. 


ALL-STEEL BOX CAR 


An all-steel box car recently designed and built by the 
Canadian Car & Foundry Company, Montreal, Que., and now in 
service on the Canadian Pacific, is shown in the accompanying 
engravings. The car weighs 37,000 lb. and has an inside length 
of 36 ft. with a clear inside width of 8 ft. 8 in. 

The construction of the car body is such that the interior sur- 
face is smooth, there being no braces employed in the side and 
end frames. The side posts are formed by pressing one vertical 
edge of each side sheet into a U section and are spaced 2 ft. 
676 in. between centers. The portion of the side sheets forming 
these posts is also offset to lap over the flat edge of the adjoin- 
ing plate. A similar construction is employed in forming the 
roof members, the pressed U section in the roof sheets being 
made to correspond and to lap over the side sheets, thus prac- 
tically forming a continuous post from side sill to side sill. As 
shown in the illustrations, these combined posts and carlines are 
on the exterior of the car, leaving a smooth interior which 
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helps increase the loading space and makes the car easy to 
clean. The side plates are 3/16 in. thick and the roof plates 
are V$ in. thick, while the end plates are 3/16 in. thick and are 
reinforced by horizontal stiffeners of U-shaped section. Two 
sliding doors are provided in one end of the car to facilitate 
the loading of lumber and other long material. The running 
board is supported on angles riveted to the roof sheet. 

The car is 37 ft. 2% in. long over the buffer blocks on the 
end sills and the distance between center plates is 25 ft. 834 
in. The center sills are 15-in., 33-lb. channels, which are con- 
nected by channel-section distance pieces, spaced at 3 ft. 5% in. 
intervals, and by plates at various points throughout the length 
of the car, there being no cover plates employed except on the 
under side for a short distance at the body bolsters. The body 
bolsters are built up of % in. pressed steel webs or fillers with 
L; in. top cover plates and % in. bottom cover plates. There 
are two cross-bearers placed 2 ft. 914 in. on either side of the 
center line of the car and built up of 14 in. pressed fillers 14 in. 
top cover plates and 14 in. bottom cover plates. The side sills 
are 8-in. 11.25-lb. channels and there are 5 in. by 3 in. by 3$ in. 
diagonal bracing angles at the ends of the car, between the 
junction of the side and end sills at the corner of the car and 
the junction of the body bolster and the center sills. The center 
and the side sills are connected by 4-in., 8.2-lb. Z-bars and these 
support a 3-in., 6.7-lb. Z-bar placed about midway between the 
side and the center sills on both sides of the car, which acts 
as a floor stringer. The end sills are built up of steel plates 
and angles. 

The drawings show provision for a steel door, but a wooden 
door was used on the car as shown in the photograph. The 
capacity of the car is 80,000 lb. 


Steel Box Car Bullt for the Canadian Pacific by the Canadian Car & Foundry Company 


LONG ISLAND STEEL SUBURBAN CARS 


Unlined Trailers Built for Summer Service Only; 
Exceptionally Low Weight per Seated Passenger 


On the electrified lines of the Long Island Railroad, passenger 
traffic conditions are such that a considerable increase in equip- 
ment is required during the summer months. This increase 
amounts to about 25 per cent of the equipment in service during 
the remainder of the year. An order of 20 trailer cars, built by 
the Standard Steel Car Company, has recently been placed in 
service, in the design of which full advantage has been taken 
of these conditions not only to produce a car of exceptionally 
light weight, but to secure a maximum carrying capacity for a 
moderate outlay and to reduce to a minimum the investment 
tied up in idle equipment during the winter months. 

The use of trailers was decided upon after a general survey of 
the traffic and operating conditions, it being estimated that three 
trailer cars could be built for approximately the cost of one 
fully equipped motor car. Furthermore, where motor cars only 
are used, if the conditions are such that during a part of the 
year only a portion of the cars are needed, the service must be 
distributed over all the cars to provide for proper inspection 
and maintenance of the electrical equipment. 

A number of restrictions were imposed upon the design at 
the outset. The Long Island's class MP-54 motor cars with 
which the trailers are to operate are each equipped with one 
motor truck driven by two Westinghouse No. 308 motors, hav- 
ing a normal rated capacity of 225 hp. each. It was required 
that the weight of the trailers should be such that the opera- 
tion of one trailer car with three motor cars would be well 
within the capacity of the motors in express service. At the 
same time it was necessary to adhere to the general dimensions 
of the motor car as to height, length and width because of sta- 
tion platform requirements and to preserve the uniform general 
appearance of the train. The strength of the underframe and 


heating, and a car has been built which has a seating capaciity 
of 80 with a total weight of 63,000 Ib., which is only 787% lb. per 


Interior of the Long Island Steel Trailer 


seated passenger; a class MP-54 motor car weighs approximately 
110,000 Ib. and seats 71 passengers, the weight per seated pas- 
senger being about 1,550 Ib. 

The cars are 64 ft., 514 in. long from face to face of couplers. 


Steel Traller Coach for the Long island 


body was required to be at least equivalent to the strength of 
the standard motor cars with which they are to operate. Owing 
to the fact that additional equipment was needed for summer 
service only, it was feasible to reduce the weight and cost by 
the omission of the false floor, inside lining and provision for 
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The over-all width is 9 ft., 1034 in., and the omission of lining 
and insulation has made possible an inside width of 9 ft., 9% 
in. between posts with a clear width at the posts of 9 ft., 4% in. 
An unusually wide aisle has thus been provided. The trucks 
are placed 39 ft., 9 in. between centers and the car has a total 
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wheel base of 46 ft., 1 in. The height from the rail to the top 
of the roof is 13 ft, the ventilators adding 8% in. to the clear 
height. 


UNDERFRAME 


The principal member of the underframe is the box girder 
center sill, which is the same as that used on the motor cars. It 
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construction, the webs being cored out to reduce the weight. 
The ends of the center sill are framed and riveted to the middle 
castings of three-piece platform end sills, the length over which 
is 63 ft. 434 in. 

The side sills are 5 in. by 3% in. by 7$ in. angles placed with 
the horizontal flanges up in order that they may be used as a 
direct floor support. They are secured to the ends of the 
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Underframe of Long Island Trailer Car 


consists of two 9-in., 15-lb. channels, 61 ft, 4% in. long with 
top and bottom cover plates respectively % in. and 3$ in, in 
thickness. Cast steel draft sills, which take the Westinghouse 
friction draft gear, are secured to the bottom of the center sills. 


+4 
Root Sheet ci hce i 


ae 2 


E 
i 


Canter Line of Car 


cantilevers and to the body end sills. Additional crossties are 
provided near the truck centers and at points 4 ft. 3 in. on either 
side of the transverse centerline of the car. These are of 
channel section placed flanges down and the ends are riveted to 


ug 7 


— — o — —  — — — — — 


DEL sej 


W294! de ghoZt oj 


—----44'91' Over Body Corner Posts- --~-----~--~--—---—---~—---~-------- 


{ LI 
1 £ \ 
is | | E 
l K Si N 
EB 
[ , «y 
`i | [ 
= |; 
eQ 
mae nuin i if 25- | 
! IN [ 
l ! $ 
i 
L| 
HU 
S 
Q 
l 
LI 
[| 
E 
at 
ap 
aM 4'0} be 


— — — A BR----—----— =e St a eee 
CMM a ts ee een ete ee eee ` Section M-M, 


Elevation and Cross Section of the Body Framing 


Cantilevers extending from the center sill to the side sills of the 
car are placed 13 ft., 3 in. on either side of the transverse center- 
line. Owing to the light weight of the body of the car, cast 
steel spiders have been used instead of the usual pressed steel 


the horizontal flanges of the side sills and to the lateral projection 
of the top centersill cover plate. 

The body end sills are of pressed steel placed with the webs 
out, the ends of the web members being bent at right angles to 
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Vestibule Construction of Long Island Steel Trallers 

the body of the sill and bearing against the vertical faces of the 
side and end sills. The top flanges are tapering, the wide ends 
providing ample strength and riveting area at the center sills. At 
the outer ends gusset plates are used to secure suitable connec- 
tions to the side sills. 

The trucks are provided with inside side bearings and the 
body side bearings are supported by cast steel struts riveted to 
the center sills and reinforced on the lower flanges by a trans- 
verse cover plate. 

END CONSTRUCTION 

In order to provide ample strength to resist the tendency to 
telescope in collision, 12 in., 3114-Ib. I-beams were used for the 
vestibule end posts. These are placed between the middle and 
outer end castings, into which they are framed and riveted to 
the total depth of the casting. Beyond the platform end castings 
the end sills are of box section made up of pressed steel dia- 
phragms securely riveted to the end sheets and platform corner 
posts, the inner ends being secured to the castings. The back 
side is closed with a cover plate to which the steps are riveted. 
The vestibule corner posts are pressed steel, 14 in. thick and are 
of a special U-section with one leg longer than the other. They 
extend from the bottom of the platform end sills to the I-beam 
posts at the roof and serve as a riveting member for the vestibule 
end sheet and the roof sheet. The vestibule end posts are tied 
together by a pressed steel diaphragm which serves as a header 
for the vestibule end door and an additional tie is provided by 
the roof sheets. 

The body end construction is made up of three truss members; 
two door posts of pressed steel box section and the combined 
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body corner posts and carlines which extend from body end sill 
to body end sill. In common with the combined posts and car- 
lines of the side frame construction this is made in two pieces to 
facilitate manufacture and welded on the centerline of the car, 
thus forming a continuous member. The door posts have the 
cover plate members extending the full depth of the end sill to 
which they are riveted, the U-shaped members being flanged 
and riveted to the top of the sill. The door header is of the 
same section as the posts and ties them securely together. They 
are further tied at the roof by the combined carline posts. 


BODY FRAMING 


In order to reduce the weight and cost of construction the arch 
roof was decided upon. The posts and carlines are combined 
into single continuous members of U-section with the flanges 
turned outward for riveting to the side and roof sheets, an ar- 
rangement which produces a pleasing appearance on the interior 
of the car. Owing to the shape of the roof and the fact that 
but 3/32 in. sheets were to be used the carline construction was 
inadequate to support the sheets. Continuous pressed steel pur- 


island Trailer Showing the Permanent 
Jumpers 


End View of the Long 


lines were therefore placed 21V; in. on either side of the centre 
line. These extend throughout the length of the body from door 
post to door post. Where they cross the carlines they are pressed 
to the contour of the latter with the flanged portion of the sec- 
tion bearing against the leg of the carline and riveted to its bot- 
tom face. This construction not only gives strength to the roof 
and adds considerably to the longitudinal rigidity of the super- 
structure, but produces the effect of a beamed ceiling and adds 
to the pleasing appearance of the interior. These purlines are 
utilized to carry the conduits for the electric light wiring, the 
lamp sockets being secured directly to their lower face. In order 
to provide the maximum amount of longitudinal stiffness and to 
impart additional strength to the vestibule end posts and reduce 
their tendency to deflect at the roof under collision impact, the 
same spacing was used for the vestibule end posts, the body 
door posts and the carlines, thus bringing them all in line. Ves- 
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tibule purlines of the same section as those used in the interior 
of the car are placed between the vestibule end posts and the 
body end posts, and the vestibule is further stiffened longitudi- 
nally by increasing the thickness of the roof sheets from 3/32 in. 
to 14 in. 

The length of the car body is 54 ft. 934 in. over the corner 
posts, and each side frame is divided into five side and two corner 
panels, the former being 8 ft. 6 in. long from center to center 
of carline posts, and the latter 5 ft. 107$ in. from the centerline 
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Cross Section Showing Details of the Body Framing 


of the carline posts to the inside of the body corner posts. Each 
of the side panels contains three windows, which are separated 
by vertical members of U-section extending from the side plate 
to the belt rail. The corner panels each contain one window, 
framed by the carline post on one side and on the other by a 
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U-section post extending from the side sill to the plate. A pressed 
steel window sill is attached to the carline posts and forms the 
bottom attachment for the vertical members between the win- 
dows in the side panels. It is flanged over the top of the belt 
The belt rail 


rail and is riveted through to the side of the car. 


Connection of Body Corner Post and Body End SIII 


is of rectangular section L4 in. thick by 4 in. wide and extends 
from body corner post to body corner post. The side plate is 
a special pressed steel U-section extending throughout the length 
of the car body. The web and outside flange are cut away at the 
side posts and the inside flange is riveted to the posts. The out- 
side flange extends over the top of the letter board and is riveted 
between this and the lower edge of the roof sheets. 

All framed members have been formed to produce a finished 
appearance on the interior of the car, and no interior finish 


Four-Wheel Truck for Long Island Steel Trallers 


has been used, with the exception of the pressed steel molding 
which covers the curtain rollers just above the tops of the 
windows. 
TRUCKS 

The cars are equipped with four-wheel trucks having a wheel 
base of 6 ft. 4 in. These trucks are of an unusually simple de- 
sign and weigh 9,400 Ib. each, complete. "The general features of 
the construction are clearly shown in the illustrations. The side 
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frames and transoms are of pressed steel, while the bolster and 
spring plank are steel castings. By widening the flanges of the 
transoms at the ends and providing corresponding lateral exten- 
sions from the top side frame flanges, a very rigid transom and 
side frame connection has been secured and end rails are dis- 
pensed with. Steel pedestal castings provided with coil spring 
pockets are riveted to the ends of the side frames, which are 
specially formed to receive them. The truck is equipped with a 
light cast steel spring plank, which is suspended by swing links 
pivoted on the top of the cross frame. Both the bolster guides 
and the pedestals are fitted with wearing plates, which may be 
easily removed and replaced. The trucks are equipped with 
rolled steel wheels 33 in. in diameter, which are mounted on axles 
with 414 in. by 8 in. journals. Ajax metal bearings are used. 
FINISH 

The floor is finished with the railroad's standard top coated 
monolith laid in Ferro-inclave sheets. No false floor is pro- 
vided. 

The exterior of the cars is painted Tuscan red to conform to 
the Long Island's standard for passenger equipment. The interior 
is finished in white and light olive green, white enamel being used 
above the side plates and the olive green from the side plates to 


Another View of the Truck 


the floor. The seats are rattan covered and have no arms. They 
were furnished by Heywood Brothers & Wakefield Company, 
and are low enough to make possible the elimination of foot 
rests. The cars are ventilated by five Automatic ventilators set 
into the roof on the centerline of the car. - 

Since the cars are trailers no provision has been made in the 
vestibule for train control. The cars are provided with bus and 
control lines, however, for attachment to adjoining cars when 
operated in multiple unit trains. 
taken from the bus line. 

In making up trains where detachable jumpers are used, con- 


siderable delay is often caused by the failure to find the proper 


jumpers at hand. In order to overcome this difficulty the jump- 
ers are integral parts of the wiring of these cars and dummy 
receptacles are provided for holding the jumper head when not 
in use. This feature is shown in the illustration of the car end. 


DEsIGN OF STEAM Pipinc.—Correctly designed steam lines 
skillfully erected are no more likely to fail and interrupt the 
service than other features, not duplicated. It is a matter of 
common experience that the hydraulic piping in a plant causes 
less trouble than the low-pressure house-service piping, because 


of the difference in installation. The same is applicable to 


steam piping.—Power. 
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INSPECTION AND MAINTENANCE OF AIR 
BRAKES ON FREIGHT CARS* 


By ROBERT BARNABY 


When a triple valve is removed from a foreign car for the 
necessary cleaning, lubricating, and repairs, the repairman re- 
moving the valve should sign and insert in the check valve 
case a card, noting thereon the initial and number of the 
car, the date and place removed, the make and type of triple 
valve, the initial of road, the date of last previous cleaning, 
and why sent to the shop. In addition to this the check valve 
case should be marked with red paint as a designating mark 
that this is a triple valve from a foreign car. This will insure 
prompt repairs. 

The triple valve should then be forwarded without delay to the 
nearest test rack. Upon receipt of the valve at the test rack, 
the workman handling it will note that it is from a foreign car 
and he will remove the card from the check case and note 
thereon the work he performs and all material used in making 
repairs at the test rack or shop. After the repairs are com- 
pleted, the slip that has traveled with the triple valve must 
be promptly forwarded to the office of the foreman holding 
the record of the other repairs performed on the car. This 
will enable him to prepare the necessary M. C. B. billing repair 
card, which will include all items of repairs shown on the slip. 
If the complete repairs cannot be made within a reasonable 
time, it is, of course, permissible to make up a repair card 
covering the cleaning, lubricating and testing of the cylinder; 
also the cleaning, lubricating and testing of the triple valve, 
and place a notation on the repair card, "Bill for repairs to 
follow," which means that an additional repair card can be made 
up covering the same car after a list of the repairs made to 
the triple valve are furnished to the foreman who has made 
out the first repair card. 

The opening of the brake cylinder expander ring, when put 
in the cylinder, should be at the top and also that portion of 
the packing leather that was at the bottom should be turned 
to the top of the cylinder. The opening in the expander ring 
should not be less than 4-in. or greater than 3$-in, and the 
ring should have the ends properly rounded. A light coat of 
brake cylinder compound should be applied to the walls of 
the cylinder and packing leather with a suitable brush. The 
cylinder should not show a leakage of more than 5 lb. per 
minute with an initial brake cylinder pressure of 50 Ib. When- 
ever cars are tested on shop or repair tracks, the brake cylinder 
must be tested and leakage reduced to 5 lb. per minute. This 
test should be made with a gage applied to the exhaust port 
of the triple valve in release position. All cars on shop, ware- 
house or teaming tracks should be tested regardless of the 
stenciling shown on the cylinder. No sharp tools should be used 
to help enter packing leathers in brake cylinder. 

It is absolutely necessary to have the retaining valve, its 
pipe and connections, absolutely tight; if such is not the case, 
the particular car will not do its proportionate share of braking 
descending a grade, or when the retaining valve is supposed to 
be operated. No matter how tight a packing leather is, it is of 
no use if the retaining valve and its connections are not in 
good condition; on the other hand, if the retaining valve and 
all of its connections are in good condition, the retaining valve 
wil give no service whatever if the packing leather is de- 
fective. 

The car inspectors and repairmen whose duty it is to inspect 
and make light repairs to brakes and draft arrangements 
should also be required to give the same attention to hand 
brake defects, adjustment of brake rigging, brake pipe hangers, 
angle cocks, hose and couplings and pipe connections. The 
repairs should be made at the same time that other defects 
receive attention. 


*From a. paper. read before the Niagara Frontier Car Men's Association, 
Buffalo, N. ia May 19, 1915. . 


co — p —Ó— hmmm 


COCA auum he aan o oc n 9 


OIL BURNING SAND DRYER 


By F. G. LISTER 


Mechanical Engineer, Spokane, Portland & Seattle, Portland, Ore. 


A sand dryer which is very inexpensive to build and which is 
Portland 


giving excellent results is being used by the Spokane, 
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Oil Burner Used in the Sand Drier 


Wash. Oil is 
fuel, and is a great improvement over coal or coke in that a 
steady heat can be maintained and regulated to suit the 


& Seattle at its shops in Vancouver, 


con- 


» 
| Note: Sides, Ends and ~ i 


| Bottom Lined \_ Light Second | 
| with Fire Brick — X Hand Rails | 
gt a 


EE | eee. 


X 
| 
| 

x 

IT 

STEP T 

| A t 

—--% a 

“| 

al 

| X 

Art ed 4 | S 
Ld L.R Pd 
<— DB opening Ie d “o! 
EG z: | N 


a d rk der x 


| 

| 

= | | 
NE 

qQ | 

| 

| 

| 

l 


| 
| 
| 
j 


— — 


oe oe —————— 


SHOP PRACTICE 


used for 


ES Ege Ho 


a pressure of 20 lb. About four hours per day are consumed 
by the operator in handling the dryer and sanding on an average 
of twelve engines. The remainder of his time is spent in help- 
ing the hostler turn engines, etc. The dryer was designed and 
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Steel Sand Drier Which Uses Fuel Oll 


ditions, and in structure has outlived three of the ordinary cast 
iron type. 

The dryer is built with a frame work of three light rails lined 
on the inside with L4-in. tank steel. The walls and bottom are 
lined with one layer of fire brick to a height 42 in. above the 
floor line. The hopper is made of %%-in. tank steel joined at 
the corners with 2-in. by 2-in. angles, and the bottom is per- 
forated with l-in. round holes to allow the dry sand to run out. 
The sides and ends are provided with openings covered with 
sliding doors for the purpose of loosening the sand if packed, 
or to remove stones which might be lodged inside. The chim- 
ney is located in the front of the arch; the flame blowing in at 
the front door strikes the back wall and causes the gases to 
return to the front of the box and out the chimney, thus com- 
pletely utilizing the heating surface of the firebox. The burner 
is made of standard pipe fittings, except the nozzle and two re- 
ducers which are made of stick brass. 

The dryer is operated eight hours per day, three hoppers of 
sand being dried in this length of time. Eight gallons of fuel oil 
are consumed for each hopper full of sand. Air is supplied at 


built by C. A. Landberg, general foreman of the Vancouver, 
Wash., shops of this company. 


MANUFACTURING BROOMS 


By B. N. LEWIS 
Inspector, Shoreham Shope, Minneapolis, St. Paul & Sault Sainte Marie 


Among the problems met in providing supplies for a railroad 
is that of securing brooms of a quality entirely suitable for the 
various uses to which they may be put. In order to provide 
better brooms their manufacture has been undertaken at the 
Shoreham shops of the Soo Line, and has given excellent 
results. 

One of the greatest defects in the brooms usually purchased 
is that the corn soon becomes loosened from the handle, the 
brooms thus being short-lived. This has been overcome by ex- 
tending the handle into the corn about six inches and applying 
metal bands in addition to the usual sewing. Three classes of 
new brooms are being manufactured. The common broom 
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shown at A in the illustration is used for ordinary sweeping. 
It carries only one steel band and is twine sewed. The band 
is squeezed into place in the sewing press and an eightpenny 
nail driven through it into the handle. It is then sewed with 
No. 12 gauge wire, passing through the band and the corn as 
shown in the illustration. The engine broom shown at B is 
especially designed to meet the requirements of the extra heavy 
service to which it is subjected. It is provided with two steel 


bands and no twine sewing is used; a bamboo insert is woven, 


in with the corn when binding. This has proven a very service- 
able adjunct. The switch broom is shown at C. Brooms of this 
type are made from reclaimed material returned to the shop. 
the worn end of the corn being cut off. This gives better ser- 
vice for track use than would new material. 

The whisk broom shown at D is manufactured very cheaply 
by saving out the finest of the corn when sorting material for 
the manufacture of the other brooms. This saves purchasing 
a special quality of high priced corn sold for brooms of this 
kind. 


(4) (5) (c) (D) 
Brooms Manufactured In the Shoreham Shops of the Soo Line 


Brooms are being made at a saving of the following amounts 
as compared with the market prices previously paid: common, 
five cents; engine, four cents; whisk, five cents. To secure a 
new broom the old one must be turned in. The handles of the 
old brooms are then reclaimed at a cost of $7.50 per thousand, 
which is less than one-third the price paid for new material. 
These handles are used in making engine brooms. The greatest 
saving is effected, however, by the increased service obtained 
from the brooms of our own manufacture. Their life is ap- 
proximately double that of the brooms previously purchased in 
the market, this statement being based upon the decrease in the 
number issued. 

This work is handled directly by the stores department; one 
man working on a contract basis furnishes all that are required 
by the road. The equipment required is inexpensive and con- 
sists of the following: winder, press, scrapper, drain board, tub 
and a cutting and sorting table fitted with a knife. The idea 
originated in the weekly shop foremen’s meetings. 


PERIPHERAL SPEEDS.—As compared with the 38 ft. per sec., 
which is considered the limit in safe speed for a cast-iron 
flywheel, some of the peripheral speeds attained by the disks 
of steam turbines are striking. In a paper presented to the 
Manchester Association of Engineers, R. F. Halliwell says: 
“The highest peripheral speed which it is possible to employ 
is probably found in the 300-h. p. DeLaval turbine, in which, 
with a 30 in. wheel running at 10,000 r. p. m., a velocity of over 
1,300 ft. per sec. is reached.” —Power. 
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OILING AIR PUMP AIR CYLINDERS 


By E. A. MURRAY 
Master Mechanic, Chesapeake & Ohio, Clifton Forge, Va. 

The accompanying drawing shows a method of applying oil 
cups to the air cylinders of cross-compound air pumps which has 
a decided advantage over the usual application of these oil cups. 
The arrangement was developed by R. J. Bursey, air brake fore- 
man at this point, and consists of the standard Westinghouse oil 
cup with a ball check placed in the pipe leading to the cylinder. 
The purpose of the ball check is to prevent back pressure from 
entering the oil cups. This makes it possible to oil the air 
cylinders at all times even though the pump has leaky discharge 
valves or worn packing rings. It saves a great deal of oil and 
has resulted in practically eliminating the practice of oiling 
pumps through the air strainer. 

This arrangement has been in use for some time on the air 
cylinders of both cross-compound and 917 in. pumps, and has 
given excellent service. As applied to the low-pressure cylinders 
of the cross-compound pump, the check valve is placed directly 
below the oil cup. In applying to the high-pressure cylinders 
the check valve is placed as near the cylinder end of the pipe 
as possible. It has been found that there is but a slight suction 
at the oil pipe connection at the beginning of the down stroke 
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Ball Check Valve in Air Cylinder Oil Pipes of Cross-Compound 
Air Pump 


of the high pressure piston and it was therefore necessary to 
provide for the accumulation of a small volume of oil between 
the oil cup and the check valve. 

With this device the cost of air pump repairs has been ma- 
terially decreased and the efficiency of the pumps has increased 
perceptibly. 


BritisH Dininc Car Service.—It is stated that all the railway 
companies are likely shortly to withdraw their dining cars. It 
must also be remembered that dining cars are luxuries provided 
by the force of competition. As each car weighs at least 
forty tons and there are generally two cars on all the northern 
main lines, their withdrawal would lead to a considerable sav- 
ing in coal and set free a large number of young men to join 
the colors—The Engineer. 


RAILWAY TOOL. FOREMEN’S ASSOCIATION 


Reports on Special Jigs, 


Safety Pneumatic 


Tools, Grinding and Standardization of Reamers 


The seventh annual convention of the American Railway Tool 
Foremen’s Association was held at the Hotel Sherman, Chicago, 
Ill., July 19 to 21, inclusive, Henry Otto, tool foreman, Atchison, 
Topeka & Santa Fe, Topeka, Kan, presiding. Prayer was 
offered by Rev. O. M. Caward. The address of welcome was 
made by Robert W. Bell, general superintendent of motive 
power, Illinois Central. An illustrated lecture on “Getting the 
Most Out of Tools," was presented by B. W. Benedict, director 
of shop laboratories, University of Illinois. 


ADDRESS BY R. W. BELL 
From my observations and what I have heard, I have come 
to the conclusion that you tool foremen come here with a 
determined intention of acquiring all possible knowledge per- 


Fig. 1—Angie Drili Post Used on the lilinois Central 


taining to your particular line of work. I realize that much 
good can be accomplished through an organization of this kind 
when the right motives prevail, and I am in hearty accord with 
the ideals for which you apparently are striving. Railroads are 
constantly facing new situations and dealing with new condi- 
tions. Progress demands the incessant interchange of opinions. 
We gain new inspiration and derive original viewpoints as often 
as we add to our acquaintances; therefore, the value and neces- 
sity of getting together and exchanging ideas. There is much 
to be accomplished in your line of work, and I am sure if you 
employ your faculties here at this convention you cannot fail 
to profit, and take home with you many valuable ideas, which 
will be of great benefit to you personally and to the road which 
you represent. 

There can be no better plan for reducing shop costs than 
through efficient tool service, and it must be apparent to all 
that you tool foremen have a direct influence on the efficiency 
of the many workmen employed in your shops, who, if not 
supplied with good safe equipment to work with, are liable to 
waste much time, and in many cases, work under hazardous 
conditions. The importance of good tools in railroad shops was 
never before realized as it is today, and each year we find 
changes taking place in our locomotives and cars which demand 
that you be keenly alive to the situation, in order that repairs to 
such power and equipment may be quickly and properly handled. 
Some of you men, no doubt, are located at the smaller shops, 
where the making of tools is restricted, but I would impress on 


your minds the importance and necessity of keeping up-to-date. 

There are probably no greater possibilities in any line of rail- 
road shop work than in standardizing good tools and ap- 
pliances for the work, and it should be your object to make the 
best of the opportunities afforded in coming together for the 
discussion of such matters. Railroads are not selfish in the 
matter of new and improved tools or methods, and each one of 
you who attend these conventions should be able to go home 
prepared to show how some jobs may be handled in a better and 
more economical way than before. The class of work turned 
out in a shop and the speed and manner of execution is not, 
however, wholly dependent upon fine tools; for the human ele- 
ment is bound to enter into this to a great extent. If you, 
through hard and diligent work, produce a new and efficient 
tool or device for doing a certain job, and it is turned over to 
a poor or careless workman, your time and his is very likely to 
be wasted unless the proper supervision is given to see that it 
is handled in the right way. You should co-operate with the 
other foremen and the men themselves, that your influence may 
tend to have a good effect throughout the shops. 


PRESIDENT'S ADDRESS 


To standardize and systematize our work means a gain for 
our employers and gives a better basis to the purchasing de- 
partment for commercial contracts. In considering these activi- 
ties of the association, that the construction of the association 
must be based upon information given by its members, I wish 
to call your attention to the fact that co-operation is the only 
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Driving Shaft, Sleeve and Knuckle Joint. 
Fig. 2—Superheater Flue Cutter 


road to success in our work. This association has grown to be 
recognized, not only by our employers, but also by the tool 
industries of the country. The manufacturers are interested in 
our progress. We are coming here once a year to hear the 
progress made with certain tools or methods. We are coming 
here to get something new to take home to our departments. It 
is a known fact that the men at the head of the tool rooms are 
the ones who find out what is needed to accomplish better work. 
It was for these ideals that we came together and formed this 
association. It is the expression of appreciation of the results 
obtained which encourage the extension of the work, and the 
main function of this association is to widen our knowledge. 


SPECIAL JIGS FOR LOCOMOTIVE REPAIR SHOPS 


C. A. Shaffer (I. C.)—Fig. 1 shows a new type of angle- 
drill post, which is obviously an improvement over the or- 


409 


410 


dinary "old man." Its adjustable feature makes it especially 
well adapted for such work as drilling mudring corners. It can 
be built for practically the same cost as the old style drill post. 
Fig. 2 shows a superheater flue cutter, with the accompanying 
telescope driving shaft and knuckle joints, which has been work- 
ing very satisfactorily on the Illinois Central. It is driven by 


Connect Here for Rolling SÈ Tubes 
and Cutting 2' Tube 
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Fig. 3—Apparatus for Driving Aol Cutters in Locomotive Front 
nds 


the gearing arrangement shown in Fig. 3. This arrangement 
is also used for rolling tubes. It is secured to the front end 
of the locomotive, as indicated. The motor drives an 18-tooth 
pinion which in turn drives a 94-tooth gear. To this gear is 
rigidly attached a 20-tooth pinion, which drives a 100-tooth gear. 
Two connections are provided for the driving shaft to the tool, 
the first gear reduction being used for rolling the large tubes 
and cutting the small, the second gear reduction being used 


S 
q 
3 


FUOD 


af 


Heese ee as 


-e — — q a— — — 


E 6 Diam. a 


Fig. 4—Tool for Locating Eccentric Cranks 


for cutting the large tubes. The casing for the gears or the 
side bearing plate for the gears also furnishes a neat and safe 
covering for them. 

Fig. 4 shows a tool for locating the eccentric crank on out- 
side valve gear engines. It resembles a surface gage, the face 
being 6 in. in diameter, resting on the end of the driving axle, 
a spring center fitting into the center of the axle. The arm, 11 
in. or more in length, as desired, has a sliding fit on the upright, 
a gage point being adjustable on the arm. To provide the 
proper throw to the eccentric the gage point is set at the re- 
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quired distance from the center of the upright and the tool is 
placed on fhe end of the axle. The eccentric crank is then 
turned on the crank pin until the center of the crank engages 
with the gage point. It is then rigidly clamped to the crank pin. 

Fig. 5 shows a very convenient arrangement for use in boiler 
shops to transfer the height of the crown sheet to the head of 
the boiler. It consists of a plug which is inserted in a tube 
somewhere near the level of the bottom of the fire door. This 
plug supports, by means of an adjustable screw, one end of a 
straight edge, the other end on the edge of the fire door. After 
the boiler has been leveled with the frame the straight edge is 
leveled with the frame by means of the adjustable screw at the 
tube sheet end. The height gage, which is adjustable, is then 
set for the height of the crown sheet inside of the firebox. 
It is then removed from the straight edge, taken outside of the 
firebox and used to locate the boiler fittings. 


Straight Edge fo be Leveled 
with Frame 


Fig. 5—Device for Locating the Helght of Crown Sheets 


Charles Helm (C. M. & St. P.)—Fig. 6 shows a jig for bab- 
bitting crosshead shoes. It was designed to eliminate the neces- 
sity of planing the shoes after the babbitt had been poured. The 
bottom member of the jig, 4, is made of steel and is machined 
all over. It consists of a flat plate with vertical flanges running 
part of its length. At one end there are lugs which form part 
of a hinged joint. Parts B are guides for the shoe and are 
bolted to either side of A, as indicated in the elevation; C, is 
bolted to the inside end of the vertical flanges on A, and serves 
as a rest against which the shoe is placed. In A there are 2)4-in. 


Position of Jig when 
Shoe is fo be Relined. 
Fig. 6—Jig for Babbitting Crosshead Shoes 


holes through which a stick is run for making the oil holes in 
the babbitt of the shoe. A flat plate, D, serves as a cover and is 
hinged to A, as indicated. It has two slots, 5-in. by 1-in., into 
which shoulder bolts in E enter for holding E and D together; E 
is held central in D by a tongue which fits in a groove running 
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the entire length of D. 
all over. 
sides. 


It is a wedge-shaped forging, machined 
Dovetailed tongues are machined, as indicated on the 
These fit into corresponding dovetailed grooves in F, 


which is also clamped or bolted to D by four shoulder bolts 
passing through the four l-in. by 1%-in. holes in D. The pur- 
pose of this construction is to permit of regulating the width 


Fig. 7—Valve Seat Port Milier 


of the babbitted surface in the shoe to allow for the lateral 
wear of the guide. On the end of E there is a flange, as indi- 
cated, provided with a tap hole. Through this hole is screwed 
the regulating screw G, by which the adjustments are made. 
After the correct width has been obtained, E and F are securely 
bolted to the top D. On the lower face of D there are two 
34-in. by 34-in. grooves H, into which are inserted correspond- 
ing pieces, which are held by set screws, for the purpose of 


Fig. 8—Jig for Grinding Dry Pipe Joints 


covering the side of the shoe to prevent the babbitt from leaking 
out of the jig. 

The crosshead shoe to be babbitted is placed in the jig, as 
shown at J. It rests on the bottom piece A and the top piece D 
is dropped into position. A rod is passed through the holes in 
the uprights B, and a wedge driven between the rod and the 
top D to hold the shoe firmly in position. The jig is then 
turned up on end, as indicated, and the babbitt metal forced in. 
When the babbitt is cold the shoe is ready for application to the 
engine, no machining being necessary. 

C. T. Brunson (Wabash).—The tool room should be looked 
on as the economic center of the shop, the place to go to get the 
Cost of production cut, and a place where every dollar spent 
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usuallv saves many more. Among the interesting and time-saving 
devices at the Decatur shops of the Wabash is the valve steam- 
port miller which is shown in Fig. 7. This is used for milling 
steam ports in valve seats on slide valve engines, and for mill- 
ing keyways in axles. The frame was made from an old steam 
chest, and the balance of the machine from the forgings and 
castings to be found around any locomotive shop. The cross 
rail is fed along the base of the machine by lead screws on 
each side, being operated by one shaft through bevel gears. 
The milling tool is driven by an air motor applied to the taper 
spindle. 

A special radial attachment has been applied to the large 
planing machines for planing the fit of the cylinder saddle to the 
radius of the boiler. A column is mounted on top of the 
machine and to one side, which supports a pin on which the 
radius bar rotates. The other end of the radius bar is connected 
to the top of the tool head, which is allowed to slide freely up 
and down. The head is clamped at a small angle from the vertical 
in order that, as the tool head moves across the rail, it may be free 
to slide up or down, as the case might be, responding to the pull 
of the radius rod. In setting up the cylinders to operate with this 
device it is necessary that the center of the cylinder saddle 
come very nearly below the center of the pin of the radius rod. 
By increasing or decreasing the length of the radius rod, any 
desired radius may be obtained, and it will be seen that as the 


Fig. 9—Reamer for Throttle Valve Seats 


tool move away from the radius pin it will be raised in the tool 
post, thus making very nearly a true circle. This has been 
found to be a much easier method of preparing the cylinder 
saddle for the boiler than chipping. 

Fig. 8 shows a jig for grinding the joints between the dry 
pipe and the front tube sheet. The frame is bolted across the 
front of the smoke box, and an air motor is used to drive the 
eccentric. The eccentric rod attached to the grinding shaft gives 
it an oscillatory motion, permitting the joint to be ground 
as if by hand. The shaft between the frame work and the dry 
pipe joint is adjustable. A mechanic and helper can grind the 
worst dry pipe in an hour with this jig and the motor does the 
work. 

Fig. 9 shows a reamer used for boring and facing the seat of 
throttle valves for large engines. The job was previously 
handled on a boring mill and was very difficult, taking about 37 


412 


hours to do the work. With this reamer the work is done on a 
radial drill and can be finished in about 20 minutes. 

Beading tools made of high speed steel have been found to 
be expensive, and the life of the tool is very short, due to the 
brittleness of the steel and the variation in the temper. These 
are now made of vanadium alloy steel, which costs approximately 
15 cents a pound. The cost of production has been reduced by 
about two-thirds and the average life of the tool is longer. 

Fig. 10 shows a drilling device for drilling holes in the side 
sheets of locomotive boilers. It is virtually a portable drill, 
being operated by an air motor. The motor is held on a geared 
head operating on a lead screw supported on a large frame, 
which is sufficiently heavy to give the proper stability. The 


‘Fig. 10—Arrangement for Holding Air Motors for Drilling Boilers 


motor may be raised or lowered as desired, provision also being 
made to clamp it at any angle to the spindle. Chains are some- 
times thrown around the boiler, as indicated in the photograph, 
for greater stability. This has been found to be of greatest con- 
venience in drilling staybolts, studs, etc., in side sheets. We also 
use a gang punch for punching jackets, 18 holes at one blow, 
with equal spacing. 

B. Henrikson (C. & N. W.)—The Chicago & North Western 
has eliminated the key type of crosshead, and is now using the 
design in which the piston rod is held in the crosshead by a 
large castle nut. Fig. 11 shows the dies for making both the 
blank and castle nuts, the dies being made in this case to fit 
a 6-in. Ajax forging machine. The dies are sectional, and each 
half die consists of seven distinct pieces. The main body of the 
die is made of cast iron; the remaining pieces may be either soft 
steel or tool steel. If they are made of tool steel they should be 
tempered, and if made of soft steel they should be case-hardened. 
As will be noted, the outside plate is recessed to carry another 
plate, the object being to facilitate the replacement of the out- 
side plate in case of accident. The parts are bolted to the 
main body of the die by l-in. studs. The bar is upset in the 
bottom recess of the die and the castellations formed. In the 
top recess the center is punched out, completing the blank nut. 
Only one heat is necessary to do this work. From 3'%-in to 
4'4-in. nuts may be made with these dies. 


DISCUSSION 


A number of interesting devices were described, a blackboard 
being provided for making sketches. A method of making 
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split keys from flattened scrap tubes was mentioned by Mr. 
Shaffer, of the Illinois Central. After the tubes have been flat- 
tened they are punched to shape, leaving the bend at the side 
of the tube caused by the flattening, to hold the keys together. 
An ingenious home-made universal joint which was of simple 
construction was mentioned by one member. It consisted of 
two U-bolts linked together and fitting in the shafts, being 
held in the shafts by set screws. Several members spoke of 
their success with inserted tooth reamers, holding the teeth 
by caulking. It was believed, however, that they should only 
be used in reamers of 134-in. diameter and over. Inserted tooth 
taper reamers were made with lugs at each end of the teeth to 
fit in corresponding pockets in the body of the reamer, to pre- 
vent climbing out. A successful inserted tooth taper tap was 
also mentioned as being of special advantage in reaming out 
and tapping blowoff cock holes. 


SAFETY FIRST 


E. J. McKernan (A. T. & S. F.)—There has been a large 
amount of money spent in making safety improvements in order 
to eliminate personal injuries to employees, but this cannot be 
accomplished unless the co-operation of each and every employee 
is obtained. While the men are showing more interest in the 
matter there is still need for greater co-operation. When an 
employee sees anything hazardous or unsafe he should make a 
special effort to notify the proper party so that such conditions 
can be remedied, not only for his own protection, but for the 
protection of his fellow-workmen. In many instances employees 
bring accidents upon themselves by being careless and placing 
themselves in danger when they could easily avoid it. The 
shop should be maintained in a clean and sanitary condition as 
an unhealthy man is more liable to be careless and thus injure 
himself or his fellow workmen. When employees find it neces- 
sary to pass through railroad yards in going to and from 


Fig. 11—Dies for Forming Large Castle Nuts 


work there should be positive instructions forbidding them from 
hopping on and off moving locomotives and cars. 

In applying or removing belts from various machines through- 
out the shops, employees other than those assigned to this work 
should not be allowed to handle them, as serious accidents 
have occurred to those who are inexperienced. Too much care 
cannot be exercised in mounting and taking care of grinding 
wheels. There have been numerous accidents caused by the 
following: Improper inspection of wheels; wheels mounted on 
improper sized spindles; wheels mounted with only one flange; 
flanges having uneven bearings causing wheels to crack; flanges 
of different diameters; loose emery wheels; improper method 
of truing up the wheel; forcing wheels on taper arbors; 
wheels running at improper speed; wheels running out of true, 
and improper rest used for emery wheels permitting the work 
to pass down between the wheel and the rest. It has been 
found to be bad practice to allow any emery wheel to be im- 
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mersed in water, especially where half of the wheel is im- 
mersed and the other half is not. This throws the wheel out 
of balance. It is also bad practice to grind on the side of an 
emery wheel The threads on the spindle of an emery wheel 
should run in the opposite direction to the way the wheel runs, 
as the nuts will become loose and the wheel is liable to fly off the 
arbor. Care should also be taken to see that the driving belts 
do not become crossed. Men who are called upon to do a large 
amount of grinding on emery wheels should be provided with 
goggles. 

The following items should be watched carefully to prevent 
accidents: Projecting set screws; walking under loaded cranes; 
using weather-worn or oil-rotted rope for lifting heavy loads; 
using defective chains or hooks; permitting tools to be left 
where they may fall on the heads of workmen; use of defective 
hammers and sledges; splitting nuts with a chisel; wearing 
gloves when operating machines, and wearing loose overalls; 
passing in front of locomotive boilers when tubes are being re- 
moved; loose brick or cinders on overhead walls; shooting out 
of frame bolts with dynamite during working hours; defective 
shop floors, and the use of chipping hammers for driving in 
reamers. We have been able to materially reduce the number 
of accidents by the adoption of the safetv attachment on sec- 
tional expanders, eliminating the possibilities of the pin flving 
out and thus injuring the operator. 

Gust Gstoettner (C. M. & St. P.)—To overcome dangerous 
conditions it is necessary that the co-operation of the men be 
obtained. Cleanliness and tidiness should be one of the first 
rules. The emery wheel protection hood, including an adjustable 
glass for protecting the employee, is a very good safety device, 
for, as a rule, the men will not always wear the goggles when 
doing this work. In making guards for machinery they should 
be constructed at as low a cost as practicable. Common sense 
and a little good judgment by the operator himself are required 
to make "safety first" a success. 

R. B. Fletcher (Belt Railway of Chicago)—A large number 
of machine manufacturers have altered the construction of their 
machines in order to reduce to a minimum the possibilities of 
injury to operators. One very important factor in the elimina- 
tion of injury to shop employees has been the adoption of motor 
driven machinery. The special controlling features for machines 
have also added a great deal to the safety of shops. The tool 
foreman is in a position to greatly assist in the "Safety First" 
campaign by being sure that unsafe tools are not passed out to 
the workmen. Every effort should be made by the foreman, as 
well as the safety committee, in encouraging the men to report 
all unsafe conditions. 

From a study of accidents it has been found possible to 
eliminate only 50 per cent. of the injuries by guarding the 
machinery; the other half are the direct result of carelessness 
by the men and must be overcome by the education of each 
individual workman. A great deal can be accomplished in this 
direction by closely watching the actions of each new employee 
to see if possible whether or not he is inclined to be careless. 
Careless employees should be carefully instructed and warned 
against danger. 

George Nutt (C. G. W.)—It is the duty of every employee 
to report dangerous conditions immediately. Machinery should 
be kept in proper condition and grinding wheels inspected 
regularly, to see that the speed has not been altered or improper 
flanges substituted or the hoods removed. The average grinding 
Wheel is not broken under fair usage. Other safeguards which 
will help to eliminate accidents are good lighting, whitewashed 
Walls and ceilings, which serve a double purpose, as they are 
Sanitary and help to provide plenty of light. The gangways 
should be kept clear and the floors, especially around machinery, 
Should be kept in good condition. It is a good plan to post 
bulletins as accidents happen, stating how they happened and 
making comment on them, showing how they could have been 
Prevented. By doing this the employees will become interested, 
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especially when a fellow workman is hurt, and will undoubtedly 
look out to see that he does not get injured in the same manner. 


DISCUSSION 


W. G. Reyer, general foreman of the Nashville, Chattanooga 
& St. Louis, was called on to make a few remarks at the Tues- 
day morning session. He spoke of the importance of the tool 
foremen and of the opportunities they have for increasing the 
efhciency of all railway shops. He dwelt on the necessity for 
all those in charge of men to study their human character- 
istics with a view of handling them with the least friction and 
with the best results for the company. Speaking on the subject 
of “Safety First,” he spoke of the necessity of operators using 
goggles where their work required it, and of the necessity of 
obtaining a glass for the goggles that would not break easily. 
Clear aisles in any shop are essential and protruding nails in the 
flooring should be carefully guarded against. He called atten- 
tion to a sign that he had seen in some shop stating, “Safety First 
is all right, but a careful man is essential.” 

Other members, speaking of goggles, stated that it had been 
found difhcult to have the men wear them consistently. One 
member said that an employee using an emery wheel without 
them should be disciplined. Various methods are adopted to 
keep the goggles in an antiseptic condition. Some use a mixture 
of alcohol and water; others use a steam cylinder, while some 
use a mixture of one-half wood alcohol and one-half water for 
sterilizing, and then rinse the glasses in plain water. Several 
members objected to the lack of goggles for use with eye 
glasses, stating that in those on the market to-day the shield 
does not extend far enough back to fully protect the eyes. 

Many members spoke of the necessity of obtaining the co- 
operation of the employees in order to get the best results from 
the “Safety First" movement. The men should be made to feel 
the necessity of their individual help. On some roads the mem- | 
bers of the safety committees serve only three months, in order 
that the spirit may be infused in as many employees as possible. 

It is necessary to carefully inspect all chisels and flatter heads 
to keep them in proper condition. Some roads do this every 
morning and find that it is far better to grind off the heads than 
to have them dressed by the blacksmiths. The following are 
some of the special safety features reported: 

Use paint brushes for wiping the chips away on milling machines. 

Use a fine wire netting under balconies to prevent material falling into 
the machines on the main floor. 

Steel blocks recessed to receive the frame are used on some of the heavy 
locomotive cranes. 

Stand behind milling cutters, not in front of them. j 

Paint the sides of emery whecls to prevent the men grinding on the sides. 

Platforms fitting over the top of the boiler, and which can readily be 
handled by cranes, are serviceable for removing dome caps. 

Recessed collars shrunk on the chuck .of wood boring machines, and large 
enough to cover the set screws, are being used by several roads. 

Use portable screens. 

Use only headless set screws. 

Bolt plates into spoked gear wheels. 


Apply springs to the flap of fast running shapers to keep the tool down, 


and thus eliminate the necessity of the operator using his hands for this 
purpose. 


Leave the paper disc on emery wheels. 
MAINTENANCE OF PNEUMATIC TOOLS 


J. J. Sheehan (N. & W.)—When the delicate construction of 
the working parts of the pneumatic motor and hammer and the 
narrow margin between efficiency and inefficiency are considered, 
it will be found that there are no tools in the shop that receive 
harsher treatment. 

Facilities must be provided for the removal of water and 
dirt from the air before it enters the pneumatic machine. The 
removal of water can be accomplished by having a suitable sized 
settling tank provided with a drain valve, close to the point of 
operation. The most effective strainer for keeping the dirt 
out of the tool is that made of a double thickness of muslin 
placed in the air line back of the tool. The pneumatic tools 
must be kept properly lubricated. On the Norfolk & Western 
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a satisfactory and cheap lubricant has been found in mineral 
lard oil, one containing marked emulsifying properties. Drills 
and hammers should be standardized as far as possible, both in 
styles and sizes, as it makes the maintenance easier and a smaller 
number of repair parts are required. 

A simple arrangement for holding air drills while they are 
being repaired consists of a plain screw jack which has out- 
lived its usefulness as a jack. The handle of the drill may be 
placed in the hole in the head of the jack and clamped with a 
set screw inserted at the top of the jack. This will readily 
permit of holding the drill firmly in any one position desired. It 
is important to know, after a drill has been overhauled, what 
per cent. of its rated energy it will exert. Fig. 12 shows a 
method of making a rough test for this purpose. A hydraulic 
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Fig. 12—Apparatus for Testing Air Motors 


jack is placed in a frame in which is placed the pneumatic drill. 
A hardened friction ball is placed in the drill socket and runs 
in the corresponding friction bearing in the top plate of the 
frame. The pressure cylinder of the jack is connected to the 
gage at the top of the frame. After the motor is started the 
feed screw is screwed down on to the jack, increasing the fric- 
tion of the ball in the socket, thus giving a combination of 
torque and thrust, exactly what occurs in feeding a twist drill. 
The area of the contact between the ball and the roughing 
surface may be regulated to give the friction desired. If the 
record of a drill of a particular class when new is 800 Ibs. 
on the gage, this will be considered 100 per cent. efficiency. All 
other tests of the same class of drill are compared with the 
original record, and no drill is allowed to pass below 75 per 
cent. A drill failing to meet the required pressure is thoroughly 
examined for wear. In many instances the piston will be 
found to have been worn. It is expanded, by heating, .002-in., 
then a turned plug of the required diameter is inserted and 
the piston allowed to cool on the plug. The plug receives the 
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heat from the piston, and after it is sufficiently cool, it can be 
easily removed, leaving the piston expanded the proper amount. 
Cylinders have also been closed on certain classes of drills by 
pressing through a block bored to the required size. This has 
produced satisfactory results. 

In the pneumatic hammers it is found that if the valve cas- 
ing is worn .002-in., the hammer will be unfit for service. In 
order to locate the difficulty in this respect a new valve is kept 
at hand to try the hammers. The valves are purchased .002-in. 
over size, thus allowing a certain amount of reaming to put 
them in working condition. It has also been possible to take 
worn valve casings and roll them in a sheet iron roller, closing 
them a sufficient amount to put them in serviceable condition. 
The joints between the head and the cylinder, and between the 
head and the valve casing, should receive close attention. When 
they become uneven and leak the facing tools shown in Figs. 13 
and 14 are used to correct the trouble. The feed nut for the 
facing tool serves as a guide. 

John B. McFarland (N. Y. C. & St. L.)—The air motors 
for the use of the boilermakers are kept in the boiler shop, 
and those for the machinists are kept in the tool room. Once 
a week they are filled with lubricant and inspected. The ham- 
mers are cleaned and oiled once a day when in use. We have 
overcome trouble with broken tangs on the square chuck sockets 
by cutting off the left-hand thread on the chuck, replacing it 
with a right-hand thread, and screwing on a nut. The other 
end of the nut is made to fit the threaded end of the motor, 
the nut tightening on a shoulder at the same time that the 
taper shanks tighten in the motor sockets. With the chuck 
fitted in this way it is possible to drive a square socket tool to 
the capacity of the motor. 

In the small hammers a bushing with a taper hole is used, 
and a taper shank is made on all tools. The bushings are reamed 
out with a No. 2 Morse taper reamer, which leaves a hole 


Fig. 13—Tools for Facing Air Hammer Connections 


about 34 in. on the large end and allows the use of 34 in. 
octagon chisel steel for tools. This has stopped the breakage 
of shanks on such tools. A bushing will last from six months 
to a year before it becomes too large to impair the stroke of 
the hammer. This has been tried on large hammers with good 
results. 

E. G. Nabell (Southern Ry.)—In selecting pneumatic tools, 
the economical operation and the cost of maintenance should 
receive the first consideration, not the first cost. As a means 
of producing better maintenance and higher efficiency from 
pneumatic tools the operators should be educated to use the 
tool that is best adapted for the work at hand, and to take 
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proper care of the tools, particularly with reference to dropping 
them or striking them with a hammer, or allowing grit or any 
foreign substance to get into the throttle of the machine when 
it is not connected to a hose. All pneumatic tools should be 
inspected and tested at regular intervals, cleaned and thoroughly 
lubricated with a good grade of lubricant. By keeping a close 
record of the repairs to the tools it will be possible to determine 
just what and how many repair parts should be carried in stock. 
When the tools are sent to the tool room for repairs they 
should be taken apart and thoroughly cleaned. An air hammer, 
when not in service, should be kept submerged in a good quality 
of light, clean oil to insure the thorough lubrication of all parts 
and prevent rusting. Where possible, it is desirable to confine 
the repair work on pneumatic tools to one mechanic who has 
become thoroughly familiar with the tools. 

August Meitz (M., K. & T.)—It is a good policy to adopt a 
standard for pneumatic tools on any one railroad system. This 
would reduce the cost of repairs and maintenance about 50 
per cent, as well as reduce the expense for repair parts to be 
carried in stock. The operators should be educated in the mat- 
ter of the proper use of pneumatic tools; that is, they should 
use high-speed motors when they are required, and slow-speed 


Fig. 14—T ools for Facing Air Hammer Connections 


motors when they are required. Much damage is done to the 
motor, as wcll as to the tool, when this is disregarded. Good 
engine oil should be used to keep the motors lubricated, and 
t will also be found to pay to use some light grease, such as 
Keystone or vaseline, in the crank case. The motors should 
be kept in good repair and inspected regularly. It has been 
found to be good practice to place the hammer, after it has 

en im service, in a solution of gasolene and signal oil, mixed 
half amd half, as small particles of rubber from the hose lining 
frequently lodge in the chamber between the handle and the 
throttle valve. The gasolene will cut the rubber, and by blowing 

¢ hammer out with compressed air the refuse and foreign 
substances will be removed. 


DISCUSSION 


lt was believed that excessive oil in air compressors gets into 
e delivery line and gums up the throttle valves in the air 
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hammers. Where this carbon deposit has been found some cut 
it out with gasolene, while others have succeeded in burning 
it out, the throttle being removed, and then washing in gasolene. 
Some roads insist that the men lubricate the hammers every 
hour; the hammers are assigned to the men and they are re- 
sponsible for them. On the Santa Fe the air hose is inspected 
regularly and the air hammers are turned into the tool room for 
inspection every night. The men are required to remove the 
hose, and oil with a special oil that is provided, after the ham- 
mer has been used for a considerable time. 


GRINDING AND DISTRIBUTION OF TOOLS 


G. W. Smith (C. & O.)—On the Chesapeake & Ohio the tire 
turning tools, after having first been ground to the standard 
gage, are maintained by the operators of the lathe, an emery 
wheel formed to the standard shape being used for this pur- 
pose. For lathe, planer and brass work a chart is made show- 
ing the shape and class of work the different tools are re- 
quired to do. For touching up lathe, planer and various other 
tools, general purpose grinding wheels are installed in different 
parts of the shops for the convenience of the workmen. The 
twist drills, however, are ground to a standard of 59 deg. in 
the tool room. The milling cutters and large reamers are 
ground in the tool room. Gear cutters, reamer cutters and tap 
cutters are ground on a dished wheel. With this style of wheel 
it is possible to grind to the bottom of the flutes with ease and 
a good cutting edge is obtained. It has been found that the 
dry grinding, if care is exercised and too heavy a cut is not 
taken, is better than wet grinding. Where water is used a 
large amount is necessary to prevent cracking the tool by 
over-heating the outer surface. 

Each lathe is provided with a cupboard in which a reasonable 
number of standard shaped tools are kept. Many of the 
operators take care of their own tools. This same method 
is used for planer, shaper and slotter tools. Special tools for 
brass and turret lathes are kept in racks close to the particular 
machine, and when broken or dull are brought to the tool 
room for repairs. Twist drills and rosebit reamers are kept 
in the tool room in racks, and given out on checks. 

J. C. Beville (E, P. & S. W.)—The wheel lathe tools are 
ground in the tool room. The round nose tool is ground with a 
6 deg. clearance, 8 deg. back slope and 14 deg. side slope. The 
finishing tools are made to finish the entire width of the tire 
with one tool in one operation. They are ground with a 6 deg. 
clearance and an 8 deg. back slope. By grinding these tools 
in the tool room but little additional work was necessary, and it 
is believed that at least 25 per cent better work is obtained on 
the machine. All the other tools are maintained by the operator 
of the machine on which they are used. However, there is 
no doubt that better results could be obtained if these tools 
were ground by an expert, for it is a question whether the ma- 
chine operators really know how their tools should be ground 
to produce the best efficiency. High speed steel is undoubtedly 
a fine material to use for such tools when they are hardened 
and ground properly, but in many cases carbon steel tools, if 
properly ground, could be used with as much success as the 
high speed tools improperly ground. This is a big field for 
the tool foreman to establish system in the handling of ma- 
chine cutting tools. On the Chicago Great Western, at Oelwein, 
Iowa, the tool dresser is directly under the charge of the tool 
foreman. 

J. C. Hasty (A, T. & S. F.)—Grinding machines should be 
kept as far away from other machinery as possible to avoid 
the dust getting onto the wearing parts of those machines. 
Where wet wheels are used care should be taken not to press 
the tool too hard against the stone, in order to avoid burning 
the steel, causing cracks to appear. The open grain dry wheel 
gives the best results for redressing high speed steel. All the 
lathes, planers, boring mills, shapers, etc, are equipped with 
a sufficient number of tools for the class of work performed 
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on the machine, each operator having a locker in which these 
tools are kept and locked when not in use. A man is ap- 
pointed to take care of all machine tools, chisels, and chisel 
bars. He goes to the machine, collects all the machine tools 
that require redressing and takes them to the smithshop. He 
then grinds them and returns them to the workmen, no work- 
men being allowed to take their tools to and from the smith- 
shop. When tools become short from redressing they are 
forged to smaller sizes, down to % in. by 1 in, for use in the 
tool holders. 
DISCUSSION 


While it was generally believed that much better results could 
be obtained in the machine shop if the tools were maintained 
bv the tool room force, the practice on most of the roads seems 
to be to allow the machine operators to grind all but the very 
special tools. On the Wabash, none of the machine operators 
or machinists are allowed to grind the tools. The drill presses 
are equipped with tool boxes containing a set of tools which are 
charged to the operator. When they become worn they are 
exchanged at the tool room. Other roads provide similar 
systems, while some keep a complete set of tools at each ma- 
chine, which are replaced when they become worn. On the 
Santa Fe, all the drilling machines are provided with a chart 
showing the speed and feed for each size drill to be used on 
the different kinds of material. This insures that the benefit 
of the high speed drill will be obtained without spoiling the 
drill. It was also pointed out that where high speed drills were 
used the work should be securely clamped to the table, in order 
to prevent the breaking of the drills under heavy cuts. Mr. 
Pike, of the Rock Island, reported success in welding high 
speed tips on soft steel tool bodies. 


STANDARD REAMERS 


The committee reporting on the standardization of reamers 
for locomotive repair shops recommended that all taper reamers 
in sizes under one inch be the commercial standard. In sizes 
over one inch, three overall lengths were recommended: 18 in., 
20 in., and 28 in. The square shank on reamers 7$ in. up to and 
including 1 in., was recommended to be 7$ in.; on sizes from 
l in. to and including 1% in, 1 in. square; on sizes over 1% 
in, 14% in. square. The length of the square was recommended 
to be 1% in, the length of the collar % in., and the clearance 
between the end of the flute and the collar, 34 in. The taper 
was recommended to be 1/16 in. in 12 in. The left-hand spiral 
was recommended, due to the fact that it will eliminate the 
feeding of the reamer too fast, and greatly reduce the number 
of breakages. On reamers under 15$ in, two flutes less than 
the standard were recommended, and on all sizes over 1% in., 
four flutes less than the standard were recommended, the rea- 
son being that a much stronger flute and a longer life of the 
reamer will be obtained. 


OTHER BUSINESS 


The secretary reported a cash balance of $90.16. The fol- 
lowing officers were elected for the ensuing year: President, 
J. J. Sheehan, Norfolk & Western; first vice-president, C. A. 
Shaffer, Illinois Central; second vice-president, J. C. Bevelle, 
El Paso & Southwestern; third vice-president, C. T. Brunson, 
Wabash; secretary-treasurer, Owen D. Kinsey, Illinois Central. 
It was voted to hold the next annual convention in Chicago. 


SETTING AHEAD THE Cocks IN Detroit.—In order to gain 
more daylight time, the mdustries of Detroit, Mich., have been 
placed on eastern standard time, all clocks having been pushed 
ahead one hour May 15. Cleveland adopted the eastern stand- 
ard time about one year ago. It seems unfortunate that the 
cities of the Middle West cannot hold to central standard time. 
The confusion resulting from a difference of one hour between 
local timepieces and railroad time causes many travelers to 
miss train connections.— Machinery. 
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RELIEF VALVE FOR SUPERHEATER 
LOCOMOTIVES 


By W. B. MIDDLETON 

General Roundhouse Foreman, Atlantic Coast Line, Rocky Mount, N. C. 

The lubrication of the cylinders of superheater locomotives 
when drifting is a problem which has presented considerable 
diffculty. Where relief valves are used the inrush of air when 
the throttle is closed causes carbonization of the oil, at the 
temperatures found in the steam passages; this results in the 
destruction of its lubricating qualities and the accumulation of 
carbon on the cylinder walls and in the steam ports. In many 
cases the use of the relief valve has been discontinued in order 
to prevent this action, with considerable benefit in the elimina- 
tion of carbonization. But without the relief valve there is 
danger of the locomotive moving with no one in charge, owing 
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to the accumulation of pressure from a leaky throttle or to 
possible carelessness in the closing of the throttle. 

In the drawing is shown a type of relief valve cap designed 
to retain the advantages of the relief valve at terminals, on 
storage tracks or at lay-over points, but to permit its positive 
closing while the engine is in service. Caps of this type may 
be applied to the valve bodies now in service. In the top of 
the cap is a milled or slotted tee slot into which the cam, 
shown in the drawing, 1s inserted. With the cam and valve in 
place the two are connected by a pin inserted through openings 
provided in the sides of the tee slot. The throw of the pin 
hole in the cam is equal to one-half the lift of the valve, and 
by throwing the cam from the position shown to the other 
side of the cap the valve is completely opened. 


CLEANING Castincs.—In a leading article in the Electrical 
Review, dealing with lubrication troubles, it is stated that the 
difficulty with new turbine and engine bearings is frequently 
attributable to the fact that manufacturers do not clean the cast- 
ings properly. Castings are never properly cleaned of sand, 
even externally, by the still common methods of brushing and 
coke rubbing, and in steam ports and passages it is hopeless 
to expect cleanliness from such antiquated methods. The most 
effective way for removing sand seems to be to pickle the cast- 
ings. First, they are roughly cleaned and fettled and then 
hosed with weak hydrochloric acid. When sand is present this 
spreads the acid by capillary attraction, and the result of a few 
hours of acid action is to remove all sand and to leave the sur- 
faces clean and free from hard silicious scale. Afterward the 
castings are washed with warm water dosed with soda to neu- 
tralize any remaining acid. 


THE GENERAL FOREMEN'S CONVENTION 


Reports on Valves and Valve Gears, 


Shop and 


Engine House Efficiency and Oxy-acetylene Welding 


The eleventh annual convention of the International Railway 
General Foremen's Association was held at the Hotel Sherman, 
Chicago, July 13 to 16, W. W. Scott, general foreman of the 
Delaware, Lackawanna & Western, presiding. The opening 
prayer was made by the Rt. Rev. Samuel Fallows, D.D., LL.D., 
presiding bishop of the Reformed Episcopal Church, and the 
association was welcomed to the city by William Hale Thomp- 
son, mavor of Chicago. L. A. North, superintendent of shops 
of the Illinois Central, at Burnside, responded to the mayor. 


PRESIDENT SCOTT'S ADDRESS 


The increased size of locomotives has in some respects put 
to a test the capacity of the general shop and roundhouse fore- 
men, who, in order to meet the increased demands on their 
intelligence, are becoming affiliated with various mechanical 
organizations for the purpose of gaining knowledge to meet 
the new conditions in the most intelligent manner possible. As 
to the future of this organization, I am very much in favor of 
the consolidation plan as briefly outlined by President Gaines in 
his opening address at the last convention of the American Rail- 
way Master Mechanics’ Association. I believe it means that the 
minor associations will obtain more helpful recognition from 
the larger associations, which in turn will lead to a better un- 
derstanding and co-operation along the lines of economical 
standardization of locomotive parts and appliances. I am in 
favor of this organization delegating the chairman of the 
executive committee to advise and act with other executive 
chairmen of all mechanical organizations for the purpose of 
exchanging views on this subject, bringing to the next conven- 
tion a report of his findings. However, I would not favor 
any plan being adopted that would take away from tlie minor 
organizations their individuality. 


VALVES AND VALVE GEARING 


The most important problem that confronts the motive power 
department at the present time is to bring about economy in 
locomotive operation. The valve motion is next in importance to 
the boiler in determining the efficiency of the locomotive as a 
whole; hence the vital importance of a proper design, construc- 
tion, and maintenance of this feature. Poor steam distribution 
results in loss of power in the engine, excessive fuel consumption, 
and an increased cost of repairs. 

The value of indicator diagrams in the study of valve events 
cannot be overestimated. The indicator card shows plainly 
whether or not the engine has the proper valve setting. The 
idea that as long as an engine sounds square, the valve motion is 
all right is a fallacy. A number of new engines were received 
on a certain road that were extravagant on fuel, the main pins 
ran hot, and the engines were logy in movement, and would not 
handle their rated tonnage. The indicator was applied, and the 
diagrams revealed a condition showing excessive cylinder clear- 
ance. It was found that the pistons were only 5 in. thick instead 
of 6 in., as specified. 

There is some doubt as to whether the piston valve is really 
more economical in steam consumption than the slide valve, and 
a number of tests have been made, some showing better for one, 
some showing more economy for the other. It is evident that 
this question of economy depends greatly upon the design and 
maintenance of the valve, as a well designed slide valve may 
Surpass the poorly designed piston valve, and vice versa. 

One of the principal advantages of the piston valve over the 
slide valve is the fact that the former is fully balanced, and it is 
easier to manipulate the reverse lever in the cab. 


Slide l'alces—A slide valve when used on a very long cylinder 
gives undue cylinder clearance due to the increased length of 
ports. The chief advantage of the slide valve lies in the fact 
that it can relieve itself of excess compression by lifting. 

The secret in getting good service from the slide valve is the 
careful maintenance of the balancing feature. Pressure plates 
are often lined too far away from the valve, with the result 
that the latter may vibrate up and down in the yoke. The 
distance between the pressure plate and the valve should not 
exceed 3/32 in. When the balance strip springs have too much 
set, the end strips have a tendency to wear grooves in the pressure 
plate. Probably the greatest number of engine failures on ac- 
count of slide valves are due to broken valve yokes and stems. 
Most of these are traceable to excessive friction due to cut valve 
seats, faulty lubrication, or defects in the balancing feature. 

Piston lV'alces.—The advantages of the piston valve are: 
Increased port area for both admission and exhaust; ports in 
cylinder made verv straight and direct; a simpler, lighter and 
cheaper cylinder casting; its adaptability to any design of valve 
gear; with inside admission valves the steam passages are better 
protected from the cold and radiation, and the steam chest 
heads and packings relieved from high pressure; accessibility of 
parts; better balance which makes it easier to handle, and de- 
creases the wear and tear on the motion work, and the relative 
frictional resistance of the piston valve is much less than the 
slide valve. The greatest disadvantage under which the piston 
valve labors is its inability to relieve excess pressure in the 
cvlinder port by lifting, after the manner of the slide valve. 

Tests made on the Pennsylvania Railroad showed that the 
piston valve could be largely standardized and that a 12-in. 
diameter valve was large enough for cylinders up to 27 in., in 
diameter, when used with superlieated steam. There is un- 
doubted advantage in a small valve from a maintenance stand- 
point; a small valve means a light valve, and a light valve 
means much reduced stress on the valve motion, especially at 
high speed. 

The piston valve packing rings in general use are the rectangu- 
lar, the L, the T, and the Z-shaped rings. The L-shaped valve 
ring is the most widely used of any at the present time. It has 
the advantage of giving a very much better port opening with 
less wire drawing of the steam than that obtained with the 
rectangular ring. On the other hand it has a greater unbalanced 
surface than the rectangular ring. The T-shaped ring does not 
possess any special advantage over the L-ring. It has a more 
symmetrical shape, and perhaps has a more uniform bearing 
against the chamber bushing. The Z-shaped ring is a modifi- 
cation of the L ring. It is provided, on the edge that fits against 
the bull ring, with a lip on the outer side projecting about 1/16 in. 
into a corresponding recess in the bull ring to prevent any por- 
tion of the ring dropping into the port in case it should break up. 
It is generally conceded that the piston valve is much easier to 
lubricate than the slide valve. It is mostly at high speeds and 
in the running cut-off that the matter of lubrication is serious. 
When superheated engines with piston valves are permitted to 
drift long distances, the troubles from poor lubrication are over- 
come bv the use of drifting and circulating valves or drifting 
throttles. It is the consensus of opinion at the present time that 
the method in which the oil is discharged in the passageway, or 
in the outside steam pipe is the most satisfactory method of lubri- 
cation. On the lllinois Central three circular grooves are cut 
around each bull ring of the piston valve. It is said this method 
greatlv facilitates lubrication. 

The secret of success in the maintenance of piston valves is 
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the careful fitting of the bull rings and packing rings and the 
frequent reboring of valve cages so the rings will have a perfect 
bearing on the cage. Also the valve rod crosshead must hold 
the valve stem in perfect alinement with the line of bore of the 
chamber. 

Cast iron for valve rings should be tough and close grained. 
It is claimed that Hunt-Spiller gun iron possesses these qualities. 
Many roads report having obtained excellent results from the 
use of this material. The latest practice in piston valve bushings 
is a cast iron bushing with vanadium content. The common 
method in applying valve rings is to use rings from 3/64 to 
1%-in. larger than the bore of the bushing, and cut out enough 
so that they will have between 1/32 and 1/16-in. opening when 
the valve is in place. The best fitting packing rings are turned 
to the old piston ring rule—the rings are turned from 3/32 to 
3/16-in. larger than the bore, according to the size of the 
valve, then from 3/16 to Y5-in. cut out, the ring clamped in a 
jig, and turned to the exact size of the cage. The standard 
practice card of the American Locomotive Company for a 14-in. 
valve requires rings 14 5/32-in, then 7/16-in. cut from these, 
and next closed with a 1/32-in. temporary liner, and turned 
to the bore of the bushing while clamped in this position. A 
very effective method of turning rings to the bore of the cage 
has been developed on the Illinois Central. The packing tubs 
are slotted with a slot from 3/16-in to 5/16-in. wide, depending 
on the diameter of the ring. The pot is then clamped together 
and turned to the size of the bushing. A second chucking is re- 
quired to face the opposite side. Some railroad men contend 
that rings turned with from 3/32-in. to %-in. snap come to a 
bearing very soon, and that the other method is an unnecessary 
refinement. 

It seems to be the practice in most shops to machine valve 
rings from a pot, using an engine lathe or a boring mill. The 
vertical turret lathe possesses special advantages for this work, 
and where used has given splendid results. In a number of 
shops expanding chucks are used for holding valve rings while the 
wearing face is turned, and a rotary saw is used for the work 
of cutting out. 

The vertical turret lathe is probably best adapted for machin- 
ing bushings of the sectional type, but in some cases it may 
be possible to get equally good results from the boring mill. 
At the Schenectady Works of the American Locomotive Com- 
pany, a vertical milling machine which has a special rotary feed 
attachment is used to machine the cored port openings in valve 
bushings. The bushing is held between two flanged discs, 
one of which is fastened to the spindle of a worm gear. The 
feed handle is attached to the screw which drives the worm 
gear. In the West Milwaukee shops of the Chicago, Milwaukee 
& St. Paul, a similar attachment is used in connection with a 
shaper. 

Two general methods are used for putting in valve cages; one 
is to heat the chamber and push or pull the bushing in, and the 
other is to pull it in with a wrench by use of a threaded rod 
with plates and a nut. Without question a portable hydraulic 
ram is the most effective means yet devised. 

It is the practice on a large number of roads to rebore 
bushings after they are in place. When piston valve bushings 
are rebored the valves are not interchangeable, and a standard 
sized packing ring and bull ring cannot be maintained. For this 
reason it is the practice on several roads to renew bushings 
instead of reboring them. When piston valves are properly 
taken care of the bushings should run at least 200,000 miles 
without reboring, provided the valves were properly fitted in the 
first place. 

By far the greatest number of blows in piston valves are due 
to cut and worn packing rings, and bushings that are out of 
round or shouldered, but occasionally a blow will result from 
other causes. Blows not commonly met with are due to the 
following causes: Bushings loose in the valve chamber allow- 
ing steam to blow through; cracked bushings; bull rings 
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cracked or loose between the spool and follower; sand holes in 
the spool or valve body, and followers loose on the valve stem. 
It is the practice on some roads to make a periodical examination 
of piston valves, in order that failures and inefficiency from this 
source may be avoided as far as possible. 

When sectional valve bushings are used it is sometimes a 
difficult matter to get the valve entered in the second bushing 
on account of the valve dropping down between the bushings. 
In order to facilitate matters in this regard, the New York 
Central provides piston valve cylinders with a guide strip cast 
in the bottom of the valve chamber. In some engine houses the 
work of pulling valves for inspection has been greatly facilitated 
by the use of a simple contrivance consisting of a slide made of 
pipe or bar iron which is supported by the valve chamber studs 
on one end and by feet on the pilot beam. 

The formation of carbon in the valve chamber often makes 
it a very difficult matter to pull out the valve. At Burnside on 
the Illinois Central an oxygen burner is used to burn out the 
carbonization in valve chambers and steam and exhaust ports. 

A great deal of the trouble experienced with lame engines on 
some roads is due to defects in the valves themselves, and not 
from distorted valve gears. In order that square valve events 
may be obtained the valves and bridges must be of the correct 
dimensions to give the desired lap and exhaust clearance, and 
there must not be the slightest variation on the two sides of the 
engine. 

Valve Gears.—At the present time four general designs of 
valve gears are used in this country. They are: The Stephen- 
son link motion; the Walschaert valve gear; the Baker valve 
gear, and the Southern valve gear. The principal advantages 
of outside valve gears are: Accessibility for lubrication, in- 
spection and repairs; opportunity for heavy cross bracing be- 
tween the frames; motion can be made more direct, and with 
fewer wearing parts, and ability to hold their adjustment for a 
greater length of time. 

The disadvantages of the outside valve gears are: Liability 
of damage from side swipes; rod work, changing of tires, etc., 
made more difficult due to the location of outside valve gears, 
and slight distortion of the valve events due to up and down 
movement of the main wheel, and with it the eccentric crank, 
and back end of the eccentric rod. 

Aside from the matter of good steam distribution, there are 
a number of items that must be considered in the selection of 
a valve gear for different classes of service. They are: First 
cost; cost of maintenance and repairs; efficiency and reliability 
of service; ability to hold adjustment, and ease of handling in 
the cab. 

Three of the most important features to be considered, in 
the design and construction of an outside valve gear are: 
Necessity for providing as rigid a support as possible; provisions 
for reducing wear to a minimum, and providing sufficient lubri- 
cation at every point. 

The advantages to be derived from the use of high class 
materials for valve gear parts have been recognized, and at 
the present time the tendency is to use steel for these parts. 
The recent Pennsylvania engines have all motion work parts of 
heat-treated steel. Soft steel is used extensively for transmit- 
ting and other valve gear rods, and the jaws are usually case- 
hardened to give good wearing qualities. Cast steel is onlv 
adapted for certain parts, and where used should be annealed. 
The American Locomotive Company follows the practice of 
using drop forged motion work parts wherever it is possible 
to do so. Drop forged motion work parts have the advantage 
of requiring very little finish, and are strong and durable. 

The outside valve gears produce a more uniform steam dis- 
tribution with a lower percentage of preadmission than the 
Stephenson link motion. They hold their adjustment, and con- 
sequently give a better steam distribution for a greater length of 
time. 

Some trouble has been experienced on several roads, the 
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eccentric crank cracking, due to the spreading action when the 
crank is driven on the main pin. The Pennsylvania has a design 
of channeled eccentric crank with the slot and binding bolt on 
the inside. This design overcomes the liability of cracking 
when spread as in the ordinary type. On this same road it is 
the practice to key main crank pins to the driving wheels. 

Without question the method of setting valves to get best 
results, is to take one engine of each class, and make changes 
as shown by accurate indicator tests, setting the other engines 
of that class accordingly. However, the sound of the exhaust 
is usually depended upon to determine whether or not the valves 
are square and distributing the steam as they should. A slight 
variation in the cut-off, even though it 1s not discernible from 
the sound of the exhaust, greatly affects the load on the piston. 

Steel tubing can be obtained in all sizes, and is especially 
adapted for motion work bushings, requiring very little finish. 
This practice is followed on a number of roads. The best 
practice is to grind bushings, inside and out, to a standard 
gage, and this method is followed by most builders. 

The Stephenson gear possesses the peculiarity of being ex- 
ceedingly sensitive to a close adjustment of all its parts in order 
that a correct action and proper distribution of the steam may 
be obtained. It is the most flexible of any in use and can be 
most readily adapted to irregularities in the running and opera- 
tion of the engine. At the same time it will get out of adjust- 
ment very easily, and requires the utmost care in its design in 
order that it may work properly. With the link motion in 
actual service there are three sources of error which cause a 
variation in the same events for the two ends of the cylinder, 
and which must be compensated for in some manner. They 
are: The location of the eccentric rod pins back of the link 
arc; the angular vibration of the eccentric rods, and the angular 
vibration of the connecting rod. To a certain extent the latter 
two compensate for the first, but not entirely, and to complete 
the compensation the hanger stud is set back of the link arc. 
The object of this offset is to hang the link so that it has a 
rising and falling motion on the stud to counteract the difference 
in motion between the forward and back strokes. 

In certain classes of service the variable lead given by the 
Stephenson link motion permits the locomotive to accelerate 
more rapidly and to better adjust itself to different operating 
conditions than is possible with the valve gears giving a constant 
lead. Variable lead and flexibility are the chief characteristics of 
the gear. 

The tendency at the present time in setting valves operated 
with. the. Stephenson gear is to reduce the full gear lead, or 
rather to adjust the valve gear to the running cut-off and per- 
mitting the full gears to take such lead as the length of the ec- 
centric rods will give, or to specify the lead in full gear, and 
sacrifice the back motion in order to get the required lead at 
quarter stroke. 

There are a number of Walschaert valve gear designs in 
service which do not give the best results due to the fact that 
proper care has not been taken to properly proportion and locate 
the parts to compensate, as far as possible, for the irregularities 
inherent in all valve gears. The most important items to be con- 
sidered in the design of the Walschaert gear are: The location 
and proportions of the link; the location of the reverse shaft; 
the location and throw of the eccentric crank, and the necessity 
for a true deduction of the crosshead travel to that of the valve 
stem. 

The Walschaert gear may be designed to give a variable lead. 
This is suitable only for passenger and fast freight locomotives; 
and not for slow freight and switching locomotives. It is neces- 
sary to make the eccentric crank of a different length than for 
constant lead. No change in the method of proportioning the 
combination lever is necessary except that its length must be 
such as to give the lead required when the radius bar is in the 
center of the link. 

In order to eliminate as far as possible the necessity for set- 
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ting the Walschaert valve gear, a system has been perfected, 
by the Baltimore & Ohio, whereby gages are used. 

The link is by far the most troublesome part of the Walschaert 
gear. It is the largest item in the cost of maintenance of this 
gear. Many different methods are used to take up the wear, but 
the work can be done most efficiently by the radius grinder. 

Most of the engine failures from the Walschaert gear are 
caused by the carelessness of workmen. Many failures are 
due to neglect; nuts are not properly tightened on the motion 
work pins, and cotter keys are not put in place. 

Baker Gear.—-The Baker gear differs from all other locomo- 
tive valve gears in that it entirely eliminates the link, obtaining 
the reverse and cut-off movement by means of a reverse yoke 
and radius bar. It resembles the Walschaert gear in many 
respects, and offers all of the advantages claimed for the 
latter, but with important additional advantages, which are: 
The oscillating link, is eliminated; the total weight of the re- 
ciprocating parts of the Baker gear is considerably less than 
that of the Walschaert gear, and the gear is standardized so 
that one design is applicable to all engines regardless of the 
size or Class. 

The Baker gear gives a constant lead with a variable pre- 
admission. In full gear there is practically no preadmission and 
the indicator cards show a low compression line. It is claimed 
that the Baker gear gives the longest release for a given cut-off 
and lap condition of any valve gear in use. On account of its 
entire lack of sliding connections, the fact that each bearing 
is essentially of the pin and bushing: type, and because of its 
extremely light weight and rigid construction, this gear requires 
very little maintenance while in service. 

Southern Valve Gear.— The Southern locomotive valve gear 
is the latest development in outside valve gears and embodies 
certain principles not heretofore used in outside valve gear con- 
struction. The advantages claimed for this gear are: It has 
few parts, thus tending to reduce the reciprocating weights; it 
has only eight possible points of wear or a total of sixteen 
points of wear per locomotive; transforming from a rotary 
motion to a reciprocating motion is accomplished by direct move- 
ments, and on straight lines, doing away with strains and distor- 
tions; the stationary link, which does away with what is gen- 
erally called the slip in the link block; the crosshead connec- 
tion has been eliminated altogether. 

Young Valve Gear.—An entirely new design of radial outside 
valve gear has recently been developed by O. W. Young. It was 
designed with the object of taking care of the large cvlinder 
volumes now being used, and hence a gear of greater capacity 
than those now in use. The Young gear has capacity for 
greater travel without excessive angularities. This permits more 
lap, lead, and exhaust clearance, and in consequence wider open- 
ings without change in the time of the events. Preadmission, re- 
lease and closure will take place at the same period of the stroke, 
but the added area will facilitate the rapid flow of larger 
volumes. 

The report is signed by :—W'alter Smith, (C. & N. W.), chair- 
man; C. A. Barnes (C. & W. L); G. W. Keller (N. & W.); 
T. M. Dewar (C. & O.); B. F. Harris (So. Pac.) ; J. Miller 
(Ill. Cent.) ; N. J. Shasberger (N. Y. C. West); C. D. Rafferty 
(K. & N.), and F. Anderson (C. St. P. M. & O.). 


DISCUSSION 


The greater part of the first two sessions was devoted to the 
discussion of this report, which covered 65 pages in the advance 
sheets. One member strongly advocated the Stephenson valve 
gear for switch engines because of the variable lead which as- 
sists in starting. While the piston valve is accepted as the best 
all-around valve and is especially desirable on superheater loco- 
motives, some roads have found that the slide valve could be 
made to work satisfactorily on these locomotives. The Dela- 
ware, Lackawanna & Western is using these valves with a special 
system of lubrication. There is quite a difference of opinion re- 
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garding the use of superheater valve oil on superheater locomo- 
tives, some claiming that as good results could be obtained with 
Perfection oil, which gives less trouble in the gumming up of 
the ports. 

Some members reported favorable results with common gray 
iron piston valve bearings, while others believed that special 
metals give enough better service to warrant the additional ex- 
pense. W. F. Lauer, of the Illinois Central, reported that on a 
test run with a superheater passenger locomotive fitted with 
Hunt-Spiller bushings and rings, 266,000 miles had been made 
using one pint of valve oil for every 65 miles. It was clearly 
shown that from the standpoint of economical operation it is 
very necessary to keep the valves in first-class condition. There 
was, however, quite a difference of opinion concerning the 
maintenance of piston valves. Some roads advocate boring the 
valve bushings after they have been applied, in order to insure 
that they are perfectly round. It is generally the practice to 
rebore the valve chamber when it is a scant 1/32-in. out of round. 
However, some roads never rebore the piston valve bushings, 
believing it better to remove the bushing and apply a new one, 
thus keeping the diameter standard, and requiring a less num- 
ber of packing rings to be carried in stock. It was believed 
by one member that if the valves are kept properly lubricated 
they will not have to be rebored in three or four years. Several 
roads inspect the valves for blows every 30 days, some making 
these inspections every 60 days, while others make no inspection 
at all. Those roads operating under the assigned engine system 
believe that regular inspections of the locomotives operated in 
this way are unnecessary. 

The Pennsylvania makes a practice of marking the date the 
packing rings are applied to the valves and cylinders, in order 
that their service may be properly followed. Some members 
believed that much better results would be obtained from pack- 
ing rings if, when they were made, they were clamped together 
after they were split, and turned to the proper size. It is 
claimed this will provide a more even bearing on the piston 
valve bushings. 

Where the balanced slide valve is used it was believed to be 
the better practice to use springs only under the two long strips 
suspending the side strips from them. This will reduce the wear 
on the top bearing plates. One road has found that the bronze 
valve seats in superheater slide valve engines do not give desired 
results. Where graphite is used care should be taken that 
too much is not fed to the cylinder at one time. 

The use of the piston valve accessories, such as vacuum 
valves, has been quite generally done away with. Good service 
records were reported for both the Baker and the Walschaert 
valve gears. Special stress was placed on the necessity for 
proper and careful design of valve gears. One of the most im- 
portant claims made for the Baker gear is the standardization 
of parts for all locomotives. 


RODS, TIRES AND WHEELS 


Rods.—One member of the committee was strongly in favor 
of the rectangular rod as against the I-beam rod, saying that the 
rectangular rod is much less subject to fracture and that it is 
about 20 per cent. cheaper to make. The material in the rod 
should be mild steel, without welds. The forked end rod was 
recommended, as there is less work in maintaining this style of 
rod, as but one bolt is required against three for the strapped 
end, and there is also about one-half as much surface to he 
trued up when the rods are undergoing general repairs. For 
the crank pin bearings in the side rods on heavy engines the 
split brass and straps was recommended for the reason that it 
is less expensive to keep them in proper condition. Where the 
strap is used a steel liner should be used between the key and 
the brass in order to insure a broad bearing suríace on the 
back of the brass. 

One road is experimenting with cast iron crank pin bushings 
with babbitt blocks dovetailed in them on some large freight 
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engines. One set has been running five and one-half months 
and so far shows but little wear. While the cost of making 
these bushings is more than for making the brass bushings the 
difference in the cost of metal materially offsets this difference. 
One road has tried both brass and steel bushings for knuckle 
joints, and found the steel to be more efficient. It was pretty 
generally conceded that all rods should be annealed at least 
every one or two years. When the rods are removed they 
should be given a thorough cleaning and a very careful inspec- 
tion to detect any flaws. Among the many causes of broken rods 
and poor service are the rods being out of tram, the engine 
being out of tram, rod collars binding on the rod brasses, the 
pins worn out of round, undetected flaws in the straps or rods, 
the engine out of quarter and the engine not properly counter- 
balanced. 

When applying the bolts to strap end rods care must be 
taken to have them fit properly in the strap at the top and 
bottom. To accomplish this the middle of the bolt may be 
turned about 1/32 in. under to insure a good bearing fit in the 
strap. On strap end rods one road is changing from the key 
to the wedge type for safety and durability. It is found they 
give better service and they eliminate a lot of extra work. One 
road is using the electric welding process to build up the worn 
parts in the metal end of the rods and for welding small cracks 
in the jaws and rods to prevent them from getting larger. The 
knuckle joint pin should be carefully inspected at all times to 
prevent the possibility of the knuckle joint pin nut becoming 
loose, allowing the pin to work out and catch on the driving 
wheel. Care should also be taken to keep the side rod collars 
from becoming loose for the same reason. It was recommended 
that cotter keys be placed in all main rod keys in conjunction 
with the two set screws, to provide additional safety. 

Tires.—Locomotive tires should not be too soft nor too hard. 
Those that give a wear of 1/32 in. a month are considered satis- 
factory. It is recommended by one member that a lip be placed 
on all tires to facilitate the setting, and also to prevent the tires 
from creeping in when they become loose. The rim of the driv- 
ing wheel centers should be 5 in. wide to give a proper bearing 
surface on the tire. One member recommends that the wear 
of the tire in the center be not allowed to exceed 14-in., and that 
flat spots should be limited to 1/16 in. in passenger service and 
V6 in. in freight. For a minimum thickness of tire the Soo line 
uses the following: For 44-in. to 50-in. inside diameter tires 
the minimum thickness should be 134 in., for 56-in. tires, 2 m., 
for 62 to 68-in. tires, 24% in., for 72-in. and over, 214 in. When 
the tires get thin the driver brakes should be watched to see 
that they do not drag. 

In the application of tires various methods were suggested. 
Some use commercial gas, others gasolene, natural gas, fuel oil 
and wood fires. One road reported that with a wood fire eight 
new tires were applied in 42 minutes. A shrinkage of 1/80 m. 
to a foot in diameter was considered to be good practice. Re- 
taining rings were recommended for passenger engines, and the 
use of shims was believed to be bad practice on new tres. 
They should be bored to fit the wheel center. One road removes 
old and worn out tires by cutting them with the oxy-acetylene 
flame and wedging them apart so that they may be easily taken 
from the wheel centers. 

Cut flanges are caused by the guiding wheels being out of 
square, the wheels out of tram, the lateral motion not properly 
distributed, the engine leaning to one side and the engine nol 
being level on the track. Where other means for reducing 
flange wear are not obtainable, some roads have found that 
steam led from the steam end of the air pump through AA. 
pipe and discharging through a 1/32-in. hole in the endl of ths 
pipe serves to lubricate the flange very nicely. F 

Driving Axles—Steel was believed by the committee fo , 
the best material of which to make driving axles. ne e 
has run successfully axles 22 in. below their original si Z6 white 


Aucust, 1915 


another road will remove the axles when they are V4 in. below 
size. When axles are in for general shopping they may be 
found perfectly round, but eccentric. It was therefore recom- 
mended that they be turned at each general shopping. A careful 
inspection should be made for flaws near the hubs, and the 
axles that have given trouble from hot boxes should be given 
careful inspection. It was generally believed better to lay out 
the key way for the eccentrics on Stephenson gear engines be- 
fore the engine is wheeled, this saving considerable labor. 

Crank Pins.—Where shops are equipped with quartering ma- 
chines it is considered good practice to test all pins for quarter 
and stroke at every shopping. Main pins having the main rod 
brass bearings outside of the side rods, are changed every ten 
years on the Soo line, as it is found that they break at about 
that time. On other roads they are changed oftener. One road 
removes all crank pins that show in excess of 1/16 in. wear on 
the bearing surface, and makes new pins from old driving 
axles. The washer on the end of the crank pin should be very 
substantial and strongly attached to the pin. It should not be 
attempted to file a pin round as it is very liable to become 
eccentric. One road adopts the practice of stamping the date 
and the shop at which the crank pins are applied for the infor- 
mation of the man who next handles the engine in general 
repairs. 

The report is signed by A. A. Masters, chairman; W. G. 
Reyer (N. C. & St. L); M. J. Hayes (C. H. & D); A. D. 
Clark (C. G. W.); A. B. Corbett (M. K. & T.); W. T. Gale 
(C. & N. W.) ; W. F. Lauer (I. C.), and A. F. Taylor (M, St. 
P. & S. S. M). 


DISCUSSION 


Several members reported that they were discarding channel 
rods and applying the rectangular or slab rods. on account of the 
channel rods breaking. On heavy engines a number of the 
memibers recommended strap end rods on the middle connection. 
Where bushings are used, care should be taken that they are 
not pressed in at too great a pressure, as it is believed that the 
stress thus imposed destroys the life of the brass. The Lehigh 
& New England has increased the bearing of the bushing in the 
rod with very good success, and anchors the bushing at the 
top and bottom with a plug. Special metal, such as gun metal, 
has been used instead of brass for rod bushings with very good 
success, if it is properly lubricated. Some roads have even 
used gray iron. 

Several members spoke strongly in favor of the automatic 
flange oiler, but it was pointed out that the enginemen should 
be carefully instructed to handle it properly. Some roads re- 
quire the engine inspector to start the oilers before the engines 
leave the terminal. 

Several methods were reported for heating the tires, the 
cheapest being that where wood was used as a fuel the wood 
being scrap material. The Soo line applies tires by this method 
at a cost of 16 cents a piece. Where shimming the tires was 
found necessary it was believed to be the best practice to use 
continuous shims. Several members reported that they were 
using cast iron for hub liners, while one uses no hub liners 
until the wheels become sufficiently worn, then bronze was used. 
This road uses oil cellars in the driving box. 


SHOP EFFICIENCY 


The greatest factor in effecting and maintaining shop effi- 
ciency is competent supervision. 

Competent supervision, insuring competent workmen, make it 
possible for an old shop, with less modern tools and facilities, 
to not only equal, but exceed the output of the modern shop 
with the latest improved facilities, which, however, is poorly 
supervised. The foreman and the gang foreman who is in 
direct touch with the individual workman is the man who is 
largely responsible for efficiency and his qualifications neces- 
sarily must be many. A combination of executive and mechani- 
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cal ability is to be desired, and if he lacks in either, it is better 
that his executive ability be the greater. 

He must be able to gain and hold the respect of his men by 
quiet insistence on the observance of the rules in effect. He 
must be quick to recognize men’s -individual capabilities and 
assign them work for which they are best qualified. He must 
be able to systematize and outline his work so that there are 
no lost movements or delays. He should be diplomatic in his 
dealings with department foremen, insuring harmony, though 
insistent upon work required from them being handled promptly. 
He should enthuse his men to such an extent that they take a 
pride in equaling or excelling an exceptionally good perform- 
ance made a matter of record by another department or shop. 
He should be active and energetic as an example to his men, 
dealing fairly with them, never, under any circumstances, allow- 
ing personal feelings or prejudice to influence his treatment of 
them. 

Close supervision is conceded to be profitable, and no fore- 
man should have under him more men than he can keep in 
touch with intelligently. He should be able not only to know 
what each man is doing, but how he is doing it. 

Weekly foremen's meetings, held in some suitable office, and 
presided over by the shop superintendent or general foreman, 
are essential to efficiency. All department foremen and a repre- 
sentative from the store department should attend these meet- 
ings. Engines undergoing repairs should be considered, each 
in their turn (it being assumed that a schedule time is set for 
all classes of repairs). Every department being represented in- 
sures that the dates given for completion of repairs will be 
nearly accurate, and a thorough understanding of the conditions 
is reached by all concerned. Shop problems and difficulties 
should be thoroughly threshed out and differences between 
various departments adjusted. 

Shop Schedules.—No shop can be efficient unless there is a 
fixed time set for the completion of repairs to the engines. 
There is no real need of an elaborate schedule which covers the 
time each separate part of an engine must be finished, but there 
is an absolute need of a schedule which allows a certain num- 
ber of hours for each class of repairs handled, consistent with 
facilities the shop affords. 

The Chicago & North Western has had a schedule in force 
for a great many years past, and its worth was proved very 
shortly after its inauguration. Forms termed “In and Out 
Sheet,” spaced to show engines on pits in each gang under the 
heads Gang 1, 2, 3, 4, 5, etc., are made out each week and show 
all engines in the shop, with their schedule dates. At the fore- 
men’s meeting, if it is found that the repairs cannot be finished 
on the schedule date, a later date is set and is shown on the 
form under the heading “Engines delayed.” Several large 
blackboards are placed in conspicuous parts of the shop, and 
engine numbers and dates out of the shop are shown on these 
boards. 

In addition to these a number of slips are printed each week 
after the dates have been confirmed or changed at the Foremen’s 
meeting. The slips are distributed to all men on machines who 
do a special line of work, and to the various special men who 
work on the erecting floor. 

The men post these slips on their cupboards or in any place 
where it can be readily seen by their foreman, and as they com- 
plete their work for an engine, they draw a line through its 
number on the slip, and the foreman in passing can see at a 
glance whether or not a man is within the time allowance set 
for the completion of his particular work. 

If, by reason of financial depression, it 1s necessary to operate 
a 20-pit shop, for instance, with only enough men to properly 
handle ten engines, put but ten engines in the shop and get them 
out as quickly as possible, as even with the closet kind of super- 
vision and checking of labor and material charges the cost of 
repairs on twenty engines handled with a ten-engine force will 


422 


be above the usual cost of repairs, when engines are repaired 
in their usual time. There are a number of logical reasons for 
this, but we will mention only two: The first and principal 
reason in a shop which has been working full force under a 
satisfactory schedule, is, of course, the changes which must 
unquestionably be made in the schedule time, thus causing dis- 
organization of the systems, and making for confusion and its 
attendant delay. 

The second reason is the noticeable relaxation of efforts of 
the working forces who, under a short schedule, were keyed 
to a much higher pitch, and the need of haste to get work com- 
pleted on time kept men energetic and active, but the lengthen- 
ing of the schedule has seemingly indicated to them that the 
need of haste has been obviated and that they now have lots of 
time, and it is a difficult matter to keep them from taking it. 
Schedule time as short as consistent with conditions, makes for 
efficiency. 

Facilities.—Modern facilities make for efficiency and where 
an improved tool or appliance will show a consistent increased 
output sufficient to pay a good rate of interest on the invest- 
ment, it should be bought and installed. An inferior tool, forced 
on a supervisor, which will not equal the output of the one he 
specified, is discouraging and does not tend to increase shop 
efficiency. 

Whatever the equipment, it can and should be worked to its 
limit. Machines should be worked to their safe capacity as to 
speed and feed. The capacity is easily determined by crowding 
on the feed. 

Machines should be so located that there are no retrograde 
movements necessary on work which several machines must 
care for, the shortest movements possible should be made from 
the time the work is delivered to the initial machine until its 
completion at the last machine. 

High speed drills are as essential as high speed tools. Jigs 
and gages for drilling and laying out cost money to make, but 
this cost is negligible when results are considered and you must 
have them to be efficient. Devices which expedite the move- 
ment of any work should be made and put in use. 

A sufficient supply of small tools in good condition must be 
available, such as taps, dies, reamers, cutters, wrenches, files, 
etc. The cost of small taps and files is so small that it is possi- 
ble for a machinist working with either a tap or file in unserv- 
iceable condition to consume enough extra time in three hours' 
work to pay for a brand new tap or file. 

Manufacturing Department.—Undoubtedly all roads have rec- 
ognized the large measure of efficiency obtained through the 
manufacturing department, in which all parts of locomotives 
are made or finished, and delivered to the store department for 
stock, and in turn distributed to all smaller points on the system. 
This department necessarily has the most modern machines and 
facilities. The men employed are specialists. Jigs, templates, 
formers, arbors and clamps should be, and usually are, found in 
great abundance in this department. The store department can 
reduce the efficiency of the manufacturing department by not 
ordering a large enough quantity of certain materials. 

Tool Room.—In a large shop where mechanics get their own 
tools on checks from the tool room, the delays of a minute 
multiplied by the number of times they occur in a day and by 
the number of men affected, run into hours, which in turn mean 
dollars. Therefore, energetic, quick moving and thinking men, 
who know the condition of all tools in their charge, and who 
do not leave a defective tool where it may gct in service, are 
necessary. The average railroad tool room absolutely cannot 
expect to compete with the manufacturer as regards the making 
of small tools and dies. We should never make or repair any- 
thing which we can buy equally as good for less cost, except in 
an emergency case. ! 

Apprentices.—An apprentice makes for efficiency in propor- 
tion to the amount of interest he shows and the amount of in- 
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terest that is taken in him. Select boys with as good an educa- 
tion as possible and who have a real desire to master the trade 
they wish to follow. Give him every opportunity to thoroughly 
learn his trade. Apprentice schools increase the efficiency in 
some shops—why not schools in all shops? Employ all appren- 
tices on probation, and if it is seen at the expiration of six 
months, after an earnest and conscientious effort to make him 
qualify, that he is not adapted to the trade, dismiss him, as he 
may make a splendid success in some other line of business, and 
you will have done him an injustice if you allow him to serve 
his time and then be obliged to put up with his incompetency 
or dismiss him, with four years of his time wasted. 

Shop Demonstrator.—A thoroughly competent demonstrator 
in a shop of any size is an absolute necessity. It is through his 
efforts largely that maximum capacity of machine output is 
obtained. He is invaluable because of his intimate knowledge 
of machines, enabling him to break in a new machine or a new 
operator on any machine which is at all complex. His work is 
not confined to machines, but to any proposition which needs 
close checking to insure results. It takes an intelligent and 
absolutely fair-minded man to qualify for this position, and 
qualifying, he certainly does much to insure efficiency. 

Store Deparlment.—The store department can increase the 


efhciency by keeping a stock consistent with the mechanical de- 


partment's needs and the prompt shipment of necessary ma- 
terial to the unfortunately located foreman of shops at an out- 
side point where only stock common to ordinary requirements 
is carried. When it is considered that, as stated by G. S. Good- 
win, in a paper read before the Western Railway Club of Chi- 
cago, last February, the average value of a locomotive's services 
through the United States was $44 a day, it is problematical 
whether the cause of efficiency is best served by the store de- 
partment keeping material so low that at any time it makes for 
an engine delay. The question should be given the most careful 
analysis. 

Storekeepers and shop supervisors must keep in close touch. 
Advance notice of engines to be shopped and the probable ma- 
terial which will be needed given to the storekeeper enables 
him to make special requisitions for this material, and it is 
usually available when the engine 1s finally shopped. 

Shop Appearance.—Shops should be roomy and well ven- 
tilated; windows so designed and lighting systems so planned 
that there are no dark spaces and glare of sun or lights so 
modified that the eyes of the employes are not subjected to any 
undue strain; lockers and toilet rooms sufficient for the con- 
venience of all employes should be installed and maintained in 
an absolutely sanitary condition. The shops should be kept 
clean and tidy. Material and engine parts should be piled and 
never be allowed to be thrown promiscuously around the floor. 
The grounds about the shops should be kept as neat as the 
interior of the shops. 

Timekeeping and Checking.—A little less than two years ago 
an improved system of checking the work performed by indi- 
vidual men was installed in the Frisco shops. Certain mechanics 
were selected as checkers. The duty of these men is to be con- 
stantly about the shop during working hours, recording 1n some 
detail the operations performed by the various men under their 
care, and setting down the time at which such jobs are begun 
and finished. It has been found that one checker will handle 
from 60 to 75 workmen. The actual working time saved by 
not requiring the individual men to make out their dist ribution 
cards has more than paid the wages of the checkers employed. 
In addition to this accurate records of the work perforrmed and 
of the. time consumed are obtained. 

In connection with this system of checking, all the 
work of timekeeping and labor distribution has been 
trated in the office of superintendent of motive power. This 
has reduced the total cost of keeping time and distribution by 
approximately one half. 
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Routing.—Each engine, as it arrives at the shop for repairs, is 
thoroughly inspected and the work to be performed recorded. 
The routing man, who is, in fact, assistant to the general fore- 
man, makes out the necessary forms covering the engine, and 
with the advice of the general foreman determines the number 
of days which shall be allowed for the completion of repairs. 

The routing man then fills in the detail dates for the comple- 
tion of each of the individual operations. Cards are then pre- 
pared for each department and gang foreman. 

By this scheme the general foreman is relieved in a large 
measure from following up the smaller details of work on the 
engine; the routing man makes numerous daily trips through 
the shop checking up his sheets to ascertain what work is fall- 
ing behind the schedule. A delay report placed on the general 
foreman's desk each morning calls his attention to the depart- 
ments or gangs which are falling behind. The individual fore- 
men are also relieved of tracing their work through other de- 
partments, and the gang and department foremen are able to 
devote their entire time to the supervision of work under their 
charge. 

Standardization of Tools.—The Frisco employs a supervisor 
of tools, who is a specialist in tool design and operation. By a 
careful study of conditions and by an accurate check of the 
equipment in use this man has been able to materially reduce 
the cost of tool maintenance, and at the same time to increase 
its qualitv. All the cutting tools for the system are manufac- 
tured in a central shop, thus insuring perfection of design and 
quality and the lowest cost of manufacturing. No tool steel 
whatever is furnished to outside points, which prevents the 
misuse of expensive high speed steel, by allowing it to be 
worked up by inexperienced mechanics. 

When sufficient pit room is available and the time locomotives 
are in the shop is of no great importance, a scheduling system 
could be worked out that would give fair results. But there 
are not many railroads that have more shop capacity than is 
required when business is good. Consequently, locomotives 
should be repaired and gotten out of the shop with the least 
possible delay. 

A good system for obtaining maximum efficiency from a loco- 
motive repair shop provides for a hurry-up meeting each morn- 
ing. At this meeting the erecting shop foreman will inform 
the general foreman of the exact status of repairs. He will 
also give him a list of material that may be needed to complete 
the repairs. The other foremen, being on hand, can answer 
for any material that belongs to their department. The entire 
subject of output and material can be handled in from fifteen 
minutes to half an hour, and many subjects that may interest 
two or three or more departments can be disposed of at once. 
The general foreman knows at all times the state of repairs of 
each locomotive. 

The report is signed by: Geo. H. Logan (C. & N. W.), 
chairman; J. M. Kerwin (C., R. I. & P.) ; J. C. Newmarch (N. 
Y. C); C. M. Newman (A. C. L.); J. Miller (I. C); E. E. 
Greist (Penn. Lines); F. A. Byers (St. L. & S. F.); Wm. 
Smith (P. & L. E.), and W. T. Abbington (C., R. I. & P.). 

DISCUSSION 

The discussion on this subject brought out the point that the 
general foreman should deal with the subordinate foreman 
direct, rather than go beyond them to the men. Most members 
believed that a schedule of the locomotive parts through the 
shop was desirable. Some roads go into more detail than others 
in this matter. On the St. Louis & San Francisco, at Spring- 
held, Mo, a man is assigned to the routing of the material 
through the shop, and acts as an assistant to the general fore- 
man. Another man devotes his whole time to checking up 

material, making shortage reports every day, and keeping after 

the store department for the material needed. The routing 
man also makes a daily report and red marks the work that is 
hehind. On the Santa Fe there is a material man who works 
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in conjunction with the shop and store department, and whose 
duty it is to report shortages and handle scrap and second-hand 
material. 

On the Delaware, Lackawanna & Western there is a special 
committee appointed to inspect and pass on new devices or in- 
ventions presented by the employes, and if these devices are 
accepted for use the employes are paid in a lump sum. Other 
roads obtain the patent rights for the men, holding the restric- 
tion to use the devices on their own roads without the pay- 
ment of royalty. 


ROUNDHOUSE EFFICIENCY 


The roundhouse is the conecting link between the mechanical 
and transportation department of a railroad. A well equipped 
roundhouse will do much towards strengthening this link, and 
it is time that more attention be paid to its construction and 
equipment, so that it may be brought up to the highest state of 
efhciency. Too much of the details of the construction of round- 
houses is in the hands of the maintenance of wav department, 
and too little in the hands of the man who is on the ground, 
who has to furnish the power for moving trains, and who 
knows more than anyvone else of what is required for the highest 
state of efhciency. To the roundhouse foreman belongs the re- 
sponsibility for engine delays, engine failures, engine mileage, 
cost of dispatching, etc., and therefore his ideas and recommen- 
dations should receive the first consideration. Good light, heat 
and ventilation are important for facilitating roundhouse re- 
pairs, for in order to get good results from the emploves con- 
ditions should be equal to those of the repair shop. Lockers 
and adequate toilet facilities should also be provided in order to 
have conditions the best. 

Eqwuipment.—Drop pits for driving wheels, engine and tender 
wheels should be in all roundhouses where running repairs to 
any extent are required. An engine may be kept out of the re- 
pair shop indefinitely by dropping the driving wheels for repairs 
to driving boxes, turning tires, etc. Overhead cranes or trol- 
leys should be arranged for removing dome caps, front end 
doors, bumper beams, etc. Washing out systems effect a great 
saving as well as protecting the boiler against leaking tubes, 
and all roundhouses should have hot water, and plenty of it, for 
washing and filling boilers. Storage tanks, or sumps, should be 
made large enough to take care of all the water that is blown 
from the boilers an] then used for washing out, reclaiming all 
of the water by filtration. 

There are instances of roundhouses equipped entirely with old 
tools discarded by the repair shop. This is a short sighted 
policy. The tools for the roundhouse should be the very best, 
especially where it is isolated from the repair shop, and it would 
seem that the repair shop should take the old tools rather than 
the roundhouse, because the repair shop is in a better position 
to make repairs to them than the roundhouse. 

Roundhouse piping is a subject for consideration. It would 
seem that the only proper and safe way to install the piping is 
in conduits of sufficient size to hold all the pipes and easy of 
access should repairs be necessary. No sewer pipe leading from 
the roundhouse should be less than 10-in. in diameter and 
preferably 12-in. Engine house pits, especially drop pits, not 
properly drained, give off a disagreeable and unhealthy odor. 

Roundhouse tracks are also a subject for careful considera- 
tion. There should be two inbound tracks, with an emergency 
run around track, and two outbound tracks. The inbound 
tracks should be of sufficient length to admit of a water crane a 
reasonable distance from the entrance so that engines coming 
in from the road leaking and having low water in the tender 
can be given water; otherwise with engines ahead, they would 
die before getting into the house, causing delay. There should 
be about 350 ft. between the water crane and the coal chute, so 
that after taking water the engines may move ahead to wait 
their turn for coaling. There should be at least 600 ft. between 
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the coal chute and turn table to allow for engines standing after 
taking coal. 

It is difficult to keep steady labor on the cinder pit at the 
average roundhouse, and for that reason mechanical loaders are 
being constructed. Damage to cars by fire from hot cinders is 
a matter to consider, and for that reason pits are being con- 
structed so that the cinders can be dumped from the engine 
into water. The Chicago & Western Indiana loads cinders with 
clam shells, the cinder pits containing water to the depth of 
seven feet. The cinders are loaded into cars at a cost of about 
12 cents per car. These cinders are sold to the track elevation 
department for $3 per car. 

Water cranes should be located, one at the entrance of the 
inbound tracks, one on the inbound tracks between the cinder 
pit and turn table, and one on the outbound tracks. 

The office and storehouse should be combined in one building 
conveniently close to a track for loading and unloading pur- 
poses and should be made fireproof. 

Cleaning engines, on a number of roads, is being discontinued 
on account of the expense. This would not appear to be a good 
policy for the reason that the defects are liable to be covered 
up and may not be detected by the engine inspectors. There are 
several mechanical devices for cleaning engines, which bring the 
cost down so much lower than the hand cleaning, that it does 
not seem that a railroad can afford to entirely dispense with 
cleaning. 

A very material increase of engine mileage can be obtained 
by the roundhouse foreman keeping up the lost motion in the 
valve gear, keeping driving box wedges in good shape, watch- 
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Organization for an Engine House Turning 1,000 Engines Per Month 


ing the tread wear, renewing side rod bushings and knuckle 
pins whenever necessary and in numerous other ways keeping 
the engine in good condition. 

Engine failures are subjects for criticism from the president 
down to the foreman. The traveling public are very critical in 
their opinions of railway management and do not hesitate to 
publicly denounce a railway company who has a failure causing 
delay to a passenger train. Competing lines often lose passen- 
gers on account of a failure that could have been avoided by 
more careful attention at the roundhouse; therefore it is very 
important that failures be kept down to the minimum. Compe- 
tent men should be selected for air brake and engine inspectors. 
They should be men who can appreciate what it means to have 
an engine failure. Perfect organization in a roundhouse is the 
cure for engine failures. 

The Interstate Commerce Commission requirements should 
not be lost sight of. The rules governing safety appliances and 
boiler inspection should be observed to the letter. Co-opera- 
tion with the interstate inspectors will tend to make the rela- 


tions much more pleasant. and if the railroads show a disposi-- 
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tion to do all that is fair, it is not the intention of the inspectors 
to cause any hardships. Without a competent man as round- 
house foreman, the best of roundhouse equipment counts for 
naught. We find that in the majority of cases the machinists, 
etc, working under the roundhouse foreman's supervision are 
receiving the equivalent, if not more, compensation for their 
work than he, and they are not willing to accept his position, 
which carries with it the responsibility which he is forced to 
assume. The consequences are that some time in the future 
the roundhouse foreman will not be a competent man. He gives 
up most of his time to his work, but notwithstanding this, the 
instances in which he receives even words of appreciation are 
extraordinarily rare, and it appears that the time is opportune 
to begin at once to give him his just dues. 

Effiaency.—Roundhouse efficiency can be practiced most suc- 
cessfully when the work can be specialized and each operation 
on an engine can be assigned to some workman who is compe- 
tent to handle it in every detail. One of the most important 
duties is to secure all information the enginemen have to offer 
as to the condition of their engines. Roundhouse efficiency is 
developed from the organization maintained and by having 
facilities and tools necessary to do the work the quickest and 
in the most economical method. An organization chart for a 
roundhouse which turns 1,000 engines per month and handles 
all light repairs for a division of 250 miles is shown in the 
accompanying illustration. 

A properly designed work order board located at a central 
point in the roundhouse where all employes can conveniently 
mark it when their work on an engine is completed, will be of 
great assistance to the organization. 

The report is signed by: N. B. Whitsel (C. & W. I.), chair- 
man; H. W. Ensign (C. G. W.) ; Chas. Snyder (A., T. & S. F): 
E. J. Buckbee (C., C., C. & St. L.) ; W. S. Whitford (C. & N. 
W.); S. J. Harper (Y. & M. V.); W. B. Middleton (A. C. L), 
and F. R. Butler (C. & O.). 


DISCUSSION 


Those roads that are equipped with electric cranes in the 
roundhouse are very strongly in favor of them, and believe 
that they are indispensable. Some roads use jib cranes at the 
posts between the pits. A number of roads also use portable 
lathes, some having enough work to keep a regular machinist 
busy on those lathes. One road reported a very satisfactory ar- 
rangement with the drainage from the roundhouses. They pro- 
vide settling boxes in the sewer line to catch the waste and sedi- 
ment. These boxes are cleaned every week at a nominal cost. 

Several methods were mentioned for firing up locomotives. 
The Illinois Central, at Memphis, fires up with scrap wood and 
waste. Coal is first put in the firebox all around the edges, leav- 
ing a bare space in the middle. The wood and scrap waste is 
placed in the middle and ignited. It is claimed that this gives 
very little smoke. The Nashville, Chattanooga & St. Louis puts 
the coal in the firebox and ignites from underneath the grate 
with an oil burner run in through the hoppers in the ashpan; 
this also has proved satisfactory. The Chicago & North West- 
ern uses shavings from the planing mill. These shavings are 
saturated with oil and placed upon a screen to drain. Under- 
neath this screen there are steam pipes which dry the shavings, 
making them easier to handle and not using as much oil. 

Those roads that are cleaning their engines by washing with a 
mixture of oil and water under pressure find that the work is 
done very satisfactorily. The Delaware, Lackawanna & West- 
ern can clean a large Mikado engine by this process for not 
more than 30 cents, in about 15 minutes. A mixture of 75 
gal. of water to 1 gal. of oil is used with a pressure of 90 Ib., 
the pressure being taken from the air line in the shop yards. 
In summer cold water is used, and in winter and late fall, hot 
water. This method of cleaning not only gives the locomotive 
a very neat appearance and does the work economically, but it 
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keeps all the parts clean and free from grease, which permits 
more careful inspection. One road employing this method uses 
no special clothing for the cleaners, and the men keep much 
cleaner than when they cleaned the engines by the old process. 


OX Y-ACETYLENE WELDING 


F. H. Byers (St. L. & S. F.)—The oxy-acetylene process of 
welding and cutting metals has during the past few years been 
adopted by many of the principal railroads. It is doubtful, how- 
ever, whether any of the present installments are of as great 
capacity as will eventually prove necessary to handle the volume 
of work which can be most efficiently performed by this proc- 
ess. As far as is known, the largest single oxy-acetylene in- 
stallation is that at the Springfield shop of the St. Louis & San 
Francisco. This plant, in addition to the ten others on the 
Frisco system, was furnished and installed by the Oxweld Rail- 
road Service Company. The oxygen generators are of the 
duplex type and 1,000 cu. ft. capacity. The oxygen used is 
purchased from the Linde Air Products Company, being de- 
livered to the road in 100 and 250 cu. ft. cylinders. These are 
connected to a duplex manifold which makes it possible to re- 
move and replace cylinders without cutting off the gas supply to 
the shop. In all of the Frisco plants the oxygen and acetylene 
gases are piped throughout the shop, stations being placed at 
convenient intervals to serve the various departments. 

The only trouble which has ever been experienced with oxy- 
acetvlene welds has been due to the inefficiency or inexperience 
of the operators. On the Frisco welders are selected from 
the best journeymen of the various trades. No handy-men or 
apprentices are used on any class of work whatever. The 
mechanics who are selected are given a four months' course of 
training under an expert. By this system a corps of more 
than seventy expert welders has been trained on the Frisco 
system, and the work which is being turned out of the shops is 
of first quality. The Frisco, with first-class boilermakers as 
burner operators, is handling all classes of boiler work with 
unvarying success. When a firebox is to be renewed complete 
it is cut in sections and the staybolts and radial stays are burned 
off; the bolt heads remaining in the wrapper sheets are then 
burned out. By this process an entire box can be removed by 
two operators in less than 20 hours. It is the present practice 
to weld in all part sheets, whole sheets and seams of complete 
boxes. This method is more economical than riveting as to 
initial cost, and also represents a great saving in subsequent 
repairs required at roundhouses. The cutting torch is also used 
by the boilermakers for cutting holes as required in the firebox 
sheets, the boiler shell or the front end. 

During the past two years all broken frames have been welded 
by the oxy-acetylene process, which has proven itself not only 
cheaper, but more satisfactory than any method previously used. 
There have been no failures on. frame welds when competent 
operators, usually blacksmiths, were used. 

This process has no limitations as to classes of metal; brass, 
cast, malleable and wrought iron or steel being welded with 
equal facility. 

The principal use of the oxy-acetylene torch in car work, as 
so far developed, consists in the welding of cracked or broken 
bolsters, the repairing of couplers, and as an aid in steel under- 
frame work. The cutting torch has proven exceptionally useful 
in cutting off rivets in steel underframes; this work being ac- 
complished much more quickly and at a less cost than with the 
air hammer. 

Not the least important field to which the oxy-acetylene proc- 
ess has been applied is in the expedient and economical repair- 
ing of shop machines and tools and work equipment. Where 
ordinarily it would be necessary to order a new part from the 
factory, or at great expense forge out and machine a new part, 
it is now possible to make effective repairs in a short time, put- 
ting the machine back in service before its absence has been 
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seriously felt. Serious delays to work in progress are often occa- 
sioned by the disablement of certain work equipment through 
the breakage of parts, for which no duplicates are carried in 
stock. The oxy-acetylene process has made possible repairs to 
such machines with the minimum delay. 

Old fireboxes, boilers, engine tanks, car frames and other 
heavy units of scrap material are often unsalable, or if they 
can be sold at all will scarcely yield a sufficient amount to pay 
for their transportation. With the cutting burner such articles 
as these may be reduced to convenient size for loading and 
handling, in which form they are readily disposed of at a fair 
price. This class of operation yields a large unit profit on the 
expenditure. 

I C. Newmarch (N. Y. C. West) —The Collinwood shops, 
located on the Erie division of the New York Central, use both 
oxy-acetylene and electricity for welding. Both have their ad- 
vantages. The oxy-acetylene process is used principally for 
boiler work in welding or cutting. All our three-quarter side 
sheets, three-quarter door sheets, corner patches and such work 
is done with the oxy-acetylene process. We have also used it in 
welding up broken frames in the erecting shop, and have had 
fairly good success in most cases. l 

The electric process has its disadvantages and advantages in 
boiler repairs, and a careful study of each job should be made 
before using this method in making boiler repairs. Electric 
welding is here to stay and no up-to-date shop should be with- 
out it, for it is of great value in welding side sheets, door sheets, 
corner patches, cracked mudrings, filling up worn spots on 
sheets, washout plug holes and welding up small cracks in 
sheets up to six inches long. It is also successful in the weld- 
ing of tubes in fireboxes. It is at a disadvantage in welding 
cracks in fireboxes over 8 in. long. 

In preparing sheets and cracks for welding the best of care 
should be taken to get good results, first by beveling both edges 
of the sheet or crack 45 deg. Leave them open 3/16 in., so as 
to get the weld through the sheet. In building up thin spots 
or reducing the size of holes all scale or grease should be re- 
moved, as clean sheets insure good welding. All welds should 
be built up from 1/16 to % in. above the sheet to strengthen 
the weld. 

The welding of tubes, if properly done, will reduce trouble 
to a minimum. First apply the tube in the same manner as if 
no welding were being done, except that no oil should be used 
on the tools in working the tubes, for electric welding is unsuc- 
cessful if there is oil on the work. 

Care should be taken to see that the voltage is not too high. 
High voltage makes it easy for the operator, but it is not good 
for the tubes, as the operator with the high voltage keeps the 
metallic pencil I in. to % in. from the sheet, and the metal 
only sticks and does not weld. A voltage of 64 volts and 125 
amperes makes the operator get within 3/16 in. of the sheet, 
assuring a good weld. 

We reclaim all kinds of pieces, such as wheel centers with 
broken spokes, brake heads with lugs worn off, guides that are 
worn on the side and main rods that are worn on the side at 
the front. We can make a saving of from 20 to 70 per cent; 
in fact, it would be impossible for us to get along without 
this method. 

J. M. Kerwin (C. R. I. & P.)—On the Rock Island for all 
heavy work such as locomotive frames we use Thermit and have 
also welded cast steel guide yokes with Thermit with very good 
success. During the year 1914 there were 82 Thermit welds 
made on frames at the Silvis shop, and up to date none have 
been found broken through the Thermit weld. 

For light work such as boiler and tank sheets and small 
broken castings we use the electric and oxy-acetylene process 
and have found that the electric is the best for boiler work in 
welding patches and cracks, but the oxy-acetylene is best for 
cutting. The patches should be as nearly circular as possible. 
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We have repaired cracks running from the door hole rivets 
to the mudring. These have been electrically welded, the 
staybolts being removed, the holes welded up and redrilled. 
The welding of superheater flues and cracks in the knuckles 
of the tube sheets has also been successfully accomplished. We 
have also applied door collars and saved the application of new 
door sheets. The following shows the cost of applying door 
collar complete and the cost of applying a new door sheet: 


Cost of applying door collar on average engine........... $ 50.13 
Cost of electric power on average engine................. 2.52 
Cost of electric welding sticks.................... eee 3.51 
Cost of applying door collar material.................... 12.67—$ 68.83 
Cost of new door sheet, complete.................. eese. 200.00 
Cost of new door sheet material................... Lees 44.00— 244.00 


Total saving, $175.17. 


In the machine shop we have used the electric welding process 
for filling in frames worn by spring hangers, building up stock 
on worn spring hangers, welding rim keys in driving wheels, 
cracked parts of motion work, new teeth on reverse lever 
and throttle quadrants.. We have also welded flat spots on 
drivers and had very good success with it; also shelled out 
spots on cast steel wheels. With the acetylene process we 
have welded ports in valve seats that were broken out; this 
was done with brass sticks and a flux. We have also welded 
bells and all kinds of cracks in pipes with copper and iron. 


DISCUSSION 


F. A. Byers (St. L. & S. F.)—We have welded frames 4% 
in. by 13 in. by the oxy-acetylene process using the No. 10 
nozzle. On a large frame we use four blacksmiths and pre- 
heat to a good cherry red and expand from 5/32 in. to % in. 
Each man works 30 minutes. They weld from the inside and 
outside at the same time. When we weld the top rail of a 
double rail, before we take out the jacks or wedges used to 
give the proper amount of expansion we heat the bottom rail 
to a cherry red and have good success. If we can we rein- 
force the weld nearly 2 in. all the way around. We start at 
the bottom and weld up, placing a % in. piece of iron under- 
neath to start the weld, to make it stick on the start. We 
have welded 177 frames and had five failures and three of 
those failures were on the same engine. We welded it three 
times. After the frame is cut it is trimmed out by a machin- 
ist. Last month the cost of welding and cutting was $1.37 an 
hour for labor and material. We pay 45 cents an hour for 
welders. 

When welding a frame the welders are on the job from the 
time it is hot until it is finished. We carry pressures of 50 
lb. in the oxygen and 3 ounces in the acetylene. We are using 
one-fourth in. No. 1 rolled steel for the welding material. 
When the weld is large it is sometimes necessary to reheat 
the frame. We also remove fireboxes by cutting the staybolts 
with the cutting torch. It takes patience to get the scale off, 
but after a start is made it comes easily. We take them out in 
sections, two rows of staybolts at a time, and one man in four 
eight-hour days takes the complete firebox out, crown sheet 
and all, a total of 32 hours. Following is a list of the work 
we have done: 


Welding complete fireboxes. 

Welding back tube and door sheets and door collars. 

Welding in crown sheets complete. 

Welding crown seams after burning through center of rivets and rivet 
holes. 

Welding half side sheets and not removing mudring rivets; cutting sides 
above mudring, also tube and door sheets in the same way when in 
good shape at the mudring. 

Welding three-fourth front tube sheets, not removing steam pipes. 
Welding patches in fireboxes and outside casing sheets, and building up 
worn places in sheets, mudring corners and around washout holes. 

Welding patches on top of back tube sheets. 

Welding cracked bridges in tube sheets. 

Welding up staybolt holes; this saves bushing holes and sometimes patching. 

Welding cracked mudring corners on either side, top or bottom. 

Cutting holes in roof sheets for radial stays in place of drilling, reaming 
holes, after burning, with reamer and spindle. 
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Cutting out fireboxes complete, and parts of boilers. 

Cutting superheater flues. 

Cutting out countersunk rivets and removing rivet heads. 

Cutting off staybolts and cutting out staybolts for removal of broken bolts. 
Burning out staybolt burs in place of drilling or punching. 

Cutting off staybolt ends for driving. 


Cutting off radial stay ends for driving on both sides in place of having 
them set. 


Cutting around tubes on back tube sheet when back end is to be removed, 
taking part of tube sheet and removing tubes from the boiler with 
traveling crane. 


H. Eisele (Wabash)—In removing fireboxes we cut them up 
in strips 18 in. to 20 in. wide for the full length of the inside 
of the box with the cutting torch, the staybolts being drilled 
on the outside. After the boiler is removed the firebox is 
taken to the boiler shop and laid on its back and clamped. A 
big crane is then used to pull out the strips. 

G. H. Logan (C. & N. W.)—We cut out the firebox in sec- 
tions, using a long cutting torch. After a good sized hole 
is made, one-fourth of the sheet can be cut out at one time. 
The crown sheet is removed last. 

Mr. Byers—The cutting is the most profitable process in the 
shop. We never drill a hole on steel running boards. A five- 
piece firebox was welded before application at a cost of $52724 
labor and material. The holes are drilled for the mudring 
before the side sheet and the door sheet and tube sheet are 
welded in. When a tube sheet or door sheet warps after be- 
ing welded it is heated and pulled back to shape. We have 
57 fireboxes in service that are entirely welded—no seams in 
them—and we have no trouble with them. When we put in 
a patch we put in a round one and dish it slightly along the 
edges. The welder starts at one end and keeps a little wedge 
driven ahead of the hammer. We do not weld any bridges 
in back tube sheets. We cut the small tubes out of the boiler 
with a light steel roller and the large ones with acetylene. We 
have welded 15 sets of tubes at the firebox end and did not 
have very good success with them. We have still got 6 or 7 
of the 15 in service. One of them has made 90,000 miles and 
another one 75,000, but they are both ready for shopping. We 
are still experimenting on welding tubes with oxy-acetylene. 
We apply our staybolts from the inside of the firebox, and 
one cutter can cut the entire firebox in six hours. That leaves 
them nice and square and they are set and ready to drive. 
We weld the staybolt holes in the outside casing in order to 
reduce the size of the hole. Tire steel chips are used for filling 
in flat spots. 

CLOSING EXERCISES 


During the Thursday session an address on the "Selection of 
Men and Their Promotion," was made by Roy V. Wright, 
editor of the Railway Age Gazette, Mechanical Edition. The 
necessity of having the officers and foremen study their men 
more critically was emphasized. An address on the same subject, 
which was made in Chicago, June 28, is printed on another page. 

The following officers were elected for the ensuing year: 
President, L. A. North, superintendent of shops, Illinois Cen- 
tral, Chicago, Ill; first vice-president, Walter Smith, general 
foreman, Chicago & North Western, Deadwood, S. D.; second 
vice-president, W. T. Gale, foreman, Chicago & North Western, 
Chicago, Ill.; third vice-president, W. G. Reyer, general fore- 
man, Nashville, Chattanooga & St. Louis, Nashville, Tenn.; 
fourth vice-president, C. L. Dickert, assistant master mechanic, 
Central of Georgia, Macon, Ga.; secretary-treasurer, William 
Hall, foreman, Chicago & North Western, Winona, Minn. 


THE Cost oF EMPLOYING INCOMPETENTS.—At a recent gather- 
ing of machine tool builders it was stated that it costs $30 to 
$35 to engage a workman, test him and discharge him if inef- 
ficient. This figure is based on the records of a large manufac- 
turing plant, and it is easy to see how much can be lost per 
annum if great care is not exercised in selecting the new 
hands.—Power. 
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PLANT FOR SANDBLASTING STEEL CARS 


To meet the demand for an effective and economical means 
of cleaning steel cars from mill scale, rust, paint, etc., the sand 
blasting plant shown herewith has been developed by the Mott 
Sand Blast Manufacturing Company, New York and Chicago. 
In designing this system the purpose has been to so arrange 
the apparatus that the sand may be handled by gravity, thus 
eliminating the use of elevating machinery, and reducing the 
cost of the structure required to house the equipment, and to 
provide an effective system of ventilation with a minimum 
expenditure of power. 

The plant is installed in a building consisting of a sand blast 
room 12 ft. long inside, and of sufficient width to allow opera- 
tors to work on both sides of the car, to each end of which is 
connected a shelter bay of sufficient length to house a car of the 
greatest length which the plant will be required to handle. The 
portion of the building containing the sand blast room is a two- 
story structure with a basement, the latter containing the sand 
blast machines and the motor-driven double exhauster, while the 
second story contains the dust arrester. 

The openings between the sand blast room and the shelter 
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filling valves, and by this arrangement all elevating machinery 
is dispensed with. Sectional grating platforms extend along 


either side of the room, near the bottom of the car body. These 
are for the use of the operators working on car bodies; in 
order to provide access to the underframes or the trucks, or to 
make the room available for cleaning structural work the sec- 
tions are hinged to the side walls so that they may be either in 
part or all raised against the sides of the building. 


Type of Bullding Required to House the Mott Sand Blasting Piant 


The dust arrester in the second story of the blast room is of 
the manifold cloth screen type and removes all dust from the 
air passing through it. Hoppers for the collection of the dust 
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Sectional Views of the Sand Blasting Room, Showing the Arrangement of the Apparatus 


bays are closed by soft curtains designed to conform closely 
to the outline of the sides and roof of the car. The entire 
floor of this room is a steel grating, below which are hung two 
steel hoppers for collecting the abrasive material as it drops 
from the cars and directing it to the top of the two sand blast 
machines, one of which is placed directly below each hopper. 
The sand blast machines are fitted with screens and automatic 
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are built in below the screens, and are suitably connected to 
waste chutes extending out through the sides of the building. 
Suction pipes from the dust arrester lead to a double exhauster 
in the basement below the blast room. The cleaned air is dis- 
charged from these exhausters into the shelter bays, about 10 
ft. back from the blast room, thus causing a slight increase of 
pressure in the shelter bays and inducing a steady flow of air 
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from them into the sand blasting room. The air passes through 
the small openings between the curtains and the car body and 
prevents dust from entering the shelter bays. To the intake 
side of the dust arrester are connected a number of pipes with 
slotted openings running down either side of the room and 
across the roof of the car. Eight of these branches are used, 
and through them the dust is collected and withdrawn to the 
arrester. Other suction pipes are placed in the hoppers above 
the sand blast machines for withdrawing the dust from below 
the floor. 

By closely confining the sand blasting operations in a 12-ft. 
room and by collecting the dust close to its point of origin it is 
possible to secure adequate ventilation with a low requirement 
for power. It is claimed that only 25 hp. is necessary to 
effect eight changes of air per minute in this room. The 
ventilation is also materially benefited by the return of the clean 
exhaust from the fans into the shelter bays on either side of 
the sand blast room. 

The sand blast machines are fitted with 36-in. or 4-in. nozzles, 
and when supplied with air at a pressure of 80 Ib per sq. in. 
will clean from four to eight square feet of surface per minute, 
or a total of 8 sq. ft. to 16 sq. ft. per minute for both machines. 
The apparatus is designed to use any abrasive material, pref- 
erence being given to metal abrasives as being cheaper and 
decreasing the amount of dust created. 


SMALL STEAM DRIVEN AIR COMPRESSOR 
| UNIT 


The demand for higher efficiency and the increasing tendency 
toward the use of higher steam pressures has led to the de- 
velopment of a new type of small steam driven, half-speed air 
compressor by the Ingersoll-Rand Company, New York. This 
machine is similar in general design to an older small steam unit 
built by the same company, but embodies a number of improve- 
ments which are claimed to give it a higher efficiency in the 
air end ànd a considerably lower steam consumption. 


- 


Small Alr Compressor Unit 


The air valves used on this compressor are of the recently 
adopted Ingersoll-Rogler type and are independent of any oper- 
ating mechanism. They give high compression efficiency, and 
are almost silent when operating at high speeds. Before adopt- 
ing this valve a thorough test was conducted to determine its 
life. This test consisted in running a 12-in. stroke compressor 
400 revolutions per minute over a period of one year, during 
which time no valves were broken and no adjustments required. 

The distribution of steam is controlled by balanced piston 
valves. This type of steam valve was adopted to facilitate the 
operation of the unit at higher speeds, and with high steam 
pressures; it is also adapted to the use of superheated steam. 
The automatic cut-off control is regulated by a centrifugal fly- 

"eel governor which shortens or lengthens the stroke of the 
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piston valve. This is supplemented by an automatic air un- 
loader. 

In the design of the machine as a whole materials are dis- 
posed with special attention to secure rigidity without excess 
weight and special provision has been made for ready adjust- 
ment of all parts, without loss of time. The bearing parts are 


oiled by an automatic splash system of lubrication. 


LEVER HAND BRAKE 


A freight car hand brake in which the usual type of brake 
shaft and wheel is replaced by a tension rod and lever has now 


Details of Lever-Operated Hand Brake 


been in service on a number of cars for more than a year and 
a half. It is known as the Klasing car brake and is operated 
by a lever having an extension handle, to which is secured à 
pawl engaging ratchet teeth on a vertical quadrant. The lever 
is pivoted to the quadrant and the latter is secured to the toP 
of the car so that the short end of the lever projects ove? the 
end of the roof. A bell crank is secured to the end sill directly 
below the end of the operating lever to which one of its ams 
is connected by a tension rod. The other end of the bell crank 
is connected to the brake rod, which is provided with an 4% 
justable jaw for taking up slack. 

The purpose of this design is to facilitate quick action !? 
application of the brake and it is claimed to eliminate ar 
ment of danger to the brakeman incurred in changing his 
tion when operatng the usual type of hand brake. The paw 
is controlled by a small weight, thrown forward by hand to 
engage the ratchet. 

This brake is sold by D. R. Niederlander, successo 


the 
ele- 
posi- 


r to the 


Adreon Manufacturing Company, Security Building, St- pip 
Mo. It may be applied to the top of box cars, to the nd it 
a 


gondolas and to the end sills of baggage and tank cars., 
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is equally suitable for application to box or gondola cars with 
end steps. The travel of the bell crank is 13 in. which is more 


The Brake Applied to a Gondola Car 


than provided by the air brake. The maximum height of the 
lever above the roof of a box car is about 15 in. with the ex- 
tension handle collapsed. 


PIPE THREADING AND CUTTING MACHINE 


The Landis Machine Company, Waynesboro, Pa., has recently 
developed and placed on the market a line of pipe threading 
and cutting machines, which are attracting considerable attention. 
These machines are designed to use the Landis stationary type 
pipe die heads, which cover a wide range with but one set of 


Machine for Threading and Cutting Pipe 


chasers. The gripping chucks have universal adjustments and 
on the 4 in. and 6 in. machines are lever operated. 

The most noteworthy feature of this type of machine is the 
ease with which it may be adjusted for the different sizes of 
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pipe. This is due to the fact that the die head and gripping 
chuck have universal diametrical adjustments, and but one set 
of chasers is required to cover the range of each die head. 


Size Range Number of Standard Chaser 
Heads Equipment 
4 in. 1 in. to 4 in. 2 1 set 11% pitch 
] set 8 pitch 
6 in. 1 in. to 6 in. 2 1 set 11% pitch 
1 set 8 pitch 
8 in. 24 in. to 8 in. 2 1 set 8 pitch (24 in. to 4 in.) 
1 set 8 pitch (4 in. to 8 in.) 


The accompanying table gives the principal data for the dif- 
ferent sizes of the machines. The machines are fitted with ream- 
ing attachments and cutting off tools, and the makers claim they 
will thread, ream and cut pipe in one continuous operation at 
a speed double that possible on any other pipe machine. Several 
of these machines have already been placed in service. 


ROLLED STEEL TRUCK FRAMES 


The American Car & Foundry Co., New York, has developed 
designs of four-wheel and six-wheel trucks for passenger serv- 
ice, having frames made up almost entirely of standard rolled 


Six-Wheel Truck with Rolled Steel Frame 


sections. The idea in designing these trucks was to reduce both 
first cost and maintenance troubles. Repairs to the frames 
can be made at almost any shop and experience has shown 
that under ordinary service conditions, heavy repairs requiring 
special work and tools are unnecessary. 

In both designs the attempt was made to secure maximum 
strength and service ability with a minimum weight. The 
frame for the four-wheel truck weighs approximately the same 
as the old wooden frame having iron flitch plates, while there 
is a marked advantage as regards strength and rigidity. All 
rivet holes are reamed to size and the more important rivets 


Four-Wheel Truck with Rolied Steel Frame 


are machine driven. Large gusset plates are used to connect 
the cross members to the truck sides and the friction plates for 
the bolsters are located on the bolster hanger brackets, thus 
removing the lateral strain from the cross members. The 
brake hanger bracket is secured to a pressed arm, which is sup- 
ported by the truck side and the cross member gussets. The 
bolster hanger is extra long ‘and the pins are of large diameter 
in order to reduce wear. Either the usual design of inside 
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hung brakes or the American Brake Company's design of clasp 
brakes may be used with this truck. 

The six-wheel truck has been found to meet all the require- 
ments of high-speed passenger service, trucks of this design 
having been used for some time under heavy passenger equip- 
ment cars, including dining cars. It is claimed that frames for 
the six-wheel truck are approximately 3,000 lb. lighter per car 
than the usual design of cast steel frame, this advantage being 
obtained because in. the rolled steel design the metal can be 
placed to better advantage at the points of greatest stress. The 
American Brake Company's clasp brake arrangement can be 
used with this truck, as well as with the four-wheel design. 


EXTENSIBLE VESTIBULE TRAP DOOR 


The Pennsylvania Railroad has built high station platforms at 
its New York terminal, at Manhattan Transfer, Rahway and 
North Philadelphia, and has similar platforms under construction 
at Wilkinsburg and Johnstown on its Pittsburgh division. It 
is often impossible to build tangent platforms, owing to the phys- 
ical conditions at stations and a difficulty has arisen in connec- 
tion with the adoption of the high platform where it is built 


Trap Extended at a High Station Platform 


on a curve, owing to the gap between the car and the platform. 

With a view to overcoming this difficulty the Pennsylvania 
has equipped for trial a steel vestibule car with an extensible 
trap door patented by Elwood H. Sickles, 213 Woodside ave- 
nues, Narberth, Pa., which is designed to bridge the gap between 
the car and the station platform. The operation of this device 
is practically automatic. When the trap is down the opening 
of the vestibule door causes the sliding portion to extend be- 
vond the side of the car; closing the door returns it to its nor- 
mal position. When the trap is to be raised for the use of the 
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step, or when the brakeman opens the door while the train is 
moving the trap should not be extended. To provide for this 
feature a small handle is set flush in the end of the car body, 
by means of which the connection between the door and the 
trap extension may be disengaged. 

The extension trap in outward appearance is like the ordinary 
trap, and consists of a rubber covered top plate A and an ex- 
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Arrangement of Sickles Extensible Trap Door 


tensible portion B, which is built in the familiar panel pattern 
and acts as a support for the top plate. The two parts are hinged 
on the rod C so they act together when the trap is raised for 
the use of the step. The hinge rod is hollow and accommodates 
the flat springs which are adjusted at the bracket B to obtain the 
proper tension. The extensible portion of the trap is supported 
by bracket E, which slides on the hinge rod and lug F’ attached 
to the top plate bracket. F. When the trap is extended, owing 
to the fact that it is supported at one side on lug F', and at the 
opposite side on the usual angle iron ledge, the extended portion 
is prevented from deflecting when a passenger steps on it. 
Spring catches G and H of the usual type are used to hold the 
trap door down when the door is closed and to hold it up against 
the vestibule door when it is raised for the use of the steps. 
The operating device consists of a bell crank lever J attached 
to the bottom of the vestibule door, the connecting rod K and 
the cam L which slides on the square shaft M. The rod shown 
at O is attached to the end of a lever which turns the square 
shaft. The upper end of this rod extends through a slot in the 
end of the car and is provided with a knob by means of which 
it may be raised to the position shown by the dot and dash center- 
line, or returned from that position to its normal position as 
shown in the drawing. In the latter position the cam L on the 
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square shaft engages a taper lug on bracket E, through which 
the trap extension is moved by lever J and connecting rod K 
when the door is opened. When the knob N is in its upper posi- 
tion the cam is disengaged from the bracket on the extension 
and opening the door has no effect upon the trap. The cam is 
so designed, however, that when released its front finger is al- 
ways in position to prevent the trap from being extended inde- 
pendently, thus making it impossible for the trap to be out when 
the door is closed. The trap is so arranged that it is impossible 
to raise it when extended, due to interference between the corner 
of the extension and the hinge bracket D. The trap is designed 
with a uniform extension to take care of the gap at platforms 
built on curves as sharp as 6 deg. On lighter curves the exten- 
sion may slightly overlap the platform, the latter, of course, 
being kept a small step below the floor of the car. Owing to the 
varving height of the car floors above the top of the rail, due 
to differences in springs, etc., it has been found impossible to 
maintain the car floor at a level with the station platform. 

It is unnecessary to provide extra trainmen to attend to the 
operation of this trap, as with the small hand lever set in proper 
position, the opening of the vestibule door, whether accomplished 
bv the trainman or passenger, will cause the trap to extend. 
Owing to the fact that the stop plate does not slide, it is, of 
course, impossible for passengers to be thrown by the movement 
of the extension. 


BRAKE BEAM SAFETY HANGER 


The accompanying drawing shows a type or brake beam safety 
hanger which has recently been patented by Edward O. Elliott, 
chief draftsman, Philadelphia & Reading, Reading, Pa. The 


device is extremely simple and offers practically no obstruction 
to the removal and replacement of the beam. 

The safety hanger is attached to the spring plank and under 
normal conditions is entirelv free from contact with the brake 
It consists of a rectangular bar 2 in. by 
This is supported bv two 


beam or brake head. 
34 in. in section and 32 in. long. 
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Brake Beam Safety Bar Attached to a Truck 


hangers lipped over the vertical flange of the spring plank and 
riveted to it. These are shown in detail in the drawing. The 
har is slapped into place through slots in the hangers and 
secured by means of 1Z-in. bolts placed through the bar at either 
end just outside of the hangers. In this position the device 
offers effective support to the brake beam should the brake- 
beam hangers fail. Should the removal of a brake beam be 
desired the bar may be slid back at one end as shown in the 
drawing by removing one of the 4-in. bolts, in which position 
it offers no obstruction to the removal of the beam. 

This safety hanger is in use on the Philadelphia & Reading. 
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SIMPLE COUPLER RELEASE RIGGING 


The coupler release rigging shown herewith was designed to 
eliminate as many parts as possible and to facilitate the appli- 
cation of the device to the eye of the coupler lock and the end 
of the car. It is known as the Singlelink release rigging, from 
the fact that but one piece is used between the uncoupling lever 
and the eye of the coupler lock. The upper end of the link is 
made with an elongated eye, which provides for all motion of 
the coupler relative to the end sill, and the lower end is pro- 
vided with an open eye. 

The uncoupling lever is secured to the end sill of the car by 
means of open brackets which are closed by cotter pins. In 
applying the rigging to the car the lower end of the link is 
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Coupler Rigging Having Few Parts 


first hooked into the eye of the coupler lock; the lever being 
then placed in the brackets and secured by the cotters. The 
lever connection to the link is provided with a tail which serves 
to prevent the link from turning and sliding out of place. 


HULSON LOCOMOTIVE GRATE 


A large total air opening in locomotive grates with not too 
wide an opening between the fingers of the grate is an acknowl- 
edged advantage. At the recent convention of the International 
Railway Fuel Association it was stated that from a canvass of 
21 roads, it was found that the percentage of the area of the 
air openings in the grate to the total grate area varied from 
a minimum of 28.5 per cent. to a maximum of 49.6 per cent., 
and that the average was 37.2 per cent, with 1 in. openings 
between the fingers, for bituminous coal burning engines. It 
was also stated that the Seaboard Air Line strongly favored 
the table grate on account of its large air opening. 

The illustrations show a grate for locomotives which provides 
an air opening area of 55 per cent. of the total grate area, with 54 
in. openings between the fingers, and with possibilities of a 
larger percentage of air space where the conditions permit. 
This grate is made by the Hulson Grate Company, Keokuk, 
Iowa. It has been installed in a large number of stationary 
plants and has been made standard on the locomotives of one 
railway. The experiences of those who have it in service indi- 
cate that with the large amount of air opening in the grate it 
has been possible to more thoroughly consume the coal, thus 
producing less smoke and keeping cleaner fires. Many cases 
have also been found where a cheaper grade of fuel can be 
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used with this grate. Because of the better consumption of 
the fuel several of the users report considerable savings in coal 
consumption. 

Aside from the large amount of air space provided by this 
grate the mechanical features are of considerable interest, the 
purpose of the manufacturers being to provide a grate of as 
simple construction as possible, with a minimum amount of trou- 
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Parts of the Hulson Grate 


ble to repair. The details of the grate are shown in one of the 
illustrations. No. 1 is the side bar; No. 2 the tie bar; No. 3 the 
finger bar, and No. 4, the finger. The fingers are all loose on 
the finger bar, which permits expansion or contraction without 
affecting the finger bar. The fingers slide on to the finger bar 
from the end, being held by means of a key cast into the bar 
and fitting into a keyway in the fingers. This construction has 
been adopted to make possible the renewing of the fingers, 
should they become broken, at a very small cost, the finger 
bar simply being lifted from the side bar and the broken finger 
replaced. It will also be noted that the tops of the fingers are 
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Hulson Grate for 108 In. by 66 In. Locomotive Firebox 


curved so that when the grate is rocked slightly, a rubbing action 
will be produced on the fuel bed which dislodges the fine ash 
without disturbing the fire or allowing the unburned fuel to 
drop into the ashpan. By shaking the grate for the full stroke, 
however, it is possible to dump the fire. The construction of 
these fingers also tends to raise the bed of the fire sufficiently 
high from the mechanism of the grate to keep it from being 
subjected to the severe heat. It is also claimed that the large 
percentage of air space in the grate permits the use of a larger 
exhaust nozzle, since as much draft will not be required to pull 
the air through the grate bars. With the 56 in. openings there 
will be a more even distribution of the air through the fuel bed, 
which permits of a lighter fire being carried. 

RAILWAY EXTENSION IN CHINA.—The Chinese Government 
proposes to construct railway lines outside the Great Wall. The 
termini of the proposed lines are the several places which will 
be opened as trade ports, such as Chifeng, Taonanfu, Dolonor, 
etc. The first line is from Peking to Jehol, a distance of 140 
miles, with a line from Jehol to Chifeng of 130 miles, and 
another one of 170 miles from Chingchow to Chifeng. The 
other lines are from Kalgan to Dolonor of 150 miles, and from 
Dolonor to Chifeng of 200 miles. These lines will be connected 
with the Peking-Mukden and the Peking-Kalgan railways. The 
scheme is now under consideration by the Ministry. 
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EMERGENCY JACK WITH ADJUSTABLE BASE 


The jack shown in the illustration is adapted to a variety of 
purposes about the shop, on the repair track and in emergency 
use generally. It is known as the Simplex emergency jack and 
is manufactured by Templeton, Kenly & Co., Ltd., Chicago. 

The standard or frame is a heavy malleable iron casting well 
reinforced with ribs against stresses in all directions. It is 
hinged to the base by a steel pin, which is relieved of shearing 
stress by the fitted circular bottom of the frame, which rests 
upon shoulders in the base. The rack bar and cap are of heavy 


drop forgings, the top of the cap being recessed to fit the links 
of a chain, which may be used in shifting heavy material. 
The double socket of crucible steel makes it possible to operate 
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Emergency Jack with Adjustable Base 


the jack at any angle from the vertical to 30 deg. from the 
horizontal. A heavy trunnion bearing supports the socket. A 
trip at the back of the base is provided to hold the frame rigid 
in a vertical position, the releasing of which permits the pivoting 
of the body on the base. The equipment of the jack includes 
five feet of chain and a five-foot steel lever bar. The jack has 
a capacity of 15 tons. 


NATIONAL HOSE COUPLING 


The accompanying illustration shows a new type of hose coup- 
ling recently placed on the market by the National Hose Coupling 
Company, Peoples Gas Bldg., Chicago, Ill. This coupling pro- 
vides a positive means of applying a coupling to a rubber hose. 
As indicated in the illustration, the hose is inserted in the cor- 


Sectional View of the National Hose Coupling 


rugated socket and a steel taper expander is screwed into the 
socket, forcing the hose out against the corrugation. The ends 
of the socket and the expander are rounded to prevent injury 
to the hose. No special tools are required for application. 
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RECORDER FOR MEASURING FLOW OVER 
WEIRS 


I 


With any type of weir or orifice the rate of flow is dependent 
upon the head, and once the law of the weir or orifice is known, 
it may be calculated directly. For most purposes of measure- 
ment, however, mere knowledge of the rate of flow at a given 
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The Cochrane Flow Recorder 


instant is not sufficient, but continuous or total results are wanted. 
This has led to the development of various types of flow record- 
ers, one of the most recent of which, the Cochrane type, is 
illustrated herewith. 

In such recorders there is a float which moves vertically in 
response to changes in head. If the motion of the float is em- 
ployed directly to actuate the recording device, so that the action 
of the recording pen is directly as the motion of the float, or in 
proportion to it, a record of rate of flow can be obtained, but 
the divisions on the chart are not in general equal for equal in- 
crements in the rate of flow. It is therefore necessary to incor- 
porate some kind of translating or modifying mechanism between 
the motion of the float and the motion of the recording pen. 
This translating mechanism is ordinarily a cam. 

In the Cochrane flow recorder, the cam is laid out as a spiral on 
a flat circular plate, and the multiplying mechanism consists 
of a small drum mounted upon the spindle of the cam, and 
having wrapped about it a thin metal cable which is attached to 
the float spindle, a counter-weight on another cable serving to 
keep the first cable taut. The spiral groove is cut into the sur- 
face of the disk, and is so arranged that the part of the cam 
corresponding to the low heads is near the center of the disc, 
and the part corresponding to high heads is near the periphery 
of the disc. To accommodate the recorder for use with weirs of 
different heights it is only necessary to substitute cable drums 
of the proper respective diameters. One cam serves for all 
weirs, having the same law connecting head and flow, and 


hence it has been commercially feasible to devote considerable 
expense to the mechanical means of reproducing this cam to 
insure accuracy. | 

The elimination of friction and back-lash are prime requisites 
in the design of such apparatus. Back-lash has in the present 
case been eliminated by the use of a cable drum instead of the 
gear and pinion drive formerly employed, while friction has 
been reduced as much as possible by mounting the spindle of the 
cam upon anti-friction rollers. Accuracy is also promoted by 
the use of a large, powerful float, and where an enclosed weir 
chamber is employed, and the float stem must pass through a 
packing gland, the latter should be of the self-aligning type. 

The pen carriage is provided with large rollers or wheels, 
which rest upon horizontal ways, so that the cam follower which 
is attached to the pen carriage moves diametrically to the cam 
disc. The construction is such that the cam follower cannot 
be accidentally displaced from the cam slot. The chart being 
driven uniformly by a clock, the pen not only records the rate of 
flow at each instant, but the area under the pen trace is propor- 
tional to the total flow for any elapsed period. Many users, 
however, desire to obtain the total flow directly, without the use 
of a planimeter, and for this purpose an integrating attachment 
has been added. 

Only one clock is employed, a powerful, weight-operated pen- 


Mechanism of the Fiow Recorder with Drum and Recording Pen 
Removed 


dulum movement, making 80 beats per minute, as against the 240 
or 300 usual with hair-spring escapements. 

This flow recorder, while originally designed for use with V- 
notch weirs, may be used with rectangular weirs or submerged 
orifices. It 1s regularly supplied in connection with the Coch- 
rane V-notch meters and metering heaters, manufactured by 
the Harrison Safety Boiler Works, Philadelphia, Pa. 


The Chicago & Alton has increased the working time at its 
shops at Bloomington, Ill, from eight to nine hours a day. 


On July 22, 1915, the Grand Trunk Pacific had completed the 
installation of oil-burning locomotives on the mountain sections 
of its line and they were operated for the first time in passenger 
service. Oil is being used for fuel over 719 miles of main 
line, from Jasper to Prince Rupert, B. C. 


The railway department of the American Federation of Labor 
has issued a notice officially calling off the strike of the me- 
chanical department unions which was declared on the Illinois 
Central, the Harriman Lines and the Pere Marquette in 1911. 
From the point of view of the railways the strike was terminated 
over three years ago. 


George W. Wren, a carpenter in the motive power depart- 
ment of the Ann Arbor Railroad at Owosso, Mich., has been 
in the service of that company for about 27 years and is still 
actively employed, although he was 55 years old before he 
entered the service. He is now in his 82nd year and is still 
actively engaged in his occupation of building and repairing 
locomotive pilots, hand cars and gasolene section cars. 


The Erie Railroad has sold four of its largest steamships 
which are in use on the Great Lakes, and the ownership of 
which the company has to divest itself in accordance with the 
recent decision of the Interstate Commerce Commission. It is 
understood that the boats will be cut in two and taken through 
the St. Lawrence river to the Atlantic ocean, there to be again 
put together and to be used by the purchasers in the coastwise 
trade. 


The San Pedro, Los Angeles & Salt Lake has issued to its 
employees a special bulletin on trespassing. urging them to 
begin a campaign of agitation in their individual circles of in- 
fluence to arouse the public to a realization of the dangers of 
trespassing. The bulletin says: “The Salt Lake route is a 
safe road to ride upon. In the last eight years no passengers 
have been killed in train accidents. It is a very unsafe road 


to walk upon. During the same period 101 trespassers have 
been killed." 


J. A. McCrea, general manager of the Long Island, says 
that it 1s only by the rarest chance that there was not a series 
of disastrous accidents to automobiles at grade crossings on 
that road during the week ending June 28. Every day he re- 
ceives reports to the effect that the crossing gates at this or 
that place have been broken by drivers who thought more of 
speed than of safety. In that one week there were a dozen 
or more such cases. Mr McCrea has issued a list of these 
"near accidents." 


In recognition of his ability in designing a special tool holder 
for use in the Sayre shops of the Lehigh Valley, Edward Seddon, 
a machine foreman, has been given a cash bonus by the rail- 
road company. High speed tool steel is very expensive material. 
Mr Seddon built a device by which tool holders require only 
a cutting edge of high speed tool steel, thus making possible a 
large economy. He has also recently designed a number of 
other special devices for use in railway shops, and it is as a 
mark of appreciation of the economies he has made possible that 
the company has awarded the bonus. 


MEETINGS. AND CONVENTIONS 


International Railroad Master Blacksmiths’ Association. —The 
twenty-third annual meeting of the International Railroad Master 
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Blacksmiths’ Association will be held at the Hotel Walton, Phila- 
delphia, August 17, 18 and 19, 1915. The following subjects will 
come before the meeting for consideration: Flue Welding; 
Making and Repairing Frogs and Crossings; Carbon and High- 
Speed Steel; Tools and Formers; Electric Welding; Drop Forg- 
ing; Spring Making and Repairing; Piece Work and Other 
Methods of Having Work Done; Making and Repairing Loco- 
motive Frames; Oxy-Acetylene Process for Cutting and Weld- 
ing; Case Hardening; Heat Treatment of Metals; Best Methods 
of Reclaiming Scrap; Shop Kinks; New Subjects. Committee 
reports on most of these subjects have been prepared for presen- 
tation at the meeting. 


Chief Interchange Car Inspectors’ and Car Foremen’s Associa- 
tion.—The seventeenth annual convention of the Chief Inter- 
change Car Inspectors’ and Car Foremen's Association of Amer- 
ica will be held at Murphy's Hotel, Richmond, Va.. September 
14 to 16, inclusive. As 1s customary, the problems in the inter- 
change of railway cars and the M. C. B. rules governing the inter- 
change of cars will be discussed. 


Mastar Car and Locomotive Painters’ Assoctation.—The forty- 
sixth annual convention of the Master Car and Locomotive 
Painters’ Association of the United States and Canada will be 
held at the Hotel Statler, Detroit, Mich., September 14 to 16, 
inclusive. A paper will be read by Henry A. Gardner, assistant 
director of the Institute of Industrial Research of Washington, 
D. C., on Metal Protection. Committee reports will be made on 
Flat Color vs. Enamel Color; Effect of the Design of Present 
Steel Passenger Equipment on the Protective Coating; Price 
vs. Quality in Buying Paint Material; Varnish Finish vs. Varnish 
Enamel Color; Piece Work; Maintaining the Interior of Steel 
Passenger Cars. 


The following list gives names of secretarics, dates of next or regular 
meetings, and places of meeting of mechanical associations. 

Air Brake AssociATION.—F. M. Nellis, 53 State St., Boston, Mass. 

AMERICAN RaiLRoAD MASTER TINNERS, COPPERSMITHS AND PIPEFITTERS” 
ASSOCIATION. —W. E. Jones, C. & N. W., 3814 Fulton street, Chicago. 

AMERICAN Rattway Master Mecitanics’ Association.—J. W. Taylor, Kar- 
pen building, Chicago. 

AMERICAN RaiLwav Toot ForREMEN’s Association.—Owen D. Kinsey, Illi- 
nois Central, Chicago. 

AMERICAN SOCIETY rog TestinG MATERIALS.— Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN Society OF MECHANICAL ENGINEFRS.—Calvin W. Rice, 29 W. 
Thirty-ninth street, New York. Annual meeting, December 7-10, 
1915, New York. 

Association oF Rattway ELECTRICAL ENciNEERs.—Joseph A. Andreucetti, 
`R N. W., Room 411, C. & N. W. Sta., Chicago. Annual meeting, 
October, 1915. 

Car ForemMen’s Association oF Cricaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago; 2d Monday in month, except July and August, Lyt- 
ton building, Chicago. 

CHIEF INTERCHANGE Can _INspectors’ AND CAR FoREMEN'S ASSOCIATION.— 
S. Skidmore, 946 Richmond street, Cincinati, Ohio. Annual meet- 
ing, September 14-16, 1915, Richmond, Va. 

INTERNATIONAL RattL wav FueL Association.—C. G. Hall, 922 McCormick 
building, Chicago. 

INTERNATIONAL Ratt wav GENERAL ForeMen’s AssociATION.— William Hall, 
1126 W. Broadway, Winona, Minn 

INTERNATIONAL RAILROAD Master BLACKSMITHS’ ÁssoCiATION.—A. L. Wood- 
worth, Limo, Ohio. Convention, August 17, 1915, Philadelphia, Pa. 

Master Boier Makeks’ Assoctation.—Harry D. Vought, 95 Liberty street, 


New York. 
MasteR Car BuiLoers’ AssociaTioN.-—]. W. Taylor, Karpen building, Chi- 
cago. 


Master Car ann Locomotive Parnters’ Assoc. or U. S. AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. Convention, September 14-17, 
1915, Detroit, Mich. 

NiacaRA Frontier Car MeĘx’s AssoctaTtoN.—-E. Frankenberger, 623 Bris- 
bane building, Buffalo, N. Y. Meetings monthly. 

RaiLway STOREKEEPERS' ASSOCIATION. —J. P. Murphy, Box C, Collinwood, 
Ohio. 

TRAVELING ENGINEERS’ AssoctATION.—W. ©. Thompson, N. Y. C. R. R. 
East Buffalo, N. Y. Convention, September 7-10, 1915, Hotel Sher- 
man, Chicago, Ill. 


AUGUST, 1915 


PERSONALS 


It is our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring this about. 


GENERAL 


WILLIAM H. ELsner has been appointed chief draftsman, mo- 
time power department, of the Great Northern Railway, at St. 
Paul, Minn,, succeeding N. R. Ross, promoted. 


N. C. Hooper has been appointed car foreman of the Grand 
Trunk Pacific at Smithers, B. C., succeeding A. McKinnon. 


W. B. McNtece has been appointed car foreman of the Grand 
Trunk Pacific at Prince Rupert, D. C., succeeding W. Thompson. 


A. McKInnow has been appointed car foreman of the Grand 
Trunk Pacific at McBride, B. C., succeeding W. B. McNiece. 


J. F. Morrarr has not been appointed district locomotive fore- 
man of the Grand Trunk Pacific, as was reported in these columns 
last month. The circular announcing the appointment has since 
been cancelled. 


L. G. RonriN has been appointed general master mechanic of 
the National Transcontinental Railway and the Lake Superior 
branch of the Grand Trunk Pacific, with headquarters at Coch- 
rane, Ont. 


J. S. SHEAFE, master mechanic, Staten Island Lines of the Balti- 
more & Ohio at Clifton, Staten Island, N. Y., has been granted 
leave of absence for one year. 


CAR DEPARTMENT 


P. ALQuisT, whose appointment as general superintendent of 
the car department of the Missouri, Kansas & Texas at Denni- 
son, Tex., has already been annottnced in these columns, was 
born in Stockholm, Swe- 
den, in 1874, and came 
to this country in 1885, 
settling in Memphis, 
Tenn. He started his 
railroad career as car re- 
pairer for the Illinois 
Central at Memphis in 
the early part of 1895, 
working for the same 
road as car interchange 
inspector, repair track 
foreman and general 
foreman of the car de- 
partment of the Mem- 
phis, Mississippi & Ful- 
ton divisions until 1910, 
when he left to go with 
the Cincinnati, Hamilton, 
& Dayton as general 
foreman of the car de- 
partment at Lima, Ohio. 


P. Alquist 
He left that road after about eighteen months’ service to go to 
the Pere Marquette as general car foreman at Grand Rapids, 
Mich., and was subsequently general inspector and chief inspec- 


tor of the car department of that road. In 1913, Mr. Alquist 
Was appointed superintendent of the car department of the Mis- 
Souri, Kansas & Texas, at Sedalia, Mo., which position he held 
at the time of his recent appointment as general superintendent 
of the car department of that road. 
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SHOP AND ENGINE HOUSE 


G. FE&ETHAM has been appointed acting roundhouse foreman 
of the Intercolonial at Truro, N. S., succeeding W. Davidson. 


A. H. KENDALL has been appointed assistant works manager 
of the Angus locomotive shops of the Canadian Pacific, at 
Montreal, Que. 


L. C. On» has been appointed assistant works manager of the 
Angus car shops of the Canadian Pacific at Montreal, Canada. 


W. WELLS has been appointed general foreman of the Canadian 
Pacific at North Bay, Ont., succeeding A. H. Kendall, promoted. 


C. WHITE has been appointed roundhouse foreman of the Na- 
tional Transcontinental Railway at Edmundston, N. B. 


PURCHASING AND STOREKEEPING 


R. A. LuNsrorp has been appointed storekeeper of the Kansas 
City, Mexico & Orient of Texas, with headquarters at Angelo, 
Tex., succeeding T. A. Pratt. 


COMMISSION APPOINTMENTS 


H. A. Hernpon, chief draftsman of the Fort Worth & Denver 
City, at Childress, Tex., has been appointed junior mechanical 
engineer, division of valuation, of the Interstate Commerce Com- 
mission, with headquarters at Kansas City, Mo. 


NEW SHOPS 


ATCHISON, TOPEKA & SANTA Fe.—This company is construct- 
ing a seven-stall brick engine house at Prescott, Ariz. The work 
has been begun. 


ILLiNois CENTRAL.—This company will build wooden car re- 
pair shop buildings at Nonconnah, Tenn. The estimated cost 
of these new repair shops is about $150,000. 


MAINE CENTRAL.—The contracts have been awarded and the 
work on the construction of additional buildings for the Maine 
Central shops at Waterville, Maine. The estimated cost is 


$60,000. 


LEHIGH VALLEY.—This company will at once build a fireproof 
roundhouse, with stalls for fifty locomotives at Sayre, Pa. Con- 
tract for the building, which is to be of hollow tile and cement 
construction, has been given to Westinghouse, Church, Kerr & 
Company, New York. The total cost of the improvements will 
be $400,000, including a new turntable and accessories. 


OREGON-WASHINGTON RAILRoAD & NAVIGATION COMPANY.— 
This company will build a 12-stall roundhouse, a 40-ft. by 60-ft. 
storehouse, a 30-ft. by 40-ft. powerhouse, and a 50-ft. by 60-ft. 
machine shop at The Dalles, Ore. The powerhouse, machine 
shop and roundhouse will be brick buildings with mill interior, 
and the storehouse will be a corrugated, galvanized steel build- 
ing on wood frame. 


Cuicaco, BURLINGTON & Quixcv.— This company is rebuilding 
its blacksmith shop at Galesburg, Ill, which was recently de- 
stroyed by fire. The work is being done by company forces. 


BALTIMORE & OHIO CHICAGO TERMINAL.— This company is build- 
ing new engine and passenger terminal facilities at Fourteenth 
and Robey streets, Chicago, which will include a 33-stall round- 
house, a 300-car coach yard, a 2-story building 600 ft. long for 
coach yard supplies, a power plant, oil house, coaling station, 
sand house and office building. Contracts for the construction 
of these buildings have been awarded to James Stewart & Co,, 
Chicago. 


SUPPLY TRADE NOTES 


The Sauvage-Ward Brake Company, Inc., New York, has re- 
cently changed its name to the Smith-Ward Brake Company, Inc. 


Andrew Allen, Sr., the founder of the firm of A. Allen & Son, 
New York, died July 6. 


George F. Alderdice has resigned as assistant general man- 
ager of sales of the Republic Iron & Steel Company, to become 
assistant to the president of the Brier Hill Steel Company. 


J. F. McNamara has been appointed general manager of the 
Bayonne Steel Casting Company, Bayonne, N. J., succeeding 
W. E. Oakley. 


The Scullin-Gallagher Iron & Steel Company, St. Louis, Mo., 
by a vote of its stockholders has changed its name to the Scullin 
Steel Company. 


Thomas R. Cook, formerly assistant engineer of motive power 
of the Pennsvlvania Lines West, has been appointed chief en- 
gineer of the Willard Storage Battery Company, Cleveland, Ohio. 

i 

Flint & Chester, Inc, New York, dealers in railway, mill 
and contractors' supplies, have been appointed New York sales 
agents for the jacks made by A. O. Norton, Inc, Boston, Mass. 


H. A. F. Campbell has been appointed European representa- 
tive of the Baldwin Locomotive Works, with headquarters in 
Paris. Mr. Campbell has been in the service of the company 
since 1900. 


F. N. Hibbits, until July 1 superintendent of motive power of 
the Lehigh Valley at South Bethlehem, Pa., has been appointed 
assistant general superintendent of the Baldwin Locomotive 
Works, effective July 1. 


The American Steel Export Company was incorporated in 
Delaware on June 29, with a capital of $200,000, to promote the 
sale abroad of products of the Cambria Steel Company. H. 
Gossen has been placed in charge of the New York office. 

i 

Paul B. Oatman, formerly manager of the Ideal Die & Tool 
Company, Beaver Falls, Pa, has been appointed manager of 
the small tools department of the Modern Tool Company, 
Erie, Pa. 


Louis F. Beckert, a salesman in the railway equipment devision 
of the railway and lighting department of the Westinghouse 
Electric & Manufacturing Company, died suddenly of typhoid 
fever at his home in Pittsburgh on July 7. 


L. S. Love, formerly head of the L. S. Love Machinery Com- 
pany, has become associated with the Sherritt & Stoer Company, 
Inc, Philadelphia, Pa., dealers in machine tools and railway and 
machine shop equipment. 


W. D. Waugh, district representative in St. Louis, Mo,, of the 
Kalamazoo Railway Supply Company, Kalamazoo, Mich., has 
been appointed district representative in charge of the St. Louis 
office of the Detroit Graphite Company, succeeding Benjamin 
Randolph, resigned. 


The National Hose Coupling Company, which has recently 
been incorporated, with Mortimer J. Silverberg as president, 
will manufacture a coupling which is applicable to various rail- 
way uses. The works of this company are at Kankakee, Ill., 
and its general offices are in the Peoples Gas building, Chicago. 
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R. A. Paterson, H. M. Buck and John B. Given, formerly the 
United Railway Specialties Company, 30 Church street, New 
York, have been appointed representatives of Mudge & Com- 
pany, Chicago, in the New England, Eastern and Southern States, 
The representation of Mudge products covers the Mudge motor 
cars, Mudge-Peerless ventilators and the Mudge-Slator locomo- 
tive front end. 


The Continental Piston Ring Company, Memphis, Tenn., has 
been incorporated with a paid in capital of $100,000. It will manu- 
facture piston rings for locomotives, engines, automobiles and 
pumps of various kinds. The officers are B. H. Mason, president; 
W. P. McCadden, vice-president; R. E. Brown, secretary and 
treasurer, and C. R. Bryant, chief engineer. 


The United States Light & Heat Corporation, Niagara Falls, 
N. Y., has been incorporated with a capital of $7,000,000 to manu- 
facture machinery, batteries and apparatus for the production of 
electric light and heat. It is a reorganization of the United States 
Light & Heat Company, and will take over and continue the 
operation of that company’s plant at Niagara Falls. G. M. 
Walker, A. L. Fowle and A. S. Jones, 60 Broadway, New York, 
are the directors. 


W. Spencer Robertson, assistant to Leigh Best, vice-president 
of the American Locomotive Company, has been appointed sec- 
retary of the company, succeeding C. B. Denny, formerly treas- 
urer and secretary, who has resigned. Mr. Robertson has been 
in the service of the American Locomotive Company since May 
1, 1908. He was born in Brooklyn, January 10, 1885, and from 
November, 1900, until 1908 he was associated with the law office 
of Simpson, Thacher & Bartlett, New York. 


Thomas E. Carliss, manager of the works of the Buffalo Brake 
Beam Company at Buffalo, N. Y., and Hamilton, Ont., died sud- 
denly in Buffalo on July 9. Mr. Carliss had been in the brake 
beam business for about 30 years. He was at one time associated 
with the Central Brake Beam Company, at Detroit, for many 
years, afterwards becoming associated with the Monarch Brake 
Beam Company, when that company was started by Detroit 
capital. He had been in the service of the Buffalo Brake Beam 
Company for about six years. 


The Locomotive Stoker Company, Schenectady, N. Y., has 
purchased the coal pusher business and taken exclusive licenses 
under all of the patents covering mechanical coal pushers for 
locomotive tenders owned by Ryan, Galloway & Co., Chicago, 
which, with the patents already controlled, will enable the Loco- 
motive Stoker Company to add a complete line of mechanical 
coal pushers for all classes of locomotive tenders to its rapidly - 
growing stoker business. Edward Ryan, of Ryan, Galloway & 
Co., has entered the employ of the Locomotive Stoker Company 
as mechanical expert. 


The Columbus Bolt Works Company, Columbus, Ohio, has 
been incorporated with a capital stock of $660,000 to take over 
the business of the Columbus Bolt Works. J. R. Poste, formerly 
secretary and general manager of the Columbus Bolt Works, has 
been elected president, treasurer and general manager of the 
company; J. H. Poste, vice-president; T. A. Fleming, assistant 
treasurer, and H. A. Mason, secretary. The incorporators in- 
clude J. R. Poste, J. H. Poste, W. F. Burdell, Beale Poste and 
F. H. Barrett. Julius Blum & Co, 510 West Twenty-fourth 
street, New York, have been appointed the eastern sales agents 
of the company. 


John Havron, president of the Rogers Locomotive Works, 
Paterson, N. J., from 1901 to 1908, and more recently an officer 


Avcvusr, 1915 RAILWAY AGE GAZETTE, MECHANICAL EDITION 437 


of the Walker & Bennett Car Seat Company, died in Jersey 
City on Saturday, July 25, at the age of 56, from cancer of the 
stomach. Mr. Havron started his career as a clerk in the em- 
ploy of the old Rogers Locomotive & Machine Works in Pater- 
san, N. J., in 1881. He gradually worked his way up to the 
position of secretary of the company, but left in 1893 to go to 
Chicago as the western representative of the Latrobe Steel Com- 
panv, Latrobe, Pa. In 1901, when the Halloran and Smith syndi- 
cate bought the Rogers Locomotive Works, he returned to that 
company as its president and held that position until October 1, 
1908, leaving at that time to go with the Latrobe Steel & Coupler 
Company, with office at Chicago. 


Roy C. McKenna, of the McKenna Brothers Brass Company, 
Pittsburgh, Pa, has been elected president of the Vanadium- 
Alloys Steel Company, 
also of Pittsburgh. He 
succeeds E. T. Edwards. 
who has resigned to ac- 
cept the presidency of 
the Latrobe Electric 
Steel Company, Latrobe, 
Pa, but who will re- 
main a member of the 
board of directors of the 
Vanadium - Alloys Steel 
Company. Mr. Mc- 
Kenna brings to his new 
position the experience 
gained in the years he 
has been the head of the 
mechanical. department 
of the McKenna Broth- 
ers Brass Company. He 
graduated from the Uni- 
EE Secs vercity of Pittsburgh in 

DIU 1903 in electrical and 
mechanical engineering. Mr. McKenna's family has had con- 
siderable experience in the high-speed steel trade, having been 
identified with it ever since the year 1902. 


Charles B. McElhany, general manager of sales of the Cam- 
bria Steel Company, has been elected also a vice-president of 
that company. Mr. McElhany has been in the steel business 
for about 20 years, and 
in the service of the 
Cambria Steel Company 
for four years. His 
early years in the steel in- 
dustry were spent in the 
employ of the Braddock 
Wire Company, the 
American Steel & Wire 
Company, the Union 
Steel Company and the 
Pittsburgh Steel Com- 
pany. About nine years 
ago he entered the serv- 
ice of the Colorado Fuel 
& Iron Company, be- 
coming assistant general 
manager of sales of that 
company. He then be- 
came assistant manager 

C. B. McElhany of sales of the Cambria 

Steel Company, in charge 

of the wire division. He was later appointed assistant general 

manager of sales, and on March 1 succeeded J. L. Replogle as 
general manager of sales. 


The Roberts & Schaefer Company, Chicago, has issued the 
following announcement: '"We desire to announce that we have 
voluntarily released our control over the Holmen patents as re- 
lates to locomotive coaling plant equipment, and have canceled 
our agreement with Mr. Holmen. Two years ago we secured 
control of an improved design of elevating machinery which, 
while retaining all of the advantages of our previous equipment 
under the Holmen patents, entirely eliminates the bucket latches, 
closing springs, and trippers required by those patents. This 
change greatly improves the service and reliability. The results 
obtained after two vears' operation of many representative plants, 
warrants us in making this form our standard, which we will 
hereafter employ in all of our locomotive coaling stations." 


Henry S. Hawley, president of the Railroad Supply Company 
of Chicago, died on July 22, at his summer home in Saunders- 
town, R. I. He was born on August 12, 1851, at Bridgeport, 
Conn. From 1874 to 
1883 he was actively en- 
gaged in bridge contract- 
ing and in promoting 
and constructing rail- 
roads, during which time 
he was identified with the 
Grand Trunk from Val- 
paraiso, Ind., to Thorn- 
ton, Ill, and also pur- 
chased at Master's sale 
the Chicago & Southern, 
now owned by the Grand 
Trunk. In 1883 he was 
the promoter of the Chi- 
cago & Wisconsin, which 
was leased to and com- 
pleted by the Chicago, 
Wisconsin & Minnesota, 
and was president of the 
latter road during its 
construction from Chi- 
cago to Schlesingerville, Wis. This is now a part of the Minne- 
apolis, St. Paul & Sault Ste. Marie. He was general agent and 
purchased a part of the right of way of the Chicago Great West- 
ern, and on its completion was appointed general agent in charge 
of traffic and leases. From 1890 to October, 1893, he was general 
agent in charge of traffic of the Chicago & Northern Pacific, 
and later was general agent and treasurer for the receivers 
of the same road. On July 1, 1897, he was made general agent 
and treasurer of the reorganized company, which was called the 
Chicago Terminal Transfer Company, and on February 1, 1899, 
he was appointed trafhc manager, treasurer and assistant secre- 
tary of the same road. On June 1, 1902, he was elected president 
of the Railroad Supply Company. 


H. S. Hawley 


Duty or A PuMr.—There are different definitions for what 
is termed the duty of a pump, each giving a different estimate 
or value. The duty is sometimes defined as the weight in 
pounds of water raised through a vertical height of one foot 
for each 100 lb. of coal burned; or, more simply, the theoretical 
work (ft.-lb.) performed per hundredweight of coal burned 
under the boiler. It is observed that this definition is faulty, 
because it combines furnace and boiler efficiencies with that of 
the pump itself, besides estimating only the theoretical work 
performed, thus eliminating friction, which is often a most 
important factor. The true definition of duty in pumping is 
the actual work performed in a given time (ft.-lb.), per mil- 
lion B. t. u. delivered to the pump in the same time. Or, less 
frequently, the duty is estimated in foot-pounds of work per 
thousand pounds of dry saturated steam consumed.—Coal Age. 
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CATALOGS 


Cop StoraGeE SvsrEM.—Bulletin No. 221 recently issued by 
the Link-Belt Company, Chicago, is a four-page leaflet descrip- 
tive of the Link-Belt patented circular storage system. The 
leaflet describes the system in detail, names its several advan- 
tages and contains illustrations of typical installations. 


Woop Brock FLoors.—The Ayer & Lord Tie Company, Chi- 
cago, has recently issued a booklet on that company's interior 
creosoted wood block floors. The booklet discusses the several 
advantages of this type of flooring material and contains several 
illustrations of wood block floors laid in different kinds of 
shops. 


Gas ENciNEs.—Bulletin No. 34-X issued by the Chicago Pneu- 
matic Tool Company, Chicago. is devoted to the Class A-G 
"Giant" gas and gasoline engines made by that company. 
Bulletin No. 34-U contains instructions for installing and oper- 
ating "Chicago Pneumatic" Class N-SO fuel oil driven com- 
pressors. 


Air Compressors.—Form No. 3,031 recently issued by the In- 
gersoll-Rand Company, New York, is devoted to the Ingersoll- 
Rogler Class FR-1 steam driven single stage straight line air 
compressors sold by that company. The company has also re- 
cently issued Form No. 4,034, relative to the Leyner-Ingersoll 
water drill. 


Toots Fok Curtinc Screw THReEADS.—This is the title of a 
catalog recently issued by the J. M. Carpenter Tap & Die Com- 
pany, Pawtucket, R. I. The booklet, which is quite similar to 
the usual tap and die catalog, contains illustrations of the taps, 
dies, die-stocks, etc., made by the company, as well as tables of 
sizes and list prices. 


Storrixc Macutines.—Catalog No. 49, recently issued by the 
Newton Machine Tool Works, Inc.. Philadelphia, Pa., contains 
illustrations and specifications of the company's complete line 
of standard and special slotting machines and a number of il- 
lustrations of different designs of milling, boring, drilling and 
cold saw cutting off machines. 


Car HEATING Apparatus.—The Gold Car Heating & Lighting 
Company, New York, has recently issued circulars relative to 
that company's No. 804S positive lock coupler, its pressure regu- 
lator No. 1,014 and its up-to-date vapor system. The latter 
also shows how Gold’s thermostatic control may be used in 
connection with the vapor system. 


ELECTRICAL Testing SERvIiCE.— The Electrical Testing Labo- 
ratories, Inc, New York, have recently issued an attractive 
loose-leaf bocklet describing the equipment, organization and 
work of these laboratories. The service offered by the Labo- 
ratories includes the testing of instruments, electrical materials 
and machinery and tests of electric lamps. 


Faprtkow.—In a publication entitled “The Orange Book,” the 
Du Pont Fabrikoid Company, Wilmington, Del., presents a num- 
ber of exhibits which are extracts from proceedings or articles 
dealing with upholstery, all of which are used to show the 
superiority of Fabrikoid to the poorer grades of split leather 
for use in furniture upholstery, automobiles, etc. 


SUPERHEATERS.—The Locomotive Superheater Company, 30 
Church street, New York, has issued the fourth edition of its 
pamphlet entitled “The Use of Highly Superheated Steam in 
Locomotive Practice." This is devoted to a description of the 
Schmidt superheater, including data concerning its operation. A 
number of superheater accessories are also described. 


GEARED LocoMorivEs.— The Heisler Locomotive Works, Erie, 
Pa, has recently issued catalogue No. 115, describing in detail 
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the construction of the Heisler Geared Locomotives and classes 
of service for which they are suited. The various parts of 
the locomotive are described and information is included concern- 
ing the methods of laving out rough spur tracks. 


LEATHER Goops.—The Du Pont Fabrikoid Co., Wilmington, 
Del., has just issued an attractive bulletin on Fabrikoid, which is 
made with a face of cotton cloth coated with a tough flexible 
material and embossed by steel plates or rolls to produce the 
appearance of any desired natural leather grain. The cover of 
this booklet is printed in colors and shows five different colors 
and grains of Fabrikoid. The booklet is well printed and illus- 
trated. 


AUTOGENOUS WELpING.—In the Panama-Pacific International 
Exposition number of Autogenous Welding, the Davis-Bournon- 
ville Company, Jersey City, N. J., presents a number of articles 
descriptive of various large pipe line installations where the 
welding of the joints has been performed by its apparatus. The 
leading article deals with the installation of gas mains on the 
Exposition grounds at San Francisco, which were laid with 
welded joints. 


GEARS, PINIONS AND TnorrEvs.—The R. D. Nuttall Company, 
Pittsburgh, Pa., has recently issued catalog No. 12 relative to 
gears, pintons and trolleys for mine and industrial locomotives, 
and catalog No. 13 devoted to like equipment for electric rail- 
ways. Each booklet contains illustrations and specifications of 
the apparatus described, there being included extensive tables 
giving the sizes and list price of the gears and pinions which 
may be obtained. 


Herat INsULATION.—AÀ four-page folder recently issued by the 
Armstrong Cork & Insulation Company, Pittsburgh, Pa., is de- 
voted to its high pressure covering for use on high pressure 
and superheated steam lines, boilers and other heated surfaces. 
This material is made up of a special form of silica of a 
minute cellular construction, mixed with asbestos. Owing to 
the cellular nature of the silicious material, it is said to be an 
exceptionally good heat insulator. 


PAssENGER Car CourLERs.— The McConway & Torley Com- 
pany, Pittsburgh, Pa., has recently issued an eight-page booklet 
descriptive of the Pitt Passenger Coupler. In addition to an 
illustration of the coupler, the booklet also contains three draw- 
ings showing the coupler's great flexibility of curvature. Fig. 1 
shows the limits of such flexible movement; Fig. 2, the extreme 
positions to which the couplers will adjust themselves in pass- 
ing over a curve and tangent, and Fig. 3, the relative positions 
on a reverse curve. 


FLEXIBLE JoiNTs.— Barco Flexible Joints is the title on the 
cover of a loose-leaf booklet recently issued by the Barco Brass 
& Joint Company, Chicago. In this booklet are contained cata- 
log No. 10 relating to blow-off terminal coach heating and wash- 
out nozzle connections; catalog No. 20 relating to roundhouse 
blower connections and specifications and the Barco automatic 
smokebox blower fitting; catalog No. 30 entitled "Barco Flexible 
Joints, Catalogue and Descriptive Bulletin," and catalog No. 40 
relating to engine tender connections for steam, air and oil and 
car connections for steam and air. 


VERTICAL Gas ENaiNE.— The National Transit Company, Oil 
City, Pa., has recently issued bulletin No. 401, in which is illus- 
trated and briefly described a vertical four-cycle, air cooled gas 
engine. A unique feature in the design of this engine is the use 
of the exhaust to induce the circulation of air through the cool- 
ing flanges on the cylinder. Bulletins Nos. 104 and 105. also re- 
cently issued, are devoted to a line of the Duplex direct acting 
type steam pumps, the former outside center packed and the lat- 
ter of the packed piston type. These pumps are designed for 
service from 200 Ib. to 1,000 Ib. pressure per sq. in. 
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The When we went to press with this issue, 
i the closing date (September 1) for the 
Apprentice competitive letters on "How Can I Help 
Letters 


the Apprentice Boys?" had not arrived. 
A large number of letters had been received, however. The 
best one of the letters entered in the competition will be se- 
lected by the judges in the contest and will be printed in the 
October number, the writer meanwhile being paid the reward 
of $10. Such other letters as may be suitable for publication, 
in whole or in part, will be printed in the same or succeeding 
issues and will be paid for at our usual rates. The experiment 
has worked out so well that we have decided to conduct a 
series of similar competitions in the months to come, as will 
be noted by announcements made elsewhere in the editorial 
columns. Our hearty appreciation is due to those who have 
helped to make the contest a success. We shall be glad to 
receive comments or additional suggestions on the facts which 
are presented in the letters when they are published. 


The prize competition on "How Should Car 


The Car 

I os Inspectors Be Trained and Developed and 

nepector What Are Their Qualifications?” which 
Competition was announced on page 384 of our August 


issue, will close on October 1, 1915. Don't fail to study the 
announcement and to mail your contribution in time to reach 
our offices in the Woolworth building, New York, on or before 
that date. The best article on the basis of the practical sug- 
gestions which are made will be awarded a prize of $35. Other 
articles accepted for publication will be paid for at our usual 
rates. The car inspector's position is a most difficult one to 
fill. Familiarity with the interchange and loading rules requires 
a great amount of study and much practical experience. Many 
of the rules are exceedingly complex, requiring more than aver- 
age intelligence correctly to interpret and apply them. The se- 
lection, training and development of men who can do this work 
satisfactorily has given car department officers much concern. 
The object of the competition is to bring out as many practical 
and helpful suggestions as possible. 


The federal requirements for inspecting 


Boiler ; : 1 
I ti and testing locomotive boilers have made 
pepecston it necessary for each railroad to develop 
Competition a corps of boiler inspectors to see that the 


requirements are fully understood and fulfilled. The position 
is one of great responsibility and requires practical men of 
much intelligence and experience. Are these men given proper 
facilities for performing their work? Have they plenty of 
room, with convenient files for sorting and keeping the neces- 
sary records, data, etc.? Is their method of working care- 
fully planned to secure the greatest efficiency? What. sug- 
gestions can you make which will help them to perform their 
work more effectively? To develop facts and practical sug- 
gestions along some one of these or other phases of the loco- 
motive boiler inspector's work we will give a prize of $35 for 
the best article which is received at our office in the Woolworth 
building, New York, on or before November 1, 1915. As in all 
of our competitions, the judges will base their decision on the 
practical value of the facts and data which are brought out and 
the logical way in which they are presented, rather than on 
the composition or grammatical arrangement of the article. 


During the discussion of the methods of 


Piston Valve "e : : 
Ri machining piston-valve rings at the re- 
ng cent convention of the General Foremen's 
Competition Association, much interest was displaved 


by the members generally as to the various methods used by 
the different roads. Four types of valve rings are used, the 
rectangular, the L, the T and the Z-shaped rings. Each road 
has good reasons for using some one of these types. The 
proper machining of the rings is also an important matter with 


respect to the efficiency with which the rings do their work, 
.economy in operation and the effect on the life of the rings. 
In order to obtain definite information along these lines a prize 
of $10 will be given to the person sending the best letter on 
the subject to our offices in the Woolworth building, New 
York, on or before October 1. It is desired to obtain, as far 
as possible, data as to the service obtained from the rings, 
the reason for using a certain specific type, the cost and time 
of making the ring, as well as details concerning the actual 
operations of machining. Not all of these. phases of the ques- 
tion need necessarily be considered in any one letter. They are 
given rather in the way of suggestions in order to bring out 
the best practices used under different conditions on different 
roads. The judges will make the award on the basis of the 
practical value of the information presented, but will not attempt 
to decide which practice is best according to the arguments 
which are advanced by the competitors. Articles which are 
not awarded the prize, but which are accepted for publication, 
will be paid for at our usual rates. 


For every locomotive mile used by the 


Locomotive j 
Mil transportation department an available lo- 
eage comotive mile must be created by the me- 
Account chanical department. This is the basis 


on which a road should operate if it is desired to keep the 
transportation department well supplied with power. The avail- 
able locomotive mileage is an account from which the transporta- 
tion department draws as it moves the trains. Every locomo- 
tive as it comes from the shops is good for a certain number 
of miles; say, for instance, 50,000. If the transportation depart- 
men consumes 500,000 locomotive miles in one month then ten 
of these locomotives should have been turned out of the shops 
during that month to maintain the proper mileage account bal- 
ance. When new locomotives are purchased there are just so 
many locomotive miles to be added to the account and, con- 
versely, when the locomotives are removed from service the 
mileage account becomes reduced. Those engines that are in 
service should be inspected each month with a view to determin- 
ing the amount of mileage they still have available, the mileage 
they have already made and their present condition being con- 
sidered. By doing this the head of the mechanical department 
knows very nearly what available mileage he has and if re- 
trenchments are desired, just how far he can cut down his forces 
and still provide the transportation department with the mileage 
it will require. On a large road this system should apply as a 
unit to each division, the passenger and freight locomotives 
being considered separately. If still greater refinement is de- 
sired the locomotive tractive power miles could be ascertained. 


With another bumper grain crop in sight 


Freight : 
Mig the car department is called upon to pre- 
f pare the equipment for its transportation. 
Inspection In doing this too much care cannot be 


exercised in providing grain-tight cars. Defective equipment 
causes a large percentage of the loss and damage claims. For 
the last five years there has been an average of 69 cars a day 
entering Chicago with grain leakage defects. For the six months 
ending June 30, 1914, the railways reported to the American 
Railway Association a loss of $600,000 for grain due to de- 
fective equipment. 

By careful repairs and rigid inspection the car department can 
do its part in reducing these excessive claims. The cars to 
be loaded with grain should be made grain-leakage proof and 
rain tight. The front, top and rear of the car doors should be 
so coopered that no moisture can penetrate into the car. The 
sheathing should be carefully inspected. About 65 to 70 per 
cent of the grain leakage defects are chargeable to the sheathing; 
the flooring is responsible for the rest and it, too, should not 
be neglected. A leaking roof on a grain car is worse than no 
roof at all, for without a roof the grain would not be shipped 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


Von 89, No. 9. 


in the car. The system of testing roofs as described on page 
399 of our August issue has given exceedingly good results. 
There are many other details that must be carefully watched if 
the grain leakage proof and rain-tight cars are to carry the 
bumper crop successfully; a small defect will eat up the profits 
derived from the carrving of this grain at a very rapid rate. 


Of Interest When we proposed a few years ago reg- 
ularly to devote a certain proportion of the 
to . . . 
pages of this journal to the interests of 
Car Men 


the car department some of our good 
friends laughed at us and said that the scheme "wouldn't work.” 
True, they said, there is lots of good material in that depart- 
ment which ought to be dug up and published, but the car 
men will not take a sufficient amount of interest in it to make 
the venture really worth while; moreover, you will have a 
strenuous time in filling up the allotted number of pages each 
month. 

It may be interesting to know just what has been the result 
of this innovation. Since January, 1913, when the scheme was 
first tried, the car department has been well represented in 
each issue. For instance, in 1913 there were 146 pages and in 
1914, 142 pages of strictly car department material in the Car 
Department Section. This does not include the representation 
of that department in the editorial comments, letters to the 
editor, shop practice articles and new devices—a representation 
which was not by any means small; nor does it include the 128 
pages in the four Datly Railway Age Gazettes issued during the 
Master Car Builders’ Convention in 1913 and the 103 pages 
in the Daily for the M. C. B. Convention in 1914, these issues 
being furnished to all Mechanical Edition subscribers. Equally 
as good a record has been made thus far during the current 
year. So much for material. 

How about the interest shown bv car department ofhcers 
and foremen? Our success, as indicated by a study of the sub- 
scription list, has been equallv as great as in the securing of 
material. Even at that, however, we are not satisfied. Two 
things more we want to do. First, we would like to still 
further enlarge the car department section, and, secondly, we 
plan to improve its quality, or possibly we might better say to 
give more attention to certain classes of material. To be per- 
fectly frank, it is comparatively easy to secure good articles on 
car design and construction and concerning certain of the broader 
car department problems. It is difficult, however, to secure 
certain classes of articles which go thoroughly into the prac- 
tical details and methods followed by that department. Don't 
misunderstand this statement. "There is a lot of such material 
available but not up to the standard or grade that we wish 
to present to our readers, who represent the most active and 
ambitious men in the department. We are going to demonstrate, 
however, that such material can be obtained and regularly pre- 
sented. One way in which this will be done will be by a 
series of prize competitions, the first one of which was an- 
nounced in the August issue and is commented on elsewhere 
in these columns. We bespeak your earnest and hearty co-opera- 
tion in this movement. From such results as are already 
apparent we know it will prove a big success. 


"As the size and power of the locomotive 


Improved Pu: i à 

Lo d is increased, the moving parts per unit of 
omer. work to he done need not be increased 
Design in weight. On the contrary, their weight 


per unit of work done may be reduced. Light parts do not 
necessarily mean weak parts, but may mean stronger parts.” 
These sentences sum up the thought which H. A. F. Campbell 
wished to develop in his series of articles on “Reciprocating 
and Revolving Parts,” which has appeared in the Mechanical 
Edition during the past six months. The first three of these 
articles published in the March, April and May issues con- 
cerned improvements which have been made in lightening the 
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revolving and reciprocating parts on . American locomotives, both 
by improved design and the use of alloy and heat treated carbon 
steels. The last two installments, one in the August issue and 
the other in another part of this issue, concern similar de- 
velopments on British locomotives. Mr. Campbell is to be con- 
gratilated on the thorough and complete way in which he has 
gone into this subject, which promises to prove one of the 
important developments in locomotive design that will be 
brought about in the next few vears. 

Never has a difficult and complicated technical development 
in the locomotive field been discussed in a more thorough 
manner. That this has been appreciated is indicated by the 
fact that the Committee on Counterbalancing for the Master 
Mechanics’ Association, which made one of the most effective 
reports at the June convention, made use of considerable 
data taken from Mr. Campbell’s articles, and publicly ex- 
pressed its appreciation. The committee, near the end of its 
report, concluded that “the secret of proper counterbalancing 
ior any class of locomotive in any service is to reduce the 
weight of the reciprocating parts as far as possible. * * * 
Special designs of piston heads, crossheads, hollow piston rods 
and the use of high-grade materials, including heat-treated car- 
bon and alloy steel, aluminum, etc., make it possible to construct 
very light parts, the expense of which will be many times 
justified by the consequent saving in repairs to equipment and 
track, as well as the saving due to the increase in tractive power 
of the locomotives.” 


Great stress is generally laid on the im- 
portance of a high shop output, the com- 
and mon basis of measurement being the num- 

Shop Output ber of locomotives a month which can be 
repaired in a given shop. The ability of a foreman to increase 
the output of a shop is very commonly used as an indication 
of his value as a mechanical department officer. No doubt 
this is a reasonably good method of arriving at an estimate 
of a man’s ability; we do not question this, but we do question 
the advisability of using it as the only basis for arriving at 
such an estimate. Quantity is desirable and even essential in 
shop output. Economy demands that locomotives spend as 
large a proportion of the time as possible in earning money, 
which means that they must spend as little time as possible 
undergoing repairs. But there is more to the repair. question 
than the heavy repairs made in the back shop. Most locomo- 
tive repair work is done in engine houses and it is at this 
point that the effect of laying too much stress on general repair 
shop output or quantity with a neglect of the quality of the 
work done makes itself most directly felt. 

We do not wish to be understood as advocating a reduction in 
shop output, but we do believe that there are many shops in this 
country which are rated entirely on the number of locomotives 
turned out per month in determining the output, when the 
railway company would be money in pocket if the output were 
reduced as far as numbers are concerned and steps taken to 
materially improve the work turned out. There are railways 
that are doing heavy repair work in engine houses—work that 
should by rights be done in the general shop—simply because 
the general shops are required to do so many general repairs 
ber month and the quality of the work is given but secondary 
consideration. We have known general foremen and shop super- 
mtendents to purposely let work get by in a partially completed 
condition or hurry it through at the expense of the workman- 
ship in order to keep up the record of shop output. We do 
hot believe there are many such men, but there is a tendency 
m a great many cases to overlook little things or to shirk 
Mspection if the doing of these things thoroughly is likely to 
delay an engine in getting out of the shop. But if the little 
things are not done in the general shop they will have to be 
done in the engine house and they may develop into larger 
thines that will compel the return of the engine to the general 


Quality 
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repair shop long before it has made its full mileage. These 
are matters to which suflcient consideration is not given in 
the wild rush toward increased shop output on the number of 
locomotives basis, but they have their bearing on not only the 
cost of maintaining locomotives but on the cost of conducting 
transportation. This is a matter which demands serious atten- 
tion from higher railway officers as well as shop superintendents 
and foremen. The maximum possible output of any shop is 
desirable provided it can be accompanied by the highest quality 
of workmanship. Such a combination should be the end toward 
which railway mechanical men work rather than quantity in 
shop output alone. Quantity without quality will invariably 
result in increased maintenance charges and decreased mileage 
between shoppings; quantity and quality combined will tend 
toward economv in locomtive maintenance and train movement. 


NEW BOOKS 


Practical Mechanics and Allied Subjects. 
associate professor of engineering, Pennsylvania State College, 228 
pages, 4!4 in. by 7 in. Illustrated. Bound in cloth. Published by 
the McGraw-Hill Book Company, Inc., 239 West 39th Street, New 
York. Price, $1.00 nct. 


The author of this book has for several years been detailed 
as supervisor of apprentice schools on the Pennsylvania lines 
east of Pittsburgh and Erie, and his purpose in preparing this 
book was to meet the demand of apprentice schools for a text 
dealing directly with the problems arising in the mechanical 
trades. Verv little has been published which is especially adapted 
to the needs of trade schools generally and more particularly 
to the railroad apprentice school, and with the present tendency 
toward the growth of such institutions the need of books such 
as the present volume is rapidly increasing. 

The material in this volume is presented in 20 chapters. A 
glance at the contents gives the impression of a rather hetero- 
geneous collection of subjects, some of which the pure me- 
chanics and others purely shop problems with very little rela- 
tion to the science involved. Each chapter, however, deals with 
one subject and covers it completely, so that the order of pre- 
sentation may be readily altered. The foregoing points will be 
understood by noting the titles of the first eight chapters: 
Chapter I, Forces; Chapter II, Gravitation, Center of Gravity ; 
Chapter III, Density and Specific Gravity; Chapter IV, Screw 
Threads; Chapter V, Calculation of Levers; Chapter VI, Pul- 
leys (Block and Tackle); Chapter VII, The Inclined Plane and 
Wedge, the Screw Jack; Chapter VIII, Gears, Lathe Gearing. 
Other subjects of a practical nature which are treated are belts 
and pullevs, cutting speeds of machine tools, calculation of belt- 
ing, etc. These are interspersed with chapters on motion, vol- 
ume and pressure of gases, work and power, heat, logarithms, 
the measurement of right triangles and the measurement of 
oblique triangles. The two concluding chapters of the book 
deal with electricity and the strength of materials respectivelv, 
each being a brief elementary treatise on its respective subject. 
The arrangement of the material, while apparently of a hap- 
hazard nature, is undoubtedly good for the purpose intended 
as tlie chapters dealing with the abstract subjects are interspersed 
with those dealing with problems of immediate application. 


By Joseph W. L. Hale, S.B., E.E., 


Proceedings of the Air Brake Association. Compiled and published by 
F. N. Nellis, secretary, Boston, Mass. 296 pages, 6 in. by 81 in. 
Bound in leather. 

This contains the report of the twenty-second annual convention 

of the Air-Brake Association, which was held in Chicago last 

May. It includes committee reports on the “Accumulation of 

Moisture and Its Elimination From Trains and Yard Testing 

Plants;" "Operation of the Pneumatic Signal;" "One Hundred 

Per Cent Operative Brakes in Freight Service;" "Hand Brakes 

for Heavy Passenger Cars," and “Revision of Recommended 

Practice." 
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ENGINE FAILURES 


New YORK. 
To THE Epok: 

I have been greatly interested in the editorial in vour August 
issue on “Prevention of Engine Failures,” in which you say 
that the engine house is often unjustly charged with the responsi- 
bility for such failures. I agree with you, but will go still 
further. In many cases the responsibility 1s absolutely up to the 
supervising officers, although they do not realize it and would 
be seriously offended if so charged. 

If a part is wrongly designed and constructed, and causes 
frequent failures, those in charge should have a check on it and 
see that improvements are made in the design and that the 
construction is changed as the engines go through the back 
shop for general repairs. The same is true of inefficient methods 
of operation and of man failures. The cost of engine failures 
is so great, direct and indirect, that each case should be thorough- 
ly investigated and the blame properly placed. Then, construc- 
tion methods should be devised to prevent similiar failures in 
the future. This does not mean that a simple investigation on 
the part of the local officials will suffice. Each failure should 
be considered by a board of important mechanical and operating 
officers—and it will not be a bad idea to have the storekeeper 
sit in with them on some roads. In this way the responsibility 
cannot be shifted back and forth from one department to another. 
The time of such officers is, of course, valuable, and some pro- 
vision must be made to have the reports completed and contain- 
ing all the facts and evidence before they are presented to the 
board or committee. 

After all, is it not true that the greater proportion of engine 
failures are “man failures"—an evidence of lack of proper 
supervision ? ENGINEER. 


SAVING COAL . 
ATLANTIC City, N. J. 
To THE EDITOR: 

As an enginehouse foreman at the outlying end of a division, 
I have had some interesting experiences in connection with 
coal economy during the past year. To begin with, the super- 
intendent of the division made some inquiries as to the necessity 
of cleaning the fire on the engine of a freight train having a 
short turn-around run. What he said convinced me that I 
would be backed up in any point that was well taken, and I 
acted accordingly. 

This division is about 60 miles long and we have trains comine 
to us from other devisions, making one-way runs of 72 and 
142 miles, respectively. There is a summer and winter schedule 
and at the time referred to we only had one short turn-around 
passenger run on the winter schedule besides the freight run 
mentioned. The no fire cleaning rule was applied to this pas- 
senger engine. The engineman and fireman immediately said 
they would not be responsible for any steam failures on the 
return trip. They did not have any and during the entire 
winter the fire of this engine was not cleaned at this point. 
When the summer schedule went into effect the following vear 
we did not clean the fires on any engines having two hours or 
less for a turn around. This resulted in a saving of 520 fires 
cleaned for the summer season alone. The lowest estimate 
that can be placed on the coal used when a fire is cleaned is 
about 250 Ib. more than when the fire is not cleaned. This 
shows a saving of 80,000 Ib. for the season of about three 
months. 

There was another matter I had noticed, but had never 
taken any action on: this was the taking of coal  Practically 
everv engine arriving here was taking coal and this in spite 
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of the fact that out of a tender having a 25,000-Ib. coal capacity 
only about 8,000 1b. or 9,000 Ib. had been used. The hostlers were 
therefore instructed not to coal engines arriving on trains on 
the 60 and 72-mile runs unless they were personally ordered to 
do so. The enginemen and firemen when they found out about 
this order started in to put up every argument in their power; 
they would not be responsible for low steam; they would not 
be responsible if they ran out of coal; I exceeded my authority 
in issuing such orders. But the principal point and the one 
on which they felt that they were in the right was that the 
coal was not within reach of the fireman as required by the 
firemen's regulations. The firemen's regulations do not state 
or define when the coal is not within reach of the fireman and 
if we take two engines each starting out with a tank full of coal, 
one on a 60-mile run and one on the 142-mile run, it is obvious 
that the coal on the engine making the 60-mile run must still 
be within reach of the fireman at the end of the trip, or it would 
be necessary to put another man on the engine making the 142- 
mile run to shovel the coal down for the fireman. Acting on 
this line of reasoning, the firemen were told to go as far as 
they liked in the matter. We are still following this practice 
after it has been in effect a year. The first full month that 
this order was in effect was May, 1914, and with 87 less engines 
handled for that month as compared with the month of April, 
there was a saving of 2,050,000 Ib. of coal loaded on tenders of 
locomotives. For the following four months which represents 
the period when our heaviest business is done there was a dif- 
ference of 10,966,300 Ib. less coal loaded in 1914 than during 
the same four months of 1913, the number of engines handled 
being practically the same. 

It must be admitted that this does not represent that much 
less coal burned—it may not show any saving in that way—but 
it does show a big saving in freight due to hauling the coal at 
least 60 miles further away from the mine, and then hauling 
the empty cars back again. The company had started on a coal- 
saving campaign and shortly after issuing the order about load- 
ing coal on tenders a notice was posted that the firemen would 
not be permitted to start working on the fires of locomotives 
until one hour of train leaving time. The engines were sup- 
posed to leave the enginehouse 30 minutes before train leaving 
time, and this gave them 30 minutes to prepare the fire. As 
only bituminous coal was being used and as during my engine- 
house experience we have frequently had to build new fires and 
have the engines ready to leave with trains in less tim than that. 
I felt sure that this could be done without causing any trouble. 

The firemen, however, protested vigorously, and so did some 
of the enginemen, that the fire could not be prepared properly 
for the kind of service they were in. It had been the practice 
for the fireman to start to push down the fire about two hours 
before train time and then shovel coal and blow the fire so he 
could start out with a heavy coked fire. During this time both 
safety valves would blow off most of the time, the black smoke 
would roll out and they were really making a dirty fire to start 
with. However, the firemen are an inconsistent bunch; they 
pay a committee to have them relieved of cleaning off the seat 
hox that thev sit on and the cab windows that they look through, 
but then they want to fight because they were not permitted 
to shovel coal one hour longer than was necessary. This order. 
however, was lived up to and caused no trouble, and if the 
company wanted the men to go back to their old way of working 
no doubt some of them would now want to put in a time card 
for overtime. 

The saving in coal effected by this is rather difficult to esti- 
mate, but should amount to at least 100 Ib. per engine. The 
same economies can probably be effected at other points simi- 
larly situated. CHARLES MAIER. 


Power REQUiRED TO Raise WarER.— The power required to 
raise water may be approximated by multiplving the gallons per 
minute by the elevation in feet and dividing by 3300.—Power. 


RECIPROCATING AND KEVOLVING PARTS 


Discussion of British Practice, Including the Lon- 
don, Brighton and South Coast and the Midland 


BY H. A. F. CAMPBELL* 


This is the fifth and concluding article in this series; the wheels. The main and side rods are shown in Figs. 38 and 40. 
first three considered American practice (March issue, page The bearing pressures on the pins are shown in Table XIV. 
109; April, page 163, and May, page 215) and the fourth (August The stresses at the different sections of the rods have been 
issue, page 390) discussed British practice. marked on the drawings. 

The London, Brighton & South Coast outside-cylinder Baltic The main crank pin is shown in Fig. 39. This style of pin 
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Fig. 37—London, Brighton & South Coast 4-6-4 Tank Locomotive 


(4-6-4) type tank locomotive is shown in Fig. 37. This en- is often used in England. By making the main rod and side 
gine has 22 in. by 28 in. cylinders; a boiler pressure of 170 rod pin eccentric, the throw of the side rod is reduced from 
lb. per sq. in. (superheated steam), and 81 in. diameter driving a 28 in. stroke to a 26% in. stroke. This may seem like a 
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*Baldwin Locomotive Works, Philadelphia, Pa. -24 biam. 
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Fig. 38—Main Rod of London, Brighton & South Coast 4-6-4 Type Locomotive 
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TaAnLE XIV—Beaxinc Pressure on Pins oF Lonpon, Bricuton & SovutH 


Coast 4-6-4 Type LOCOMOTIVE 


. Load, Bearing pressure, 

Location of pin Size : lb. lb. per sq. in, 
Crosshead .......... 4 in. x 3% in. 65,000 5,300 
n Seudaduad inu 5% in. x 6 in. 65,000 1,970 
Front 2.39 9 nn 5 in. x de in. 21,700 1,220 
Main (side rod)..... 7 in x 3% in. 43,400 1,770 
Back. oo sea ee e 5 in. x d in 21,700 1,220 
Knuckle ............ 234 in. x 134 in. 45,500 9,480 

S252 $e shee ees a ME 

We:g^* of One Pir PANEG 25 oeque 


/62 Lb. E 


Fig. 39—Main Crank Pin for Londen: Brighton & South Coast 4-6-4 
Type Locomotive 

small detail, but it is attention to just such details that helps 

to reduce unnecessary weight. The fiber stress on this pin in 

bending is low—only 9,600 lb. per sq. in. The piston-rod and 

crosshead are shown in Figs. 42 and 43, and the stresses are 

given in Table XV. 


Tarte XV—SrTnRESsES IN CROSSHEAD AND Piston Rop or Lonpon, 
Soutu Coast 4-6-4 Type LocoMoTIvE 
Amount of stress, 


BRIGHTON 


Section and kind of stress. Ib. per sq. in. 
Shear on keye ooir uona u EN OERE A S 10,600 
Tension in tod through Key WAV A o due No ED Dac ee 10,700 
Tension in neck of crosshead through key WON ox Aperi 3,850 
Crushing of key on the rod.......... oa cc ccc ences 20,100 
Crushing of key on the crosshead................ 000 eee 27,500 
Bearing pressure, pin on crosshead............-.... essences 5,600 
Compression in main shank of rod...............lllus eee 7,830 


The head is made of cast steel, is of the flat plate type and 
is shown in Fig. 4l. The valve motion parts on European 
engines are usually very light, and the parts of this particular 
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engine are a good example of their practice. It is not intended 
to analyze them in detail, but the design is clearly shown in 
Figs. 44, 45, 46, 48, 49, 51 and 52. 

The Somerset & Dorset Joint Railway (Midland Railway) 
outside-cylinder 2-8-0 type locomotive is shown in Fig. 47. 
This engine has cylinders 21 in. by 28 in.; a boiler pressure 


bi 


s. r^ a 


z 


4 T Badii ed Wile Re VOA 


x "9 NES CR 
NS 


:97 
AN 5v 
Rings fo be Turned NN Ve 
1'105 Diam. Outside | N 
and a pece IB long 


cutovtat 60?  ! 


Piston Head of London, Brighton & South 


Fig. 41—Cast Steel 
Coast 4-6-4 Type Locomotive 
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Fig. 40—Side Rods of London, Brighton & South Coast 4-6-4 Type Locomotive 
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Fig. 44—Radius Rod of London, Brighton & South Coast 4-6-4 Type Locomotive 
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Fig. 4—Union Link, Crosshead Arm, and Combination Lever for 4-6-4 Type Locomotive 
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of 190 lb. per sq. in. (superheated steam), and driving wheels 
55V; in. in diameter. 

The main rod and side rods are shown in Figs. 50, 53 and 54, 
and the bearing pressures on the pins are given in Table XVI. 
The stresses at the different sections have been noted on the 


XVI—BraxisG Pressure ox Pins oF Somerset & Dorset JoiNT 
Raitway (MiptAND) 2-8-0 Tyre Locomotive 


Tangir. 


Load. Bearing pressure, 
Location of pin Size Ib. lb. per sq. in. 

Crosshead ............ J'iin. x Jj in 65,800 6,200 
BIN: (ed ace sc ares So qs 6  in.x 5!4 in 65,800 2,090 
Front ea 4i dor c 4 in.x326 in 16,450 1,060 
Intermediate ......... 5 in. x 37% in 16,450 845 
Main (side) .......... 6% in. x 434 in 49,350 1,600 
Back eaer taniga o UR 4 in. x 3% in 16,450 1,060 
Knuckle ............. 24% in.x2 in 39,500 7,900 

drawings. QOpen-hearth acid Siemens-Martin steel with an ulti- 


mate strength of 72,000 to 83,000 Ib. per sq. in. is used for these 
rods. l 
The main rod complete weighs only 500 lb. A big saving 
in weight has been obtained by using the solid end type of 
The proportions of the l-section have been care- 


maim stub. 


m” - — -e 


Fig. 46—Valve Motion Link for London, Brighton & South Coast 
4-6-4 Type Locomotive 
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fully worked out and are an example of the type of I-section 

that the Baldwin Locomotive Works has used for some years: 
l 

The stress of 8,800 lb. at the neck of the rod for — = 181 
p. 

must be considered high. 

The crosshead and piston-rod are shown in Figs. 55 and 56 
and the stresses are given in Table XVII. The piston rod 
is made of Siemens-Martin acid open-hearth steel and has an 
ultimate strength varying from 94,000 Ib. per sq. in. with an 
elongation of 15 per cent in 3 in. to 107,000 Ib. per sq. in. with 
an elongation of 12 per cent in 3 in. 

The crosshead, Fig. 55, is made of cast steel of an ultimate 

7 Thds Per Inch 
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Fig. 49—Radius Rod Lifter for 4-6-4 Type Locomotive 


Fig. 47—Somerset & Dorset Joint Railway (Midland) 2-8-0 Type Locomotive 
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Trailing Rod, Mild Steel. (32 1037 Tons ” Tensile. Weight 158 Lb 
Fig. 50—Front and Rear Side Rods for 2-8-0 Type Locomotive 
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Fig. 51—Piston Valve and Vaive Rod for 4-6-4 Type Locomotive 
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52—Eccentric Rod for 4-6-4 Type Locomotive 


Fig. 
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Connecting Rod, Mild Steel. (32 1037 Tons 


8 Thds. Per inch 


No 


Weight Complete 500 Lb. 
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Fig. 53—Main Rod of Somerset & Dorset Joint Railway 2-8-0 Type Locomotive 
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Fig. 55—Crosshead of 2-8-0 Type Locomotive 
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Tastz XVII—Stressxes 1N Piston Rop AND CmossugAD OF SOMERSET & 
Dorsrt Joint Rartway (Miptanp) 2-8-0 Type Locomotive 
Amount of stress, 


Section, and kind of stress Ib. per sq. in. 


Shear on key... c2 ER ORR OSG Oh ERAN rA OR en a 13,700 
Tension in rod through keyway................. eee ene 11,500 
Tension in neck of crosshead through keyway.............. 4,200 
Crushing of key on the rod............ lees 22,500 
Crushing of key on the crosshead...............0.. cece 25,500 
Bearing pressure, pin on crosshead................. sese a 6,200 
Compression in main shank of rod............0. 00. eens 8,500 


strength of 63,000 to 80,000 Ib. per sq. in. Wit an elongation 
of not less than 18 per cent in 2 in. This crosshead with its 
pin and key and combining lever arm weighs only 137% lb., 
and by referring to Table XII it will be found that it carries 
480 Ib. of piston load per pound of weight, which is remark- 
able. 

Briefly, the writer has tried in these articles to cover the 
details of some of the latest American and English designs 


al | 
"i 
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LOCOMOTIVE HEADLIGHT REQUIREMENTS 


BY E. S. PEARCE 


Special Engineer, Cleveland, Cincinnati, Chicago and St. Louis, 
Indianapolis, Ind. 


For the last seven or eight years the legislatures of several 
states have been active in the enactment of laws relative to 
locomotive headlights. As a result the subject is more or less 
inadequately covered by laws of a miscellaneous character and 


. rather indefinite nature, thus causing much embarrassment to the 


railroads engaged in interstate operation, in their efforts to 
comply with them. Before going into a discussion of present 
conditions, a definite idea of the nature of the subject concern- 
ing which so much work has been done by both the railroads and 
the state authorities is essential. 


High! Including Nut 178 Lb 


Fig. 56—Piston Rod for Somerset & Dorset Joint Railway 2-8-0 Type Locomotive 


of reciprocating and revolving parts. If it shall serve only as 
a reference and guide for future work it will have served some 
purpose. In the case of the American locomotives new ground 
has been broken, and yet the design of these parts can hardly 
be said to be an experiment. The weight reduction in some 
of the parts has been startling, but this actual reduction in 
weight has at the same time reduced some of the stresses, in 
addition to lightening the pressures omn the bearing surfaces. 
In each case the results have been obtained by a determina- 
tion not to be hampered by past practice. Every detail has 
been considered; it has been the saving of a pound here and 
a pound there that has made a final total saving that has been 
worth while. This work shows, it is believed, the tendency of 
locomotive practice in America to-day—the practice of taking 
each part in detail and studying it in order that the whole may 
produce a more efficient and a safer machine. 

In closing the writer wishes to acknowledge his thanks to 
J. T. Wallis, general superintendent of motive power, Pennsyl- 
vania Railroad; F. A. Torrey, general superintendent of motive 
power, and C. B. Young, mechanical engineer, Chicago, Burl- 
ington & Quincy; F. J. Cole, consulting engineer, American 
Locomotive Company; J. R. Gould, superintendent of motive 
power, Chesapeake & Ohio, and to G. J. Churchward of the 
Great Western, H. Fowler of the Midland, and L. B. Billinton 
of the London, Brighton & South Coast Railways of England. 


DETERMINING THE TEMPERATURE OF OIL QUENCHING BaTHs.— 
The temperature of oil baths for drawing the tempers of tools 
should be indicated by a thermometer rather than by a pyrom- 
eter, because most pyrometers are subject to considerable 
error at temperatures below 800 deg. F. Thermometers are sim- 
pler and not so likely to get out of order.—Machinery. 


TASMANIAN CoAL.— There are abundant seams of marketable 
coal in Tasmania. They belong to the permo-carboniferous and 
mesozoic measures, and range from 20 in. to 12 ft. in thickness. 
In the basin of the Mersey the seams belong to the oldest meas- 
"res. In the eastern part of the island those of younger age 
prevail. Eleven collieries are now engaged in producing coal in 
Tasmania. The output in 1910 was 82,445 tons.— Engineering. 


Light may be defined as that which is capable of affecting the 


sensation of sight, optics being that particular branch of science 
dealing with the subject. After a considerable amount of re- 
search it has been long established that light is a wave motion, 
and that each particular color of light has a different wave 
length, varying from .000077 c.m. for red to .000039 c.m. for violet 
light. Objects are made visible to the human eye by the light 
rays which are transmitted to the eye, either by reflection of rays 
from the object to the eye, or by light diffused through an object 
to the eye. An example of reflection is the visibility of an ob- 
ject located in the path of a beam of light from a headlight; 
an example of diffusion is the light transmitted to the eye by 
rays from a signal lamp, the light here being diffused through 
the lens. That light which is reflected or diffused by or through 
an object determines the color of the object; or in other words, 
an object is red because it reflects or diffuses red light rays to 
the eye, all other rays not being transmitted. Black and white 
are not considered colors, strictly speaking, for black absorbs 
all light rays, reflecting or diffusing none, while white reflects 
or diffuses all light rays, absorbing none. 

Light may be classified as to source, as natural and artificial 
light, natural light being the light originating in the sun, artificial 
light originating in the flame of an oil or gas light, or the arc of 
an electric light, or the filament of an incandescent bulb. In 
order clearly to see an object with the naked eye, the following 
conditions must be observed: 

1.—The object must be sufliciently illuminated ; that is, enough 
light must be transmitted from the object to the eye. 

2.--Intense illumination is as much to be avoided as too little. 
Strong light causes contraction of the eye muscles, and in the 
event of intense light, the nerves of the eye become paralyzed. 

3.— All lights other than those necessary to properly illuminate 
the field of vision should be climinated, for by contrast the visi- 
bility of the object will be impaired. E 

.4.—The source of illumination should be constant as to in- 
tensity, as a flickering light requires too numerous and rapid ad- 
justments of the eve muscles. 

5.—The illuminating rays should be of uniform intensity 
is, streaks of bright light are to be avoided. 

6.—The object should contrast sufficiently with the surroundings. 


: that 
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Among the terms most commonly used in speaking of the 
relative intensities of different sources of illumination are candle 
power, foot-candles, lumens, and apparent beam candle power. 
These may be defined as follows: 

Candle Power.—The quantity of light emitted from any source 
is measured in candle power, a candle power being the amount of 
light emitted in one second by a sperm candle burning 120 grains 
per hour. 
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thrown upon a surfece from a source of light by virtue of its 
being so projected by means of a reflector is measured in ap- 
parent beam candle power. To produce the same number of foot- 
candles from an unreflected source of light would, therefore, 
require a source of greater intrinsic candle power. That the in- 
tensity of the illumination varies inversely with the distance from 
the source may be seen from Fig. 1 at B. At a distance d, the 
density of the illumination would be D lumens, while at a dis- 


LOCOMOTIVE HEADLIGHT REQUIREMENTS IN THE VARIOUS STATES 


Power meas- 


State Kind of Candle ured with 
Light. Power. Reflectors. Distance. 
Arizona... cer ecw a eaae Electric 1,500 No exa 
Arkafisd$' 2... rh Enn Rn Optional 1,500 s oe 
California... oos nen pees Optional isa Beas 800 ft. 
Colorado ........ eer Optional 1,200 No ees 
Florida: oomen ER Oe Optional 2,500 "DM 
Georgia®......... ccc enne Electric aes 23 in. mw" 
TUNIS os en ea Boe eae Rees Optional "e 800 ft. 
450 ft. 
450 ft. 
Indiana. s o 6 oie eS e one Optional 1,500 No T 
OWS aes 3 ced x ana a EI Optional a 26$ 1,100 ft. 
NETTET ic 408. or e P RAE A d Optional s 800 ft. 
Michigan. s eise y rna wt es Optional EN 350 ft. 
Minnesota*........ssssosense.o Optional 1,500 No dace 
Optional 50 No 
Mississippi*........... eese Electric wien 18 in. 
Missouri*....... eee eee ener Electric 1,500 Yes 
Montana... vlr e Ren Optional 1,500 No used 
Nebraska*............. eee Optional neo as vic ec 600 ft. 
Nevada... o y eee Optional 1,500 RT E 
ew Mexico............ eere 4 Optiona! xe iw DASS 800 ft. 
North Carolina*............... Electric 1,500 No RN 
North Dakota.........:..... Optional 1,200 No "p 
ON: ou s ote ca C es e De p Td eee Optional HM Vois 350 ft. 
Oklahoma. 5... e erred Optional 1,500 No — 
Oregon! eeren co v yv Optional NM ae 800 ft. 
South Carolina................ 4 Optional 10,000 Yes 800 ft. 
South Dakota................. Optional 1,500 No VE 
ID Optional 1,500 N biet 
Vermont. .........sesss.... > Optional 2,500 Yes 450 ft. 
MIFEIDIA 2 Ves Cera c RR YVLFPAE Optional 50 Yes MN 
Washington........ eee Electric " TET beoe 
Wisconsin”. ......... 0.22 e eee Optional 800 ft. 


Foot Candles.---The unit of density of the illumination emitted 
from a source of light is termed the foot-candle, as shown in 
Fig. 1 at A. The illumination falling on any point X,, of the plane 
XY, which is one foot distant from the source J of one candle 
power, is one foot candle. 

Lumen.—The intensity of the light given a surface by a source 


Fig. 1—Diagram Showing How the Intensity of Light Varies 


of light is measured in lumens per square foot; that is, a surface 
one square foot in area, one foot from a source of illumination 
of one candle power, receives an illumination of one foot-candle 
upon every point within that area. 

Apparent Beam Candle Powcr.—That amount of illumination 
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Discerned. Engines Affected. 


Switch Engines Exempt 


Remarks. 
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Switch Engines Exempt 
Switch Engines Exempt 
Switch Engines Exempt 
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Freig : 


300 watts at the arc required. 


: witc 
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eeeeree 
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Man Passenger and Freight Engine to and from shops exempt. 
al At Ne a Switch Engines Exempt 
iow Switch Engines Exempt 
D Switch Engines Exempt A. R. M. M. A. recommendation. 
duis : A comotives A. R. M. M. A. recommendation 
: "x "e All Locomotives To be approved by Ry. Com. 
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tance 2d, the density would be D — 4 lumens. 

The quantity of light emitted from a source of illumination is 
measured by means of the photometer, the quantity being ex- 
pressed in candle power. Fig. 2 shows a simple form of photo- 
meter, the operation of which is based on the principle of inverse 
squares, as stated above. The apparatus consists of a standard 
candle /, placed a fixed distance from the screen S; two mirrors 
M; and M:; two partitions ./, with circular openings the same 
size, placed equidistant from y; a scale C, used to indicate the dis- 
tance Y of the light L, of unknown candle power, from the 
screen $; two openings O which enable the operator to simultan- 
eously observe the two mirrors M; and Ma, the whole enclosed 
in a light-proof box and operated in a light-proof room. On the 
screen 5 is a small grease spot D, by means of which the light 
from / is diffused through S and reflected in the mirror M;, while 
the light from L is diffused and reflected in the same man- 
ner through S on M.. By observing the two reflections in 
M, and M, through O, the experimenter regulates the distance of 
the light L of unknown density from S, until the image of the 
grease spot in both mirrors disappears on account of the re- 
flecting and diffusing of the two sources being equalized, which 
occurs when the candle powers / and L are to each other as the 
squares of their respective distances from the screen S. With 
a standard candle / one foot from the screen and a light L three 
feet from the screen, with no image of the grease spot in either 
mirror, the density of illumination of the unknown light would 
be known to be nine candle power. 

The amount of illumination necessary to enable an object to 
be seen, or the number of foot-candles required, varies widely 
on account of the following conditions: Eyesight of the ob- 
server ; coefficient of reflection of the object, or the ability of the 
surface receiving the light rays to reflect them; contrast between 
the light reflected by the object with that reflected by the sur- 
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roundings, and the alertness of the observer, whether forced or 
natural, due to occupation and habits. 

The Master Mechanics’ Association committee on Locomotive 
Headlights in its report shows that a dark object the size of a 
man could be seen at 450 ft. with an illumination of approximately 
038 foot-candles. A similar medium-colored object was seen 
at 625 ft. by an illumination of .028 foot-candles, and a light- 
colored object was seen at 975 ft. with an illumination of .008 
foot-candles. The method of conducting these tests took into 
consideration the four conditions cited above. The intensity of 
the illumination to which the eye can adjust itself varies con- 
siderably. A normal eye can work well with light varying in 
intensity from fractions of a foot-candle, as cited from the com- 
mittee report, to five foot-candles, the latter, however, usually 
heing higher than the eve can advantageously utilize. The in- 
jurious effects of lights having a high beam candle power, was 
clearly demonstrated in the headlight committee's test at Colum- 
hus, classification lights disappearing at 40,000 apparent beam 
candle power when the observer was coníronted by a light of 
such intensity. 

In view of the foregoing facts concerning the nature, propa- 
gation and theory of light and the conditions necessary to 
adequate illumination, the problem the state legislatures have at- 


I 5 


Fig. 2—A Simple Photometer for Determining the Candie Power 
of Lights 


L 


tempted to solve by enacting the present headlight laws will be 
seen to be of a more complex nature than was evidently appre- 
ciated by the instigators of the various bills. From the accom- 
panving table it will be seen that there are 12 states east of the 
Mississippi river with headlight laws, and 18 states west of the 
Mississippi. It can readily be seen from this that the haste of 
the various state legislatures in making laws on a subject re- 
auiring considerable investigation, not only by experts on the 
subject of illumination, but more especially bv men actually en- 
gaged in the operation of the railroads, has resulted in the 
cnactment of laws which show a disregard for the fundamental 
principles involved. This fact is evident from the statements of 
requirements which specify candle powers of high value—too high 
for safety, as has been demonstrated—the candle powers to be 
measured with and without reflectors, as the case mav be, re- 
vardless of the fact that the reflector is as much a part of the 
light as the flame itself, so far as adequate illumination is con- 
cerned. The candle power of the light is not the important 
factor, hut the foot-candles thrown upon the object to be seen. 

Itis worthy of note that two states, Vermont and Virginia, have 
taken advantage of the results of the exhaustive tests conducted 
by the Master Mechanics’ Association Committee on Headlights. 
Vermont has enacted a law, effective April 1, 1915, which in sub- 
stance states that a light of 2,500 apparent beam candle power 
measured with the aid of reflector, such readings of candle power 
being taken on a reference plane 3 ft. above the rail at distances 
hetween 500 and 1,000 ft. in the center of the track, the minimum 
beam candle power to be required at each station being specified, 
vill meet the requirements of an efficient headlight, thus conform- 
ing to the recommendations of the Master Mechanics' committee. 

Such a law eliminates the necessity of using a high power 
electric headlight, the use of which has been demonstrated to 

* a dangerous practice, and admits all makers of such ap- 
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pliances to the field of development, whether their product be 
oil, gas, or electric. From the present status of the subject as 
regards state laws, it is evident that until such time as a federal 
law is enacted which will adequately aid fairly cover the various 
conditions to be encountered in train operation, the railroads are 
going to be subjected to constant annoyance and considerable ex- 
pense in their efforts to comply with laws, indefinite, inadequate 
and impracticable in nature, the enforcement of which cannot 
be justly carried out by the state authorities. 


DIAGRAM FOR DETERMINING PERCENTAGE 
OF MAXIMUM TRACTIVE EFFORT 


BY L. R. POMEROY 


The illustrations show a method of determining by the means 
of combination curves the percentage of the maximum tractive ef- 
fort which is available with various speeds, diameters of driving 
wheels and stroke. Consider for example a Consolidation type 
locomotive with cylinders 25 in. by 30 in., 52 in. diameter driving 
wheels, 217,500 Ib. weight on drivers, 27,000 lb. on the engine 
truck. The tender weighs loaded 170,000 lb. giving a total 
weight of engine and tender of 421,500 Ib. The locomotive has 
202 sq. ft. of firebox heating surface, 26.5 sq. ft. of arch tube 
heating surface, a tube heating surface of 2,919 sq. ft. and a 
superheater surface of 594 sq. ft. Taking one and one-half times 
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Diagram for Obtaining the Percentage of the Maximum 
Tractive Effort Under Various Conditions 


the superheater surface the total equivalent heating surface is 


4,038.5 sq. ft. The maximum speed at which the locomotive 
. : i ~ 125 X 4038.5 
can exert its maximum tractive effort is ————2— 77. = or 
61298 th. 


82 miles per hr., the maximum tractive effort being 61.298 Ib. 
In order to determine the gain or loss if the speed of operat- 
ing the locomotive is increased from 35 miles per hr. to 45 
miles per hr., we may read from the diagram the piston speed 
and the percentage of the maximum tractive effort obtainable at 
35 miles per hr., the latter being 43 per cent. and the piston speed 
1140 ft. per min.; at 45 miles per hr. the piston speed is 1480 ft. 
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per min., and the available tractive effort is 32 per cent. of the 


maximum. The increase in speed is = —1205.—1-—23 per 
5 -— 
cent. and the equivalent decrease in tractive effort is 1 -- = 


25 per cent. 


Assuming that the gross ton-miles, which takes account of the 
entire weight of the engine, tender and train, is proportional to 
the miles per hr., multiplied by the percentage of available tractive 
effort at different speeds, the percentage of the gross ton-miles is 

35 m. p. h. x 0.43—15.05 
45 m. p. h. x 0.32—14.40 


The percentage of gross ton-miles at 35 miles per hr., as com- 
pared with that at 45 miles per hr. then equals m E 
per cent. greater at 35 miles per hr. than at 45 miles per hr. This 
consideration is entirely aside from a disadvantage from a me- 
chanical and maintenance standpoint of increasing the piston 
speed from 1140 ft. per min. to 1480 ft. per min., while the de- 
crease in horsepower also amounts to 4 per cent. With this par- 
ticular locomotive the average horsepower at 35 miles per hr. and 
45 miles per hr. is about 2200. (The maximum h. p. is reached 
at a piston speed of 1000 ft. per minute, beyond which the h. p. 
diminishes). At the rate of 27 lb. of coal per h. p. hr. the coal 
per hr. necessary to develop this h. p. would be 5,940 Ib., which is 
about the limit of the average fireman under the most favorable 
conditions. 


When the calculation is based on the available trailing load or 
the drawbar pull, the disadvantage of increasing the speed from 
35 miles per hr. to 45 miles per hr. is considerably greater. 


At 35 miles per hr. under the conditions named: 
Maximum available tractive effort, 61,298, at 43 


DEF cert. x50 deel eal 54 foo eI EPUMP EP = 26,358 lb. 
Engine friction, weight on drivers x 
l.1l per cent. .................... = 2,414 Ib. 
Weight on engine truck + 2/3 
weight of tender—145,000 Ib. at 2 
Ib. per 1,000 1b.................... = 290 Ib. 
Head end resistance .002 x (mph)? 
x 120 sq. ft area.................. = 294 lb. 
2,998 Ib. 
16 deg. curve (equivalent to 0.64 per | 
cent. grade, or 128 lb. per ton) 
weight of engine and tender in 
tons x B ee he re LEX rud = 2,317 Ib. 
3 per cent. grade, 181 tons at 6 Ib... = 1,086 Ib. 
Total locomotive resistance........ = 6,401 Ib. 6,401 Ib. 
Net available tractive effort................. = 19,957 Ih. 
Available tons back of drawbar for 70-ton cars 
(tare and lading) 3 lb. per ton + 16 deg. curve 
+ .3 per cent grade (3 -+ 128 + 6) = 218 
Ib. resistance of trailing load — eh d — 017 tons 


At 45 miles per hr.: 
Maximum tractive effort, 61,298 at 32 per cent.... 
Engine friction, as above (2414 + 


= 19,615 Ih. 


200)- ux Wray Gta e eek eRe owes Em 2104. Ib: 
Head end resistance (.002 x (mph)? | 
X 120-8(. E) edo ted: = 486 Ib. 
Resistance of 16 deg. curve .3 per 
cent. grade (2317 + 1086) ....... — 3,403 Ib. 
Total engine resistance ............. = 6,593 ‘Ih. 6.593 Ib. 
Net available tractive effort................. = 13,022 Ih. 


Available tons back of drawbar for 70-ton cars 
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(curve, grade and friction) (3.25 + 128 + 6) 
as above 13022 — 591 t 
22.05 SRF RT SR Rory. ui AE I aia ces T asia ae Deu v Ce E oV TW Rs Tg sums. un Ons 
Ton-miles per hour 
(a) 35 mph x 917 tons..................000. = 32,095 ton-miles 
(b) 45 mph x 591 tons...................... — 26,595 ton-miles 
In favor of 35 miles per hr.: 3209: — ] = 20 per cent. 
26595 
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ROAD TESTS FOR DETERMINING FRONT END 
CONDITIONS 


BY E. S. BARNUM 

The problem of proper drafting has been a live subject since 
the locomotive was in its infancy. It is doubtful if we could 
find a roundhouse foreman who did not think he could give the 
last word on the proper way to make a locomotive steam. How- 
ever, when his practice was analyzed, it would be found that 
in 99 cases out of 100, the exhaust nozzle had heen so much 
reduced that the locomotive could not help steaming. Reduc- 
tions in the size of the exhaust nozzle are usually made without 
regard to the high back pressure caused in the cylinders, which 
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Fig. 1—Draft Readings to Determine Condition of Passages 


means a logy engine and an increase in the coal consumption. 

On a very few of the largest railroads, having a testing plant 
or access to such facilities, front end arrangements can be tried 
out and standards established for the various classes which will 
give satisfactory and economical results. But how are roads 
without access to such facilities to obtain indication of anv 
accuracy as to the efficiency of front ends? A possible answer is 
that it is unnecessary, as the locomotive builders take care of the 
design and furnish front ends which fulfill the conditions; 
but it would not take a very deep or extensive investigation to 
disprove this. 

The most satisfactory method is to make road tests under 
service conditions. If the underlying principles are well under- 
stood, reliable data can be secured with the help of not more 
than two observers using very simple and inexpensive apparatus. 
Operating conditions do not have to be disturbed in the least. 

The front end does work in producing draft and it does this 
work at the expense of back pressure in the cylinders. The 
measure of the efficiency of a front end is the number of units 
of draft it will produce per unit of cylinder back pressure. How- 
ever, with the same stvle of nozzle, the back pressure varies 
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inversely with the area of the nozzle, and as we must have a 
locomotive that will steam, it is not essential that we measure 
the back pressure with indicators. What is necessary is to 
measure the amount of draít in a number of places in the front 
end and localize the points at which there are serious losses in 
the velocity of the gases. 

Doctor Goss and other experimenters have proved that to 
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Fig. 2—Apparatus for Determining the Condition of the Exhaust in 
l the Stack 


secure the best results, the following conditions must obtain : 

1 — The exhaust element (exhaust column, nozzle, lift, pipe and 
stack) must be in line. 

J.—'The gas passages in the front end should be smooth and 
free from angles which tend to cause eddies and unnecessary 
friction. 

3.—The exhaust should fill the stack at a point about three 
or four inches from the top. 

4+.—There should be no obstructions in the path of the exhaust, 
as they influence it, and objects near the exhaust have the same 
influence in a lesser degree. 

The exhaust elements should be lined up in the shop previous 
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Fig. 3—Draft Readings Taken at the Top of the Stack 


to the road tests. This leaves three conditions to obtain by 
trying out under actual operating conditions. By selecting runs, 
fairly uniform tonnage may be secured. As the tests should be 
over the same piece of road each trip, the conditions are similar. 

In order to determine whether or not the gas passages of the 
front end are smooth and do not offer too much friction, draft 
readings should be taken simultaneously at a number of locations. 
Fig. 1 shows such locations on a locomotive with a super- 
heater. The readings are secured with an ordinary U draft 
gage placed in the cab, suitable piping being provided for the 
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purpose. Some actual results obtained in tests are shown 
below. 
Location cuivre sa ca eee No. 1 No. 2. No.3 No. 4 
Draft—inches of water.. 5.1 9.1 $.1 5.8 


Readings at location No. 2 show quite a variation from the other 
three. The trouble has bcen localized and we should rearrange 
the table plate and remove the adjustable diaphragm as in- 
dicated by the dotted line in Fig. 1. 

Next we come to the location of the exhaust in the stack. 
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Fig. 4—Device for Locating the Point at 
Strikes the Stack 


Which the Exhaust 
Referring to Fig. 2, it will be noted that a wooden platform has 
been built around the stack large enough to accommodate an 
observer. There is a band around the stack having four hooks 
which project above the stack and in which a 4-in. pipe can be 
slipped. This section of pipe is shown just above the stack and 
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Note: 

A-B Approximate Plane af 
which Exhaust hits 
Stack when Nozzle Tip 
18 Central with Stack 


Nofe: 

C-D Approximate Plane at 
which Exhaust hits 
Stack with Nozz/e 
Tipped á , 


Fig. 5—Stack Conditions as Determined by the Apparatus Shown 
in Fig. 4 

it will be noted that there is a tee in the center in the lower 
opening of which there is a pipe plug which has a Vé-in. hole 
drilled in it. By moving the pipe across the stack an inch at a 
time with the tee pointed downward a series of readings will 
be obtained on the draft gage, which, when plotted, will give 
curves as shown in Fig. 3. 

- An arrangement for locating the point at which the exhaust 
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strikes the stack is shown in Fig. 4. The end with the pipe cap on 
it is moved “p and down against the inside of the stack until 
the point of no pressure, or vacuum, is located. This is the 
point at which the stream of exhaust steam just begins to come 
in contact with the stack and it can be located within an inch. 
Several of these points located around the stack will give a plane 
as indicated in Fig. 5. It will be noted that the exhaust was 
hitting the stack 9 in. from the top at the back and 36 in. from 
the top at the front. This was a condition found in actual road 
tests and the cause can only be found by a process of elimina- 
tion. On lowering the nozzle % in. a? the back the exhaust 
hit the stack squarelv all around. 

Different depths of fire in the firebox will cause a variation 
in the amount of draft in the front end. This is a fact the 
observer should not lose sight of. If, however, his draft readings 
have been taken from the different locations at the same time, 
the relation between each set of readings will necessarily be 
the same. 


MODEL LOCOMOTIVE BUILT BY APPRENTICES 


A complete working model of a Pacific type locomotive has 
recently been completed by the apprentices at the Dunmore, Pa., 
shops of the Erie Railroad. This work was undertaken un- 
der instructions from the management as a test of the profi- 
ciency of the boys in reading drawings and working to scale, 
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handle the work. This was assigned to one of the gangs which 
designed and constructed a small lathe, drill press and shaper. 
the task of building a small motor being assigned to the elec- 
trical apprentice. The building of these tools was necessary 
because the small size of the model made the use of the ma- 
chine tool equipment in the main shop impracticable. While 
the machine tools were being built a set of small taps and 
dies were made by the tool room apprentice. 

To the second gang was assigned the preparation of a set 
of drawings of the locomotive details to the required scale, 
and as fast as these were completed the pattern shop appren- 
tices were started on the construction of the necessary pat- 
terns. These were turned over to the foundry apprentices and 
castings made. At the end of ninety days the two gangs, with 
the assistance of the electrical, patternmaker and foundry ap- 
prentices had converted the apprentice schoolroom into a loco- 
motive shop which was stocked with enough material to pro- 
vide for the beginning of actual work on the model, the third 
gang being added to the force at this time. 

Considerable ingenuity was exercised in meeting the demand 
for special classes of material from the resources at hand. Sew- 
ing needles were used to provide hardened pins 1/64 in. in 
diameter for use in the Baker valve gear, and air hose was 
obtained by stripping the insulation from No. 28 copper wire. 

Work was started during the month of September, 1915, and 
in 200 working days the model was completed ready for ship- 
ment to the office of the general mechanical superintendent in 


Model Locomotive, 57 Inches Long, Built by Erie Apprentices at Dunmore, Pa. 


and the engine was built from the drawings of a class K-4 
Pacific type to a scale of 34 in. per foot. 
all and rests on a short section of stone ballasted track of 
3% in. gage. 

The instructions authorizing the building of the model speci- 
fied that it was not to interfere in any way with the regular 
shop work, and it was therefore built entirely in the school- 
room, the work being done by the apprentices under their own 
shop organization. One of the boys was appointed general 
foreman by the instructor. a set of blue prints turned over to 
him and the completing of the organization and the prosecu- 
tion of the work was left in his hands. Two other foremen were 
selected by him and the three then decided to select fifteen 
apprentices from the various departments to be worked in 
gangs of five boys each under the supervision of the three 
foremen. 

The next step was the equipping of a small machine shop to 


It is 57 in. long over 


New York City. It was built under the supervision of H. E. 
Blackburn, apprentice instructor at Dunmore, and is now being 
exhibited in the window of the Erie’s uptown ticket ofhce at 
Broadway and Thirty-third street, New York. 


ALUMINUM.—The consumption of aluminum is constantly ex- 
panding. It is the most abundant of metals and ranks third 
among the elements which compose the crust of the earth, being 
exceeded only by oyxgen and silicon. According to the United 
States Geological Survey the quantity of aluminum consumed in 
the United States in 1914 was 79,129,000 Ib., against 72,379,000 Ib. 
in 1913, and 65,607,000 Ib. in 1912. The growth of the industry 
is shown by the fact that the production was 150 Ib. in 1884, 
550,000 Ib. in 1894, and 8,600,000 Ib. in 1904. The value of the 
exports of aluminum and of manufactures of aluminum amounted 
to $1,546,510 in 1914, as compared with $966,094 in 1913.—A mert- 
can Machinist. 
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INSPECTION AND REPAIRS OF FREIGHT CARS 
BY PIECEWORK* 


BY J. J. TOLIN 
Foreman Car Repairs, Pennsylvania Railroad 


The inspection and repairs of freight cars on a shop repair 
track should be divided into three classes: 

(1) Light repairs which should take in the renewal of wheels, 
couplers, draft timbers, arch bars, and all repairs of a minor 
nature. 

(2) Heavy repairs to wood or composite cars, which should 
include renewal or splicing of sills, renewal of roofs, or the com- 
plete rebuilding of car body when found necessary. 

(3) Heavy repairs of steel cars, which should include the 
renewal or splicing of sills, renewal or patching of sheets, or the 
cutting down and rebuilding of the entire car, when necessary. 

Each of these classes should then be sub-divided into two 
classes, namely: The air brake apparatus and its connections, and 
the other parts of the car. There should be two sets of piecework 
inspectors and repairmen, one to be a specialist on the air brake 
apparatus, and the other on the other parts of the car. 

The piecework inspector, supervising repairs to parts other 
than air brake, should, on the arrival at the repair track of a car 
requiring light repairs, make a thorough examination of the 
wheels, journal boxes and contained parts, arch bars, brake- 
beams, and all parts below the body of the car. At the same time 
he should note the condition of draft timbers, couplers, end sills, 
and all parts that are visible from the ground. He should then 
make the roof inspection, paying particular attention to brake 
wheel, ratchet wheel, and pawl, to see that the hand brake can be 
operated, and that the brake pawl will properly engage the teeth 
of the ratchet wheel. The deck handles and running board also de- 
mand preferred attention since they are essential parts. Next the 
interior of the car should be inspected, assuming that it 1s an 
empty house car, and repairs should be made according to the 
class of freight which the car is to carry. 

The authorized piecework card should then be prepared, listing 
all defects which, in the judgment of the piecework inspector, 
should be repaired; he should bear in mind that only such repairs 
as are necessary to make the car safe for trainmen and for lading 
suitable to it should be made to foreign cars. While making 
repairs the repairman should be guided by the piecework card 
and should not be permitted to repair any defect that had been 
overlooked by the piecework inspector without first calling it 
to the attention of the piecework inspector and having it added 
to the piecework card if the inspector decides that the defect 
should be repaired. 

The air brake piecework inspector should make a thorough in- 
spection of the hose, hose couplings, pipe hangers, pipe supports, 
cvlinder and reservoir and their blocks, to see that they are in 
rood condition and firmly secured to the car. He should then 
hll out the authorized piecework form noting any defect that he 
mav have discovered. 

The car is now ready for the air brake repairman. He should 
first read the piecework card and then proceed to make the re- 
pairs. When this has been done he should attach the yard air 
line to the air hose at one end of the car and a dummy coupling 
to the hose at the other end and open the valve from the vard 
air line. While the system is charging he should disconnect the 
retaining pipe from the triple valve and place a nipple with an 
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_* Abstract of a paper read at the June 16, 1915, meeting of the Niagara 
Frontier Car Men's Association, Butialo, N. Y. 
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air gage attached to it in the exhaust port of the triple. Then 
take a pail of thin soap suds and with the aid of a suitable brush 
completely cover the air hose and all joints on the brake and 
cross-over pipe. If a leak in either of these pipes is discovered 
the piecework inspector should be called to decide whether or not 
it is of enough importance to repair. When the system is charged 
and the brakes are applied by making a 25 lb. reduction in brake 
pipe pressure the length of piston travel should be noted and 
the brake released by turning the air into the brake pipe through 
the 1/16-in. opening in the disk located in the 14 in. pipe on the 
testing device. The gage, which is attached to exhaust port of the 
triple, should be carefully watched for one minute and if it shows 
a leakage in excess of five pounds the defect causing the leak 
should be located and repaired. After the defect has been 
repaired a like test should be made to know that the leak has been 
reduced below five pounds per minute. 

The retaining pipe should then be connected to the triple valve 
and slack adjusted if necessary, paving special attention to the 
equalization of the brakes; with the retaining valve handle at 
right angles on a two position or at a 45 deg. angle on a three 
position, the brakes should again be applied and released. AN 
Joints on the retaining pipe should then be covered with soap 
suds and all leaks repaired, no matter how trifling they may be; 
the retaining pipe must be absolutely tight, otherwise it is useless. 
When the air ceases to escape from the exhaust port in the re- 
taining valve turn down the handle. If a gush of air escapes at 
this time the retainer is in good condition. If air escapes at a 
verv low pressure or no air escapes the retainer is defective and 
should be repaired or replaced with a new or repaired valve. 
Under ordinary circumstances the brakes can now be depended 
on as being in good condition. 

It is, of course, understood that both gangs can he working on 
the car at the same time and thus not waste any time. 

Heavy Repairs to Wood or Composite Cars.—A car of this 
type requiring heavy repairs should be jacked up, placed on tres- 
tles and the trucks removed from underneath the car body before 
inspection is made. The inspector should first thoroughly inspect 
the longitudinal sills, end sills, cross-bearers, draft timbers, etc. 
Taking a box car, for instance, he should determine whether or 
not the general condition of the car will warrant putting it in 
condition to carry first-class freight. If he decides that it should 
be made fit for this purpose he should inspect the siding, lining, 
flooring and grain strips, condemning any of these parts that are 
not in perfect condition. The roof should then be thoroughly 
examined for evidence of leaks and 1f any are found the neces- 
sary repairs should be made. All parts of the trucks should be 
examined and the piecework form prepared, which should show 
all repairs necessary, except to the air brake apparatus. 

While the car is undergoing repairs the work should be closely 
checked by the piecework inspector to see that both lumber and 
bolts of proper dimensions are used, that lumber is properly 
framed, and that holes bored by the repairmen are not more than 
1/16 in. larger than the diameter of the bolts or rods that are to 
be placed in them. He should also see that all parts are applied 
as shown on standard drawings; that is, the sizes of tenons, 
mortices, etc., should not be changed by the repairmen to make 
the part simpler to apply. 

The air brake attention in this case is much the same as in that 
of the car requiring light repairs with the exception of removing 
and replacing the apparatus, including the pipe where it interferes 
with the renewal of longitudinal sills. It is also important in 
this case that the pipe be thoroughly blown out before it is con- 
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check case and the exhaust port with wooden plugs to prevent 
dust from entering the triple. 

Heavy Repairs to Steel Cars.—The all-steel car does not require 
heavy repairs as frequently as the car of wood construction, but 
when it does require this class of repairs they are usually more 
extensive; consequently the number of days out of service per 
year is approximately the same as that of the wooden car. The 
number of days out of service can be reduced, however, by in- 
creasing the number of men working on the car, and in order to 
do this and still maintain a high degree of ethciency the men 
must specialize on some particular kind of work. For instance, 
cutting off rivets, heating rivets, driving rivets, etc. 

My slight experience in the steel car field has taught me that 
as many as fifteen repairmen can be successfully worked on one 
car, classified as follows: Cutting off and backing out rivets, four 
men; repairing bent parts oí car, bolting them in place for the 
riveters and straightening parts on car, four men; reaming and 
drilling holes, two men; heating rivets, one man; driving rivets. 
two men; removing and replacing parts that are secured with 
bolts and repairing trucks, two men. It is, of course, understood 
that for the practical working out of this arrangement several 
cars must be on the repair track at one time. 

Like the wooden car the steel car should be jacked up, placed 
on suitable trestles and the trucks removed. All parts that have 
been affected by corrosion should have the scale removed. The 
car should then be carefully gone over by the piecework inspector 
to decide what repairs are to be made and at the same time see 
to it that no part or parts are removed from the car for repairs 
that can be successfully repaired in place by using a portable oil 
heater. He must also exercise good judgment in condemning 
sheets to be scraped; where it is practicable floor sheets should 
be patched until an entire new floor is to be applied. When a 
floor is to be renewed and one or more sheets are found in fairly 
good condition, they should also be removed and replaced with 
new sheets and the sheets that are in fairly good condition placed 
in stock for repairs to floors that are not yet to a point where the 
entire floor requires renewal. 

The splicing of steel longitudinal sills while in place is economi- 
cal. For illustration, a steel car that has been in an accident and 
has the longitudinal sills so badly buckled at one or both ends 
that they cannot be straightened while in place should not be 
removed for repairs, but the damaged ends should be sawed off, 
repaired and spliced onto the sills. This can be done at a cost 
much below that of removing the full-length sills for repairs 
and the result obtained is just as good, if not better. 

The manner in which rivets are driven in steel cars is another 
important feature. The piecework inspector should inspect each 
morning all rivets driven by the repairmen the previous day and 
each rivet should be tapped with a light hammer and any found 
loose ordered removed. Rivets with poorly formed heads on 
account of poor heating, or rivets too long or too short, should 
also be ordered removed and only the rivets that pass inspection 
should be paid for. 

The number of rivets driven. should be checked daily by the 
piecework inspector for the reason that some of them may be- 
come covered with other parts and could not be checked at a 
later date. The rivets that have been checked can easily be iden- 
tified if bright red paint is used to mark them as they are counted. 

The air brake attention necessary is practically the same as in 
the case of light repairs except that care should be exercised to 
keep the cylinder, triple valve, cut-out cock, angle cocks, and air 
hose from coming in contact with excessive heat when straighten- 
ing parts in place. 

A piecework inspector on light repairs should be able to take 
care of about 20 men; on heavy repairs to wooden cars 30 men, 
and on steel cars anywhere ^rom 36 to 40. 


SHIPS ADMITTED TO AMERICAN. REGisTRY.— The total number 
of foreign-built vessels admitted to American registry to July 
31. 1915, was 150 of 528,408 gross tons.-—ron Age. 
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FREIGHT CAR STENCILING OUTFIT 


BY H. F. BLOSSOM 
Draftsman, Boston & Maine, Concord, N. H. 

The stenciling outfit shown herewith has been in use in the 
Concord, N. H., shops of the Boston & Maine for some time, and 
has proved very convenient. [t is designed primarily for use in 
re-stenciling weights on freight cars, both in the shop vard and 
in the classification yard after cars have been re-weighed. Its 
chief advantages are the convenience with which the stencils and 
other equipment may be carried about, ready for instant use, and 
the accessibility of the equipment during the actual process oí 
stencilling the cars. 

She outfit consists of a well-built whitewood box, 1542 in. long 
by 10% in. wide with a back 91 in. high, which is concaved to 
fit against the body. Straps are attached, one to pass around 
the body and another around the back of the neck, which may 
pe adjusted to suit the operator, leaving the hands free at all 
times. In each end of the case are compartments fitted with 
vertical tin partitions for holding the various size stencils in 
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Outfit for Use in Stencilling Cars 


numerical order. These partitions should have a loose fit in 
the grooves so that they may occasionally be removed and 
cleaned. In front is a space 1414 in. long for holding longer 
stencils, such as the words “Weight,” “New,” etc. One space 
in the center is used for holding the white lead can and is pro- 
vided with a hinged lid to keep out dirt. The under side of this 
lid is covered with tin to provide a palette for the stencil brush. 
In front of this compartment is a space for holding waste for 
Wiping. 

In the back or shield, which bears against the body, is a 
socket for carrying the stencil brush when it is not in use and 
three 5/16-in. holes are bored for the marking crayon, these 
being of different depths to allow for the wear of the crayon. 
Through a slot in the right-hand side a 32-in. straightedge is 
inserted behind the shield and is retained bv a brass spring clip. 
On the left side of the box, on the outside, is a tin leaf secured 
by spring hinges at the bottom and fitted. with clips for holding 
weight slips or other papers. As information is desired the leat 
is turned down and the contents consulted. It automatically 
springs back into place as soon as it is released and the papers 
are thus secured safely without the attention of the workman. 

The complete outfit weighs less than nine pounds, and is there- 
fore no burden to the wearer. This design, of course, may be 
varied to suit conditions, although this stvle covers the essential 
points for the class of work involved. 
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DESIGN OF STEEL PASSENGER EQUIPMENT 


BY VICTOR W. ZILEN 
Associate, American Society of Mechanical Engineers 
I 

Theory and practice as applied to engineering have always 
seemed to be at variance. This is due to the consideration of 
one without due regard to the other; the backbone of success- 
ful designing lies in a thorough understanding of the relation 
between the two. 

As a rule only the more essential parts of cars receive suth- 
cient consideration from experienced designers, the details being 
left to beginners. Unfortunately, small details not cared for 
properly are likely to be a source of trouble from time the 
plans leave the drafting room until the construction is com- 
pleted and from the time the car enters service until worn out, 
resulting in much friction between office and shops, endless 
correspondence, and in some cases investigations, tests and re- 
ports, without the cause ever being determined. A number of 
small items make big ones, and if the cutting of the weight 
of a car is essential, it can often be accomplished by cutting the 
weight of perhaps such things as coat hooks, hat racks, trim- 
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mings, hardware, plumbing and heating fixtures, bulkheads, 
flooring, tables and seats and everything else that goes to make 
dead weight. The designer in charge must be a man whose 
judgment in passing on a design is final; he must have been 
in the same boat as the man who is to follow his blue print; 
he must be familiar with all the shop practices a workman 
has to contend with and must have had experience that will 
not permit him to mistake cantilevers and beams for columns 
and struts, or beams supported at the ends for those which 
are fixed at the ends; on such things depend largely the 
strength, weight and cost of the car. 

Car construction does not belong to a class of work requir- 
ing refinement in machining and fitting of the various com- 
Ponent parts, and outside of but few such parts the designer 
may keep clear of fancy blacksmith and machine work. Not 
all structural shapes can be worked cheaply in the forge shop; 
bending channels and angles requires skill and in some cases 
expensive dies and forms. Pressed sections, while they offer 
some advantages as to lightness and strength, are often at a 
disadvantage in making repairs by requiring high-priced labor. 
A simple pressed section may be used, but built-up sections of 
structural shapes and rolled bars are preferable. 


AXLES, 

In beginning this discussion of steel passenger car design, 
the writer wishes to take up the design of axles. The method 
ot analysis of stresses in car axles which follows bears with 
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it his acknowledgment of the vast amount of scattered infor- 
mation already available, and all credit is due to the authors 
of the work previously done. However, some axles designed 
by either of the generally known methods seem to indicate the 
advisability of revision and modification of the older formulas. 

A general practice is to assume the center of gravity of the 
car as being six feet from the rail. Assume 26 per cent for 
vertical oscillation and add to the total vertical pressure on 
the axle; take 40 per cent of the total vertical pressure on the 
axle, including the 26 per cent for oscillation, and apply it at 
the assumed center of gravity of the car. On curves the 40 
per cent acts horizontally, perpendicular to the direction of 
motion, and is supposed to just tip the car over. 

But modern steel cars, having a heavy electric lighting equip- 
ment suspended underneath, together with heavy underframe 
construction, no doubt have their center of gravity much lower 
than six feet above the rail. On cars used in electric service, 
with heavy electrical equipment, the center of gravity is as low 
as 50 in. from the top of the rail. By this we see that it 
will take more than the 40 per cent of the load on the axle to 
tip the car over, and since it is acting horizontally it will pro- 
duce an additional flange pressure, which, when multiplied by 
the radius of the wheel, gives a bending moment to the axle. 
(See Fig. 1.) 

When a car is rounding a curve or passing over switches 
and frogs. it generates a force by virtue of its own weight 
and speed. This force acts horizontally and perpendicular to 
the direction of motion of the car and produces a lateral oscil- 
lation. 

The force required to tip the car is a maximum when Ri -5 
W and R: = O. Let the intensity of this force = H, and 
the height of its point of application above the top of the rail 
= h, we have for the moment M. 


Consider a wind action, Z, acting at its center of pressure 
above the center of gravity of the car, having for its lever 
arm the length (h + x). The moment will be 

M = Z (h 4 xXIliio Iti eh eh a ee oe wee vs (2) 

But, if the center of pressure is below the center of gravity of 
the car by an amount, «r, 

em CX) iS4 Reds eh ee eee (3) 

The centrifugal force acting at the center of gravity of the 
mass considered, combined with Z, will tip the car over when 


the sum of their moments — Hh, 
Let C = centrif. force 
h — the height of the center of gravity above the top of the 
rail. Then 
M. = CR ey be de we SE eae (4) 


Hence Ch+Z (h+ —x)=Hh or (C+Z) h=Hh + — Zx 
So that when the center of wind pressure is above the center 
of gravity we have from (1), (2) and (4). 


(C4 Z) he AK uou Ro RE Roe eg (5) 
But if it is below, we have from (1), (3) and (4). 
(C4- 2) WANS Ae ee ee ie ee x Fs (6) 


From (6), we see that the worst condition is when the center 
of wind pressure is below the center of gravity of the car, as 
it shortens the distance h. In order to turn the car over, the 
horizontal force H will have to be greater, and since its reaction 
is at the rail it will give a bending moment to the axle. 

Having shown how the intensity of the horizontal force H 
may vary the analysis of stresses in the car axle follows: 

In Fig. 1, let Z = the wind pressure, 


h = height of the center of wind pressure above rail, 

W = the total vertical pressure on the axle, including the 
weight of the lading and an allowance for oscillation. 

Pt = vertical pressure on journal at 4. 

P, = vertical pressure on journal at R, 

Rr and R: = reactions at the rails, 

H == horizontal force caused by curves and switches, 

h = height of the center of gravity of the car above the top 


of the rail, 
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ht == height of the center of gravity of the car above the 
center of the axle, 

hı = height of the center of axle above the top of the rail, 

== length of the axle between the points of application P1 
and Pi of the total load W, 

m — distance between the centers of the rails on curves, 

b = AD = distance from the center of rail to the point 
where the load P, acts on the journal. 

bi = FB = distance from center of the rail to the point where 
the load P., acts on the journal. 

For the maximum conditions of loading, locate the center of 
eravity of the car and determine the center of wind pressure 
on the projected area of the car, on the vertical plane; if hs is 
less than / the effect of the wind should be considered; other- 
wise it should. not. In this case, hı is greater than h, 
will not be considered. 

Taking moments about 4 we have for equilibrium of the 
car on the axle: 


so hs 


WI WwW Hh, 
P, = -~--Hh,, or P, = — — —— ............. s (7) 
2 2 1 
W  HhI 
and, P, —CW—P, or — + —-—... cece cc ec eee nn (8) 
? 


2 | 
Also taking moments about Ar, we have for equilibrium of 


the car on the rails: 


WwW W Hh 
R.m = T (m—-b+b,)—Hh or R,= — (m—b+b,) — ---....... (9) 
Now Rr = W — R;; but from Fig. 1 we see that. Rt and H 
are maximum when R: = O; hence 
RSN hws A ROE ee debba ate 6 S (10) 
and by equation (9) 
Hh W W 
— = —— (m—b+b,) or, H= — (m—b+b,)............ (11) 
m 2m 2h 


Now let # denote any distance from A along the axle; then 
we have for the moment M at any point from A to E, where 
x is less than f: 

M=P,x, 


pw Hh, : 
or from (8) M—- "OE A x 


l2 
From E to B, x is greater than f, but is less than (l — f); 
therefore 


M=P x+ Hh. — R, (x—b1.................. Ls (13) 
Or, reducing from ae (8) and (10) in (13), 
W * 
Ma{— +o -— Ü x + Hh,-— W (x—b)............... (14) 


These formulas hold good regardless of whether f is greater 
or less than b. 

Lay off on E, Fig. 1, the distance E d = M by formula (12), 
to any scale; also lay off on E, the distance E d; = M by 
formula (14), to the same scale. Draw Ad, dd; and d:B. The 
abrupt jump at E is due to neglecting the length of the wheel 
hub from Di to D... Connecting di ds at the intersection of 
the bending moment diagram with verticals through Dı Di we 
obtain a graphic representation of the moments acting at any 
point on the axle, from which we can find the diameters for 


the corresponding points on the axle by the well-known formula 
3 


M 
d= yes ———— a EE ES (15) 
.0982 S 


In which d — diameter of axle in inches, 
M == moment in inch-pounds, 
S = fibre stress in pounds per square inch. Accord- 


ing to Wohler's experiments upon the effect of repeated stresses 
in small bars 22,000 Ib. is safe for axle steel. (Reference, 
Goodman; Mechanics Applied to Engineering; 1911, p. 637; also 
Master Car Builders’ Proceedings, 1896.) 

By scaling the vertical distance at any point on AB we can 
obtain the bending moment, direct, at that point, and by sub- 
stituting the value of S in formula (15) we have for the 


diameter d at any point on the axle from E to Fi. 
3 
"LEONE vC 42 HM ETT (16 


The diameter of the axle in the wheel hub from Dr to D 
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should correspond to the moment at PD. 

Formula (16) is applicable to all portions of the axle for 
strength, but in the case of journals running at considerable 
velocity, the freedom from liability to heat is at least as im- 
portant as strength and a different method of calculation must 
he resorted to. Experience seems to indicate that for maximum 
static load a pressure of about 330 Ib. per sq. in. of projected 
area on the journals is as high as should be allowed; the 
writer finds that in the limit of diameters of the M. C. B. 
axles, this pressure corresponds to an average of about 7,200 
lb. per sq. in. stress in flexure. In obtaining these values for 
application to axles for passenger service, the M. C. B. Asso- 
ciation standard axle loads, which are for freight service, have 
heen reduced 10 per cent. (Reference, A. S. M. E, Trans. 
1913, Vol. 35, p. 38.) Applying these values to the journals, 
we have for the diameter of the journals for strength, by 
formula (15): 


M= .0oR2dES, 
Pk 
On pe 09 ALD 2 ue M "Cmm (17) 
or d— j^ c I 1 MET (17a) 
2x .0982Sd d 
And for bearing surface, 
MR 1 or P-nblgsews Sk ER cep SEE (18) 
kd 
In which P = maximum static load on the journal, 
k = length of the journal, 
d = diameter of the journal, 
S == 7,200 lb. per sq. in. stress in flexure for maximum static 
load, 
p — 330 lh. pressure per sq. in. of projected area on the 


journal, 
Now from equation (17) 
2 X .0982 x 7200 d? 


————— — P——— P 
— — 


_ 1414 d? 
k 


And from equation. (18) 


=: 330 kd. Hence, 1414 T = 


k 14 
330 k d, or 1414 d? = 339 k?; and q = y/ aS I 


; 330 
k 
Substituting this value of — in (17a) we obtain after re- 
d 
duction 
EE ST MN T qa") 
And from equation (18): 
k— - TEPORE HARE ERE (29) 
330 d 


For an example, consider Fig. 1. Given the values l, m and 
li;, allowance for journal wear lengthwise having been decided 
on and the distance between the center lines of the wheel hubs 
being known, required the limit for the diameter of the axle, 
the maximum static load per axle being 31,000 Ib. 

The distance which the center line of car is to one side of 
the center of the track equals the amount of journal wear 
lenethwise + the clearance between the wheel flange and the 

rail, in this case 1 in.; the height h of the center of gravity of 
the car is determined and an allowance of 26 per cent for 
vertical oscillation is made. In this case A = 65 in., m = 395 
in, b = 925 in., bt = 7.25 in. and f = 10.1875 in. The length 
of the hub from Dr to D: 7 in., /; = 18 in, hi = (h — h) — 
(65 — 18) = 47 in., and W = 31000 =- 26 per cent = (31000 X 
1.26) = 39060 Ib. 

From (12) we have for M, from 4 to E, 


W H hr W 
M 20 Mt) x, from (11) H = s (m = b +t 
39060 
Then H = (59.5 — 9.25 + 5) = 17277 Ib. 
2 X 65 
For M at E, x = 10.1875 in. Then 
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17277 X 47 . 
4 DEEST GERE 10.1875 = 308,000 in.-Ib. 
and from (14) we have for M, at E, 


w= (SY) x m- w (x — b); 


M = 308000 + (17277 X 18) — 39060 (10.1875 — 9.25) = 
i 582,000 in.-lb. 
M, at Dz = 550,200 in Ib. by scale. 
Then for d at D; by formula (16): 
3 
d = .07738 V/ 550200 = 6.341 in., or 6 5/16 in. to the nearest 
sixteenth. 

By the same method compute the diameter at any number of 
points as 1, 2, 3, etc, between D: and the center of the axle; 
M at 9 = 350,000 in. lb by scale, 1% in. from the center of 
the axle, and the corresponding diameter; d = .07738 
3 
y 350,000 = 5.455 in., or 5 7/16 in. 

For the journal, compute the diameter by formula (19): 

31,000 
d = .0383 YP; P = —.— = 15,500 ib., maximum static load: 
2 
hence, d = .0383 f 15,500 = 4.77 in. as a limit. 

And for the length & of the journal formula (20) should 
be used: 

P 15,500 
e ——XX E METERS 
330 d 330 x 477 

From these calculations it is evident that a 514 in. by 10 in. 
journal should be used. 

In these calculations no account was taken of the effect of 
brake shoe loads on the bending of the axle, as the height 
of the center of gravity of the car above the rail will give the 
maximum condition of loading the axle, which probably would 
never be equalled in service, except in the case of wrecks. 
The possibility of reaching the critical speed on curves, as well 
as for all the forces to act simultaneously, is remote; therefore 
this method of calculation may be considered safe. The clasp 


= 9.85 in. 
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journal bearing. The couple will give a bending moment to the 
axle in much the same manner as that produced by the brake 
shoe loads. This moment, however, will be in a direction per- 
pendicular to the moment produced by the vertical loading, the 
resultant moment being Mr: 
M, — VM + M2, 

in which M is as before, and Mt is the moment caused by the 
couple. 

In addition to the combined vertical and horizontal bending 
there is also torsion in the axle, produced by the friction of 
unequal wheel load on the rail. It was shown by Fig. 1 that 
Ri = W, and R: = O. Now in the case of a wheel sliding, 
the friction force at the rail tending to rotate the wheel at Ri 
is much greater than that which the brake shoe on the same 
wheel can resist. The wheel would actually turn had it not 
been for the brake shoe on the wheel at R:; the result is 
torsion in the axle between the wheels. For motor truck axles 
the effect of the weight of the motor and motor traction, is to 
be added or deducted, as the case may be, from the moment 
found by formulas (12) and (14). 

The term "wheel sliding" is here used for the sake of clear- 
ness only; it should be understood that retardation at the rail 
gives a bending moment to the axle even though no wheel 
skidding actually takes place. 

The speed of a train on curves is limited by the stability of the 
cars on the rail and knowing the actual average height of the 
center of gravity of cars in passenger service, the design of 
axles, if made to correspond, will increase the permissible speed 
of trains on a given degree of curves, without encroaching on 
the safety of passengers. In steam service, this point involves, 
also, the stability on rails of the locomotive, which will, no doubt, 
continue to keep pace in this regard with the requirements of 
modern steel cars. 


TOWEL RECEPTACLE FOR SLEEPING CARS 


When towels are placed in the overhead racks ordinarily 
used in the toilet rooms of sleeping cars they are likely to 
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Closed Receptacle for Clean Towels in Sleeping Cars 


type of brake is rapidly coming into use, which does away 
with the unbalanced loads on the wheel, and consequently the 
effect of the brake shoe loads on the bending of the axle; but 
unfortunately, the effect of retardation at the rail on the bending 
of the axle cannot be done away with. Whenever such wheel 
sliding occurs the frictional force tending to rotate the wheel is 
at the rail, having for its reaction an opposite force at the 


collect more or less dust and become saturated with the odor 
of coal smoke. In order to avoid this, the Canadian Northern 
is using in its sleeping cars a closed receptacle for towels, as 
shown in the engraving. This is of metal construction, with 
glass doors in front, and is placed directly over the wash 
basin in the toilet rooms so as to be most convenient for 
passengers. The doors are provided with spring hinges so 
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that when they are released they will close automatically. 

This towel cupboard was developed in the office of A. L. 
Graburn, mechanical engineer of the Canadian Northern, 
Toronto, Ont. 


NORFOLK & WESTERN HUMIDITY-CON- 
TROLLED DRY KILN 


BY W. H. LEWIS 

Superintendent Motive Power, Norfolk & Western, Roanoke, Va. 

A dry kiln has been recently put in operation at the Roanoke 
shops of the Norfolk & Western, embodving features worked 
out in recent government investigations into the principles of 
the kiln drying of lumber. The kiln represents the direct results 
of the experiments of the United States forest products labora- 
tory at Madison, Wis, the staff of this laboratory acting with 
the mechanical department of the Nortolk & Western in de- 
signing the kiln and its equipment. 

The general principles of drying are based on what is known 
as the humidity-control system. It was found by the Forest Prod- 
ucts Laboratory that the maximum rate at which moisture should 
be removed from the surface of lumber at any temperature 1s 
not greater than that at which it will be drawn through the fibres 
of the wood to the surface. The only practical way of control- 
ling such evaporative speed is by controlling the humidity of the 
current of air passing over and through the lumber; hence the 
term “humidity-control,” as applied to this kiln. 

The kiln is unique in that it has no stack and no regular air 
inlets or outlets. The same heated air is used over and over 
and the moisture is removed from the air by means of a spray 
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or spray chambers at either side and with a heating chamber 
immediately under the drying chamber. The air passes over a 
bank of steam pipes which are located just under the loads of 
lumber. The heated air rises and passes through the stacked 
lumber to the top of the kiln. Along the top of the air legs 
are spray nozzles which by means of a fine mist of spray chill 
the air at the top of the kiln, causing it to drop by gravity 
down the air legs to the bottom of the kiln, where it again comes 
in contact with the heated steam pipes, thus performing con- 
tinuous cycles. As the heated air passes through the stacks of 
lumber the moisture from the lumber is taken up by the air 
and when this air is chilled at the top of the air legs the excess 
moisture is precipitated and mingles with the water from the 
spray nozzles. 

Thermostats are provided for regulating the amount of steam 
to the steam pipes, by which means the temperature of the drying 
chamber is controlled, and further means are provided for con- 
trolling the temperature of the spray water, by which means the 
temperature and humidity of the air before it reaches the steam 
pipes are controlled. The spray water is circulated by means 
of a suitable pump, so that this water is used over and over, 
an overflow being provided so that excess water will drain off 
to the sewer. 

The kiln is susceptible of very delicate control, and by con- 
trolling the humidity of the drying air the speed of drying may 
be regulated to a nicety. By this means the most rapid consist- 
ent rate of drying may be attained without injuring the lumber. 

In connection with this kiln there has been provided a dry 
lumber storage building so that the kiln itself may be of smaller 
dimensions and kept in continuous use. The kiln is built at one 
end of the storage building and a transfer car runs on a suitable 


Front View of the Norfolk & Western Dry Kiln 


of water which lowers the temperature of the air and causes 
precipitation of the moisture, the same as natural precipitation 
of rain in external air; thus the only discharge from the kiln 
is a small stream of water. 

The kiln consists generally of a drying chamber with air legs 


track along the front of the buildings. The lumber or kiln cars 
run into either the kiln or the storage building from the transfer 
car. The location is convenient to the planing mill. 
Lengthwise piling of the lumber is used in the kiln, and the 
kiln cars are of steel and not of the customary knockdown type. 
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A peculiar method of piling the lumber on the car is used, as 
shown in the illustrations. A tapered central channel is formed 
for the upward passage of the air, and the strips between the 
layers of lumber form slightly upward inclined air passages. Dy 
this means the current of air passes uniformly through the entire 
stack of lumber, and uniformitv of drying is obtained. 

The clearance dimensions of the drying chamber are as fol- 
lows: Length, 50 ft. 10 in. ; width, 17 ft. 3 in. ; height, 10 ft. 2 in. 

The kiln holds six kiln cars of lumber, the capacity being 


Interior of Humidity Controlled Dry Kiin 


approximately 27,000 board feet of l-in. material. It is supplied 
with approximately 3,300 sq. ft. of heating surface. The building 
is of brick laid in cement mortar; the foundations and pipe 
chamber are of concrete, while the roof is of cinder concrete. 

This kiln has been in successful operation drying all kinds of 
lumber for some time and fully meets the expectations of the 
designers. A number of patents on the principles involved have 
been issued to Harry D. Tiemann, of the Forest Products Labor- 
atory, all of which have been dedicated to the public. 
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THE VENTILATION OF SLEEPING CARS* 


aD 


BY THOMAS R. CROWDER, M.D. 
Director of the Sanitation Department of the Pullman Company 


Perhaps the time has not yet come when we can say that 
fresh air is thoroughly understood. But we can certainly say 
with safety that popular conceptions concerning it are very 
erroneous. It is still commonly held that out-breathed air 
contains a volatile poison, and on this erroneous assumption 
have been developed the theories which have controlled the 
practice of ventilation almost up to the present time. There can 
of course be no doubt that the air confined in crowded places 
may become harmful through changes brought about by the 
people using it, and that it needs to be frequently renewed. 
The necessity for ventilation is beyond question, but does not 
arise from a poisoning of the air by the products of respiration. 


p U———— — 


*Portion of a paper presented before the annual meeting of the Soc- 
iety of Heating and Ventilating Engineers, Jan. s. 
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The air which surrounds the body has two principal functions: 
a chemical and a physical. It oxygenates the blood and it 
removes the body heat. For the performance of its chem- 
ical function it must contain a sufficient amount of oxygen to 
keep the hemoglobin saturated and be free from poisonous 
gases; for the performance of its physical function it must 
be cool enough to absorb the heat of the body, dry enough to 
take up moisture from the skin, and have motion enough to 
carry away the aerial envelope to which this heat and moisture 
are transmitted. If the air of the room is not renewed its 
oxygen is gradually consumed and it becomes laden with heat 
and moisture from the bodies of the occupants. In this way it 
may finally become unable to perform either of its principal 
functions. A constant supply of fresh air is therefore necessary. 
But careful experiment has demonstrated that under all ordi- 
nary circumstances the fault develops on the physical side so 
far in advance of the chemical that the latter may be practically 
left out of consideration. Relatively small amounts of fresh 
air will always supply the chemical needs of the body; large 
amounts may be necessary to supply the physical demands. 
Grarted that the small amount of air necessary for the demands 
of respiration is supplied, the control of its physical properties 
becomes the great problem of ventiltaion ; and of these physical 
properties temperature is vastly the most important. The suc- 
cess of ventilation depends far more on supplying conditions 
suited to the outside of the body than to the inside of the 
lungs. 

But if the accumulated evidence of physiological studies has 
taken from us the old basis of chemical purity as a guide to 
ventilation standards, it has at the same time pointed the way 
to a new and more logical basis existing in the physical prop- 
erties of the air. It has demonstrated that the discomfort and 
physiological disturbance experienced in badly ventilated rooms 
is due to the heat, the humidity and the windlessness of the 
air which render it incapable of cooling the skin at the normal 
and necessary rate. 

An ordinary adult will produce—and must be relieved of— 
enough heat in the course of an hour to raise the temperature 
of a thousand cubic feet of air by 15 or 20 deg. F. The air 
with which the body is either directly or indirectly in contact 
must take away this heat. Herein lies the basic equation of 
the ventilator's problem. When many people are crowded to- 
gether in a small space they very soon overheat the air, and its 
depressing effect is added to by its stillness and by the moisture 
exhaled with the breath. More air and cooler air must be 
supplied; fresh air becomes an imperative need. But here | 
would emphasize that the quality we generally recognize as 
"freshness" does not depend on richness in oxygen, nor on 
the absence of carbon-dioxide and organic poison, but on the 
ability of the air to remove the body heat. Fresh air is air 
that will cool the body more rapidly. Failing in this, no prop- 
erty, either physical or chemical, will make it “fresh.” Coolness 
of the air is more important than its content, and agitation is 
of greater significance than its purity. It follows that the im- 
pulsion of hot air into a room is the most objectionable of all 
systems of ventilation, while cool air and radiant heat approach 
the ideal. 

But changing our scientific basis for ventilation does not nec 
essarily mean that we must entirely desert all quantitative stand- 
ards in actual practice. We must not expect the body to trans- 
mit its hundred calories per hour to a hundred cubic feet of 
air, though a hundred cubic feet may fully supply the demands 
of respiration. For the body at rest and with ordinary indoor 
clothing, there are sharp limitations to the physical conditions 
that will maintain the sense of well being. Within a range of 
temperature compatible with comfort it will require something 
like 2,000 cu. ft. per hour to absorb the heat of an ordinary 
adult, unless the heat transmitted to the air is rapidly abstracted 
from it. Curiously enough, this figure corresponds closely to 
that arrived at long ago as the air supply necessary to maintain 
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the requisite degree of chemical purity. The suggestion is forced 
upon us that the old standards were really, though not con- 
sciously, based on thermic considerations after all, for carbon- 
dioxide is a guide to quantitative interchange as well as to 
chemical purity. But on the old basis, more air was the uni- 
versal remedy for ventilation troubles—more air in order to les- 
sen respiratory contamination—and it often failed to effect a cure. 
On the new basis, cooler air, or dryer air, or more motion— 
all of which facilitate the transfer of body heat, and none of 
which necessitates an increased supply—are the measures indi- 
cated; and through a proper combination of these remedies 
relief should be obtained. 

It is now seven or eight years since I began to study the ven- 
tilation of sleeping cars and to attempt a solution of the vexed 
question concerning the best methods for producing comfortable 
and hygienic conditions in them. In common with most people 
I then believed these cars had a very inadequate air supply. 
As we now understand the subject, it must be admitted that 
the cars were poorly ventilated, and that the air supply was 
sometimes small, but faulty ventilation did not usually lie 
with an insufficient volume of air. Other faults were much 
more frequent, and chief among them was artificial overheating. 

When my studies were begun the almost universal plan of 
ventilating railway cars was to introduce fresh air by opening 
small windows at the top of the car which are usually referred 
to as deck-sashes. Sometimes large volumes would enter through 
these openings, sometimes little or none, and sometimes they 
would act as outlets only. With changes in the direction of the 
train or the wind these various actions would alternate. The 
openings being large, when they became active intakes, uncom- 
fortable downward draughts were produced; when they ceased 
to act as intakes the total air supply would be much restricted 
and overheating would be readily brought about. The result of 
this plan was that ventilation was very irregular, that an ade- 
quate air supply could not be depended upon, and that comfort- 
able or hygienic thermic limits could not be continuously main- 
tained. 

A little experimentation soon demonstrated that sufficiently 
large volumes of air for all the practical purposes of sleeping 
car ventilation will, under certain circumstances, enter the car 
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through the several hundred feet of crevices about doors and 
windows. Thanks to the imperfection of the car builder's’ art, 
it has not been found possible—though much pains have been 
taken in trying—to build a railway car so tight but that much 
leakage may take place. When this occurs the air of the car 
remains relatively pure, heat does not accumulate, and comfort 
is maintained. It was therefore deemed advisable to utilize 
these crevices as air intakes and to attempt their regulation 
by providing a constant forced exhaust from the top. To this 
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end a device was applied to the roof of the car which utilized 
the power supplied by train momentum to produce suction, 
thereby drawing air out through the deck-sashes formerly used 
as intakes. 

The purpose aimed at was well achieved. The result was as 
contemplated. The average air supply was much increased and 
the flow regulated. Perfect regularity of air supply was not 
realized; but it is one of the fallacies of general opinion con- 
cerning ventilation that perfect regularity of air supply is de- 
sirable. It has been pointed out by Leonard Hill that one's 
comfort depends in a vast degree on the stimulation of a chang- 
ing physical environment—that it is due to the ceaseless varia- 
tion of the temperature and motion of the surrounding air. 
In this light irregularities of air supply and air temperature 
become of great importance, but they should not vary beyond 
the limits within which comfort lies. 

The objection is sometimes raised that simple exhaust venti- 
lation, without the provision of inlets, cannot possibly furnish 
to railway cars a sufhcient air supply. I, too, was originally of 
that opinion; but so far as the requirements of sleeping cars 
are concerned it was a mistaken opinion, as has been amply 
demonstrated. The quantity may at times be quite astonishing. 
I have measured up to 30,000 cu. ít. per hour passing out 
through the ventilator duct from a small stateroom with the 
door and windows closed, and when, therefore, the air had 
to find its way in through crevices. Much of it came from 
the adjoining passageway, through the freeway under the door. 
Natural crevices are sufficient air inlets if properly utilized, and 
they possess a vast advantage over larger openings. The in- 
coming jets of cold air are individually so small, and they take 
on such irregular motions in mixing with the stiller air within, 
that all the good effects of variegated temperature and motion 
are obtained without the disadvantages of uncomfortable cold 
draughts. 

If a few large inlets are used and the weather is cold, the 
incoming air must be pre-heated. Pre-heating has its draw- 
backs, but it is necessary for most heavily occupied places. If 
sufficient crevices are available, and the occupancy is not too 
great, pre-heating may often be dispensed with. Few enclosures 
are so richly endowed with crevices as is a railway car; no 
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1— Methods of Ventilating Sleeping Cars Compared* 


other place is so constantly subjected to high winds, which cause 
crevices to let in outside air whether we will or not. In entering, 
these cold jets meet the warm stream flowing upward past the 
windows and the mixing begins at once, as it should. But 
whereas these crevices act irregularly, and in the main ineffi- 
ciently, as air intakes when unaided, they act efficiently and with 
a sufficient degree of regularity when assisted by exhaust ventila- 
tors located at the top of the car. 

Of course, we cannot directly measure the amount of air 
flowing into a car through its many crevices. But we can 


measure the outflow through the ducts of exhaust ventilators, 
and we know the one must equal the other when only crevices 
are available as inlets. We can also estimate the air interchange 
by determining the proportion of carbon dioxide in the inside 
air and counting the number of occupants concerned in pro- 
ducing the contamination. Both these procedures have been 
carried out. By the former it has been demonstrated that the 
ventilators now almost universally installed on Pullman cars 
will each discharge from the running car some 12,000 or 15,000 
cu. ft. of air per hour. Six are applied to the twelve-section 
body of the standard car, and they all work constantly, though 
not at a constant rate. 

But determining the outflow of air records only a minor 
fact. Without a study of the entrance, the distribution, and 
the interchange in the zone of occupancy it remains of little 
value. Herein lies the necessity of learning the carbon dioxide 
content of the air. It enables us to determine these things, 
and it must always be a part of any adequate study of air 
conditions. On it we may base also reasonably accurate esti- 
mates of total air supply; but it should be kept in mind that 
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Fig. 2—Relative Ventilation of Upper Berth, Lower Berth and Aisle* 


estimates so made will fall below rather than above the actual. 
A fairly extensive study of carbon dioxide in the air of 
sleeping cars has been made, the details of which have all been 
reported in other places. We may refer here to a few general 
averages only which will be recorded in the form of charts. 
In Fig. 1 are represented the average air supplies, as deter- 
mined from the carbon dioxide in the breathing zone, while 
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cars were running in regular service at ordinary speeds and 
with various possibilities as to air inlets and outlets. The 
significant bars of the chart, representing cars where no intakes 
in addition to crevices were provided, are the first, fifth and sev- 
enth. Unaided by exhaust ventilators the average air supplv 
through crevices alone was only 18,500 cu. ft. per hour; aided 
by exhaust ventilators the averages were 40,600 and 53,000 cu. ft. 
per hour for wooden and steel cars respectively. The differ- 
ence between the latter two is believed to depend on the almost 
total absence in the steel car of crevices in its upper portion 
bv reason of the absence of deck-sashes and a consequent ab- 
sence of short-circuiting of air currents from deck-sash crevices 
to ventilators necessarily close at hand. There is in consequence 
a more constant withdrawal from below, and a more rapid 
changing of the air of the lower levels. The average occupancy 
of the cars represented in Fig. 1 was about fifteen people each, 
from which it follows that there was considerably more than 
2,000 cu. ft. of air per hour for each occupant in the cars 
equipped with exhaust ventilators, while there was only about 
1,200 cu. ft. per hour for each occupant in those not so equipped. 
Since the figures apply only to the 12-section sleeping car body, 
the practical maximum occupancy is about 25 people. 

In Fig. 2 are shown the relative average air supplies per 
person, as determined by the carbon dioxide content, for the 
upper berth, lower berth and aisle of cars ventilated by open 
deck-sashes, and of wooden and steel cars ventilated by the 
exhaust method with only crevices as inlets. All berths were 
occupied by one person each, and each group of cars contained 
an average of about 16 people. The air supply is seen to be 
considerably larger with the exhaust type of ventilation; and 
it is sufficient to meet the physical as well as chemical demands 
placed upon it. Not only is the average volume of air supplied 
to berths increased by the exhaust method of ventilation, but 
the flow is more regular and is more constantly maintained. 

It seems beyond question that a great improvement has been 
made in the ventilation of sleeping cars by the adoption of the 
simple exhaust method, and that the results are on the whole 
quite satisfactory. Carbon dioxide never rises so high—it 1s 
rarely as much as 10 parts in 10,000—as to indicate an air 
supply insufficient for the needs of the body; the supply of air is 
reasonably uniform, while the innumerable eddies caused by mi- 
nute incoming streams of cold air striking the warmer air 
within bring about thorough mixing and good distribution with- 
out destroving the ceaseless small variation so essential to con- 
tinued comfort. The possibility of overheating still remains. 
and must always remain with any system of car ventilation, 
as a matter requiring intelligent attention. But the assurance 
of a constant and fairly regular supply of cool air from without 
makes it a much less probable occurrence, while changes in 
car-heating plans and simple instructions to car operators con- 
cerning the significance of thermometers have also aided greatly 
in remedying the evil. 


DISINFECTANT ARRANGEMENT FOR PAS- 
SENGER CARS 


Considerable trouble has been experienced in maintaining drip 
disinfectant devices in working order because of the loss of the 
piping. The reason for this is that the connecting nipple on the 
base of the reservoir is turned away from the finish, thus allow- 
ing.the supply pipe to project out where it is liable to damage. 
The only supporting medium under these conditions is a single 
clip immediately underneath the reservoir. The drawing shows an 
arrangement with the tank placed in the corner of the saloon and 
allowing the piping to pass close to the finish for its entire ver- 
tical length and laterally to a point directly in the rear of the 
hopper. It is thus possible to securely clamp the pipe for its 
entire length. 

At the right side of the drawing is shown the arrangement 


SEPTEMBER, 1915 


of the vapor type of disinfectant in the enclosed hoppers used in 
sleeping car compartments and private cars. The ventilating 
arrangement prevents the accumulation of odor from the disin- 
fectant cake from flooding the room when the hopper cover is 
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Arrangement of Disinfectant Hoiders in Passenger Cars 


raised. The excess odor from the disinfecting cake is carried 
out through the funnel. This arrangement is in use on the 
Canadian Northern and was designed by A. L. Graburn, me- 
chanical engineer of that road. 


CAR ELECTRIC LIGHTING SYSTEMS 


The following is taken from an article by E. S McNab, 
inspector of electric car lighting, Canadian Pacific, appearing 
in the June, 1915, Railway Electrical Engineer. 

The problem of lighting passenger equipment by electricity 
is comparativly new on this continent, although in Europe and 
the British Isles it has been the practice for about twenty- 
five years. However, the rapid increase in the number of 
equipments applied in North America, during the last few 
years, has, to a great extent, compensated for the relatively 
late start. 

In 1911 the Canadian Pacific Railway had enly 68 electric 
lighted cars, whereas this figure has now been increased to 
380, which includes 100 per cent of the compartment sleepers 
and observation cars, 85 per cent of the modern sleepers and 
60 per cent of the total number of diners; the remaining gas- 
lighted cars of these classes are being converted as the cars 
receive general repairs. Large increases which have been made 
on the Pennsylvania, New York Central, and New York, New 
Haven & Hartford are probably due to the tunnels by which 
they enter New York City, gas or oil lighted cars not being 
permitted to enter either of these terminals. 

I will divide the methods adopted in lighting cars by elec- 
tricity into three main systems, namely, the straight storage 
System, the head end system, and the axle system. 

The equipment for the straight storage system consists of 
à set of storage batteries contained in battery boxes under 
each car, the batteries being connected to the lamps by the 
usual wires and controlled by a single switch or switches. This 
is certainly the simplest method of lighting, but when we in- 
vestigate its methods of operation we get into difficulties. 

In the first instance, the batteries have to be charged at 
each terminal, or at least after every eighteen to twenty-four 
hours of lighting, which necessitates the car being held in the 
terminal yard for a period of from six to ten hours, depend- 
ing on the condition of the batteries on arrival. 

It is interesting to note that at one of the New York yards 
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350 outlets have been installed, each outlet having a separate 
pair of wires back to the switchboard in the power house, No. 
8 cable being the smallest size used. Power is obtained from 
three 250-kw. motor-generator sets, giving 110 and 220 volts. 
The switchboard arrangement is also considerably complicated 
due to the large number of individual circuits which have to be 
controlled. 

It is interesting to note in passing that an attempt has been 
made to reduce the lengthy period of charge by increasing the 
charging rate by the use of the Wilson battery. This battery 
is so constructed that it can be charged at 1,000 ampere rate 
for a short period, but, as is apparent, this high rate involves 
specially heavy charging cables throughout the yards, and also 
special fittings on the cars. It has been adopted to a limited 
extent on the Erie Railroad on its suburban trains, but its non- 
adoption by any of the other roads indicates that its disadvan- 
tages overbalance its advantages. 

The head end system, as its name implies, consists of a 
steam driven generator in the baggage car, located as close to 
the locomotive as possible. This system is in use on most of 
the roads running west of Chicago, and on “limited” or solid 
trains gives good service. The equipment consists of a 20 or 
25 kw. turbo-generator located in the baggage car, driven by 
steam from the locomotive; a control switchboard is installed 
from which three main cables run overhead throughout the 
trains. As the turbine must necessarily be stopped during 
change of engines or while standing in a terminal before the 
locomotive is coupled up, it is therefore necessary to install 
a certain number of storage batteries on the train which will 
carry the lighting load during the above-mentioned periods. 

It is the Northern Pacific practice to install 200 ampere- 
hour batteries on the postal car, dynamo car, standard sleep- 
ers and observation car on each train. On most of the roads 
using this system the baggagemen are trained to operate the 
electrical equipment, and after showing a certain proficiency by 
means of examinations, receive higher pay. I am advised by 
several of the electrical engineers that these men are giving 
satisfaction; some roads, however, still continue to employ train 
electricians. 

The chief disadvantage of this system is the want of flexi- 
bility, and this is felt where trains have to be remarshalled 
at junctions and cars switched off on branch lines; this leads 
to the necessity of equipping a large proportion of the cars on 
every train with batteries, increasing the capital and mainte- 
nance costs. Another disadvantage is the high steam consump- 
tion which the turbine accounts for, and our experience in 
Canada points to considerable difficulties from this source dur- 
ing the winter months should this system ever be tried. 

The axle generator system comprises a generator driven by 
means of a belt from the axle and a set of storage batteries 
which supply current to the lamps when the train is at rest. 
As this equipment is applied to each car it follows that it is 
an individual unit and can be transferred to any line in any 
class of service without any adjustment of the apparatus being 
necessary. 

The design of an axle device involves the overcoming of 
five problems: (1) The reversal of polarity, due to the change 
in direction of rotation of the armature when the car reverses 
the direction in which it runs; (2) the maintenance of a con- 
stant output in watts or horsepower, irrespective of the speed 
of the train after the generator reaches its maximum, which 
is 22 to 25 miles per hour; (3) the lamp voltage must be held 
constant at the normal voltage, which is 30 in the United 
States, and generally 24 in Canada, while the generator is 
running at a voltage of 40 in the United States and 30 in 
Canada; (4) the batteries must receive a sufficient charge to 
replenish the loss of current consumed at terminal stops, but 
at the same time must not be overcharged; (5) an automatic 
arrangement must connect the generator to the batteries when 


the speed of the train is such that the generator voltage is 
equal to the battery voltage, and disconnect them when the 
speed falls below that point. To meet the foregoing condi- 
tions there are about a dozen patent systems in use in Europe. 
None of these have ever been adopted in this country, with 
the exception of the Stone System, which is extensively used 
in Canada. In the United States there are five principal sys- 
tems, namely, the Safety, Gould, Consolidated, United States, 
and the E. S. B. 


STENCILING GAGE FOR FREIGHT CARS 


BY W. F. JAMES 
Foreman Painter, Atlantic Coast Line, Rocky Mount, N. C. 

The accompanying illustration shows a verv simple, inexpen- 
sive wooden stencil gage. The lower end of this gage is pro- 
vided with an offset point which bears on the under surface of 
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Gage for Locating Stencils on Freight Cars 


the side sill, providing a much more accurate method of gaging 
the lettering than by using the bottom of the sheathing or siding. 
Much better results have been obtained with this device than 
with any other so far used. 


UNIFORMITY IN CAR INSPECTION* 


BY M. MAREA 
General Superintendent, St. Louis, Troy & Eastern, St. Louis, Mo. 


I will take up this question in three sections: (1) Interchange 
points, (2) Delays to cars, and (3) Need for greater co-opera- 
tion between car departments throughout the country. 

The inspection of cars at interchange points is of more 
than ordinary interest. It is the problem which confronts in- 
spectors and car foremen today and which requires men of 
more than ordinary ability to solve. A good car inspector is 
one of the most valuable assets that a car foreman can have, 
and a car foreman is the most valuable asset that any rail- 
road can have, if he is capable of passing judgment on the 
cars that are to run upon his rails. The latter is a question 
which may not secm important, but it is of vital importance 
from an operating standpoint. 
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*From a paper read before the Car Foremen's Association of St. Louis. 
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Not only is the inspector responsible for the condition of 
the cars, but he makes his company responsible to the shipper 
for the delay to the freight that is contained in the car which 
has been shopped. This reverts back to the traffic department, 
which has spent many hours and probably days of hard work 
to secure the shipment. Consequently, the inspector must be 
a man of more than ordinary intelligence, must use good judg- 
ment and not hold a car for repairs if it can safely be moved 
forward. I have found that the source of the greatest trouble 
between car inspectors and car foremen lies in trying to "get 
even with the other fellow." This is decidedly wrong. An in- 
spector must be fair and honest with his own company and 
also with his delivering line, and not shop for repairs any car 
which in his judgment can go forward. Of course some mistakes 
will be made. 

Too many cars are being delayed by inspectors because 
certain visible defects exist which apparently justify them in 
sending the cars to the transfer track. This is frequently 
because the car department has been allowed only a certain 
amount of money and the foreman in charge feels that he has 
not money enough to make the repairs; the car is therefore 
marked for the transfer track and a claim made for defects. 
If the claim is cut by the chief interchange inspector, the con- 
tents are nevertheless transferred and the car is returned to 
the delivering line. The delivering line, in 99 cases out of 100, 
loads the car without repairs being made and it starts forth 
in a different direction and carries its contents through inter- 
change points safely and without complaints being received from 
three or four of the interchange points through which it passes. 

Now if the car department were charged with the cost of the 
transfer, the per diem of the load and empty, as well as the 
damage to the contents, the transfers of to-day would, I dare 
say, decrease 75 per cent. because of placing the responsibility 
where it actually belongs. You may wonder why I make such 
a broad assertion; but the car department is wholly responsible 
to the operating and traffic departments for the furnishing of 
equipment that is in safe and serviceable condition to move 
whatever commodity it is desired to place therein. If the car 
gets in bad order through unfair usage the car department is 
not responsible. 

The car departments throughout the country are not working 
close enough together and are not using what mav be called a 
broad and liberal interpretation of the M. C. B. rules of inter- 
change. 

ErkEcrRIC Iron FuRNACE.—Pig iron production by means of the 
electric furnace is carried on at Tinfos, Norway. Coke is used 
as the reducing material and the ore carries 44 to 47 per cent 
iron. The power of the furnace is from 1,200 to 1,400 kilowatts. 
There are four furnaces at Tinfos, three being usually in opera- 
tion, while one is held in reserve. The output is about nine tons 
per furnace per day.—The Engineer. 


New NirRocEN Factory IN Norway.—At the Bjolva waterfall, 
Norway, a new factory is to be erected for the manufacture of 
sulphate of ammonia and cyanamide. Arrangements have already 
been made to dispose of the output of the latter production for a 
period of five years. The annual output of sulphate of ammonia 
will be about 6,000 tons. "The matter is being supervised by a 
committee of four experts, who are at present in Sweden in order 
to study the new method of manufacture.— Engineering. 


SUMMER SCHOOL OF SCIENTIFIC MANAGEMENT.— The Pennsyl- 
vania State College, State College, Pa., conducted a summer 
school of scientific management during the two weeks beginning 
August 9. This summer session was planned for the accommoda- 
tion of works managers, superintendents, heads of cost, stores, 
purchasing, planning and productive departments, and members 
of such departments. The time was restricted to two weeks to 
meet the needs of employees whose vacation period was limited 
to that time. 
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REINFORCED ASBESTOS GASKETS FOR ALL 
PUMP CYLINDER HEADS 


BY J. A. JESSON 
A method of reinforcing asbestos fibre gaskets for use on 914 
in. air pumps, that renders them immune to blow outs or leakage 
around the steam ports so common with copper gaskets is shown 
in the drawing. A piece of ordinary wire gauze such as is used 
in passenger car ventilators is wrapped around one side of the 
gasket with its ends extending as far as the edges of the steam 
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Reinforced Asbestos Fibre Gasket for Alr Pumps 


port on the opposite side; that part of the gauze which crosses 
the port is then cut away. Tightening down the cylinder head 
embeds the gauze in the fibre and strengthens the gasket at this 
point. 

In order that the gasket may be used over and over again it 
is necessary that it stick only to the head. This can be accom- 
plished by liberally coating the cylinder flange with dry flake 
graphite and applying none to the cylinder head. The advan- 
tage of this method lies in the fact that a copper gasket is 
unfit for use again at this point and is often scrapped. There 
is hardly any difference in the first cost of the two kinds of 
gaskets. 


PROCESS FOR SAFE-ENDING 
TUBES 


AN ELECTRIC 


BY L. R. POMEROY 

The Norfolk & Western is using an electric welding process 
for safe-ending tubes at its Roanoke, Va., shop. The arrange- 
ment of the machine and the grouping of the equipment is 
shown in the engravings. 

In Fig. 1, Clamp No. 1 is fixed to a table, while Clamp No. 
2 is designed for horizontal movement by means of a toggle 
operated by a lever. By means of this the safe end, A, is 
Pressed hard against the tube B, so arranged that an electric 
Circuit is made, the switch being closed by the lever, simultan- 
eously with the contact of the safe-end A with the tube at B. 
The air cylinders on both clamps operate a movable jaw, grip- 
Ping and firmly holding the tube and safe end. The wings 
of the clamps are cored out and provided with water circula- 
üon, to rapidly dissipate any heat caused by the welding heat. 

The welder, Man No. 1, Fig. 2, operates the electric welding 
machine, the helper, Man No. 2, cuts off the scored ends of the 
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tubes and places them in Rack No. 2. In operating the machine 
the welder places the safe end in Clamp No. 2 and at the same 
time the helper places the cut off end of the tube to be welded 
in Clamp No. 1. The welder then forces the safe-end against 
the tube by means of the lever which operates the toggle, and 
when the contact is made the electric circuit is closed, the con- 
tact surfaces coming up to a welding heat almost instantly. 
When complete the helper removes the welded tube to the roller, 
and while the tube is being rolled smooth on the outside by 
the rolls under spring pressure, and by the mandrel on the 
inside, another tube is inserted in the electric welding machine. 
The rolling operation seems hardly necessary, as the tube leaves 
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Rigid Clamp 


Fig. 1—Ciamp for Holding Tube and Safe End 


the welder in a condition fit for service, and we are told the 
rolling operation is simply a precautionary measure against any 
roughness or fins that may possibly arise. The final result is 
a tube so smooth and regular that the line of the weld is hardly 


visible to the eye and to all appearances the tubes so safe 


ended can hardly be distinguished, save perhaps by color, from 
new ones. The tubes and safe-ends are not scarfed; the opera- 
tion therefore is what is called butt welding, in contradistinction 
to scarf welding, when the tube is belled out and the safe end 
scarfed and stuck in the belled mouth of the tube. 

The complete operation of welding and rolling, as timed by 
stop watch, occupied just 20 seconds per tube, or 3 tubes per 
minute, which is equal to 180 per hour—or, allowing for con- 
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Fig. 2—Grouping of the Equipment 


tingencies, say 100 per hour. At this rate, one machine and 
two men would weld enough tubes per day to complete two 
boilers, or as fast as the most modern type of cleaning ma- 
chine can prepare the tubes. 

The electric welding machine is operated by alternating cur- 
rent through a transformer, the primary voltage of which is 
220 volts, and the ratio of the transformer reduction about 44 
to 1. The transformer is rated at 35 kw. With electric current 
at 5 cents per kw.-hour the cost per tube, rating the welder 
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and helper at 50 cents and 35 cents per hour respectively, 
amounts to less than 177 cents per tube at the rate timed, i.e. 
20 seconds per tube, assuming the full capacity of the trans- 
former; the average current used is very much lower. This 
fact and the cost for current used insures a liberal overhead 
for power, as it is understood that power is produced at less 
' than 2 cents per kw.-hour at the switchboard. 

The welding machine is made by the National Electric Weld- 
ing Company, Warren, Ohio. 


TESTING DEVICES FOR AIR BRAKES 


At the recent Air Brake Association convention, Frank 
Sherman, air brake instructor of the Louisville & Nashville, 
spoke of a device that is used for testing air brakes in the repair 
vard or "rip" tracks. Ordinarily at these places the air pressure 
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Fig. Testing Air Brakes with Shop Line 


Pressure 


1—Arrangement for 


is from 90 to 100 Ib., and if pressure of this magnitude is 
used for testing, it may be found that cars that test out under 
it will not respond to the action of the engineer's brake valve 
under the ordinary train line pressure. 

The device referred to is shown in the accompanying illustra- 
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Fig. 2—Device for Testing Brake Cylinders After Repairing 


tion, Fig. 1. The coupling D is connected to the air supply line 
and the coupling E to the car to be tested, the other end of the 
car, of course, being closed. Air is admitted to the train line 
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under the car by opening the cock A. This will record the pres- 
sure on the gage shown, the cars to be charged to 70 lb. pressure 
and then the cock A closed. The brake pipe is then watched for 
leakage. The brakes are applied by opening the cock C, which 
allows the air to escape from the train line through a 1/16 in. 
opening as indicated. The pressure in the train line is reduced 
20 Ib., which should be sufficient to apply the brakes. The piston 
travel, which should not be less than 5 in. or more than 6 in, 
should also be noted. The brakes are released by opening the 
by-pass cock B, which is also provided with a 1/16 in. choke 
plug to provide a gradual rise of pressure in the train line similar 
to that received in service. The brake failing to release will 
indicate worn bushings or defecting packing rings in the triple 
valve piston. The device is of simple construction and is 
readily understood 1rom the drawing. Where it is used for test- 
ing trains the discharge opening of cock C should be provided 
with 14-in. choke, instead of 1/16 in. 

A device used for testing the leakage in brake cylinders that 
have been cleaned, oiled or repaired, is shown in Fig. 2. It is 
applied in place of the triple valve, the 14-inch opening forming 
the connection between the brake cylinder and the gage shown in 
the illustration. The cylinder is charged to 50 Ib. pressure, the 
supply cut off and the leakage noted. This leakage should not 
exceed 5 lb. per minute. 


TURNING COMMUTATORS IN THE POWER 
HOUSE 


_ BY H. L. LOUCKS 
Machine Shop Foreman, Erie Railroad, Dunmore, Pa. 

The device shown in the drawing is designed for use in 
turning and grooving’ commutators with the armatures in their 
own bearings. If this work is done in the machine shop it is 
necessary to remove the armature, thus disturbing what are 


"probably good bearings, and often to work overtime in order 


to place the generator in service again with as little delay as 
possible. This procedure takes at least three or four days. 
This device is designed to be attached to the journal box 
cap, which, as a rule, has a planed suríace and requires the 
removal of one brush connection. When it is in place the 
engine is started and the armature turned with its own power. 
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Apparatus for Turning and Grooving Commutators with Arma- 
tures In Their Own Bearings 


After this operation is completed the feed screw is removed 
and the handle applied to the tool slide, which is then used 
as a shaper to cut the mica between the commutator bars. À 
turning and a shaping operation are thus completed in about 
six hours and the generator is again in condition for service 
without serious delay. 


MASTER BLACKSMITHS' CONVENTION 


Heat Treatment, Spring Making, Drop Forging, 
Electric Welding, Piece Work, Reclaiming Scrap, Etc. 


The twenty-third annual convention of the International Rail- 
road Master Blacksmiths' Association was held August 17-19 at 
the Walton Hotel, Philadelphia, Pa., T. F. Buckley, of the Dela- 
ware, Lackawanna & Western, president of the association, 
in the chair. The opening prayer was offered by Rev. Elmer M. 
Stapleton, and a short address was delivered by President Buck- 
lev. The association was welcomed to the city by Edward J. 
Cattel, city statistician, on behalf of the mayor. An address of 
welcome was also delivered by C. E. Carpenter, president of the 
E. F. Houghton Company, and C. E. Chambers, superintendent 
motive power, Central Railroad of New Jersey, spoke on the 
"Progress of Foremen Blacksmiths in Railroad Service." 


ADDRESS BY C. E. CHAMBERS 


Mr. Chambers spoke in part as follows: 

No part of the railroad organization is more interesting to me 
than the blacksmith department; from the time I was a boy on 
an Illinois farm I have never ceased to be keenly interested in 
that work. No part of our great railroad organization has un- 
dergone more revision than the smith shop. True, many things 
are done nearly the same as in former years; flue welding still 
resembles the practice of many years back, excepting slight 
changes in scarfing and preparation. But spring making and 
repairing has been simplified and perfected bv improved devices 
for assembling and banding, so that much of the manual labor 
has been reduced, and a better spring is produced. The oil, 
acetylene, electric and Thermit welding processes have entirely 
revamped some of our smith shop practices. Where once it was 
always necessary to remove an engine frame and take it to the 
smith shop for repairs, such a practice now would be almost an 
impossibility by reason of the extreme size and many complica- 
tions of construction, which would not only greatly increase the 
cost of repairs, but would hold the locomotive out of service very 
much longer. Quite frequently we can make a weld and return 
to service the same, or next day, where our old system would 
require from 7 to 10 days, or possibly longer. 

One of your subjects for consideration at this convention, that 
of heat treatment of metals, is deserving of careful study and 
consideration. Not only is heat treatment desirable for new ma- 
terial, but periodical annealing adds much to the life of many 
parts of locomotives and cars. No subject for your considera- 
tion should receive more careful attention than reclaiming of 
scrap. Everything must in time find its way to the scrap bin, 
but should not do so until it has served its last purpose. But 
there is a dividing line beyond which it is more economical to 
cast aside the old and use the new. 


FLUE WELDING 


E. J Haskins (New York Central) —We maintain four hun- 
dred modern engines at the Elkhart, Ind., shops. The tube welding 
and swedging is handled in the blacksmith shop. We have two 
flue rattlers, one 23 ft. long, and one 18 ft. long, running about 
15 revolutions per minute with a load of about two hundred 
2-in. flues. The 2-in, 214-in. and 3-in. tubes are cleaned in these 
rattlers in from two hours to four hours’ time, the variation in 
time depending upon the amount of scale on them. After the 
tubes leave the rattler they are cut off at the firebox end with a 
belt driven cutter, having two rollers below with a rotary beveled 
cutter above, They are heated and the ends belled out on a horn 
and safe ends applied. One man swedges and welds tubes of 
2-in, 214-in. and 3-in. diameter. After welding the tubes are 
brought to the hot saw, where they are heated in an oil furnace 
and sawed to proper length, the operator of this saw taking his 
Own measurements for length from the boiler. They are then 


placed upright in a pit for the purpose of annealing the ends. 
About five men in the tube department handle from six to eight 
thousand flues per month of nine working hours a day. 

After the flues are rattled we sometimes find them broken off 
at the first weld, where there are four or five welds. This is 
the most severe test the tubes are subjected to. We test all 
tubes that have more than one weld with a hydraulic testing 
machine at 300 lb. pressure, as we frequently find defects in the 
old welds. Our safe ends are made from new stock. We are 
able to weld successfully steel on steel, or steel on iron. 

When bringing a tube up to welding heat great care must be 
exercised to heat uniformly, not too rapidly, and be sure not to 
overheat the steel safe end, thus making it brittle and resulting 
in failure in service, the fracture usually taking place through the 
steel portion near the weld. 

The superheater flues of 512-in. aud 536-in. diameter are cut off 
at the front flue sheet. After removal they are brought to the 
blacksmith shop to be cleaned and welded. We place about twenty 
of these flues in the rattler and mix with them one hundred 
tubes 2 in. in diameter. From two to four hours in the rattler 
cleans them very thoroughly. They are taken from the rattler 
and cut off at the firebox end. We do not scarf our safe ends 
on large superheater flues, but leave the safe end and flue full 
stock. We weld our superheater flues on the front end. The 
flues are then taken from the cutting-off machine to an oil fur- 
nace, heated and belled out with full thickness of material and 
safe end applied, then put back into the furnace, brought up to 
a welding heat and welded on the 200 Ib. Bradley belt-driven 
hammer, for which we have constructed special mandrel and 
dies. We use three men for this operation, a flue welder and 
two helpers. We average about 11 flues per hour in welding and 
about 22 flues per hour in swedging on this machine. Superheater 
flues and 2 in. tubes are electric welded in the back tube sheet. 
We expect tubes so welded to last three years. 

E. A. Wilkins (Pere Marquette) stated that flue welding at the 
Wyoming shops (Grand Rapids, Mich.) of the Pere Marquette 
was handled entirely in the boiler shop. As they are removed 
from the engine the tubes are placed on a special truck of con- 
venient height. The truck is then pushed by three men to the 
flue rattler and stock shed. The arrangement for filling the 
rattler is such that two men can handle 250 or 300 tubes into it 
in 10 min. All the work on the tubes is done by three men, in- 
cluding rattling, cutting stub ends, heating and welding, cutting 
to length, testing and annealing, loading on the truck and return- 
ing it to the boiler shop. The output is at the rate of 60 to 75 
tubes per hour of either 2-in., 274-in. or 3-in. diameter, either steel 
or iron. The arrangement of the flue furnace, welding machine 
and swedging block, together with the elevated welder's rollers, 
is such that the welding, heating, swedging and kicking the flue 
back into the receiving rack may be accomplished by the operator 
without moving out of a four-foot circle. From the time the 
tube leaves the rattler it is never handled twice in the same 
operation, and the entire job is completed at a cost of 3.69 cents 
per tube. Superheater flues 53g in. and 544 in. in diameter are 
handled in the same manner, but at an increased cost, owing to 
the fact that but from 15 to 20 of these flues can be handled per 
hour. All tubes are applied to the boiler at a cost of 6.535 cents 
each, making a total cost of tubes out and into the boiler, in 100 
lots, of 10.225 cents per tube, or $10.225 per hundred. 


MAKING AND REPAIRING FROGS AND CROSSINGS 


F. A. Watts (Delaware, Lackawanna & Western) described 
the method employed in the frog and switch shop at Dover, N. 
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J., where a large amount of new work is handled. The shop is 
divided into three departments; a blacksmith shop, where all 
forgings, plate work, rod work and switch stand shafts are re- 
paired; the planing and drilling room, and the erecting floor, 
where work is assembled, bolted up, riveted and finished ready 
for shipment. All rail drilling is done on a four-spindle multiple 
drill and planers of the heaviest type are in use. 

The monthly output of this plant was given as follows: 

150-175 switch points. 
150-175 pairs frogs complete. 
8-10 crossings of various angles. 
6-8 slip switches. 
100-150 switch stands. 
500 pairs of compromise angle bars (approximately). 

Rails are received by the carload and enter the shop near the 
rail bed, where they are unloaded. They are then handled to 
the saws by two operators, who saw them to length and deliver 
them to the drilling machine. They are then passed to a bench, 
where the reinforcing bars are riveted on, after which they go to 
a planer and then to a second planer for the last operation. 
They are then passed to the bender or straightening machine and 
thence to the riveting bench, where the lugs are riveted on. A 
pair of points has not traveled over 50 ft. from the saws in any 
direction during these operations. The labor cost on a 16-ft. 
6-in. switch of 101 Ib. rail is approximately $4. 

In making frogs the points and side rails are passed from the 
saws in one direction to the bending machine, where they are bent 
to template, next to the drilling machine, where they are drilled 
for riveting together, and thence to the planer room, where opera- 
tions are performed on three planers. The point and side rails 
are riveted together near the last planer, and then pass to the 
erecting room. The wing rails when sawed go in the opposite 
direction, passing directly to the erecting room, where the bender 
and drill presses used on them are located. The handling of 
material is facilitated by the use of tramway tracks and air 
hoists, and the arrangement of the plant is such that when fin- 
ished the frogs are piled not over 125 ft. from the rail pile whence 
came the new material. 

The cost of cutting up old frogs, handling the scrap material 
to and from the hammer, and placing it in piles ready for ship- 
ment never exceeds 20 cents per frog. This low cost is due to 
the use of a special rivet buster of local design. In cutting up 
old frogs all frog plates, reinforcing bars, tie plates, spikes, bolts, 
nuts and other material fit for future use, or which can be re- 
claimed, is saved, with a net saving to the company of $25,000 
per year more than would be received if the material were sold 
for scrap. 


CARBON AND HIGH-SPEED STEEL 


H. W. Loughridge (Pittsburgh & Lake Erie): Nearly every 
mechanical magazine, each month, has an article of some kind 
on steel and its uses. The steel makers furnish working direc- 
tions for each kind of steel that is made by them. It would 
therefore seem that with so much information and data at hand 
it would be impossible to go wrong, were it not for the fact that 
fully two-thirds of the articles written are not read by the men 
who do the work. The articles are all good and written by men 
who thoroughly understand what they are writing about, but 
their enthusiasm carries them away, with the result that the man 
on the job or at the forge is lost in a dense fog. 

In considering the forging, annealing, hardening and tempering 
of the various grades of straight carbon steel, we are confronted 
with a much more difficult proposition than when considering 
high-speed steel, from the fact that most carbon steel has a very 
limited range of treatment, being more sensitive and easily ruined 
in forging and hardening. Therefore greater care must be taken 
in selecting the kind of steel most suited to the kind of work it is 
to be used for and on ascertaining and following the correct 
method of forging and hardening to produce the best results. 

We have heard considerable about the critical temperature 
of steel, the fact being emphasized that this is the proper heat 
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to harden, but we do not hear anything about the forging opera- 
tion, which has just as much to do with the life of the steel as 
the hardening process. In fact, no amount of heat treatment will 
be of any use if the forging has not been properly done. This 
also applies to the annealing process, which must be properly 
done. A simple way to overcome this trouble would be to put it 
up to the company from which your steel is purchased. Let 
them give the carbon content, the forging temperature, the hard- 
ening temperature, the annealing temperature. After receiving 
this information and following the instructions, if the steel 
should be a failure it will be up to manufacturer. High-speed 
and carbon alloy steel seem to be coming into quite general use, 
and as both of these require higher temperatures for forging and 
hardening, carbon steel must and does suffer. As it was a hard 
proposition to get men to heat to a high heat when high-speed 
steel was first introduced, it is now equally hard to get them to 
heat carbon steel at a low heat. The majority of failures in 
carbon steel can be traced to too high heat either in the operation 
of forging, annealing or hardening. Keep the heat down, never 
forge below the critical point, never anneal below the critical 
point, always harden at the lowest heat at which the steel will 
harden, and be sure that the forging, annealing and hardening 
heats are uniform. By a uniform heat I do not mean that you 
should let the heat go away up to 1,600 or 1,700 deg. F. and then 
cool back to 1,450 or 1,500 deg. F., and attempt to harden then. 

As an example, heat a piece of steel to 1550 deg. F., let it cool 
back to 1,450 or 1,475 deg. F. and quench. Break the end and you 
will find the steel will show the effect of 1,550 deg. F. High- 
speed steel must be heated to a much higher temperature for 
forging and tempering than carbon steel. A temperature of 
1,400 deg. F. to 1,600 deg. F. is sufficient for most carbon steels. 
High-speed steel requires from 1,800 deg. F. to 2,300 deg. F. 
It is best at all times to follow the instructions of the makers. 
High-speed steel should never be forged below a bright yellow 
heat. If unable to finish the job in one heat put it back into the 
fire and finish in a second or third heat if necessary. Heavy 
lathe tools should be put into the fire after forging and warmed 
up to 1,450 or 1,500 deg. F. and allowed to cool. This will 
relieve any strain that may have been set up in the forging 
operation. 

Tempering of Taps and Dies.—The methods used at the P. & 
L. E. shops at McKees Rocks, Pa., are as follows: Two muffle 
furnaces are in constant use; one is kept at 1,400 to 1,450 deg. F., 
and the other between 2,000 and 2,200 deg. F. All carbon steel 
taps and dies hardened in the low temperature furnace, the 
heat always depending upon the critical point of the steel being 
used. Then cool in clean water at about 60 deg. F. They are 
then drawn in oil at 450 or 500 deg. F. The larger tools are 
treated in the same manner, only they are held in the water until 
the vibration ceases, then put into cold oil until cold and drawn 
immediately to the desired temperature in oil. High-speed steel 
is first preheated in the low temperature furnace to about 1,450 
deg. F., then put into the high temperature furnace and held at 
about 1,900 to 2,000 deg. F., then quenched in the oil and drawn 
to 500 or 600 deg. F., the temper depending on the tool. 


DISCUSSION 


The importance of care in heating steels was brought out in 
the discussion and there was a pronounced expression among the 
members in favor of the use of modern appliances in the heat 
treatment of steel, especially in the manufacture of taps and 
dies and reamers. Where the open fire must be used the 
importance of regulating the temperature of the fire to agree 
with the temperature desired in the steel was brought out, as it is 
impossible to take a red heat out of a white fire. To insure 
against warping of reamers and taps the importance of providing 
a perfectly straight forging before finishing in the lathe was 
emphasized, good results having been consistently obtained where 
this practice is followed. The use of carbon steel is being con- 
siderably reduced by the introduction of alloy steels. It is the 
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general opinion that many of the failures in forging and heat 
treating steels which are attributed to the blacksmith are due to a 
lack of knowledge on his part as to the quality of the steel and 
therefore as to the proper methods of heating for forging and 
hardening in the shop. 


PIECE WORK 

P. T. Lavender (Norfolk & Western): When we have a 
piece of work which is standard and will be ordered in sufficient 
quantities to justify setting a price, we first make our necessary 
dies and formers for either the drop hammer, forging machine or 
bulldozer. The dies are then tried to see that the work done is in 
accordance with blue print and the workman and foreman then 
agree on the price to be paid. I have found that by following 
this rule of handling piece work there is no difficulty in getting 
along with the men. We are told that the piece work system 
causes men to do their work hastily and carelessly. We can 
easily see that this is not true, for in such cases as unsatisfactory 
work is done it is turned back to the man to be done over on his 
own time. Piece work brings out the best in a man and it teaches 

him how to handle himself and to think ahead. It makes a man 
selí-reliant. 

A. W. Ackley (Delaware, Lackawanna & Western): Some 
toremen have the idea that piece work is simply a way of in- 
creasing wages and forget that by altering the price on this or 
that job they are simply destroying the object of piece work and 
making trouble for themselves. 
favor one man and not another without causing friction among 
the men. When the foreman changes the method of doing a 
certain piece of work the price should be adjusted at once. I 
have known cases where changes have been made and the price 
left unchanged in which the foreman eventually had to resign 
simply because he had not taken advantage of the tools he had 
created. 

Some foremen leave the making and repairing of parts to the 
judgment of the blacksmith doing the work. Naturally this man 
is going to take the easiest and best paying method for himself. 
You may have all kinds of prices for straightening certain 
classes of work and allow the highest price all the time. Spring 
hangers may be sent from the erecting shop for annealing and 
the blacksmith will touch up the end and, of course, close the 
holes when they are not worn enough to warrant such additional 
work. The blacksmith foreman should see personally all work 
coming to the shop and be in a position to say just what should 
be done in all cases. When setting piece work prices the foreman 
should see that the method of doing the work is according to his 
instructions, aS in numerous cases work can be made to take 
much more time when setting a price than after the price has 
heen set. 

J. H. Daltry (Erie): We work about 60 per cent piece work 
at our Buffalo, N. Y., shops, both on repair and new work, and I 
consider it the best way of doing work. After a man works on 
piece work he does not want to return to day work. It is 
claimed that as good work is not secured under the piece work 
svstem as by the day, but I do not think that is true. We very 
seldom have a job to be done over. If a man is required to do a 
poor job over again on his own time he will be more careful 
afterwards to do his work right the first time. 


RECLAIMING SCRAP 

Thomas M. Ross (Buffalo, Rochester & Pittsburgh): The 
scrap pile, when properly handled, is one of the most economical 
and important features in connection with railroad service. In 
many instances material can be found in the scrap pile which 
answers the purpose as well as new material. For instance, old 
rake handles, brake levers, brake rods, jaws, brake hangers, etc., 
can often be used again to advantage. Old arch bars, draw head 
Pockets, truss rods, etc, are re-rolled into different sizes of 
round iron, which is then used in the manufacture of bolts, grab 
Irons, engine rakes, and used for general repair work. The arch 
bars are sheared into small pieces, and the draw head pockets 
are cut into pieces by acetylene gas. These pieces are then heated 
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in the furnace and split by rolling machine, and then rolled into 
the different sizes of round iron required. These methods are 
only adopted when rolling smaller than one inch round iron. When 
rolling one inch round iron, and over, whole arch bars are used. 
Steel crank pins are used in numerous cases for making wrenches 
and small forgings. Coil springs are extensively used in the 
manufacture of car repairer's drift pins, and pinch bars. Tire 
steel is principally used for making car repairer's hammers, and 
coal picks. It is not suitable for tools that must withstand blows 
from sledges, owing to its tendency to break off in chunks. 
Machine tools which become too short or otherwise defective are 
drawn out and made into smaller tools. 

J. Tootell (Chicago & North Western): The North Western 
began to sort out scrap about 20 years ago, each year doing a little 
more. Some five or six years ago we went into the proposition 
more extensively and reclaimed everything of usable value. Two 
shops were built of lumber from old cars, one 24 ft. by 180 ft., 
and the other 40 ft. by 180 ft. These shops contain the following 
equipment: 

5 Bradley hammers for straightening old bolts. 

4 nut strippers to strip nuts from bolts and rods. 

3 double and one single shears for cutting old bolts to length and also 
for cutting up scrap and rods for the rolling mills. 

1 steam hammer for removing pockets from old couplers, straightening 
deadwood plates, draft stems, brake levers, etc. 

] upright power hammer for straightening rods. 

2 rolling mills to roll from 34 in. to 2 in. round iron. 

5 oil furnaces: One for the steam hammers, two double furnaces for 
the rolling mills, one for springs, and the other for straightening miscel- 
laneous material. 

1 small bulldozer for bending pin lifters, brake hangers, etc. 

1 drill press and emery whcel for repairing old monkey wrenches, 
shovels, etc. 


1 machine for making new grab irons. 
5 forges for straiphtening connecting rods, grab irons, and switch rods. 


We have a spring plant for resetting and tempering coil springs 
and a tester for testing them before they are put in service. We 
also repair all switch stands in these shops, all air cylinders, 
valves, steam and air hose, straighten track spikes and sort out 
nuts and washers. From 20 to 25 cars of scrap are unloaded per 
day ; about five old cars are burned and seven broken up per day. 
All scrap is sorted as it is unloaded, and distributed to the various 
shops where repairs are to be made. 

The following statement will give an idea of some of the work 
turned out in the reclaiming plant in one month: Rerolling iron, 
34 in., 7$ in. and 1 in. round, 361,791 Ib. ; straightening and cutting 
to length old bolts and rode, 257,950 Ib.; 3,158 draw bar and 
truck coil springs reset and tempered. These items cover only 
the material reclaimed from condemned cars. 

C. L. Gay (Atlantic Coast Line) : We have been reclaiming 
all of the round iron used from 74 in. to 1 in. in diameter. This 
is done on an Ajax rolling machine. Manufactured material 
which has been used and thrown into the scrap pile bent up in 
various shapes is sorted out and hauled to a two-door Ferguson 
oil furnace about 8 ft. long. Two men, one at each door, fill up 
the furnace; after the material is heated it is taken to a straight- 
ening slab and brought back to shape. When cool it is removed 
to a platform nearby, from which it is used as needed. The 
following is a summary of the operation of the reclaiming 
rolls at the South Rocky Mount, N. C., shops for the month of 
December, 1914: 

The amount of round iron from 14 in. to 1 in. in diameter re- 
claimed for the month was 51,803 1b., the saving account of re- 


claiming (difference between price of new iron and scrap value) 
being $336.72. 


Cosr or RECLAIMING. 


30.000 Tb, at contract price of $2.50 per ton............... esses. $37.50 
21,893 Ib. at day rates (includes the time of one head roller, one 
assistant head roller, one head feeder and two assistant feeders 
tor 39 hours Cae WI MITTIT ""——————PN 72.82 
Total cost of fuel, electricity, overhead charge and repairs........ 148.92 
Total cost of reclaiming uus Cx RS ERE E uen $221.74 


Deducting $221.74 from $336.72 leaves a net saving of $114.98 
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for the 11 days of operation during the month of December, 1914. 
SPRING MAKING AND REPAIRING 


Thomas E. Williams (Chicago & North Western): In so far 
as possible, all the spring work for a system should be concen- 
trated at the main shop of the company. Small outlying plants 
do not pay, for spring work should under no condition be at- 
tempted without proper machinery and, as a rule, it is not advisa- 
ble to install such machinery at outlying points on account of the 
small amount of work to be done. Once there becomes work 
enough to allow of the installation and operation of the proper 
spring making machinery, further expansion is very easily taken 
care of, because the same number of machines are necessary for 
a relatively large amount of work as for a small amount. While 
the quantity of work is still small a workman may operate more 
than one machine. For instance, at the Chicago shops of the North 
Western, four machines are required to prepare the steel for use. 
At present, one man and two helpers operate all four machines. 
Should the amount of work increase all that would be necessary 
would be to hire more operators. The tempering furnace 1s 
most influenced by quantity of work. Provision must be made 
for more doors in case of an increase of work. Practically the 
same equipment is suitable for both new and repair work. 

For the manufacture of new springs the material is received 
in bars from 12 ft. to 18 ft. in length. The first operation is to 
cut the bars into proper lengths. All pieces of the same length are 
cut at the same time. The next operation is that of punching the 
leaves requiring it and the third operation is that of centering 
all plates on a nibbing machine. The next operation is rolling 
out the ends of the leaves, which are now ready for fitting and 
tempering. A standard form is kept for the first leaf of every 
standard spring and, when this first leaf has been rolled and 
hardened, all the remaining leaves are easily made by rolling to 
the preceding leaf. The rolling and tempering are done at the 
same heat, about 1,650 deg. F. As soon as the leaf is shaped, it is 
plunged in an oil bath and allowed to cool, after which it is 
placed in the furnace and allowed to remain there until the oil 
flashes. The leaves are then piled in their proper order and are 
ready for banding. This is done by first gripping them in a 
hydraulic clamp and slipping on a temporary band which holds 
them until the permanent one is applied. For the application of 
the permanent band a hydraulic press is used. The band is first 
heated to about 1,850 deg. F., slipped over the spring and then 
squeezed in the press and held until cool. The spring is now 
ready for service-except for painting. Occasionally springs are 
tested to see that the proper standards are being maintained. 
Repair work is handled practically the same way as new work. 
All spring bands used are machine made. After the material has 
been sheared off to the proper length, it is bent into a U shape 
on a bulldozer, and the weld made in a forging machine. No 
broken bands are repaired, as the machine made bands are so 
cheap that a band once broken is scrapped. 

For shaping material five machines are used: A combination 
shearing and punching machine; a roll served by a furnace, for 
tapering leaf ends; a nibbing machine for putting the centers 
in the leaves; a trimming machine, and a gibbing machine. The 
fitting and tempering apparatus includes a furnace for heating 
and tempering face plates, tanks for oil baths and hand rolls for 
rolling the leaves to shape. The finishing machinery includes a 
hydraulic clamp, a hydraulic banding press served by a furnace 
for heating bands, and a testing machine for trying the springs. 
For the operation of this equipment fifteen men are regularly 
employed 

C. V. Landrum (Nashville, Chattanooga & St. Louis): I 
found that on springs rolled with the convex roller on the 
bottom the plate was cupped so that when loaded the strain was 
on the edge of the plate, making it much easier to break. I re- 
versed the conditions, which had the effect of putting the tension 
on the center of the plate, and compressed the edges. The result 
proved satisfactory, as it reduced the number of failures from 
that cause. The plates are rolled and cooled off at the same heat, 
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then another hot plate is rolled on it, which is all the drawing the 
spring sets. The most of our failures have from one to three top 
plates broken, and in nineteen times out of twenty the balance 
of the spring retains its correct set, requiring very little work to 
put it back into service. We use crude oil for tempering pur- 
poses, with air from the shop blast to keep it cool. We have a 
shop-made machine which we call a spring machine. It will nib, 
roll, trim, slot and crimp the main plate for the gib, all in one 
machine worked by air. We also have an attachment that centers 
the plate lengthwise and sidewise, leaving no measuring or center 
punching to be done. 

If we could get the same grade of steel all the time, the spring 
failures would be reduced to a verv great extent. Different grades 
of steel mixed together, calling for different treatment which can 
not be given, for the simple reason that the smith cannot tell one 
grade from the other, will forever cause spring troubles, and the 
sooner the railroads realize this fact the sooner they will save the 
money that now goes to the spring steel scrap heap. 

Geo. P. White (Missouri, Kansas & Texas) : All of our springs 
are repaired on a store department shop order, thereby keeping 
a stock of springs on hand, and not returning to the engine 
direct. By this system we repair our springs in lots of not less 
than six of each class. We have a template for our main plates, 
fitting all six main plates to the template. Our first plates fitted 
are cool enough to proceed with the second plates by the time 


Fig. 


the sixth plate is fitted. This way there is no loss of time wait- 
ing for plates to cool in the oil, and flashing the temper. After 
the entire springs have been fitted up they are turned over to a 
helper to flash the temper. This is done in muffled chamber at 
a much lower temperature than in the fitting furnace, thereby 
eliminating a large number of broken plates caused by edges of 
the steel spring being drawn and the center remaining hard; also 
spring not carrying the load on account of temper being drawn 


1—Locomotive Spring Hanger 
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too far. Our bands are bent on a bulldozer and welded up on a 
forging machine at a very low cost compared with the old 
methods. They are pressed on with a hydraulic machine such as 
is used in nearlv all large repair shops. 

Each spring has the class number and date repaired stamped 
on the band. 


DISCUSSION 


Attention was called to the need of proper appliances in the 
manufacture of springs, especially in the heating and drawing of 
the plates. The question of tapering the ends of the leaves 
brought forth considerable discussion. This practice has been 
abandoned by the Pennsylvania and the Lehigh Valley, the leaves 
being sheared and hardened without finish on the ends, with 


Fig. 2—Cup and Biocks for Formlig Spring Hanger Shown in 
g. 


apparently satisfactory results. Several of the members, how- 
ever, objected to this practice on the ground that it tends to 
destroy the uniformity of the flexibility of the springs. The use 
of machine-made spring bands is quite general. They are ap- 
plied with a banding press and allowed to cool while clamped in 
the press, thus preventing the tension of the spring from stretch- 
ing the hot band. The fact was emphasized that one-fourth of 
trouble with plate springs is the varying quality of steel, the 
variations being unknown to the blacksmith, who is thus unable 
to handle the material properly. 

J. W. Russell (Pennsylvania Railroad) stated that where pyro- 
meters are used they should be checked by means of a test pyro- 
meter kept for that purpose. The test pyrometer should be 
checked occasionally by means of a salt bath, the melting point 
of salt being very near to the high point used in heat treating 
Spring steel; that is, about 1,472 deg. F. Two plates from each 


day's production should be subjected to a transverse deflection 
test. Mr. Russell submitted the accompanying table showing the 
deflections for various spans and thicknesses of material, which 
indicate that the material has an elastic limit of not less than 
120,000 Ib. per sq. in., providing the material does not receive a 
permanent set to exceed .01 in. After the deflection test the 
plates should be broken and the angle at which failure occurs 
observed. This angle should not be less than shown in the 
table; the greater the angle the better is the heat treatment. 


DEFLECTION AND BREAKING TEST OF SPRING PLATES. 
Deflection Test. 


Deflection Breaking Test. 

Thickness of Tranverse in Hundredths Minimum Angle of 

Steel, Inches. Span in Inches. of an Inch. Breakage, Degrees. 
14 18 63 
9/32 18 93 55 
5/16 18 83 50 
11/32 18 76 46 
18 69 42 
13/32 18 55 39 
7/16 24 114 36 
15/32 24 99 33 
4 24 93 31 
17/32 24 87 29 
9/16 24 82 28 
19/32 24 78 26 
24 74 25 


CASE HARDENING 


C. V. Landrum (Nashville, Chattanooga & St. Louis): I use 
the old method of casehardening—bone meal, old leather, pulver- 
ized charcoal and a little sprinkling of prussiate of potash. I 
use a drum 12 m. in diameter and from two to four feet long, 
the length being governed by the amount to be hardened. I 
turn a slight flange on one end of the drum, stand it on end, cut 


en gah Nam. ed 


Fig. 3—Link Trunion 


out a piece of Lj in. or 3g in. iron to fit, then drop it in and put 
about two inches of fire clay on top of it, pack it well so as to 
make it as near air tight as possible, then put in about 2 in. or 3 
in. of bone meal and old leather, cut up; then a layer of pieces 
to be hardened is packed in. Space is left at the top for two or 
three inches of fire clay, which is held in place by another V4 in. 
or % in. iron plate, a 56 in. bolt passing through holes in the drum 
to keep it in place. It is then placed in the furnace and kept 1,600 
or 1,700 deg. F., as near as I can come to it without a pyrometer. 
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That temperature maintained for eight hours will penetrate % in. 
deep. If the heat is lower the case will be thinner. For quick 
work or a roundhouse job I use 34 lb. of prussiate of potash to 1 
gal. of pulverized charcoal. This put in a pipe just large enough 
to accommodate the pieces to be hardened and kept at the highest 
practicable temperature one and a half hours will penetrate 1/16 
in, making a good hard case. Both ends of the pipe must be 
closed with fire clay. 


DROP FORGING 

J. W. McDonald (Pennsylvania Railroad): We do not have 
a drop forge hammer at our shops. However, we are following 
out work along the same line by using cup blocks, from which 
we get very good results, although we have a flash to trim by 
hand. 

Fig. 1 outlines a spring hanger support for one of our heavy 
locomotives used in passenger service. This piece is made from 
hammered iron and is first roughed down to 4 in. by 5 in. by 6 in. 


Fig. 4—Cup and Blocks for Fig. 3^9 Link Trunnion Shown in 
slightly tapered on one end. It is then reheated to a welding 
heat and placed in the die between the top and bottom blocks; 
these are then driven together by steam hammer until the top 
block is flush with the top of the die. After the cup die is raised 
up, by using blocks underneath it and by using a plunger to drive 
out the work and forms, there is no further labor to be done 
other than to trim the flash. The die and block are shown in Fig 
2. We have just recently completed 400 of these pieces at a verv 


low cost, although the cost is somewhat higher than the same 


work done in drop-forge dies. There is a very large saving in 


Fig. 5—Turnbuckle Formed In Dies Shown In Fig. 6 


labor cost as compared to forging and finishing at the anvil. 


In making this piece we start with 34 lb. of material; after the 
It is neces- 


flash is removed the finished piece weighs 32!4 lb. 
sary im forming work in cup dies to have just about the right 
weight, otherwise the strain on the tools is very severe, due to 


surplus stock finding its way between the cup and plunger. The 


cup block is made of billet steel; the top and bottom forms are 
made of tool steel. 
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Fig. 3 shows a link trunnion and Fig. 4 the cup and blocks for 
forming it. We first forge this piece from hammered iron, and 
bend the stem at right angles to the body, which is forged square. 
This will assure that the fibres of the metal will flow in the 
direction intended, assuring a solid stem. The iron is then 
re-heated to a welding heat, then placed in the die between top 
and bottom blocks and the top block driven down flush with 
the top of the die under the steam hammer. After the flash i 
trimmed we have the finished piece as shown in Fig. 3. 

We form the top and bottom ends of smoke-box frame braces 
in dies used on our 5,000-Ib. steam hammer, impressions being 
cut out in the dies to properly form the pads on the ends. 

Fig. 5 is a 1V4-in. turnbuckle, the dies for making which are 
shown in Fig. 6. The iron is offset 3 in. from each end, ł in. 
deep. Then two pieces are placed together and after taking a 
welding heat on one end are placed in the bottom impression of 
the die. After the first operation we have the hex formed on 
one end with a hole about 1% in. deep. A round face plunger 
is used in this operation. This answers two purposes: first, one 
need not use any filling-in piece; and, second, it sets out the 
corners by plunging the hot metal against the solid center oí 
the die. It is again re-heated to a welding heat and placed in the 
top.impression in the die, where the plunger punches out the 
slug and at the same time stencils the shop and company's mark. 
This completes the first end. The same operations are followed 
on the other end, after which the work is ready for tapping 


Fig. 6—Dies for Forming Turnbuckles 


the thread. While there is a small flash this is removed by plac- 
ing about 300 pieces in the flue rattler and rattled about two 
hours, not using any water. This removes the flash and polishes 
the work at the same time. This turnbuckle is made at a very 
small labor cost. The dies are made of scrap axle steel with a 
tool steel insert in the center of the die for punching the hole. 
DISCUSSION 

H. E. Gamble (Pennsylvania Railroad): We are running our 
drop hammers night and day. The largest dies we have in use 
measure 12 in. by 30 in. by 36 in. and weigh 3,560 Ib. each. They 
are of Vanadium cast steel. We have not as yet been successful 


in eliminating the breaking of hammer rods and dies, heat cracks 


appearing in the latter from continuous use. 


ELECTRIC WELDING 


Joseph Grine (New York Central): It is our opinion that 
electric welders in locomotive shops should all be placed under 
the blacksmith foreman for the following reasons: (a) His 
knowledge of the properties of, and the effects of heat on iron 
and steel places him in a position to handle this work very suc- 
cessfully. (b) His access to all classes of work in all depart- 
ments places him in a position to get up new methods of doing 
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the work and to advantageously balance up the work in all de- 
partments. (c) Because of the specialized nature of this work 
it can be handled better by one man with access to all depart- 
ments than by each department head. Standardization of practice 
is more readily attained. The blacksmith foremen have taken 
the wrong attitude and tried to avoid or shirk this responsibility. 

At the shop on the railroad with which I am connected, we 


> —————É 
f “Round Bor Beveled at Ends 
Fig. 7—Method of Arc-Welding Frames 


are using the electric-welding machines on a large number of 
different operations, some of which, with the saving effected, are 
given below: 


No. of Approx. Saving 
Units Description of Work ffected 
265 Broken frames welded.................. $15,000.00 
60 Cracked cylinders welded............... 14,000.00 
28 Front deck castings welded.............. 1,360.00 
325 Fireboxes welded....................... 890.00 
137 Sets of flues welded in back flue sheet....  *1,000.00 
76 Sharp flanges filled in tires.............. 650.00 
78 Flat spots filled in tires................. 700.00 
40 Mud rings welded or reinforced......... 400.00 


*Per year in maintenance of these flues. 


It is conservatively estimated that the annual saving at this 


Fig. 8—Broken Cylinder Repaired by Arc Welding 


one shop is approximately $30,000. All savings noted above are 
net savings above cost of labor, material and electric current to 
Perform the operations. 
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Experience has shown us that in almost every class of work 
satisfactory results can be obtained without the use of flux, 
providing the parts to be welded are clean. 

The frame at crack is first V’d out on both sides with the 
oxy-acetylene cutting flame, and chipped out with an air hammer 
and chisel to get a clean surface as shown at A in Fig. 7. A %-in. 
plate, about 1 in. wider than the frame, is then fastened to the 
bottom. From this as a basis the electric welder builds up the full 
width of the frame first on one side and then on the other as 
shown at B. After the V is filled on both sides, 5$-in. round 
bars about 2 in. longer than the full width of the V are welded on 
the outside as reinforcement, starting at the bottom and building 
up (see C, Fig. 7). The verv fact that these bars are round 
enables the operator to easily and successfully weld them in by 
being able to get in around them. The completed weld is shown 
at D. 

A great number of shops use the electric-welding process very 
successfully in fireboxes, welding cracks, applying patches, apply- 
ing new side sheets and 34-door sheets, filling up corroded or 
worn places in all sheets, welding mud rings, welding in tubes in 
back-tube sheet, welding cracks in bridges and checks in flanges 
of sheets. In welding in tubes, the tubes should be applied the 


Fig. 9—Cylinder Prepared for Welding 


same as if no welding was to be done. After they are applied 
the sheets should be cleaned and roughed before welding. Care 


‘should be taken that the voltage is not too high. A voltage of 


64 with 125 amperes gives good results. Welding tubes is most 
economical in good water sections where two or three years may 
be expected between renewals, but it pays to weld them if only 
one year is expected of them, as it saves engine-house troubles. 

An engine came to the shops with left cylinder broken over 
the three steam ports, a space about 36 in., with the cylinder bush- 
ing still intact, as shown in Fig. 8 The cylinder was drilled and 
tapped for L-in. studs, in order to provide, through the steel or 
iron studs, something suitable on which to anchor the electric 
welding. Fig. 9 shows the studs applied and a quarter circle 
of 214 in. by 2% in. soft steel faced off and bored to fit the radius 
of the cylinder placed on top of bushing The back part of this 
piece was beveled off to form a scarf. The electric welding 
starts at the top, gradually working the metal down into the 
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circle, care being taken to avoid closing the steam ports. This 
engine has been in service since October 1, 1913, and up to date 
has given no trouble from this weld. Welding a crack the 
full length of cylinder with this method is a very simple job. 
The crack is first cut in V shape at an angle of 45 deg. and a 
row of lé-in. studs placed on each side of the V about 1 in. 
or 114 in. apart. It is not necessary to let studs project over 
the cast iron more than 7/4 in. 

Manufacturers sometimes do not give the operators a chance 
to master the process before they make up their minds that the 
method is not feasible. It does not require as skillful handling 
to make a good arc weld as it does to make a good weld on 
an anvil. : 

In order to show the relative strength of electric welds com- 
pared with the original material welded, a test was made of four 
pieces of j$-in. firebox steel welded by the electrode process. 
These were placed in a testing machine and the breaking strain 
found. One piece broke in the original steel and the other three 
pieces broke through the weld. The results are given in the 
table: 


Breaking strain 
per inch width. 


Per cent strength 


of material. Remarks. 
99 


21,700 Ib. Broke through weld 
19,900 Ib. 91 Broke through weld 
21,840 Ib. 100 Broke in steel 
18,090 Ib. 82 Broke through weld 
All four test pieces were reinforced according to our standard 
practice. 


C. A. Slenker (Long Island Railroad): We did not accom- 
plish much with our machine outside of boiler work and not a 
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have welded a number of experimental pieces and upon breaking 
them we find the material at fracture is laminated with layers 
ot slag and scale throughout the entire weld and we also find it 
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Fig. 11—Former for Making Brake Beam Safety Straps 


crystallized. If we could keep the slag from forming, I believe 
we could do a fairly good job. 

There is a company in Newark, N. J., called the Quasi-arc 
Weltrode Company. The only point in which their scheme dif- 
fers from the ordinary pencil arc-welding is in their “weltrode,” 


Section at A-A 


Length of I Beam — — — — — 7 
t 


/* 


| — 575 
- 


Fig. 10—Spring Banding Machine 


great deal of that. As to heavy welding, such as locomotive 
frames and mud-ring corners, we have not done any of that 
kind of work yet. Where a forging is removed from an engine, 
such as spring hangers and brake rigging, we cannot do it 
cheaper with electricity than in the smith shop. I have tried it 
out carefully and compared it with my piecework prices and 
I find that the smith shop is cheaper on piecework basis. We 


which consists of a metallic rod covered with slag. It is not 
necessary for the operator carefully to hold his arc; the slag on 
the end of the weltrode rests on the work when the arc 
is drawn between the end of the wire and the work. As the 
wire melts away, the slag also melts, the claim being that the 
air is entirely excluded from the molten metal. As each layer 
of metal is applied the slag forming on top is broken away with 
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a scaling hammer. A wire brush is used thoroughly to clean the 
top of new metal that has been added and then the next layer 
is applied. 

P. T. Lavender (Norfolk & Western) said that the electric 
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electrode and separate filling rod, since there is no tendency for 
carbon to be carried into the weld. Because of the action of the 
arc in carrying the metal from the electrode to the work, it 
is possible to weld on a vertical wall or overhead. This method 
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Fig. 12—Device for Forming Sill Steps in One Operation 


welding at the Roanoke shops is under charge of the erecting 
and boiler shop foreman. The method employed is the metalic 
electrode method. The arc is drawn by touching the work 


Fig. 13—Form for Bending Channels into Stakes for Stee! Cars 


with the metal electrode and drawing it away, the filling being 
accomplished by the melting away of the electrode itself. This 
method will make a softer weld than the process using a graphite 


is largely used in overhead repairs in the firebox and in welding 
tubes in locomotive boilers. It is of great value where repairs 
must be made in place. The following is a summary of an actual 
test made at the Roanoke shops to determine the relative tensile 
strength of coke butt-welded, electrically butt-welded and new 
unwelded tubes. There were tested 18 pieces of tubes, six of each 
kind. The unwelded tubes were found to have an average ten- 
sile strength of 37,92124 Ib. The coke welded averaged 33,236 


Fig. 14—Formers for Making Brake Mast Supports 


lb, with a corresponding efficiency of 8734 per cent, while the 
electrically-welded tubes had an average tensile strength of 34,020 
lb. and an efficiency of 90.6 per cent. The minimum efficiency 
of any of the six specimens of electrically-welded tubes was 80 
per cent. The structure of the material at the weld seems to be 


480 RAILWAY AGE GAZETTE, MECHANICAL EDITION Vor. 89, No. 9. 


very satisfactory and we are of the opinion that the process 
possesses decided advantages over the original method of weld- 
ing in furnaces and fires. 


DISCUSSION 


Trouble has been experienced by some of the members in weld- 
ing mud rings, and in welding in tubes, due to the cracking of 
the bridges in the tube sheet. In heavy work, such as mud 
rings, the trouble experienced is lamination of the successive 
layers of metal applied. 

Joseph Grine (New York Central) stated that many mud 
rings have been welded at the Depew (N. Y.) shops, the mud 
rings being scarfed the same as frames and welded either from 
the bottom or top. Lamination is avoided by applying each suc- 
cessive layer against the direction of application of the preceding 
layer. In welding boiler sheets the electric process is superior to 
oxy-acetylene because the latter generates too much heat and 
causes the sheet to buckle. In welding in tubes electrically the 
work should be done by skipping about between points a con- 
siderable distance apart, thus tending to equalize the expansion 
of the sheet. 


HEAT TREATMENT OF METAL 


No report was presented on this subject, but it brought out 
considerable discussion. 

H. E. Gamble (Pennsylvania Railroad) stated that the Penn- 
sylvania was increasing the heat-treating plant at the Juniata 
shops. In addition to the larger parts, such as axles, side rods 
and piston rods, crosshead tees, gib bolts, etc, are all heat 
treated. Nothing is quenched in oil except very light, thin sheet 
steel. On all other material flowing water is used and three 


Fig. 15—Attachment for Bending Oblique Angies on the Anvili 


heats are recommended. After the forging has been done the 
parts should be annealed, then the quenching heat taken and 
finally the drawing heat. The material should be rough turned 
before heat treating. 

The fact was brought out that where heat-treated side rods 
are used the effect of the heat treatment may be destroyed by 
bringing the rods into the shop and heating them to straighten 
or to slightly lengthen or shorten them. As soon as the tem- 
perature is raised above that of the original draw point the 
material will require heat treating again to give it its original 
properties. 


SHOP KINKS 


C. A. Slenker (Long Island Railroad): Fig. 10 shows a spring- 
banding machine with an assembly table attached. This ma- 
chine was built out of scrap collected at the shops. It has two 
plungers, one vertical and one horizontal, operated by air pres- 
sure. The pressure on each plunger is about 95,000 lb. The 
frame is built up of two horizontal and two vertical I-beams, the 
cylinders being secured to the vertical members and the level 


fulcrums and table to the horizontal members. We also have an 
oil-tempering tank, to which a small pump is attached and run 
with air pressure. This pump sucks the hot oil off the top and 
circulates it in coils in running water and discharges in bottom 
of tank; the temperature of oil as it discharges is about 130 
deg. F. 

W. J. Mayer (Michigan Central): Fig. 11 is a former for 
making brake beam safety straps. This was rather a difficult 
job on account of the short bends and the amount of stock re- 
quired between the outside bends. We make this in two opera- 
tions, making the inside bends first on the top part of the former, 
then turning the piece over and dropping it down, completing the 
job on the next revolution of the bulldozer. This former is cast 
iron, except the male part of the lower former, which is a forging 


Fig. 16—Device for Forming Rings Under the Steam Hammer 


made of scrap steel axle. I have been in a number of shops 
where sill steps were being made and have examined the formers. 
The formers illustrated in Fig. 12 will do this job in a satisfac- 
tory manner. They are of cast iron with angle iron pieces riveted 
to the arms and machine steel forgings for the yoke. They are 
used on a home-made air bulldozer with a 10-in. by 22-in. cylin- 
der, and bend and twist the ends of the sill steps in one operation. 
. F. P. Deissler (Bessemer & Lake Erie): Fig. 13 shows a 
form used on our 300-ton forging press to bend channels for 
stakes on steel cars. The channels are 5 ft. 2 in. long and are 
9-in., 20-Ib. sections. A channel is placed on the bottom form, 
flanges down, and is shaped by beirg pressed into this form 
with the tongue of the upper die. The finished stake is shown in 
the photograph. We also use this machine for stripping yokes 
from couplers, the rivets being sheared by pressure exerted 
against the coupler shank by the ram of the press. Because of 
the steady pressure exerted the yoke of the coupler is not mashed 
or broken and no rivets or tools fly about the shop as is often 
the case where this work is done under the steam hammer. 
Fig. 14 shows formers for making brake mast supports on a 
bulldozer. This support is 5$ in. by 2% in. in section and has 
several angles, which are difficult to deal with. The straight 
bar is placed on the former and bent as at A. It is then passed 
to the other side and bent in another former as shown at B. 
The completed brake mast support is shown at C, this work all 
being done at one heat and all pieces being uniform. The form- 
ers are made of gray iron with no machine work except facing 
for bearings and drilling holes for fastening to the machine. 
H. E. Gamble (Pennsylvania Railroad): Fig. 15 shows an 
attachment for use on the anvil in bending bevel angles in one 
operation. The advantages of this device can well be appreciated 
when compared with the older methods of doing the work by 
hand. The construction of the attachment is shown at A. The 
work is formed on a cast-iron block B, which is made to the 
desired angle and is held in place by means of a bolt C with a 
head slotted for a wedge at D. The bar of iron is shown in 
position for bending at F and is held in position by the clamp £. 
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Fig. 16 shows a device for forming rings under the steam ham- 
mer. The effect of bending in this manner by the hammer and 
exerting an even blow at each stroke is much better on the 
material than forming with a mandrel and sledge. 


OTHER BUSINESS 


The secretary's report showed the addition of 13 new members 
and a cash balance of $48.48. 

The following officers were elected for the ensuing year: Presi- 
dent, T. E. Williams, Bettendorf Company; first vice-president, 
W. C. Scofield, Illinois Central; second vice-president, John 
Carruthers, Duluth, Missabe & Northern; secretary-treasurer, A. 
L. Woodworth, Cincinnati, Hamilton & Dayton; assistant secre- 
tary-treasurer, George B. White, Missouri, Kansas & Texas; 
chemist, H. Williams, Boston, Mass. 

Chicago received the largest number of votes as the place of 
meeting for the next convention. 


THE ELECTRIC FURNACE FOR REHEATING, 
HEAT TREATING AND ANNEALING* 


BY T. F. BAILYt 


In the twenty-five years that have passed since the early and 
crude development of electric melting and refining furnaces, 
there have been put into service more than one hundred of 
these furnaces, ranging in commercial capacitv from 1 to 20 
tons, and in electrical capacity from 100 to 3,000 kw. Central 
stations that twenty-five years ago considered 10 cents per kilo- 
watt-hour a low rate are now, with modern equipments of 
power generation, furnishing electric furnaces with current for 
less than 34 of a cent. Electric furnace loads running into 
thousands of kilowatts, where now there are but hundreds, 
operating continuously and with power factors closely ap- 
proaching unity, will undoubtedly cause central stations advan- 
tageously located to look with favor upon rates of % cent a 
kilowatt for such loads. As the dominating factor in electric 
furnace operation costs must always be the cost per kilowatt- 
hour, the gradual reduction in the cost of electric current will 
greatly add to the growth of electric furnace loads for re-heat- 
ing, heat-treating and annealing. 

The type of furnace that seems best adapted for re-heating 
operations is the resistance type, in which the material to be 
heated is entirely separate from, and independent of, the resist- 
ance elements in which the heat is generated by the electric 
current. A general description of this type of furnace is as fol- 
lows: Through the side walls of a furnace shell made of suit- 
able refractories are inserted two carbon or graphite electrodes. 
The inner ends of these electrodes extend into a trough of 
highly refractory material This trough is filled with the resist- 
ance material itself, usually some form of broken carbon, and 
makes contact at each end with the electrodes. The outside 
ends of the electrodes are connected by means of suitable cop- 
per terminals and cables to the regulating transformer and 
switch, by means of which the voltage impressed across the 
furnace is regulated, the voltage thrown on the furnace having 
a definite relation to the current flow and heat input. The 
material to be heated is placed conveniently adjacent, at the 
side or above or underneath the resistance material and its con- 
tainers, as the case may be. 

In some heating operations the actual cost of heating per ton 
is less with electric furnaces than with combustion furnaces, 
while in some heat-treating and annealing operations the pre- 
Cision with which the operations are carried on must be the 
justification for the higher cost of heating in the electric fur- 
nace. In a general way it may be stated that the higher the 


temperature at which the heating operation is conducted the 
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*From a paper read before the Engineers’ Society of Western Pennsyl- 

‘ania at Pittsburgh, April 6, 1915. 
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higher the relative economy in the use of electric furnaces. At 
the lower temperature there is less difference in the therma’ 
efficiency of electric and combustion furnaces. 

The principal advantage of electric furnaces over combustion 
furnaces for re-heating are more accurate temperature control, 
non-oxidizing atmosphere, saving in space, elimination of blast 
or stack, evenness of temperature throughout the heating space, 
simplicity of control, small amount of heat lost to the surround- 
ing atmosphere, and cleanliness of surroundings. 

Electric furnaces of the character described may be con- 
trolled with great precision, for the reason that a given input of 
electric current liberates a given quantity of heat units within 
the furnace, the transfer of electric current to heat being at 100 
per cent. efficiency. The walls and doors of the furnaces are 
the only means for the escape of heat from the furnace in other 
than useful work, and this loss remains constant for any given 
temperature and operating conditions. For a given tonnage of 
metal to be heated to a certain temperature in a given time, it 
is only necessary to know the heat absorbed by the metal in 
coming to the temperature and the heat lost by conduction and 
radiation from the furnace. The voltage across the furnace ter- 
minals is then adjusted so that the kilowatts per hour are just 
sufficient to deliver this heat. In contrast with this simple 
method of delivering heat into the furnace, the process of con- 
verting chemical energy into heat is:not usually conducted at an 
efficiency closely approaching 100 per cent. Besides this, the 
stack or discharge flues to the combustion furnace are an ever 
present means of carrying out what should have been useful 
heat under ideal operating conditions. Any variation in the 
supply of air or the supply of fuel in a combustion furnace 
quickly affects the temperature, and both of these do continually 
vary, both in volume and pressure. 

In order to obtain good commercial efficiency in a combus- 
tion furnace, an excess of air over the theoretical amount is 
required. This excess of air creates an oxidizing atmosphere 
in the furnace chamber which results in scaling the metal under 
treatment, resulting in a loss of from one to five per cent., de- 
pending upon the type of combustion furnace, the temperature, 
and the man operating the furnace. 

As the heat from the resistance units is thrown on the hearth 
almost entirely by radiation, the temperature of the furnace 
is more readily kept uniform over the entire area than in com- 
bustion furnaces where the heat is delivered to the hearth by 
the impinging heated gases or products of combustion. Another 
feature leading to evenness of temperature throughout the elec- 
tric furnace is that the resisters of the electric furnace may be 
run at only a comparatively small temperature above that of the 
hearth of the furnace, while the combustion furnace, for in- 
stance, in an annealing operation, requires that the incoming 
gases from the combustion chamber must of necessity be several 
hundred degrees higher than the temperature of the furnace. 

The actual theoretical heat required expressed in kilowatt 
hours her ton of metal is as follows for heating to the tem- 


perature given: 


Kw. Hrs 

Material Deg. F Per Ton 
TON: Sosa eRe hae OER eee ees 2,290 230 
mp cep err m 2,000 215 
So 0 Varus ew Rav ee ton oce e riae e See ando Y RC NR da 1,800 200 
(he Aar PROQQC RE S pa UP Ede NC o aU SORA Eds MD P Rn 1,650 170 
ME au ieee cep Ae Ria ed) BU oe Rh Ed REIP RC E 1,500 150 
i ausus Oe Qus x dd vod E ee era tee eds 1,230 115 
AM rcr 900 75 
Copper cried este es da oe iar de ees 1.400 90 
Brass T ———————n 1,300 85 
Aluminum uie ex y Seba ta eee ae 950 140 
| MEME Tcr opE PIECE 750 110 
Silver senesi Sek tee Ad VEN QE ENS T E 1,300 50 
German Silver ivo 66 n es RÀ re E 1,300 75 


The thermal efficiencies of electric furnaces vary greatly with 
the size and capacity in tons per hour. The wall loss on a forg- 
ing furnace of 60 kw. capacity heating 250 Ib. of steel per hour 
to 2,200 deg. F., will be approximately 30 kw., showing a thermal 
efficiency of 50 per cent. A furnace of one ton per hour 
capacity for 2.200 deg. will show an efficiency of 75 per cent. 


In annealing work a furnace of 100 kw. per hour capacity 
will heat 600 fb. of metal to 1,650 deg. with an efficiency of 50 
per cent; while a furnace of 600 kw. capacity, heating three 
tons of steel per hour, will show an efficiency as high as 90 
per cent. All the above figures are typical for the usual classes 
of work handled in the capacity named. 

The rapid growth of the practice of heat-treating and a 
realization of the precision with which this treatment must be 
carried on in order to secure uniform results, has opened a par- 
ticularly desirable field for the electric furnace, especially as the 
electric furnace can be more accurately controlled and a greater 
uniformity of heat throughout the furnace maintained in com- 
mercial operation than with combustion furnaces. A compara- 
tively slight variation in either blast pressure or fuel supply in 
a combustion furnace very quickly affects the ruling temperature, 
while in the electric furnace, owing to the comparatively great 
mass of heated refractory material of walls and roof acting as a 
heat storage or accumulator, the variation in temperature is re- 
duced to a minimum. In practice the current may be off for 
periods of an hour at a time without affecting the temperature 
more than a few degrees. This type of furnace may be de- 
scribed as follows: In the usual steel shell is constructed an 
arched roof of fire brick, so arranged as to reflect the heat 
radiated from the resister troughs onto the hearth located be- 
tween the two resister units running lengthwise of the furnace. 
The material to be heated is handled through the door or doors 
of the furnace located in the end walls. The hearth, if not 
subject to mechanical abrasion, is made of suitable fire brick. 
Where the abrasion is likely to be severe, cast iron plates re- 
place the fire brick. A heat balance sheet of a furnace of this 
type of 100 kw. capacity and the hearth area 5 ft. by 6 ft., and 
heating 600 Ib. per hour to 1,650 deg. F., will show the follow- 
ing balance: 


Heat absorbed by the metal.................. Lees. 50 kw. 
Heat lost through the walls............... eee eee 35 kw. 
Heat lost through the doors and door openings, due 

to the frequent charging and withdrawing......... 15 kw. 


For furnaces of more than one-half ton per hour capacity, 
and for higher thermal efficiencies, the continuous type of fur- 
nace is desirable. The material, if of uniform section, is 
pushed through the furnace by direct application of the pusher 
to the material to be heated. If the parts are small or liable to 
buckle if direct pressure is exerted on them, they are placed in 
pans or steel boxes, these containers being pushed through one 
at a time. If the material is in the form of rods that may be 
handled through the furnace lengthwise, as, for instance, cop- 
per and brass rods or tubes, this material may be placed on steel 
pans and drawn through the furnace by means of hook and 
chain, as is common in brass mill practice. A typical furnace of 
the continuous type for annealing German silver or brass stamp- 
ings in steel pans has a hearth 15 ft. long by 2 ft. wide, and 
a rated electrical capacity of 200 k.w. A mechanical charger 
operated by a motor-driven winch with hand operated clutch 
pushes the pans in through the charging door one after another, 
seven pans being in the furnace at one time. The pans passing 
through the furnace are supported by a hearth made of cast 
iron grids, each 2 ft. square. The pan when discharged is 
dumped automatically into a water sealed discharge hood. The 
metal under treatment falls into a tank of either clear water or 
pickling solution, depending upon the cleanliness of the material 
before it is charged. Thus in this furnace the material is not 
exposed to the atmosphere at any time after entering until 
taken cold from the quenching tank. This entirely eliminates the 
possibility of oxidation as the furnace itself has a reducing at- 
mosphere. A heat balance sheet of this furnace heating 1,500 
tb. of steel per hour to 1,650 deg. will show the following: 


Heat absorbed by 400 lbs. of pans.............. 34 kw. 
Heat absorbed by 1,500 Ibs. of metal............ 
Heat lost through walls and doors............... 30 kw. 


The advantage of this type of furnace over the non-continu- 
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ous furnace is a lower labor cost and the fact that the material 
when brought to the desired temperature may be more quickly 
removed, eliminating largely the danger of over-heating, and at 
the same time allowing the material under treatment to be 
brought to temperature more gradually. 

The type of furnace best adapted to heat-treating which re- 
quires precision, is the automatic continuous type, wherein the 
material under treatment, when brought to the predetermined 
temperature, is automatically discharged either into the air or 
into some quenching medium. This method of operation reduces 
the human element and the chance of error to a minimum. The 
only part of the operation dependent on the operator is the plac- 
ing of the material to be heated on the charging platform. 
When the material at the discharge end of the furnace reaches 
the maximum temperature, a special pyrometer closes an electri- 
cal circuit, which in turn closes, through a suitable relay, the 
solenoid-operated radial dial switch; the various electrical cir- 
cuits in turn operate the doors, pusher and quenching apparatus. 

The greatest objection to heat-treatment as generally prac- 
ticed to-day with combustion furnaces, is due to the inability to 
obtain duplicate results. The automatic equipment just de- 
scribed eliminates the uncertainties of non-automatic equip- 
ments and enables heat-treating to be done with as great a pre- 
cision as it is possible to measure. While with hand operation 
it is possible to obtain excellent results in actual practice at 
times, a considerable portion of the material treated will fall 
below the standard as determined by physical tests. 

In heat-treating the saving in operating cost of electric fur- 
naces over combustion furnaces in most cases must come in the 
elimination of oxidation—as, for instance, on high-grade steel, 
brass and non-ferrous metals, eliminating large expense in acid, 
and in labor for the pickling operation. In addition to this, the 
advantage which outweighs, perhaps, all others, is the precision 
with which electric heat-treating may be done. It is obvious that 
it is useless to heat-treat a series of parts that may go to make 
up a steel structure, as a bridge, a line of rails, or a set of 
springs or axles of a locomotive, if the method of heat-treat- 
ment is such that dependence cannot be fully placed on the gain 
in physical properties. The failure of a single member of the 
bridge or a single rail or a spring or axle, is almost certain to 
cause a catastrophe; hence, without absolute precision in tem- 
perature and method for producing that temperature in every 
piece alike, vital parts of a structure or a machine must be 
figured on the basis of untreated parts, necessitating a greatly 
increased weight over that of a design relying on the greater 
strength of heat-treated parts. 

The user of steel to-day is willing to pay the additional cost 
for the additional physical qualities to be obtained by proper 
heat-treatment; but he has never been willing and never will 
be willing to pay for the so-called heat-treatment that has in too 
many cases consisted of simply putting the material through a 
furnace. When the engineer realizes that for an additional 
cost of from $2 to $3 per ton he can with certainty get the full 
value of results possible with heat-treatment, the demand for 
heat-treated material will be a great many times larger than 
it is to-day. 

PETROLEUM IN CuiLE.— The existence of petroleum, it is re- 
ported, has been definitely established near Punta Arenas and to 
the northwest of Tierra del Fuego, Chile. The frequency of 
the emanations of natural gas makes it probable that the deposits 
are large.—The Engineer. 


INDIAN MANGANESE Onr.—The exports of manganese ore from 
India in April this year were 16,269 gross tons, of which 12,969 
tons went to Great Britain and 3300 tons to France. Im April, 
1914, the exports were 65,533 tons, making the decrease this year 
49,264 tons, or 75.8 per cent. Since January 1, no ore has been 
sent from India to the United States.—T7 he Engineer. 


BERDAN BRAKE RIGGING 


The illustrations show a new type of brake rigging invented 
by E. G. Berdan, stationmaster at the LaSalle Street Station, 
Chicago, of the New York Central Lines West. It is designed 
for the purpose of eliminating the use of brake beams. Fig. 
1 shows the top view of the device as applied to one side of the 
truck. Fig. 2 shows a half section through the gear and racks 
that operate the shoes, and a section through the connection to 
the brake rods. The pressure from the brake cylinder is trans- 
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Fig. 1—Top View of the Berdan Brake Rigging 


mitted through the regulation foundation gear to the brake rod, 
which is connected by means of a link to a crank on the gear 
shaft. As this shaft is turned the gear will rotate, driving the 
top and bottom racks, to which the brakeshoes are attached, out- 
ward, forcing the brakeshoes against the wheel. The mechanism 
is supported on the truck spring plank, a special housing being 
required to hold the gears and the rack. With the rack above 
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Fig. 2—Section Through the Berdan Brake Rigging 


and below the gear it will be seen that as the gear rotates, one 
brake shoe will act as an abutment against which the gear oper- 
ates for forcing the other shoe against the wheel. 

Provision is made for allowing for differences in wear of the 
brakeshoes or the loss of a shoe. The gear shaft on its inside 
end is supported in a curved bearing as shown in Fig. 1, which 
permits the shaft moving out of alinement. The outside bearing 
of the gear fits in a slotted hole. The change made in the gear 
and racks to accommodate this movement is shown in Fig. 3. 
It will be seen that both the gear and the racks have their teeth 
tapered each side of the center line, thus providing a free work- 
ing arrangement for all positions of the gear shaft. A %-in. 


483 


NEW DEVICES 


coil spring is used, as indicated in Fig. 2, for bringing the 
mechanism back to normal position, which provides a %-in. 
clearance between the shoe and the wheel. The brake rods are 
provided with turnbuckles for the purpose of giving close ad- 
justment, thereby overcoming lost motion and maintaining the 
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Fig. 3—Gear Shaft and Rack for the Berdan Brake Rigging 


proper piston travel. This gear has been in experimental service 
and is found to work satisfactorily. 


KINGAN-RIPKEN VALVE GEAR DEVICE 


The photograph shows a new feature that is applied to outside 
valve gears for the purpose of overcoming the slow action 
which the combination lever imparts to the Walschaert and 
similar valve gears. The bottom connection to the combination 
lever is made to the main rod, as indicated in the illustration, 
instead of to the crosshead, as is customary. This gives the 
combination lever a different movement, in that it responds to the 
up and down movement of the main rod. As the piston is on 
the last half of the stroke this causes the release, compression 


Application of the Kingan-Ripken Valve Gear Device 


and pre-admission to occur later in the stroke with the same 
cut-off, thereby giving a longer period of expansion, less com- 
pression and less pre-admission with the same amount of lead. 
At the end of the piston travel, the main rod being in the center 
of its oscillatory movement, the arrangement will have no effect 
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upon the lead, but as the piston leaves the end of its travel and 
the main rod again assumes an angle, a quicker, larger and 
longer-maintained port opening is obtained with the same cut- 
off, and also a longer cut-off with the reverse lever in the same 
position. It is also claimed that this arrangement will give a 
more even distribution of steam to the cylinders; it will permit 
more uniform valve events and allow the use of a shorter cut-off 
with its consequent saving of steam. This fact, combined with 
the longer maximum cut-off obtainable, should provide a quicker 
starting, faster, more powerful and more economical engine. 

A number of locomotives on the Minneapolis, St. Paul & Sault 
Ste. Marie have been equipped with this device. The patents 
are controlled by the Kingan-Ripken Company, 2627 Lincoln St., 
N. E., Minneapolis, Minn. 


AIR BRAKE HOSE 


A new method of rubber hose construction, known as the 
Subers process, has been developed by the Goodyear Tire & Rub- 
ber Company, Akron, Ohio, and applied in the manufacture of 
standard M. C. B. air brake hose. This process makes possible 
the production of a hose of uniform thickness and eliminates 
the tendency to twist or contract under pressure. 

In the making of what is termed wrapped hose, the fabric is 
cut on the bias, overlapped and wrapped directly over the tube. 
The lap of the fabric in hose of this type varies the thickness 
often as much as 1/32 in., and when cut through, a section of the 
material clearly shows that the fabric is not thoroughly impreg- 
nated with the rubber. The wrapping material in the Subers 
process consists of parallel strands or cords combined into strips, 
each strip consisting of about 288 strands and being approximately 
1/16 in. thick by 74 in. wide. Every strand is separately coated 


Method of Wrapping the Tube in the Subers Process 


with rubber compound, which binds the strands in each strip 
firmly together, the impregnation of the fabric being thus very 
complete. The strips are wound spirally about the tube or lining 
of the hose, there being two complete layers in each direction. 
The strips in each layer are separated by a space equal to their 
own width and there is no overlapping. The manner in which 
the strips are applied will be clearly understood by referring to 
the illustration. 

Hose of this construction shows a specially high bursting pres- 
sure and the distorting effect of the pressure is minimized. The 
elongation per foot per 1,000 Ib. pressure will average about % in., 
with an expansion of about 1/16 in. in the diameter, there being 
no twisting or contracting. Until a pressure of 1,300 lb. has 
been reached, however, but little change takes place. 

At the present time the manufacturers are confining their 
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production of this type of hose to the standard air brake hose 
in lengths of 22 in., but later expect to adapt the process to the 
manufacture of car heating steam hose, pneumatic tool hose, 
etc. The air brake hose now being manufactured conforms to 
the Master Car Builders' specifications presented at the last con- 
vention of the association. It is being used by several railroads. 


EMERGENCY COUPLER HEAD 


The drawing shows a coupler head for emergency use which 
has recently been brought out by Frank B. Hart, Railway Ex- 
change Building, Chicago. This head is intended to overcome 
the troubles incident to the use of heavy chains between cars in 
a train that has parted through failure of any vital part of the 
coupler in front of the striking horn. 

The emergency head consists of a dummy knuckle cast inte- 
gral with a 1% in. shell or plate, both sides of which conform to 
the contour of the coupler head. One side of this plate is placed 
on the coupler head and the other forms a standard contour for 
the mating coupler on the adjacent car. Lugs are cast on either 
side of the dummy head, in which are cored elongated slots. 
The ends of a yoke which passes back of the horn of the coupler 
enter the slots in the lugs and are secured by means of tapered 


Emergency Head for Temporary Use on Broken Couplers 


keys. When driven into place the keys are locked by means of 
set screws shown in the drawing. 

The parts are designed to provide sufficient strength to enable 
a car having a broken coupler to be handled anywhere the 
train. This makes it unnecessary to switch out the damaszed i 
should it be well forward in the train and place it at the re Af end. 
The emergency head sets into the coupler head between t B€ E 
to which the knuckle is pivoted and is provided with a «€! 
pin hole so that in case these lugs are not broken the pin x 92" be 
inserted, thus relieving the keys of a portion of the load. — 

Such a device has several advantages over the chains wh 2 
commonly used in emergencies of this kind. It is lighter. 
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more compact and may be much more quickly applied and 
secured. It eliminates the excessive slack with the attendant 
destructive effect to the equipment and lading and it permits the 
recoupling of the air brake hose, thus maintaining full air brake 
control of the train back of the broken coupler without switch- 
ing out the damaged car. 


ROOF CONSTRUCTION FOR PASSENGER CARS 


In building passenger car roofs of the clere-story type there 
has always been more or less difficulty in securing a substan- 
tial upper deck construction which may be cheaply built and in 
which a satisfactory casing is provided around the deck sash 
and screens. The accompanying drawings show a type of con- 
struction recently patented by Otto B. Johnson, New Glasgow, 
Nova Scotia, which is designed to overcome these difficulties 
and to simplify the securing of weather-proof connections be- 
tween the lower roof and the deck. l 

In this construction the roof frame consists of special pressed 
stecl channel sections, forming the carlines and upper deck posts, 
to the outside of which are fastened the roof sheets and to 
the inside of which the interior finish is applied. The sides 
and roof of the upper deck are covered with continuous sheets 
formed to the contour of the roof. Flanged openings are pro- 
vided in these sheets for the ventilator screens, which are secured 
against the edge of the flange by means of a wire clamp. The 
deck posts are secured at the bottom to the upper ends of the 
lower carlines and to the deck sill angle, the three pieces being 
securely riveted together. The upper ends are bent to form a 
connection with the upper carline. With this construction the 
soldering of flashing around the posts is avoided, which is unsat- 
isfactory and expensive, and continuous roof sheets from lower 


deck to lower deck may be used. The lower roof sheets may 
be formed with vertical flanges at the sides of the deck and 


Detail of the Deck Sash Casing and Fiashing 


directly riveted to the upper roof sheets. 
Instead of having a continuous flashing and sash frame 
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throughout the length of the deck a combined flashing and frame 
is provided for each opening which completely encloses the 
space hetween the screen and the sash. The remainder of the 
space between the sheathing and the interior finish of the car 
is thus closed from communication with the outside air and 
serves as insulation. The bottom of the window casing slopes 
outward and toward the middle and drains through a small 
hole in the outside sheet. 

This construction is claimed to make possible a considerable 
saving in weight as compared with the usual type of clere-story 
roof. 


COTTER AND KEYSEAT DRILL 


The machine shown herewith is especially adapted to the 
drilling of spline and keyseats in shafts, piston rods and locomo- 
tive crossheads. It may also be used for drilling and mortising 
the holes in side rod stubs at one setting. It is manufactured by 
the Niles-Bement-Pond Co., New York, and is furnished in two 
sizes, with either one or two heads. The illustration shows the 


Machine for Drilling Spline and Key Seats 


larger size machine with two heads, with a large crosshead set 
up for drilling the key slot. 

The chuck jaws in this machine will take work up to 10 in. in 
diameter and it has a spline cutting capacity up to 36 in. long, 
2V5 in. wide and 16 in. deep. For large work the machine may be 
equipped with sliding centers which will take pieces up to 19 in. 
in diameter and 42 in. long. 

Each spindle is driven by a separate motor, which is mounted 
on the head. The heads may be moved on the carriage by either 
hand or power cross-feeds and a reciprocating longitudinal trav- 
erse of the carriage is provided on the bed of the machine. 
This is reversed automatically by means of trips, the location 
of which is adjustable on the reversing rod, shown in front 
of the bed of the machine. Variable power feeds are provided 
on the spindles and an automatic stop throws out the feed at 
any desired depth of cut. The traverse of the carriage on the 
bed of the machine is driven by a separate motor, which is so 
wired in connection with the spindle driving motors that it 
will be stopped when the latter are shut off. 

By using both heads at the same time it is possible to drill 
slots completely through the work, the two heads cutting from 
opposite sides. When near the center of the work the automatic 
stop will throw out the feed on one of the heads, while the 
other continues to cut through the piece. 

As shown in the illustration the machine is provided with uni- 
versally adjustable chuck jaws. but it may be furnished with them 
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located at a fixed height where desired. For work which cannot 
be supported in jaws an adjustable table is supplied. 


ADJUSTABLE HUB PLATE 


The illustration shows an improvement in the Smith adjustable 
hub plate, for which patents have recently been granted. This 
plate is maintained at the proper distance from the hub by 
means of compressed grease, the adjustment being made by 
screwing in the grease plug shown on the outside of the wheel 
hub. The adjustable plate is forced into a recess in the hub, 
which is 1 in. deep and varies from 2 in. to 3% in. in width, ac- 
cording to the size of the wheel. It may be applied either by ham- 
mering or under a press, about 20 tons being required to press 
the plate into place. The new feature is the method of prevent- 
ing the grease from leaking past the plate and relieving the 
pressure which would affect the adjustment. The plate is beveled 
to receive a No. 9 gage copper wire, which is placed around the 
outer and inner edges of the plate, as indicated in the illustration. 

it may be taken up 
with comparatively little 
plate is sold by the Smith Locomotive Adjustable Hub Plate 
Company, Pittsburgh, Kan. 


This wire is soldered so as to be continuous. A No. 24 gage tron 
labor, it being possible to 
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plate is forced outward 
by the grease pressure. 
As the hub plate is 
forced into à bearing in 
the hub the copper wire 
assumes a rectangular 
section, thereby making 
a more perfect seal. The 
plate is kept from rotat- 
ing by six 34-in. dowel 
pins screwed into the 
plate and fitting into 
holes in the wheel hub. 
By the use of this de- 
This eliminates the nec- 
essity of dropping the 
wheels and relining the 
face of the driving boxes 
when the lateral becomes 
too great. By the use of 
this hub plate much less 
lining material is re- 
quired on the face of the 
driving box, inasmuch as the hub plate is 74 in. thick on its outer 
flange. Excessive wear on the driving box liner is also elimi- 
nated as the lateral may be properly maintained and thus prevent 
pounding, due to the excessive lateral, which many times breaks 
away the driving box liner. It has also been found unnecessary 


vice the lateral may be 
to reline the boxes between shoppings. The plate can be applied 


wire in place as the hub 
maintained constant aged 

NY N 
Ss WS from one to three hours. 
to old as well as new locomotives. The right for the use of the 
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Improved Smith Adjustable Driving 
Wheel Hub Plate 


A CORRECTION 


In the August number was published an article entitled "Sim- 
ple Coupler Release Rigging,” from which the name of the 
manufacturer of the device described was inadvertently omitted. 
The device is the Singlelink release rigging, and is manufactured 
by the National Railway Devices Company, Chicago. 
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HIGH COMPRESSION OIL ENGINE 


The Nordberg Manufacturing Company, Milwaukee, Wis., 
now builds a high compression oil engine, in sizes of from 50 to 
200 hp., designed to meet a widespread demand for an engine 
as simple as a slide valve steam engine. There are many small 


steam plants burning oil, where the fuel totals 2 to 4 lb. per hp. 
An oil engine delivers the power on .4 to .6 lb. of oil, but never- 
theless is worthless to a plant owner unless it is simple and reli- 
able and can be operated by an ordinary mechanic. 

The accompanying photographs illustrate the 200 hp., 270 r.p.m. 
size, Nordberg high compression oil engine. 


These engines re- 


Nordberg 200 hp. High Compression Oil Englne 


semble Diesel engines insofar as concerns the method of ignition 
by the heat of the highly compressed air. The compression pres- 
sures are about 450 1b., but a three-stage high pressure air com- 
pressor for 1,000 Ib. pressure for injecting and atomizing the 
fuel is not used. The fuel is injected mechanically by a small 
pump and discharges through a new type of atomizing head 
which successfully subdivides and atomizes the oil The suc- 
cess of the engine is due largely to the effective working of this 


Fuel Injection Pumps, Strainer Tank and Air Starting Gear 


atomizing head. The elimination of the high pressure compres- 


sor with its intercoolers simplifies the installation in small plants, 


for which these engines are designed. 
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tion. The head is a simple symmetrical casting and is not subject 
to cracks due to unequal expansion strains. There are no 
valves in the head. The only valve on the engine is a piston 
valve for scavenging air, located above and between the cylin- 
ders. One valve controls the scavenging air for the two cylin- 
ders. Air is compressed on the crank side of the piston and 
by-passed to the head end shortly after the uncovering of the 
exhaust valves. This forces the burnt gases out of the cylinder 
and fills it with fresh air. Compression and combustion then 
occur as in any two-cycle engine. The air intake is through the 
vertical pipes above the engine, and exhaust through the pipes 
going through the floor. 

For the 200 hp. twin engine a special automatic starting ar- 


rangement has been designed, simplifying the operation so that 


the engine may be brought up to speed in less than a minute. 

The fuel pumps run in a bath of lubricating oil. The oil is 
drawn from the storage tank to a small strainer box located to 
the right and behind the pumps, from which it flows to the main 
fuel pumps. A small heating coil, through which heated jacket 
water circulates, is contained in the main oil compartment of 
the strainer box to insure free flow of very viscous oils. The 
pumps are operated by cams driven by an eccentric and deliver 
a quantity of oil in excess of that required for maximum load, 
the governor acting to by-pass more or less of the fuel, depend- 
ing on the load obtaining. The by-passed oil is discharged 
through the sight glass and gives the operator a quick check on 
the working of each of the pumps. The governor is of the fly- 
wheel design and gives a regulation of 2 per cent. from no load 
to full load. From the fuel pumps the oil is discharged through 
small pipes to the atomizer heads bolted to the main cylinder 
heads. 

The lubricating system of the engines is entirely automatic, 
oil being fed from a central pump driven from the scavenging 
valve eccentric. Cylinder oil is pumped to the scavenging air 
valve and to the main cylinders. Bearing oil is pumped to all 
miin bearings, to the crosshead pins through trombone oilers 
aud to all auxiliary bearings. The cranks are enclosed by pol- 
ished iron guards and the oil accumulates in the crank case from 
various parts of the engine and is drained to a filter and returned 
to the lubricator. 
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BALL JOINT CONNECTION FOR MAIN 
RESERVOIRS 


The breakage of air pipes where they screw into the main 
reservoir on locomotives has always been a source of annoyance 


Flexibie Joint with Flange Connection for Main Reservoirs 


The engine is of the two-cycle design, and all valves, cams, 
Springs and valve gear have been eliminated, contributing fur- 
ther to the item of simplicity and case of attendance and inspec- 


and expense, and to overcome this special brackets have been 
designed and are in quite gencral use to rigidly support the reser- 


voir. The greater part of the trouble is caused by vibration 
while the engine is running and in order to eliminate such 
breakages the Barco Brass & Joint Company, Chicago, has devel- 
oped the flexible joint shown in the engraving. This connection 
is made with a flange attachment to the reservoir which, it is 
claimed, gives better service than when a nipple is used. This 
type of reservoir connection has now been in successful service 
for about three years. 


ELECTRIC HAND LANTERN 


An electric lantern of substantial construction has recently 
been placed on the market by the Delta Electric Company, 
Marion, Ind. It is designed to withstand severe service, such as 
imposed upon the various classes of oil lanterns now in general 
commercial use. The case is formed from cold rolled steel, 
ribbed to add strength, and the bottom is provided with a one- 
half-inch flange extending completely around the lantern. No 
solder has been used in the construction and all parts are thor- 


Delta Electric Lantern. 


oughly riveted together. It is provided with an extra large drop 
bale handle, suitable for throwing over the arm and a grip 
handle is attached to the back, which may be folded flush with the 
back of the lantern when not in use. 

The lantern is fitted with a three-volt tungsten bulb and lighted 


by batteries which will run from 100 to 150 hours in actual use. 
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The batteries are connected to the lamp by flexible wires which 
are secured with binding screws and may be replaced when worn. 
The reflector case is drawn out of the body of the lantern, thus 
giving protection to the vital parts of the lantern, the reflector, 
bulb and contacts. The reflector is drawn from sheet phosphor 
bronze and has three coats of heavy silver, polished to a mirror 
finish. A concave-convex lens, 3 in. in diameter is placed in 
front of the bulb. The switch is located in the back of the lan- 
tern in a convenient and well protected place, it being so arranged 
that it does not project beyond the surface of the lantern. 

The light is thrown evenly through a hemi-sphere so that if the 
lantern is hung on a well it will throw light on all sides of the 
room. It may be provided with a spot light reflector if desired. 
Owing to the absence of solder in the construction of the case, it 
is possible to give it a high grade baked semi-gloss finish of 
black enamel with nickle plate trimmings. It stands 734 in. high 
and weighs 16 oz. All parts which are subject to wear are so 
constructed that it is possible to replace them at a minimum cost. 


JOURNAL JACK 


The accompanying illustration shows a journal jack, recently 
placed on the market by the Parsons Metal Products Company, 
Indianap- 
olis, Ind. This 
jack is provided 
with a long 
pawl as shown, 
which is ap- 
plied to the pro- 
jection of the 
car wheel rim, 
thus keeping 
the wheel on 
the track while 
the box is be- 
ing lifted for 
the application 
of a new brass. 
This jack is 
made entirely 
of steel, and 
weighs 29 Ib. 
complete. Itis 
10:4 in. high 
when closed, 
and 15% in. 
high when ex- 
tended to the limit. It has a capacity of 25 to 30 tons. Its 
construction is simple, only nine separate parts being used. 
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Parsons Journal Jack 


METAL BAND SAW 


The illustration shows a metal cutting band saw which has 
recently been placed on the market. It is designed to cut off 
stock from % in. to 8 in. in diameter, and will handle 8-in. 
I-beams or square sections. The machine is of simple con- 
struction throughout and may be operated by unskilled labor. 

The table is 26 in. high, and is stationary, the saw being 
moved to the work. The frame carrying the saw wheels and 
driving mechanism is mounted on guide bars upon which it 
slides, and may be operated either by hand or automatic gravity 
feed, the pressure being varied by the number of weights hung 
on the operating lever. The saw guide is conveniently located 
and easy to adjust. The tightening of the blade is accomplished 
by the hand wheel shown on top of the machine. When motor 
driven, the motor is mounted on the frame of the saw, as shown 
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in the illustration, making the machine entirely self-contained. 
Light material, such as tubing, metal moldings, etc., are cut 
very rapidly and accurately. For special work requiring a flat 


Metal Cutting Band Saw 


table the back may be removed. The saw is manufactured by 
H. C. Williamson, 1840 West Lake street, Chicago. . 


DOUBLE ACTION FORCE FEED CYLINDER 
LUBRICATOR 


The force feed lubricator shown in the drawings is designed 
for use in lubricating locomotive cylinders. It is of the double 
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seen that it is directly operated without the use of a ratchet. The 
lever attachment to the lubricator is designed to be connected in 
any suitable manner with a reciprocating part of the engine, the 
length of the arm being adjustable to suit the amplitude of the 
motion. The oscillating shaft to which the lever is attached is 
provided with arms in the lubricator which are pin connected to 
slotted crossheads on the ends of the pump plunger, the arrange- 


% Link or other source 
of reciprocating motor, 


Location of Force Feed Lubricator on the Locomotive 


ment being such that for each complete cycle or revolution of the 
engine two complete cycles of the pump plungers are produced. 
Oil is thus forced into the steam passages twice during each 
revolution by the use of but one plunger for each cylinder. The 
plunger is shown in the drawing at the end of its forcing stroke. 
At the other end of the stroke it is drawn back from the end of 
the barrel, thus allowing the oil to enter directly from the reser- 
voir. <A spring operated ball seat check valve at the end of the 
plunger barrel prevents the back flow of oil from the lubricator 
pipe. These valves and the plunger barrels are readily accessible 
by the removal of special threaded fittings on the front of the 
lubricator, and the barrels may be renewed. 

The oil reservoir contains a small exhaust steam heater of a 
novel design. Steam from the air pump exhaust passes through 
a small pipe extending from end to end of the reservoir, the con- 
densation being carried from the lubricator to any convenient 


mr-—— Ls 


Nathan Force Feed Cylinder Lubricator 


action directly operated type and is being manufactured by the 


Nathan Manufacturing Company, New York. 


By referring to the detail drawing of the lubricator it will be 


point under the engine. Surrounding the steam pipe is a larger 
pipe with openings to the atmosphere at either end of the reser- 
voir, thus providing for a circulation of air about the steam pipe. 


» 
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The oil in the lubricator reservoir is thus warmed, but without 
danger of overheating. 


CONSTANT CURRENT ELECTRIC WELDER 


The electric welding equipment shown herewith has recently 
been developed by the Lincoln Electric Company, Cleveland, 
Ohio, with a view to reducing the cost of power consumption and 
increasing the simplicity of operation. Special windings in the 
generator, on which patents are pending, automatically regulate 
the voltage to the exact requirements of the arc, thus providing 
a predetermined current output which is practically constant 
irrespective of the varying resistance in the arc. 

The equipment is built in units, each of sufficient capacity to 
meet the requirements of one operator. Where more work is 
done than can be handled by one operator more units are added 
to the plant. The equipment is thus always operating at practi- 
cally full capacity and therefore at maximum efficiency, and the 
investment is closely adjusted to the amount of work to be han- 
dled. The automatic voltage regulation greatly reduces the 
amount of power required; with the exception of work on large 
steel castings or where heavy cutting is to be done, the equip- 


Lincoin Arc Welder. 


ment may be operated on any power line which will carry a 10 
h.p. motor. The equipment is very flexible in operation as any 
number of units may be operated either individually or in paral- 
lel. The operator may, without the services of an electrician, 
connect three 150-ampere plants in parallel and secure 450 am- 
peres for heavy carbon electrode work and may separate the 
units again in a few minutes. The positive terminal, shown at 
the right, is connected to the piece to be welded. On the end of 
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the negative connector is shown the electrede holder with a 
metal electrode in place. 


WATER GLASS GUARD 


Changes have recently been made in the Babcock water glass 
guard with a view to materially increasing the serviceability of 
the device by providing for effective illumination of the interior 
at night. This water glass guard has been in service for some 
time and the general features of its construction are well known. 
It consists of two parts: the back, which includes the ends and 


Water Glass Guard with Slot for Iliuminatlon. 


packing glands, and is provided with an outlet at the bottom for 
steam and broken glass, and the removable front, which con- 
tains the sight glasses. The improvements consist in the re- 
design of the front casing to include a narrow slot at the apex 
of the angle between the faces containing the sight glasses. In 
front of this slot is placed the gage lamp and the light thus 
admitted thoroughly illuminates the interior of the guard, clearly 
indicating the water level in the gage glass. This construction 
climinates the effect of reflection from the sight glasses which 
may be very annoying where the light must enter the guard 
through the sight glasses. This water glass guard is manufac- 
tured by the American Car & Ship Hardware Company, New 
Castle, Pa. 


THE GREATEST AVAILABLE WATER Power.—Great Falls, Mont., 
claims the greatest available water power on the continent. 
There are now operating 75,000 hp., and 100,000 hp. more is 
being developed. At the lowest average flow of water the avail- 
able supplv is 350,000 hp. 


The shop of the Northern Pacific at Livingston, Mont, is 
running full time for the first time since 1909. 


A fire on August 2 destroyed the storehouse of the Chicago 
Great Western at Oelwein, Iowa, and most of the contents. 
The estimated loss is $75,000. Plans are now being prepared for 
a new structure. 


About 150 machinists, boilermakers and sheet metal workers 
employed by the Kansas City Terminal Railway went on strike 
last week on account of a controversy with the company re- 


garding the scale of wages and the employment of non-union 
labor. 


On July 19 a car repair shed of the Atchison, Topeka & 
Santa Fe at Argentine, Kan, was destroyed by fire. There 
were also 24 cars destroyed and 12 cars damaged. The total 
estimated loss will not exceed $50,000. The cause of the fire is 
unknown. 


The Canadian Department of Labor has appointed a board 
under the Industrial Disputes Act to deal with a difference 
which has arisen between the Canadian Northern and two 
brotherhoods, those of the locomotive enginemen and the fire- 
men. The men have asked that the conditions under which 
they work in the East be raised to the level of conditions pre- 
vailing on the Western lines. 


According to newspaper reports from Seattle, Frank Water- 
house & Co., of that city, have chartered seven vessels to trans- 
port 7,500 freight cars to Vladivostok for delivery to the Rus- 
sian government. Six thousand cars are to be shipped from 
New York City through the Panama Canal and 1,500 are to be 
shipped from Puget Sound ports. The average capacity of the 
vessels chartered is 150 cars for each trip. 


The Southern Railway has finished its new coal handling 
plant at Charleston, S. C., and it will be put im operation Sep- 
tember 1. It will have a capacity of 40 cars an hour, which 
is as fast as any ship now in the coal carrying trade can take 
it In preparation for a greatly increased movement of coal 


to Charleston, the Southern has provided storage room for 400 
cars. 


On July 1 the Canadian government took over the operation 
of the Transcona roundhouse and roundhouses, shops, and 
work pertaining to the motive power department of the Grand 
Trunk Pacific, between Winnipeg and Westfort, Ont. The 
supervision of all employees engaged on this section of the road 
will be in the hands of the Grand Trunk Pacific officers until 
such time as the government appoints its own staff or takes 
over the present staff. 


The safety bureau of the Union Pacific reports that during 
the year ending June 30, 1915, the road carried 4,550,949 pas- 
Sengers without a fatality to a passenger. Less than half as 
many employees of the road were killed during the year as in 
the fiscal year ending June 30, 1913, which was the last year 
before the bureau of safety was organized. In 1915 28 em- 
ployees were killed, as compared with 59 in 1913. In 1915 4,537 
employees were injured, and in 1913 6,097 were injured. In 
1915 229 passengers were injured, and in 1913 333 passengers 
were injured. 
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NEWS DEPARTMENT 


NEW LOCOMOTIVE INSPECTION RULES . 


In accordance with the Act of Congress, passed last March, 
to extend the authority of the Interstate Commerce Commission 
over the inspection and testing of the entire steam locomotive 
and tender, rules and instructions have just been formulated 
by the Division of Locomotive Boiler Inspection. These were 
considered at a conference with a railroad committee on August 
23. The rules are set forth in a 15-page pamphlet and cover ash 
pans, brake and signal equipment, cabs, warning signals and 
sanders, draw gear and draft gear, driving gear, lights, running 
gear, tenders and throttle and reversing gear. 


THE MUTUAL MAGAZINE 


President Fairfax Harrison, of the Southern Railway, sig- 
nalized the close of the company’s fiscal year by sending to all 
officeres and employees the following message: “We are clos- 
ing today a fiscal year which has been full of anxiety and 
difhculty, but through team work and loyal self-sacrifices and 
effort by the entire organization, we have come out of it sound 
and full of courage for the future. This result has not been due 
to any one man or to any group of men, but to the co-operation 
of every man who has recognized the problem and given us in 
our common duty the best that was in him. I send my personal 
thanks then to everyone of you. The fight is not yet over, but 
the spirit of the past ten months is bound to see us through. 
Meanwhile, I want you to know my pride in you and in what 
has been done already." 


PANAMA CANAL 50 YEARS AHEAD OF TIME 


"We have recently completed the Panama Canal, a work 
which it would have been better to have left for 50 years 
rather than to have put it through with the speed with which 
the government has done it, because we find that we are not 
prepared to handle the questions of transportation arising by 
virtue of the completion of the canal at this time, bearing in 
mind the fact that the cities in the West, tributary to the coast, 
east as far as the eastern section of Montana, have a popula- 
tion of only 7,000,000 people. Last year the freight shipments 
from the Atlantic seaboard to Western territory amounted to 
170 train loads, and shipments eastbound about half that 
amount."—F. R. Hanlon, traffic manager of the port of Seattle, 
Wash., address before convention of United Yardmasters' As- 
sociation at Seattle. 


MEETINGS AND CONVENTIONS 


Chief Interchange Car Inspectors and Car Foremen.—The 
seventeenth annual convention of the Chief Interchange Car 
Inspectors’ and Car Foremen’s Association of America will be 
held at Murphy’s hotel, Richmond, Va., September 14-16. This 
is the first time that the meeting of the association has been 
held so far south, and it is suggested that this will offer a good 
opportunity for southern railroad men to attend. 


International Association. for the Prevention of Smoke.— 
The tenth annual convention of the International Association 
for the Prevention of Smoke will be held at Hotel Sinton, 
Cincinnati, Ohio, September 8, 9 and 10. Of the papers to be 
presented those which will be of special interest to railroads are 
the following: Value of Publicity in Smoke Abatement Work 
and Methods of Obtaining It; Smokeless Locomotive Opera- 
tion Without Special Apparatus; Various Methods of Elim- 
inating Smoke from Roundhouses in Chicago; How Smokeless 
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Operation of Locomotives Was Obtained in Washington, D. C.; 
What the Railroads Have Done to Abate Smoke in Cincinnati, 
and Enforcing a Smoke Ordinance. 


Foundry and Machine — Exhibition.—The Foundry and 
Machine Exhibition will be held on Young's Million Dollar 
Pier, Atlantic City, from September 25 to October 1. "This is 
the first time in three years that the exhibit has been held in 
the cast, and there will be a keen interest in it in that section 
particularly. Business conditions in this line are improving 
everywhere, and the attendance promises to be large and the 
exhibit a profitable one for the exhibitors. From all indica- 
tions, therefore, the exhibit should be as successful as the one 
in Chicago last year. C. E. Hoyt, the secretary, has opened an 
office in the Bourse, Philadelphia, for the convenience of 
exhibitors, and others desiring information or help of any kind. 


The Traveling Engineers’ Association.—The twenty-third an- 
nual convention of the Traveling Engineers’ Association will be 
held at the Hotel Sherman, Chicago, commencing at 10 a. m, 
Tuesday, September 7, and continuing four days. The subjects 
to be discussed are as follows: "What Effect Does the Mechan- 
ical Placing of Fuel in Fireboxes and Lubricating of Locomo- 
tives Have on the Cost of Operation?" W. L. Robinson, chair- 
man; “Recommended Practices for the Employment and Train- 
ing of New Men for Firemen,” L. R. Pyle, chairman; “The Ad- 
vantages of the Use of Superheaters, Brick Arches and Other 
Modern Appliances on Large Engines, Especially Those of the 
Mallet Type,” J. E. Ingling, chairman; "How Can the Road 
Foreman of Engines Improve the Handling of the Air Brakes 
on Our Modern Trains?” C. M. Kidd, chairman; “Difficulties 
Accompanying Prevention of Dense Black Smoke and its Rela- 
tion to Cost of Fuel and Locomotive Repairs,” Martin Whelan, 
chairman; “The Electro-Pneumatic Brake,” W. V. Turner; 
“The Effect of Properly Designed Valve Gear on Locomotive 
Fuel Economy and Operating,” W. E. Preston; “Scientific Train 
Loading, Tonnage Rating, the Best Method to Obtain Maximum 
Tonnage Haul for the Engine Over the Entire Division, Taking 
Into Consideration the Grades at Different Points on the Divi- 
sion,” O. S. Beyer, Jr. 


The following list gives names of secretaries, dates of next or regular 
meetings, and places of meeting of mechantcal associations: 


Arr Brake AssociATION.—F. M. Nellis, 53 State St., Boston, Mass. 


AMERICAN RaiLRoAD MasteR TINNERS, CoPPERSMITHS AND PIPEFITTERS' 
AssocIATION.—W. E. Jones, C. & N. W., 3814 Fulton St., Chicago. 


AMERICAN Rattway Master Mecuanics’ Assocration.—J. W. Taylor, Kar- 
pen Building, Chicago. 

AMERICAN RatLway Toot ForeMEN’s AssociATION.— Owen D. Kinsey, Illi. 
nois Central, Chicago. 


AMERICAN Society FOR TestinG Matertacs.—Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS.—Calvin W. Rice, 29 W. 
Nur nnt St, New York. Annual meeting, December 7-10, 1915, 
ew ork. 


ASSOCIATION OF RatLway ELECTRICAL ENGINEERS.—Joseph A. Andreucetti, 
C. & N. W., Room 411, C. & N. W. Station, Chicago. Annual 
meeting, October, 1915. 

Car ForeMen’s ASSOCIATION OF Curcaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago. Second Monday in month, except July and August, 
Lytton Building, Chicago. 


CHIEF INTERCHANGE CAR INSPECTORS’ AND. CAR ForemMan’s ÁSSOCIATION.— 
. Skidmore, 946 Richmond St., Cincinnati, Ohio. Annual meeting, 
September 14-16, 1915, Richmond, Va. 

INTERNATIONAL Rai:Lwav FureL Assocration.—C. G. Hall, 922 McCormick 
Building, Chicago. 

INTERNATIONAL RAILWAY GENERAL FoREMEN’S ASSOCIATION.—William Hall, 
1126 W. Broadway, Winona, Minn. 

INTERNATIONAL RAILROAD MASTER BLACKSMITHS’ AssociATION,.—AÀ. L. Wood- 
worth, Lima, Ohio. 

Master BorLter Makers’ Association.—Henry D. Vought, 95 Liberty St., 
ew York. 
Master Car BuILpeErs’ 

Chicago. 
Master Car AND Locomotive PAINTERS’ ASSOCIATION OF U. S. AND CANADA.— 
P. Dane, B. & M., Reading, Mass. Convention, September 14-17, 
1915, Detroit, Mich. 
NIAGARA FRONTIER Car Men's AssociATION,.—E. Frankenberger, 623 Bris- 
bane Building, Buffalo, N. Y. Meetings monthly. 
SATE AY C TOREKERPERS: AssociaTion.—J. P. Murphy, Box C, Collinwood, 
10. 
TRAVELING ENGINEERS’ ÁssOCIATION.—W. O. Thompson, N. Y. C. R. R., 
East Buffalo, N. Y. Convention, September 7-10, 1915, Hotel Sher- 
man, Chicago, Ill. 


AssocIATION.—J. W. Taylor, Karpen Building, 
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PERSONALS 


It ts our desire to make these columns cover as completely as 
possible all the changes that take place in the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring thts about. 


GENERAL 

J. A. MacRae, who has been appointed mechanical engineer 
of the Louisville & Nashville, with headquarters at Louisville, 
Ky., was educated at the University of Illinois, where he took 
a course in mechanical 
engineering, graduating 
in 1896. The following 
year he began railway 
work as a draftsman in 
the office of the mechani- 
cal engineer of the Chi- 
cago & North Western, 
remaining with that com- 
pany until 1899, when he 
entered the service oí 
the New York Central 
& Hudson River. There, 
until 1904, he was en- 
gaged in special work 
and as draftsman at 
Albany and at New York 
City. From 1904 to 1906 
he was mechanical engi- 
neer of the Boston & Al- 
bany, at Boston. Then 
until January, 1915, he 
was mechanical engineer 
of the Michigan Central at Detroit, Mich., and now becomes 
mechanical engineer of the Louisville & Nashville, with head- 
quarters at Louisville, Ky., as above noted. 


J. A. MacRae 


SHOP AND ENGINE HOUSE 


J. A. Miter has been appointed locomotive foreman of the 
Grand Trunk Pacific at Endako, B. C., succeeding G. H. Lay- 
cock, transferred. 


Joun McRea, heretofore shop foreman of the Canadian Pa- 
cific at Kamloops, B. C., has been appointed locomotive foreman 
at North Bend, B. C., succeeding C. Brown. 


PURCHASING AND STOREKEEPING 


R. A. Jacoss has been appointed traveling storekeeper of the 
St. Louis & San Francisco, succeeding E. J. Price, promoted. 


H. M. PowELL, recently general storekeeper of the St. Louis 
& San Francisco, has been appointed to the newly-created posi- 
tion of supervisor of material and supplies of the Texas & 
Pacific, with headquarters at Marshall, Tex. 


Epwarp J. Price has been appointed general storekeeper of 
the St. Louis & San Francisco, with headquarters at Springfield, 
Moc., succeeding H. M. Powell. Mr. Price was born at Marion, 
Ill., on June 28, 1870. He was educated in the common and night 
schools and entered railway service on September 21, 1888, as 
messenger boy with the Union Pacific at Kansas City, Mo. He 
left the Union Pacific in June, 1891, and went to the Atchison, 
Topeka & Santa Fe, which road he remained with until Novem- 
ber, 1913, when he was appointed traveling storekeeper of the 
St. Louis & San Francisco, from which position he is now pro- 
moted, as above noted. 


SEPTEMBER, 1915 


SUPPLY TRADE NOTES 


G. F. Riddell, superintendent of the Chicago Heights Works 
of the Inland Steel Company, died of heart failure at his home 
in Chicago on August 12. 


The Canadian Car & Foundry Company, which has been work- 
ing on an $83,000,000 order for shells for some time, is now 
reported to have received an additional order for $71,000,000. 


The Keuffel & Esser Company, New York, has been awarded 
three grand prizes at the Panama-Pacific Exposition at San 
Francisco, for its exhibit of drawing instruments and slide rules, 
surveying instruments and telescopic sights and periscopes, re- 
spectively. 


W. K. Millsapps, southwestern representative of the Grip Nut 
Company, Chicago, with headquarters at Houston, Tex., died on 
August 6, at Houston. Prior to his connection with the Grip 
Nut Company he was for several years general storekeeper of 
the Sunset Central lines. 

Lewis Littlepage Holladay and Henry Negstad, consulting en- 
gineers, have formed a company under the corporate name of 
Holladay, Negstad & Co., and will specialize in the field of power 
plants, utilities and industries. They will be located at 109 North 
Dearborn street, Chicago. 


Charles B. Ellis, assistant to J. L. Replogle, vice-president and 
general manager of the American Vanadium Company, with 
office in New York, has become associated with the Bartlett-Hay- 
ward Company, Baltimore. Mr. Ellis was for many years with 
the Cambria Steel Company. 


Thomas Cantley, vice-president of the Nova Scotia Steel & 
Coal Company, Halifax, N. S., has been elected president of that 
company, succeeding R. E. Harris, who has resigned to become 
a member of the Nova Scotia Supreme Court. The vice-presi- 
dents of the company now are J. D. McGregor and D. W. Ross. 


M. A. Evans, western sales manager of the Railway Appliances 
Company, Chicago, at the time that company was bought by the 
Q. & C. Company, New York, and with the latter company tem- 
porarily during the reorganization period, has resigned. Mr. 
Evans will take a short vacation before returning to the railway 
supply business. 


The Spray Manufacturing Company, Boston, Mass., recently 
incorporated to construct spray cooling systems, gas scrubbers, 
odor and fume condensers, etc, has changed its name to the 
American Spray Company, as it will engage in general engineer- 
ing work involved in the use of spray systems. The manage- 
ment of the company remains unchanged. 


Robert M. Smith, assistant mechanical engineer of the Acme 
Supply Company, Chicago, has been appointed mechanical engi- 
neer. Mr. Smith was formerly chief car draftsman for the 
Ilinois Central and went to the Acme Supply Company last 
January as inspector. In March he was appointed assistant 
mechanical engineer, and on August 1 mechanical engineer. 


The Pratt & Whitney Company has opened an office and show- 


room at 16 Fremont street, San Francisco, in charge of S. G. ° 


Eastman, formerly manager of the Chicago office. A large stock 
of Pratt & Whitney machinery, small tools and gages will be car- 
ried for the convenience of customers, and the office has been 
appointed agent for the entire Niles-Bement-Pond line of ma- 
Chine tools, cranes, steam hammers, etc. 
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The Mesta Machine Company, Pittsburgh, Pa., has recently 
received an order from James B. Ladd, consulting engineer, 
Philadelphia, for a 1,500 hp. mill engine for the Broken Hill 
Proprietaries Company, Ltd., New Castle, N. S. W. The engine 
is for rolling mill service, and is to be of the heavy-duty tandem 
compound Corliss valve type. This engine, when installed, will 
make the fourth unit that the Mesta Machine Company has 
built for the Broken Hill Proprietaries Company. 


Joseph T. Ryerson & Son, Chicago, have recently completed a 
new warehouse on Westside avenue, Jersey City, N. J. The com- 
pany has maintained an office at 30 Church street, New York, and 
a warehouse at Boonton for some time. The new plant in 
Jersey City will put it in a much stronger position for handling 
its iron, steel and machinery business in the New York district 
and the East in general. The warehouse is located on a ten-acre 
site at the junction of the Hackensack river and Newark bay, 
thus affording facilities for making water shipments to all parts 
of New York harbor and adjacent waters. The building is 350 
ft. by 250 ft., and covers a ground area of 87,500 sq. ft. 


The Bethlehem Steel Company has purchased the plant of the 
Detrick & Harvey Machine Company, Baltimore, Md. The direc- 
tors of the latter have elected the following officers: A. D. Mix- 
sell, president; W. F. Roberts, vice-president; J. W. Neidhardt, 
vice-president and general manager; B. F. Jones, secretary and 
treasurer, and F. A. Shick, auditor. Mr. Neidhardt, as vice- 
president and general manager, will be the local representative 
of the Detrick & Harvey Company, at Baltimore. This company 
was formed in 1884 by John S. Detrick and Alexander Harvey, 
and these two occupied the positions of president and secretary 
and treasurer, respectively, until Mr. Harvey's death last No- 
vember, when Curran W. Harvey, his son, succeeded his father. 
The company manufactures planers, horizontal drilling and bor- 
ing machines, vertical boring and turning mills and special ma- 
chinery. It will continue to engage in this business. 


Bertram Smith, who has been in the storage battery business 
for the past 15 years, has been appointed manager of the Detroit 
office of the Edison Storage Battery Company, Orange, N. J. 
About a year and a half ago Mr. Smith became assistant mana- 
ger of the Edison Storage Battery Supply Company, of San 
Francisco, Cal, the distributor for the Edison Nickel-Iron-Alka- 
line Battery on the Pacific Coast. Directly previous to his con- 
nection with the Edison Company he was manager of the battery 
department in the Chicago branch of the United States Light & 
Heating Co. He was formerly secretary and treasurer of the 
National Battery Company, of Buffalo, until its consolidation 
with the United States Light & Heating Co. 


Edward A. Everett, formerly signal engineer of the Michigan 
Central, has opened an office at 50 Church street, New York, for 
the sale of railway supplies and signal material. He represents 
the Hobart-Allfree Company; Chicago, derailers and car replac- 
ers; E. J. Clark, Philadelphia, Pa., T. C. Cypress Trunking and 
Capping; the National Concrete Machinery Company, Madison, 
Wis., concrete fence post machinery and supplies; the Detroit 
Twist Drill Company, Detroit, Mich., high-speed bonding drills; 
the J. Frederick Schroeder Air Felt Company, Newark, N. J., 
high-grade air felt used in refrigerator car construction, steam 
pipe covering and as a cushion under relays and electrical appa- 
ratus; the Cincinnati Electrical Tool Company, Cincinnati, Ohio, 
portable electric drills, grinders and reamers; the Keller Pneu- 
matic Tool Company, pneumatic drills, hammers, riveters and 
chippers; the Reliable Electric Company, Chicago, signal, tele- 
phone and telegraph specialties. Mr. Everett also has charge of 
the sales of the electric release train annunciator, which is one 
of his patents and which has been sold for several years by the 
Railroad Supply Company, Chicago. He also has a line of 
copper clad and bond wires and high strength non-corrosive bond 
wire. 
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CATALOGS 


Pipe AccEssonRiEs.-—The William Powell Company, Cincinnati, 
Ohio, has issued a booklet relative to the company's line of oil 
and air vents, expansion joints, valves and other accessories 
for oil wells and refineries. 


SAND Dryers.—The Roberts & Schaefer Company, Chicago, 
has issued Bulletin No. 30, illustrating and describing the 
“Beamer” patent steam sand dryer, made by that company. for 
drying sand for locomotive use. 


Power TRANSMISSION MACHINERY.—The Mesta Machine Com- 
pany, Pittsburgh, Pa., has issued Bulletin Ka, containing a 
horse-power chart for determining the variables for rotating 
parts transmitting power, such as gears, pulleys, rope wheels, etc. 


Power HAMMEns.—Beaudry & Co., Boston, Mass, have re- 
cently issued a booklet relative to the Beaudry Champion and 
Peerless power hammers, respectively. The booklet describes 
the hammers in detail and contains tables of sizes and dimen- 
sions. 


Batt Bearincs.—The S. K. F. Ball Bearing Company, New 
York, has recently issted a very attractive booklet relative to 
the economies of the light car in electric street railway service 
and the saving to be obtained by the use of ball-bearing journals 
on such cars. 


VERTICAL OiL ENGINES.—This is the title of Bulletin No. 501 
recently. issued by the National Transit Company, department of 
machinery, Oil City, Pa. The booklet deals particularly with 
the type VT-13, two-cycle, single cylinder, vertical oil engines 
made by this company and contains detailed descriptions of the 
machine itself and its parts. 


SPARK ARRESTER.—Mudge & Co., Chicago, Ill, have recently 
issued a folder describing the advantages of the Mudge-Slater 
Front End Spark Arrester, calling attention to its many ad- 
vantages over the usual form of front-end arrangement, stating 
that the fire loss on one road equipped with this device has been 
reduced from $100,000 to about $15,000 a year. 


Unions.—The Jefferson Union Company Lexington, Mass., 
has issued a catalogue describing the Jefferson unions of vari- 
ous types. The booklet contains views of the different kinds 
of unions and shows for what purposes they are made. The 
patented feature of this company's product is the brass seat ring, 
placed in a recess away from the runway of the fitting. 


SAND-BLAsT APPARATUS.—The Mott Sand Blast Manufactur- 
ing Company, New York, has issued four folders dealing with 
the following sand-blast apparatus which it manufactures: The 
Mott direct pressure sand-blast machine, hose type; the Mott 
sand-blast tumbling barrel, revolving table and cabinet, type G; 
the Mott type P.V.S. double sand-blast tumbling barrel, and 
Mott sand-blast accessories. 


CENTRIFUGAL PuMPs.—Catalogue H-2, recently issued by the 
Lea-Courtenay Company, Newark, N. J., describes and illustrates 
the various types and sizes of Lea-Courtenay centrifugal pumps. 
The booklet, containing 64 pages, is divided into 12 chapters, 
dealing, respectively, with the care taken in the manufacture 
of this company's product and the characteristics of the pumps. 
The booklet is profusely illustrated. 


t 

NATIONAL Prre.—Bulletin No. 20, recently issued by the Na- 
tional Tube Company, Pittsburgh, Pa, is an index to Bulletins 
Nos. 1 to 20 which have been issued by this company. The 
bulletin represents an index of considerable detail, the idea 
being to offer pipe information readily accessible to the reader. 
The last two pages of the bulletin give a detailed list of the 
bulletins to which reference is made. 


BonRo-CaRgBoNE.—The Abrasive Material Company, Philadcl- 
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phia, Pa., has recently issued a pamphlet describing the Boro- 
Carbone, which is a new type of abrasive recently placed on 
the market. This material is oxide of alumina, produced in 
crystalline formation in an electric furnace. The pamphlet con- 
tains a description of this abrasive, the various forms produced 
by the company being illustrated. Various other information 
of interest to handlers of grinding wheels is also included. 


LocoMOTIVES FOR PLANTATION SERVICE.—Record No. 80, recent- 
ly issued by the Baldwin Locomotive Works, is devoted to the 
subject of locomotives for plantation service. In the booklet 
there are shown 29 different designs of locomotives suitable for 
this kind of work. These vary in type and capacity from liekt, 
four-coupled engines, suitable for switching service and shc:t 
hauls, to large engines of the Consolidation type, which are 
qualified for road service. Information is given covering the 
hauling capacitv of each locomotive illustrated, as well as the 
other principal general dimensions. 


SAFETY CODE FOR ABRASIVE WHEELS.—The Abrasive Materia: 
Company, Philadelphia, Pa., has recently issued a pamphlet con- 
taining the safety code for the use and care of abrasive wheels 
and the parts of grinding machines related thereto, which has 
been approved by a number of the abrasive wheel manufacturers, 
The code is divided into five sections dealing with protection 
flanges, protection hoods, cups, cylinders and sectional ring 
wheels, general safety requirements and precautionary sugges- 
tions. There is also included in the pamphlet a table of the 
causes of grinding-wheel accidents, reprinted from Grinding 
Wheels. 


RESULTS OF ELECTRIFICATION.—This is the title of Circular No. 
1505, which has recently been issued by the Westinghouse Elec- 
tric & Manufacturing Company, East Pittsburgh, Pa. This so- 
called circular is a book 9 in. by 11 in. in size, containing 72 
well-illustrated pages. It aims to show the results obtained 
by electrification on some of the important steam railways of 
the world and to give information of interest and value to 
steam railroad operators on electrification work. Contained in 
the publication are well-illustrated descriptions of the Nor- 
folk & Western, the Pennsylvania, the New Haven and 
other electrifications installed by the Westinghouse company. 
The Westinghouse Electric & Manufacturing Company has als 
recently issued the first number of “Westinghouse Electricatior. 
Data,” which is to be a periodical to chronicle the latest advances 
in the field of heavy traction. The present number contains a 
discussion of electric locomotive characteristics, some interesting 
figures on the comparative maintenance costs of steam and 
electric locomotives, as well as data on the New York termina! 
electrification of the Pennsylvania. 


CENTRIFUGAL AIR CoMPRESSORS.—The De Laval Steam Turbine 
Company, Trenton, N. J., has recently issued a 64-page book 
dealing with centrifugal blowers and compressors for all pres- 
sures from 5 in. of water, as in mechanical draft service, up to 
125 lb. per sq. in., as for compressed air distribution in mines, 
machine shops, shipyards, etc. The development of the high 
efficiency, high speed centrifugal blower or compressor has de- 
pended upon improvements in materials, construction, shop prac- 
tice and design such as are employed in the building of high- 
grade steam turbines. In the present publication numerous 
charts are given showing curves for the isothermal, adiabatic 
and actual compression of air, also the theoretical power required 
to comprcss air and characteristic curves of single and multi- 
stage blowers and compressors. The influence of impeller design 
upon the form of the characteristic is discussed at some length. 
Particulars are given concerning the application of centrifugal 
blowers and compressors to forced draft, coal gas manufacture, 
coke oven plants and water-gas plants, sugar factories, cupola 
and blast furnace work, Bessemer converters, supplying com- 
pressed air in mines, shipyards, etc. The illustrations present 
numerous examples of blowers and compressors directly con- 
nected to steam turbines and to electric motors. 
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The More papers were received in the car in- 
: spectors’ competition than in any com- 
Car Inspectors petition that we have ever held, and 
Competition the indications are that much valuable 
data is contained in them. They have been referred to the 
judges in the contest, and it is planned, if the decision is re- 
ceived in time, to publish the prize winner in the November 
issue. We take this opportunity of again thanking those who 
contributed and helped to make it a success. 


The Simmons-Boardman Publishing Com- 


The 
Rail Electrical pany, publishers of the Railway Age Ga- 
SEVAY ee nee zette; Railway Age Gazette, Mechanical 
Engineer Edition; and The Signal Engineer, has 


purchased the Railway Electrical Engineer, which has been pub- 
lished for several years in the interests of electrical nien in 
steam railway service. The number of cases of partial elec- 
trification of steam roads in recent vears, and the promise of 
more extensive development along this line in the near future, 
together with the growing use of electricity on railway equip. 
ment of all kinds and in the operation of shops, engine houses, 
offices and yards, make necessary the development of a strong 
journal in this field. The Railway Electrical Engineer will 
cover it in detail in the same way as the Mechanical Edition 
does the mechanical department. It will not conflict with the 
Railway Age Gazette, which will consider the electrical prob- 
lems in their broader aspects and for the information of the 
higher officers. On the other hand, both the Mechanical Edi- 
tion and the Railway Age Gazette will profit by having a 
strong electrical editorial staff co-operating with them. 


Steel freight cars have now been in ser- 


Steel ee as 
Freight C vice in large quantities on a number of 
reig ar roads for a sufficiently long time to de- 
Competition velop their weak points and enable car 


department officers to place their fingers on those parts or fea- 
tures which need further attention. What are the weak points 
of steel freight cars, and how should they be strengthened? 
We invite discussion from both the practical car man and the 
designer. Too often these two classes do not work closely 
enough together; sometimes the car designer neglects to follow 
the cars after they are put in service. Then, too, the practical 
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man who takes care of them, and repairs them, does not al- 
ways understand how to bring his superiors to a full realization 
of the importance of the defects which he discovers. With this 
in mind, we invite car men, as well as designers and others, to 
participate in a competition on the subject of "Lessons to be 
Learned from Experience with Steel Freight Cars.” For the 
best contribution on this subject received at our offices in the 
Woolworth building, New York, on or before December 1, 1915, 
we will give a prize of $35. Other contributions which we may 
select for publication will be paid for at our regular rates. The 
judges will base their decision on the practical value of the 
suggestions which are made. 


“For whatsoever a man soweth, that shall 
he also reap"—a quotation from the 
Locomotive Bible, familiar to all, and never more 
Firemen true than in the case of educating the 
locomotive firemen and supervising their work. It has been 
shown in many cases how by proper education and supervision 
the coal bill has been materially reduced with a very large re- 
turn on the money spent for the education and supervision. 
This year the Traveling Engineers’ Association received a very 
complete and instructive report on this subject. It was clearly 
shown that in addition to the direct results obtained from the 
reduction in the consumption of fuel a better understanding 
would be obtained between the firemen and their superiors if 
the instruction were given in the proper spirit. Realizing that 
the company was spending money for their education and that 
it was thoroughly interested in making them a success in their 
chosen profession, there will naturally be created a relationship 
between the firemen and the officers they serve that is certain 
to be of great indirect advantage to all the roads on which such 
practices are followed. 

It is the most natural thing for the average man to want to 
learn and improve his condition, and he who assists in this 
respect is that man's friend. Two results are thus obtained— 
a decrease in fuel consumption and a friendly employee, one 
who has faith in his officers and whose aim is to further their 
best interests. Locomotives consume over $250,000,000 worth 
of fuel each year. One-half of one per cent of this amount 
would pay for a supervisor at $1,800 a year for approximately 
every 100 engines in service on the roads of this country, who, 
in order to earn his salary, must save one scoop of coal out 
of every 200 shoveled by the firemen and hostlers under his 
jurisdiction. This is an absurdly simple thing to do, as the 
results have shown on those roads that have even the poorest 
systems of education and supervision. All above the one shovel- 
full per 200 is clear profit for the railroads, and it will be 
found that the investment will prove most profitable. 


Education of 


The first announcement of the boiler 


Boiler . E . 
inspection competition was made in our 
Inspection September issue, page 439. With the 
Competition inauguration of the federal locomotive 


boiler inspection requirements a few years ago the railroads 
found it necessary to give much more attention to boiler inspec- 
tion than they had in the past, and to develop a force of capable 
inspectors of their own. These men, to perform their work 
efficiently and effectively, must be provided with certain facili- 
ties and must use the best methods and practices. They are 
widely scattered, however, and have not had opportunities of 
getting together and comparing notes. True, they have hid the 
benefit of advice from the federal inspectors, each one of whom 
covers a considerable amount of territory, but even these men 
were new on the job. Some of the more progressive inspec- 
tors have developed facilities and methods of performing their 
work which are far bevond the average; some excell in one 
respect, others in another. The purpose, then, of this com- 
petition is to encourage those who have developed and are fa- 
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miliar with those practices and methods to send in descriptions 
of them in order that we may act as a sort of clearing house 
for such data. You may say that you are located at a small 
or unimportant point, and are not capable of discussing the mat- 
ter in the way that vour friend at a larger terminal with better 
facilities may be able to do. Remember that there are many 
others situated as you are, and that it is just as import2nt to 
place on record the best way of doing things at the smaller 
and comparatively unimportant places as it is at the larger ones. 
Possibly more so, for these smaller terminals far outnumber the 
larger ones. The object of the competition is to develop facts 
and practical suggestions which will help improve the ef- 
A prize of 
$35 wil be given for the best article on this subject which 
is received at our offices in the Woolworth building, New York, 
on or before November 1. The judges will base their decision 
on the practical value of the article rather than on its composi- 
tion or grammatical arrangement. 


There has been so much trouble caused 
by the bad order freight cars in the 
Chicago switching district in the past that 
Interchange Service 4 committee was appointed by the Gen- 
eral Superintendents' Association of Chicago to investigate this 
problem. This committee has made its report to that associa- 
tion, and the report was also presented as a paper before the 
Western Railway Club, an abstract of which appears elsewhere 
in this issue, for the purpose of obtaining as much discussion 
on the subject as possible. The investigation of the committee 
was very thorough, and a number of very valuable suggestions 
were made. But the committee, being made up of transporta- 
tion officers, was not thoroughly conversant with the difficulties 
experienced by the mechanical department in the handling of 
bad order cars the country over, and its criticism of the M. C. B. 
rules savored a little of the idealist. 

There is no question that the bad order cars are an unmiti- 
gated nuisance, especially when it is considered that in Chicago 
alone 29,779 loads were transferred last year on account of 
defective equipment, and most of those cars, it is believed, 
were loaded while in that condition. That, of course, is in- 
excusable, and demonstrates the lack of proper inspection. There 
is another point which also should be considered, and that is 
the unrestricted interchange of old and what might be termed 
unfit equipment. Leaving the M. C. B. rules as they are, 
which, though far from perfect, undoubtedly take care of the 
freight equipment the country over as well as possible under 
the present conditions, a tighter line may be drawn on the 
equipment to be allowed off the home rails. It is to be expected 
that the wooden cars will not stand the present day service 
in the long trains and hump yards when mixed in with a lot 
of stiff steel underframe cars. These cars transmitting more 
and absorbing less of the shocks, batter the wooden weaklings 
into "bad orders" much quicker than if all the equipment were 
of wood. 

This is a period of transition, and as the quantity of the rein- 
forced equipment increases, so should more of the weaker 
wooden equipment be kept at home. The M. C. B. Association 
has already agreed not to permit the interchange of equipment 
of capacity under 60,000 Ib. after October 1, 1916, and until that 
time every road should, of its own accord, limit the use of 
that equipment in so far as possible. 


Eliminate Old 
Equipment from 


Eighteen letters were received in the 
contest on "How Can I Help the Appren- 
Letter tice Boys?" which was announced in our 
Competition August issue, page 439. Three of the 
letters were disqualified as far as awarding the prize was con- 
cerned because of their length, the announcement distinctly stat- 
ing that they should not contain more than 650 words. Several 


The Apprentice 


OcToBrR, 1915 


of the writers apparently overlooked the "I" in the question 
and described ideal apprentice systems, or apprentice systems 
now in use, rather than telling how they as individuals could 
be helpful to the apprentice. This too disqualified some of the 
letters. All, however, were good, and while they may not have 
met the particular requirements of the competition, possess sufh- 
cient merit to warrant our making use of them in whole or in 
part. ; 

The judges found great difficulty in arriving at a decision, 
but finally awarded the prize of $10 to John Smith, of the 
Baltimore & Ohio, at Lorain, Ohio. Mr. Smith approaches the 
question from the standpoint of the boiler shop and pleads for 
sympathy and practical co-operation with the apprentice. His 
letter, together with three others which were selected at ran- 
dom, appears elsewhere in this issue. The others or extracts 
from them will appear in both the November and December 
issues. 

The letters as a whole possess a peculiar value because of 
the widely varying viewpoints and experiences of the different 
writers. For instance, the positions held by the contributors 
vary from mechanic to assistant superintendent of motive power, 
and from apprentice instructor to assistant professor of machine 
design. Except for two apprentice instructors and two fore- 
men all of the 18 writers have different titles. The machine 
shop, erecting shop, boiler shop, paint shop, air brake depart- 
ment and engine house are all represented. In addition there 
are a traveling inspector, two shop draftsmen, a special appren- 
tice and a shop superintendent. 

One thing stands out quite clearly and that is the apprecia- 
tion of modern apprenticeship methods. Ten years ago this 
journal started to advocate such methods strenuously and has 
kept at it more or less steadily ever since. Apprenticeship 
methods on progressive roads have been revolutionized in that 
time, although much still remains to be done, and far too few 
roads have awakened to their responsibilities in the matter. The 
competition was not designed so much to develop this, how- 
ever, as to suggest ways in which the individual officers, fore- 
men or mechanics could lend their aid in helping the apprentice 
to make the best of his time and opportunities. "What can I 
do?" was the question. It is answered in many different ways, 
and we hope that our readers will be inspired to take a greater 
personal interest in the boys and young men with whom they 
come in contact in the shop and in the office. 


At the recent convention of the Chief 


A Car 
D Interchange Car Inspectors' and Car Fore- 
epartment men's Association, President Hanson an- 
Association 


nounced that plans were under considera- 
tion for widening the range of the work of the association. 
Under the plan now followed its efforts are practically all de- 
voted to securing uniformity in the interpretation of the Master 
Car Builders’ rules of interchange. The convention is held be- 
fore the annual revisions go into effect on October 1, the time 
being quite largely used in the discussion of these rules, thus 
providing for uniformity in interpretation of the revisions when 
they become effective. Through the executive committee, which 
meets during the winter for that purpose, suggested revisions 
of the rules are considered and recommendations for seeded 
changes are made to the arbitration committee of the Master 
Car Builders’ Association. 

The importance of the results which have come from the 
work of this association cannot be overestimated. It has un- 
doubtedly been the means of eliminating much friction in the 
administration of the rules of interchange, and has succeeded 
in securing revisions in the rules to correct many evils and 
improve their operation. This work, however, is all of much 
more vital interest to the car inspector than to the car foreman. 
The object of the association as outlined in the constitution, in 
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addition to the consideration of the rules of interchange, is to 
make such recommendations as are considered advantagecus in 
the construction and maintenance of cars. This interests the 
foreman in so far as the relation of car construction to mainte- 
nance is concerned, but since matters of car design are largely 
in the hands of others than the car foreman, and are now being 
exhaustively considered by the Master Car Builders’ Associa- 
tion, this feature does not seem to offer a profitable field for 
the future activity of the Chief Interchange Car Inspectors’ and 
Car Foremen’s Association. There are, however, many matters 
of prime interest to car department officers and foremen which 
this association could profitably consider. In the locomotive de- 
partment there are several foremen’s associations, each of which 
finds much to consider, and each of which has been of great 
benefit to the service in its particular field. The car shop and 
the repair track have their own peculiar problems, which are 
undoubtedly being solved in many different ways at different 
points. Where much of the work which should have the atten- 
tion of skilled mechanics must be gotten out with unskilled la- 
bor, the problem of securing and training men is one which 
might well be considered by an association of car foremen and 
inspectors. How to remedy the present rather lax methods of 
dealing with defective car doors and leaky roofs might be profi- 
tably considered. And there are numerous problems of car shop 
and repair track organization and arrangement awaiting so!ution. 
In taking up these matters, the Chief Interchange Car [nspec- 
tors' and Car Foremen's Association will be greatly strengthening 
itself by increasing its capacity to be of service to one of the 
most important, and often the most neglected, departments of 
a railroad. The association is to be congratulated on the be- 
ginning which is being made in the announcement that prizes 
are to be offered for thc three best papers secured on the subject 
of apprenticeship in the car department, for presentation before 
the next convention. 

This need not be done at the expense of proper consideration 
of the rules of interchange. Now that a uniform understanding 
of these rules has generally been effected, much of the need for 
general discussion is eliminated. The determination and piesen- 
tation of the points in the rules most needing consideration 
might be left in the hands of a committee, with a saving of much 
time to the association. Time might thus be made available for 
an open discussion of proposed revisions, which would Le of 
considerable benefit in bringing about a better mutual under- 
standing with a resulting reduction in the number of proposed 
revisions of a local nature. 


NEW BOOKS 


Oxy-Acetylene Welding and Cutting. By Calvin F. Swingle, M.E. 190 
pages, 44% in. by 6% in. Illustrated. Bound in leather or cloth. 
Published by Frederick J. Drake & Co., Chicago. Price, $1.50 in 
leather; $1.00 in cloth. 

This book is intended as a practical treatise on the subject of 

welding and cutting with the oxy-acetylene flame, and only so 

much of the theory pertaining to the subject has been included 
as will enable the practical man to acquire a thorough working 
understanding of the subject. After an introductory chapter 
dealing briefly with the adaptability of various methods of 
welding, several chapters are devoted to welding flames and the 
properties and methods of handling the gases most commonly 
used. This portion of the book is confined largely to the oxy- 
acetvlene flame, which has the widest practical application, and 
touches only briefly on other gases which have been used with 
oxygen to a less extent in welding and cutting operations. The 
equipment used in welding and cutting is next discussed, after 
which the operation of the plant and the practices followed in 
welding and cutting are taken up. A final brief chapter is 
devoted to the subject of carbon removal with the oxygen torch. 
The book contains a large number of illustrations and tables. 
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COMMUNICATIONS 


THE DRAFT GEAR PROBLEM 


Cutrton Force, Va. 
To THE EDITOR: 


Draft gear was discussed extensively through the medium of 
your valuable paper last year and much information was ob- 
tained as to the relative value of both the spring and friction 
gears. The thought occurred to me that it would be well to take 
up the question of how best to apply and maintain whatever 
sort of draft gear equipment we are required to deal with. 

There is no question but that a great many draft gear failures 
are due to rough handling of cars both in classification yards and 
on the road, over which the mechanical department has no con- 
trol. At the same time many of these failures could be avoided 


When Up-Set Rivet is used When 7. "Straight Rivet is 
the hole is entirely filled used if does not fill hole 


i € 


Illustrating the Advantage of Using the Upset Rivet for Fastening 
the Yoke to the Coupler 


Varen 
7 


NA 


by the proper application and maintenance of the draft gear. The 
bulk of the failures are due to the coupler yoke and coupler part- 
ing at a point where they intersect, due to the poor method used 
in riveting the yoke to the coupler. The principal deficiencies 
that we find are as follows: 

Rivets do not fill the hole in the coupler shank and yoke, which 
contributes very much to the rivets shearing. In many cases bolts 
are used that are entirely too small for the purpose, and the nuts 
work loose, due to the continuous vibration of the coupler. This 
permits the yoke to spread until the lug on the yoke is of no 
holding value and the rivets or bolts shear, causing a draft gear 
failure. It is general practice to use rivets 1% in. in diameter for 
riveting the yoke to the coupler. The rivet hole in the coupler 
and yoke is usually 15/16 in. in diameter, or 1/16 in. larger than 
the rivet. This allgws the yoke to vibrate on the coupler and will, 
in my opinion, cause trouble sooner or later. 

To eliminate this trouble we have adopted the practice of 
increasing the diameter of the coupler rivet under the head 1/16 
in., as will be noted on the drawing. This is done in order to fill 
the rivet hole. The other end of the rivet is heated to a white 
heat, after which it is driven into position and riveted over with a 
pneumatic riveter, which forms a good head and upsets the rivet 
in the hole, filling it. This practice is no doubt saving the com- 
pany many dollars, as up to the present we have not been able to 
find a single failure where it was used. 

The friction and the spring draft gears both have their merits 
and demerits; however, I do not think that at this time the rail- 
roads of the country are in condition financially to make any great 
additions and betterments to their equipment, hence it should be 
the disposition of all who are in any way responsible for the 
maintenance of the equipment, to lend every effort to the applica- 
tion and upkeep of this important device. If this is done I am 
sure that there will be a decrease in draft gear failures, which 
are expensive to the railroads and retard traffic to a great extent. 


E. A. Murray 
Master Mechanic, Chesapeake & Ohio 
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STRENGTHENING OF UNDERFRAMES 


Curtcaco, Ill. 
To THE EDITOR: 


I have considered carefully your editorial on "Underframes 
Should Be Strengthened” in the July issue. You state that there 
seems to be but one remedy, the application of either a full steel 
underframe or steel center sills. 

There is no doubt that the underframe is the foundation of any 
car, and it must be made sufficiently strong to withstand the 
severe shocks under the present conditions of service. This has 
been badly neglected on many railroads. However, from personal 
experience, I believe that the older cars, with wooden sills, can 
be strengthened enough to endure these shocks by the application 
of a steel arm, bolted to the center sill and extending a certain 
distance back of the body bolster—the steel arm having the draft 
gear pocket cast integral with it. 

An L-shaped steel arm properly designed, going under and up 
the side of the center sill, lapping the body bolster and extending 
about 30 in. beyond, far enough at any rate to reinforce the sill 
at its weakest point, is of stronger construction than 60 per cent 
of the steel underframing under many cars now in service. It 
will stand greater shocks before the center sill will break. 

The fact seems to be that on account of the difference in elas- 
ticity between wood and steel, the long slender steel center sill has 
to take all of the strain, and buckles under heavy impact, whereas 
the shorter steel arm delivers these stresses to the body bolster 


- and spreads them over the entire wooden sill structure, which 


seems to have more resisting power than the steel center sill by 
itself. The weakness of the old wooden draft arms was the in- 
adequate means of attaching the draft rigging to them and the 
difficulty of securing a proper attachment to the center sills and 
bolster. The steel arm, with the draft pocket cast integral and 
embracing the body bolster, seems to overcome these difficulties. 

There are a great many 60,000 lb. capacity box cars and 80,000 
lb. capacity wooden coal cars still in service, and it is necessary 
for the railroads to continue to run and maintain these cars. The 
application of a steel underframe, plated top and bottom, will cost 
approximately from $115 to $135, depending on the method of 
construction. The above mentioned steel arm, well designed, can 
be applied for approximately $70 to $85. This arm will strengthen 
such cars to meet the present traffic conditions and will save the 
railroad the difference in cost. The steel underframe means 
approximately $40 to $50 more expense per car and promises less 
endurance. 

A steel arm can be applied without removing a cracked or split 
sill. It eliminates the heavy maintenance expenses of draft gears 
and also the delays to cars from draft sill repairs. 

At the recent M. C. B. Convention the Committee on Car Con- 
struction ruled that the owner of a car equipped with steel arms 
would be allowed an additional amount of $65 if such a car were 
destroyed on another line. This would seem to indicate that some 
of the members of the committee felt that a car so equipped was 
strengthened sufficiently to meet the present requirements and 
necessities of traffic. 

I do not mean to imply that full steel underframes should not 
be used on the new cars which are being constructed. I merely 
do not believe that it is necessary to go to the heavy expense they 
entail in the case of 60,000 Ib. box and 80,000 Ib. coal cars. That 
is the idea I wish to present for your consideration. i ans 

WATERPROOFING BLUEPRINTS.—Blueprint drawings made on 
paper can be readily waterproofed by placing them between 
pieces of muslin that have been saturated with paraffin and 
passing a hot smoothing iron over them, thus causing enough 
paraffin to be absorbed by the drawings to render them im- 
pervious to water. The paraffined cloths can be prepared by 
soaking pieces of muslin about 12 in. square in molten para- 
fin obtained by melting down paraffin candles. When thor- 
oughly saturated the cloths should be hung in a warm place 
to drain and dry and when thus prepared can be used a number 
of times.—Power. 


Reports on Locomotive Appliances, Tonnage Rat- 
ing, Education of Firemen and Smoke Prevention 


TRAVELING ENGINEERS CONVENTION 


The twenty-third annual convention of the Traveling Engi- 
neers' Association was held in Chicago, September 7-10, J. C. 
Petty, of the Nashville, Chattanooga & St. Louis, presiding. 
The opening prayer was made by Bishop Fallows, after which 
the president made a brief address of welcome. He also di- 
rected special attention to the economies that may be obtained 
by the co-operation of the traveling engineers with the other 
departments of a railway. 

As is customary at the meetings of this association several 
special addresses were included in the program, in addition to 
the committee reports and technical papers. These included 
addresses by C. H. Markham, president, Illinois Central; F. W. 
Brazier, superintendent rolling stock, New York Central Lines 
east of Buffalo; Frank McManamy, chief inspector of locomo- 
tive boilers, Interstate Commerce Commission, and Warren S. 
Stone, grand chief, Brotherhood of Locomotive Engineers. 

Mr. Markham took occasion to pay tribute to the courage, 
skill and intelligence of the engineer. He also spoke of the 
unfair attacks on railroads and the fact that there was entirely 
too much regulation. He urged unity of all railroad forces in 
the great movement toward securing a better understanding 
of railroad problems and better treatment of the railroads. He 
emphasized also the necessity of seeing that the internal rela- 
tions of the railroads should be amicable, stating that a great 
strike would be followed by government ownership. 

Mr. Brazier sketched briefly the development of locomotives 
and cars in recent years. He mentioned several prominent 
railway men that had started their railway careers on the loco- 
motive, calling attention to the opportunities of the traveling 
engineer for advancement. 

Mr. McManamy spoke of the necessity of obtaining good 
intelligent men as firemen, and called attention to the neces- 
sity of keeping locomotives in safe and serviceable condition. 
Since the boiler inspection law has been in effect accidents caus- 
ing injury have been reduced by 51 per cent; the number killed 
from these accidents has been reduced 86 per cent, and the 
injured 54 per cent. This also must indicate a reduction m 
engine failures. He spoke of the locomotive inspection rules 
as being designed to protect the enginemen from injury due 
to defective equipment. 

Warren S. Stone, grand chief, Brotherhood of Locomotive 
Engineers, made a brief address during the session Friday 
morning. He spoke of the traveling engineer as the inter- 
mediary between the engineer and the railway officers. Some 
roads are getting far better results from their enginemen than 
others, having obtained their implicit confidence by dealing with 
the men fairly and honestly. He called upon the traveling 
engineers to "play the game square" and to be sure and place 
the blame for an accident where it properly belongs, whether it 
be on the man, machine, roadbed, or wherever it may be. 


MODERN APPLIANCES ON LARGE LOCOMOTIVES 


Superheaters.—T wo important changes in locomotive super- 
heater practice that have been introduced since the last report 
of the committee on superheaters are a modified header design 
and a continuous pipe or torpedo unit. The construction of the 
header is such as to prevent the occurrence of stresses due to 
unequal expansion and contraction, by casting the saturated 
steam passage-ways free at one end. The continuous pipe unit 
1S made by forging the return bends on the ends of the unit 
Pipes. This unit reduces the restriction to the flow of gases. 

The application of the superheater to the small locomotive 
raised the capacity limit 25 per cent to 30 per cent, and by the 


adoption of the superheater, larger engines, greater train lengths 
and faster schedules have been made possible. 

The superheater under actual operating conditions saves 20 
per cent of the total fuel burned and from 30 per cent to 35 
per cent of the water used over the saturated locomotives de- 
veloping the same horsepower. The superheater locomotive 
may be worked at longer cut-offs and at higher speeds, making 
possible longer trains and faster schedules than is possible with 
identical saturated locomotives, under the same conditions. The 
comparative curves shown in Fig. 1 give the average draw-bar 
horsepower developed at corresponding speeds of two Class H-21 
locomotives on the Erie Railroad—engine 1625 used saturated 
steam and engine 1654 superheated. These curves show one of 
the advantages of superheating a locomotive, whose ability to 
haul full tonnage train over a railroad on a faster schedule is 
limited by the capacity of the engine boiler. 

Tests made on the Central of Georgia with a superheater and 
a saturated steam locomotive in passenger service under practi- 
cally the same conditions showed that for the superheater loco- 
motive the cost of fuel per hundred miles run was $5.01, as 
against $5.89 for the saturated steam engine. On a basis of the 
fuel used per 1,000-ton miles the performance of the saturated 
steam locomotive was only 80.28 per cent as good as the super- 
heater locomotive. The Grand Trunk has applied superheaters 
to a good many saturated steam locomotives and the benefit 
derived as shown by tests has been so much in favor of the 
superheater locomotive that the management has decided to 
superheat all road engines as they pass through the general 
shops. The following is a comparative result of tests with two 
simple Consolidation locomotives, one (623) having been con- 
verted to a superheater: 


Increase or 
decrease of 


superheated 
as compared 

Engine 825, Engine 623, with satu- 

simple con- simple con- rated loco- 

sol. satu- sol. super- motive 

rated steam heat steam (per cent) 

Average number of cars in train.... 51.88 38. 26.07 D. 
Total gross weight of train in tons 2,065.18 2,153.07 4.02 I. 
Average weight per loaded car.... 39.62 57.79 45.08 I. 
Total train miles................. 125.19 125. .15 D. 
Total car miles.................. 6,497. 4,759. 26.07 D. 
Total ton miles................... 258,964. 269,559, 4.09 I. 
Coal consumed in pounds.......... 21,307. 13,400. 31.01 D. 
Coal consumed in lbs. per train mile 170.12 106.75 37.02 D. 
Coal consumed in lbs. per car mile.. 3.27 2.95 9.08 D. 
Coal consumed in lbs. per ton mile.. .084 .050 30.04 D. 
Total water evaporated in lbs...... 137,614. 98,213. 28.06 D. 
Water evaporated per Ib. of coal.. 6.51 7.36 13.00 I. 
Average boiler pressure........... 200.04 173.65 10.03 D. 
Average speed in mile per hour.... 22.31 26.00 16.05 I. 
Miles run with one ton of coal.... 11.82 18.76 58.07 I. 
Actual running time.............. S hr. 30 min. 4hr.49 min. 12.04 D 


The application of the superheater to the locomotive boiler, 
frequently inadequate as to heating surface, necessitates a reduc- 
tion of about 15 per cent or 20 per cent in the tube heating sur- 
face. Notwithstanding this fact the use of superheaters has 
resulted in greater locomotive capacity. As an illustration of 
this fact, Fig. 2 is presented. It shows cylinder tractive effort 
in per cent plotted against piston speed. The lowest curve, 
No. 1, very fairly represents the speed factor for an average 
saturated steam locomotive. Curve No. 2 similarly represents 
the average modern superheated steam locomotive, using be- 
tween 200 and 250 deg. of superheat. The greater tractive effort 
available is due to the fact that a longer cut-off is possible with 
the superheater engine than with saturated steam at the same 
speeds. 

If the superheater designer were permitted to use a size of tube 
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different from the two present standards, it is possible to obtain 
in a superheater boiler an evaporating surface practically as great 
as in the saturated steam boiler. With a boiler and superheater 
thus arranged, a greater capacity may reasonably be expected, 
and a curve approximately that shown as No. 3 may be confi- 
dently looked forward to in the near future. This curve is 
representative of locomotives using 350 to 400 deg. of superheat. 

There have been several pyrometers put in service on super- 
heater locomotives during the past year, and as the engineers 
become more familiar with the purpose and operation of the 
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(Engine 1654, superheated steam; Engine 1625, saturated steam) 


Fig. 1—Average Drawbar Horsepower Developed by Superheated and 
Saturated Steam Locomotives at Different Speeds 


pyrometer, they realize more and more its importance. Those 
of the electrical type have been in service and operating con- 
tinuously for a sufficient length of time to establish the fact that 
they may be depended upon in locomotive service. When the 
pyrometer fails to read 600 and 650 deg. when the engine is 
working steam it is an indication to the engineer that he is not 
handling the locomotive so that the maximum saving which the 
superheater makes available is being obtained. 
Grates.—Judging from the number of replies received there are 
a large number of different designs of grates, varying in air 
space from 25 per cent to 50 per cent of total grate area. The 
committee is not in a position at the present time to recommend 
any particular design, but special attention should be given to the 
amount of air opening in the grates, using as large a per cent 
of the area as possible (40 per cent being a fair average). 
Mechanical grate shakers are a decided advantage on heavy 
power and engines with large grate areas. They are of great 
assistance to the fireman in keeping the fire clean and in getting 
sufficient air through the grates, thus insuring thorough burning 
of the coal and gases. This device probably effects the great- 
est saving at the ash-pit when fires are being cleaned or dumped, 
as locomotives which were consuming 35 to 40 minutes from 
ash-pit to roundhouse are now consuming 10 to 20 minutes, 
and it only takes two men to handle the engine on the ash-pit, 
where it formerly took four—a reduction of 50 per cent in labor. 
Drifting Valves.—The committee believes that some means 
should be provided to admit a sufficient amount of steam to cylin- 
ders and valve chambers, not only on superheat locomotives, but 
on any locomotive having cylinders of a large diameter. This 
will not only prevent carbonization, but will cause the engine to 
drift much more smoothly. The rods will require less keying up 
and the maintenance of wedges and journal bearings will be 
easier and piston heads and cylinders will not wear as fast. 
Brick Arches.—Several years ago the brick arch was looked 
upon and spoken of only as a fuel-saving device, but the con- 
stantly increasing demand for greater capacity has resulted in 
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changing its recognized function from a fuel saver to a capacity 
increaser. The arch increases the boiler capacity directly by 
aiding combustion and by reducing the heat losses. Naturally 
this results in increasing boiler efficiency. The arch tubes which 
support the brick add valuable heating surface and increase the 
circulation of water through the boiler. The brick arch separates 
the fuel bed from the tubes and forms a sort of combustion 
chamber in what would otherwise be a straight firebox. As 
shown in Fig. 3, the efficiency of the arch increases as the rate 
of combustion or the amount of coal burned per square foot 
of grate area per hour increases. When burning 30 lb. of coal 
per hour per square foot grate area, we may expect an efficiency 
of 3 per cent; when burning 100 Ib. per hour per square foot 
of grate area, we may expect an efficiency of 10 per cent., etc. 

Tests indicate that at a rate of combustion of 100 Ib. of coal 
per square foot of grate area per hour, the arch will effect a re- 
duction of 42 per cent in spark losses. This would mean an in- 
crease in boiler efficiency of 7 per cent, due to this one item. 
Reports from many roads indicate a smoke reduction of 50 per 
cent can be obtained by the use of the arch, and on most roads 
the brick arch, together with proper firing instructions, have 
proved sufficient to overcome objectionable smoke and to keep 
within the law. 

Flange Oilers.—Ever since locomotives have been in use, the 
wear on the wheel flanges has been one of the, if not the, great- 
est sources of annoyance and expense in maintaining these 
powerful machines in service. The modern locomotive and high 
speed demanded has increased instead of decreased it. A very 
conservative estimate of the loss to one engine for one turning 
of tires on account of flange wear is $219. The following is an 
estimate of the mileage a locomotive will make between turning 
of tires for flange wear, with and without a flange oiler: 


FRricGiiT PASSENGER 
Miles without Miles with Miles without Miles with 
oiler oiler oiler oiler 
9,000 to 25,000 to 15,000 to 60,000 to 
12,000 42,000 25,000 84,000 


The rapid wear of the rails can be eliminated to a certain 
extent by the use of a flange oiler which positively delivers a 
jet of asphaltum oil against the flanges of the locomotive driving 
wheels. On one division of the Erie the rail saving on curves 


100 


Per Cent Tractive Effart. 


1200 A400 1600 


200 400 600 800 /000 
Piston Speed. 


Fig. 2—Curves Showing Possibilities of Increased Capacity from 
Superheating 
is 66 per cent. On the Delaware, Lackawanna & Western the 
saving on the rails on curves has warranted the equipping of 
locomotives with the flange oiler. While saving the rails on 
curves, the saving on the locomotive driving wheel tires on this 
road has been over 50 per cent. Positive proof is given by a 
number of roads that the flange oiler does prevent derailments. 
It has been the impression that any crude oil would do to use 
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with any system of flange oiling. Service tests have proven that 
results cannot be obtained unless the oil contains from 40 per 
cent to 60 per cent of asphaltum in solution and is low in 
grease and paraffine. All oils that are low in asphaltum and 
high in grease and paraffine will run down on the tread of the 
driving wheel, causing slipping. 

Mechanical Stokers.—In answer to questions submitted to the 
membership, the following replies were received: The stoker 
engines burn more coal, but as the grade of coal stoker fired 1s 
usually inferior to the coal used for hand firing, this feature 
should not be criticised too severely. With the same quality of 
coal there is very little difference. The hopper sometimes be- 
coms clogged, causing stoker engine to stop in wet and freez- 
ig weather, but this depends largely on the watchfulness of 
the freman. When the stoker fails, it usually causes an engine 
failure, due to the light fire carried and the grade of coal used, 
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Fig. 3—Chart Showing Effect of Rate of Combustion on Efficiency 
of Boiler and Arch and on Heat Losses 


making it impossible for a man to pick up the shovel and get 
the fire in condition without an engine failure, except in cases 
where the stoker is being worked very light. 

In summing up, the advantages of the mechanical stoker are 
many. It is applied to heavy freight locomotives primarily to 
work the locomotive to its full capacity, regardless of the con- 
ditions under which it is operated, which, of course, means in- 
creased tonnage or increased average speed of freight trains 
under conditions where the tonnage is fixed—in other words, to 
increase the ton miles per hour over a division. Locomotives 
equipped with mechanical stokers carry a much lighter fire, 
which, of course, gives better combustion. A more uniform fire- 
box temperature is obtained, and correspondingly less flue and 
fire-hbox trouble. With the scatter system of firing a locomotive 
the smoke density will remain more uniform with the stoker-fired 
locomotive, The application of mechanical stokers to locomo- 
tives has made it possible for any fireman to handle any loco- 
motive, regardless of the manner in which it is worked. By 
the use of the mechanical stoker the fireman is able to follow his 
engine more regularly, makes correspondingly more money, and, 
as a result, is better satisfied, a condition which makes it less 
dificult to keep a locomotive in service, especially on a division 
wnere the conditions of firing are particularly severe and the 
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overtime runs high, due to the relief of firemen in the hot sum- 
mer months. 

On a number of roads a cheap grade of fuel is purchased 
especially for stoker-fired locomotives, and on other lines where 
conditions are such that small run-of-mine coal is supplied, an 
economy is effected in that the run-of-mine coal is screened and 
the poor coal is set aside for stoker-fired locomotives, leaving a 
much better grade of fuel for the hand-fired locomotives. 

The following is a list of number of stokers in active opera- 
tion, of different types: 


Street. S eC eee wes 593 d Wc TP 1 
Crawford oa x2 e occae 301 APRES. carate io Ros ie 1 
Standard. 22. uber EE 28 Kincaid ccs. eases ek REG Cea 1 
Hanna. eeccaezeets RES EST CA 18 


Power Reverse Gear.—Judging from the replies received, the 
power reverse gear is the ideal gear and is a decided advantage 
in freight and switching service and will soon pay for installa- 
tion, due to time saved in making up trains and switching. In 
some cases the power reverse gear has not given the results ex- 
pected of it in fast passenger service, principally owing to the 
neglect of certain small but important items of maintenance. 
The use of the screw reverse gear is advocated by many roads 
for fast passenger service owing to the possibility of very fine 
adjustment, but its principal drawback is its slowness in revers- 
ing, making it difficult to take slack. 

Coal Passer.—It has been the experience of the chairman of 
the committee on the railroad with which he is connected, that 
locomotive tenders equipped with coal passers are a valuable 
asset to modern power. This device places the coal within easy 
reach of the fireman and eliminates the furnishing of men at 
different points to shovel the coal ahead. It also allows the 
doubling of divisions without taking coal, thereby reducing the 
amount of coal which has to be handled to the farthest terminal. 
The cost of maintenance of the coal passer is very low. 

Automatic Fire Door.—The butterfly type of the automatic 
fire door is generally preferred to either the horizontal or ver- 
tical types. It is the smoothest working door, gives the least 
trouble on the road, and requires less repairs at terminals. By 
the use of this type of door, single-shovel firing is accomplished, 
which prevents a large amount of cold air from entering the 
fire-box and materially reduces the amount of fuel required to 
keep up steam pressure. 

_ The report is signed by J. E. Ingling (Erie), chairman; P. J. 
Miller (N. Y. C. West.) ; H. F. Henson (N. & W.); W. A. 
Buckbee (Loco. Sup. Co.), and A. G. Kinyon (S. A. L.). 


DISCUSSION 


Representatives from the Erie strongly recommended the use 
of pyrometers on superheater locomotives, calling attention to 
the fact that a loss of 20 deg. of superheat will affect the evapo- 
ration of water one pound per indicated horsepower. The py- 
rometer also serves to give the fireman a much closer check on 
the condition of the fire and shows the engineer whether or not 
he is getting the most out of the engine. 

The graphite lubricator has been found by several roads to 
materially increase the life of the cylinder packing rings. Tests 
on the Delaware, Lackawanna & Western demonstrated that 
by its use the valve leakage was reduced 51 per cent, and that 
there was a saving in fuel. In one test the fuel per 1,000-ton 
miles was decreased from 104.2 to 88.7 Ib. 

The question of using superheater or perfection valve oil on 
superheater locomotives received considerable attention. In al- 
most every case the superheater oil was believed to be unsatis- 
factory in the air compressors, some roads providing separate 
lubricators with perfection oil to serve these attachments, while 
other roads use perfection oil for both the compressors and the 
cylinders. A. G. Kinyon contended that if it were possible to 
eliminate the air from the cylinders while the engine is drifting 
better results can be obtained with perfection oil than with the 
superheater oil, inasmuch as in the manufacture of superheater 
oil with its higher flash point its lubricating qualities are af- 
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fected. In either case, however, too much oil should not be 
used, as it will increase the carbonization in the cylinders. 
Some roads, in an endeavor to prevent air getting into the 
cylinders, have eliminated relief valves and substituted drifting 
valves with material success. Difficulty with respect to the 
Ragonnet reversing gear creeping on has in some cases been 
eliminated by lubricating the cylinder with a mixture of soft 
grease and graphite. 


SCIENTIFIC TRAIN LOADING, TONNAGE RATING 


O. S. Beyer, Jr. (Chicago, Rock Island & Pacific), presented 
a paper on scientific train loading, of which the following is an 
abstract : 

Scientific train loading or tonnage rating takes into considera- 
tion, as far as may possibly be determined, every element affect- 
ing the economical movement of freight trains. These elements 
may be summarized as follows: Drawbar pull of locomotive; 
resistance of freight cars of all weights; grades; curves; con- 
dition of track; temperature, weather and wind; opposing traffic; 
length of division, and speed. 

The object of a scientific tonnage rating system primarily is to 
give an engine the same amount of work to do regardless of 
whether a train is made up of heavy cars or light cars, or a mix- 
ture of them. Its further object is to load engines at all times 
in accordance with conditions of weather, temperature, wind, 
track, etc., so that freight will always be handled for the least 
expense possible per ton-mile. 

The most scientific and simple system yet devised is the ad- 
justed tonnage rating system. This system, when carried out 
to its logical conclusion, as its name implies, endeavors to adjust 
the loads of freight trains as exactly as possible to suit the con- 
ditions existing. In order to understand how the adjusted ton- 
nage rating system accomplishes this object, its development for 
a division and application will be described. 

The first element to be considered is the drawbar capacity of 
the locomotive used in hauling freight trains over the division, 
in conjunction, of course, with the grades and curves of the 
division and the desired speed of the train over the division. 
The sustained drawbar pull of an engine equals the sustained 
theoretical tractive effort of the engine less the effort of the 
engine lost to move itself and tender. The sustained theoretical 
tractive effort of the locomotive at a speed above 7 to 10 m.p.h. 
depends on the speed of the pistons at these higher speeds and 
the capacity of the boiler to furnish steam. This tractive effort, 
for a saturated or a superheated steam locomotive, is secured by 
the aid of the figures shown in Table I—first by calculating the 
piston speed of an engine in feet per minute at the speed at which 
the engine is to run over the ruling grade and then referring to 
Table I to determine what speed factor corresponds to the piston 
speed calculated. The product of the maximum theoretical trac- 
tive effort when multiplied by the speed factor will be the sus- 
tained tractive effort of the engine at the speed considered. 


TABLE I 


Speed Factors for Saturated Superheated Steam Locomotives at Various 
Piston Speeds 


Piston Speeds Speed Factor 


t. per Min. Saturated Superheated 
BOO i taxes a a a efie b a aig 1.000 1.000 
200 53 Sn aes Seas SR daa 1.000 1.000 
SOUS kaaien nia dde tpa Rocco ata cR Ree .954 .954 
AU udo tam ie Ears S SOROR orae eae .863 .863 
DOU bari wie oa OEP earns OC RETRO EE .772 .772 
ii era ea EE A E .680 .682 
COG i aad pau ues de ea eie acne .590 .608 
BD Sos cg E E e vro rd doe oon E Io 20 .517 .542 
OOO dose rae ce OEC De x xe uci d od .460 .490 

BOOD ewe w qorce Eo Roa qud e e occa Poets .412 .445 

IS DO os oiu doh oso e DP S P 372 .405 

LOUD sce acies eh URS wa auras etre UN E Er) .371 

p 300 suce duces pon e miu En qo oa VR IE AT Da .307 .342 

T od Ob, n acia oed xe oec ROC e RR a .283 .318 

1,500 3o kei da eiie SA ee nicis .261 .297 


Next, it is necessary to make allowance for the power lost by 
the engine moving itself. This depends principally upon the 
weight of the engine in tons. The power lost by the engine lift- 
ing itself up grade is equal to twenty times the total weight of the 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


Vor. 89, No. 10 


engine in tons times the grade in per cent. The power lost by 
the engine moving itself, i. e., rolling its own wheels on the rails, 
may be divided into three subdivisions: 


Resistance of drivers in pounds— 
22.2 lb. times weight on drivers in tons. 
Resistance of trucks in pounds— 
6 lb. times weight on trucks. 
Resistance of tender in pounds— 
Resistance per ton of tender (see Table II) times weight of 
tender in tons. 


If the locomotive is obliged to traverse a curve, then a further 
deduction of one pound per ton of locomotive per degree of 
curve should be made. Inasmuch as very high speeds do not 
enter into the consideration, it is not necessary to make allow- 
ance for air resistance to the locomotive. 

All those various resistances, namely, that due to grade, driv- 
ers, engine trucks, tender, and curvature, are then added together 
and subtracted from the sustained tractive effort which the en- 
gine is capable of maintaining at the speed at which it is to 
negotiate the ruling grade. Mathematically the foregoing state- 
ment may be expressed in the following formula: 


8 F ? S 2 
S. D. B. = SESS we (20g + 1 C) — 222 Wo — 6 Wr — r T, 
in which S. D. B. represents sustainable drawbar pull of engine in lbs. 
F  — Speed factor of engine running at speed under consideration 


as determined from Table I. 
P  — Maximum boiler pressure of engine in lb. per sq. in. 
d  — Diameter of engine cylinders in inches. 
S  — Stroke of engine cylinders in inches. 
D -— Diameter of engine driver in inches. 
We — Total weight of engine and tender, fully loaded, in tons. 
g — Per cent of grade 
Wop — Weight in tons of engine on drivers. 
Wr — Weight in tons of engine on trucks. 


T — Weight of tender in tons, fully loaded. 

Te —- Resistance in pounds per ton of engine tender considered as 
a car (determined from Table II). 

C — Degree of curvature. 


RESISTANCE OF TRAIN 


Having found the drawbar pull the engine will sustain nego- 
tiating the ruling grade, it next becomes necessary to determine 
the weight of train this amount of drawbar pull will move up the 
grade at the speed desired. The resistance of a freight train 
depends directly on weight of the train, average weight of cars 
composing train, grade, curvature, speed at which train is re- 
quired to move up grade, temperature, and wind. 

Train resistance may be classified, generally speaking, under 
two heads: Internal resistance and external resistance. 

The internal resistance of a freight train is that resistance 
which arises principally from the friction of the car journals, the 
roling of the wheels on the rails, the friction of the wheel 
flanges on the rails, friction at side bearings, etc. 

The external resistance of a freight train is that which arises 
from sources outside of the train itself and is principally com- 
posed of the resistance due to grade, wind and curvature. 

Internal Resistance of Freight Trains.—The internal resistance 
of a freight train, or, more simply speaking, of a freight car, does 
not vary directly in proportion to the weight of the car in tons. 
For this reason an engine can haul more tonnage in heavily 
loaded cars than in light or empty cars. And so in loading 
freight trains, the adjusted tonnage rating system recognizes 
this feature and makes it possible to load each engine with ton- 
nage according to the number of light or heavy or both kinds of 
cars composing the train. By referring to Table II it will be 
noted exactly how the internal resistance varies per ton of cars. 
weighing 15 to 75 tons for different speeds. 

The temperature of the atmosphere and the condition of the 
track affect this internal resistance. As the temperature de- 
creases, or when the condition of the track is poor, the internal 
resistance is greater. Consequently, when determining the proper 
tonnage for an engine, these facts must be taken into consid- 
eration largely according to judgment. The figures given in 
Table II have been determined by a long series of tests at sum- 
mer temperature on track which was in very good shape. Hence 
these figures should be used when determining the maximum. 
train loads possible under ideal conditions. 
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External Resistance of Freight Trains.—The external resist- 
ance of freight trains or cars arises, as pointed out previously, 
from grade, curvature and wind. The grade resistance of freight 
cars is the same as that of locomotives, equaling per ton of car 
20 times the per cent of grade. Curve resistance also is deter- 
mined the same as curve resistance for locomotives. For pur- 
poses of tonnage rating under average conditions, an allowance 
of one pound resistance per ton of car for each degree of curva- 
ture has been found very nearly correct. 

Wind resistance to freight cars is a variable quantity under 
usual railway operating conditions. Its effect is best determined 


TABLE II 


Value of Internal Resistance in Pounds per Ton Gross Weight of Freight 
Cars of Various Weights at Different Speeds 


Pounds of Resistance per Ton of Car at Speed of 


Weight of n 
cars in tons 5 m.p.h. 10 m. ph. 15 mpa 20 m.p.h. 
15 7.62 8.19 8.8 9.56 
20 6.77 7.29 7.88 8.53 
25 6.02 5.50 7.01 7.60 
30 5.38 5.80 6.28 6.82 
35 4.82 5.20 5.64 6.11 
40 4.39 4.69 5.06 5.50 
45 4.01 4.28 4.60 5.00 
50 3.72 3.96 4.24 4.60 
55 3.49 3.69 3.94 4.27 
60 3.30 3.49 3.73 4.04 
65 3.16 3.34 3.57 3.88 
70 3.05 3.24 3.48 3.79 
75 3.00 3.18 3.41 3.71 


as a matter of judgment in the use of the various classes of rat- 
ings established (to be described later) according to the actual 
conditions existing. 


External resistance is not affected by weather or temperature 
and does not vary practically except in direct proportion to the 
weight of the train. The length of the train has a little to do 
with curve resistance and wind resistance, but this influence on 
the whole resistance is too remote to be determined accurately. 

The total resistance of a freight train per ton of car weight, 
as explained in the foregoing, may be summarized and expressed 
by the following formula: 

R= Ve+ 200g4+1C. 
in which R represents total resistance in pounds per ton of 
freight car Vc represents internal or rolling resistance per ton of 
freight car, depending upon weight of freight car, as determined 
from Table II at speed under consideration; g represents grade, 
expressed in per cent and C represents degree of curvature. 


DETERMINATION OF TRAIN WEIGHTS 


The weight of train in tons which may be moved at a certain 
speed over a certain grade and curve is found by dividing the 
sustainable drawbar pull in pounds of the engine by the total 
resistance per ton of car. Mathematically expressed, this state- 
ment takes the following form: 

Weight of Train in Tons — 
BETIS Wc (20g + 1 C) — 22.2 Wn — 6 Wr — r. T 
Ve 4-20g-- 1C 

In order to demonstrate just how the hauling capacity of a 
locomotive varies according to the different weight cars making 
up the train, the following example will be of interest: 


Consolidation locomotive........... sess. 40,000 Ih. maximum tractive effort 
JjDad6 riu ll ou Ve Ea Ex EU Ed ars oe RN RE A qd 0.3 per cent 
Average weight of light ‘cars. ooo 66 oi needs e m ra] re wane 20 tons 
Average weight of heavy Cars oe usos mer LESSORS See xa 70 tons 
speed of train up grade........ ccc cece cece eee e eene 10 m.p.h. 


The sustainable drawbar pull of the engine at 10 m.p.h. on 
straight and level track, as determined by the method described, 
is 35,300 Ib. Deducting for grade resistance on a 0.3 per cent 
&rade, this sustainable drawbar pull becomes 34,220 lb. 

The resistances per ton of a 20-ton and a 70-ton car at 10 
m.p.h. going up a 0.3 per cent grade are as follows: 


For a 20-ton car— 


Internal resistance (sce Table IT)...........,... 0.00 eee 7.29 Ib. 

Grade resistance (.3 X 20)... . cc ccc ee ccc tet eee eens 6.00 Ib. 

Total resistance ...... 0c ccc ce ccc ec cece tee ra 13.29 Ib. 
For a 70-ton car— 

Internal Tfesist aHCP ioa ios are dh PD a Ee eh a e ws eRe e i ad 3.24 Ib. 

Grade resistance: (3.00 20) oes oco eb Ane hg Ee epa 6.00 Ib. 

Total resistance. ........ eese 9.24 ]b. 


Consequently the tonnages and number of cars which, under 
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most ideal conditions, this 40,000-lb. tractive effort Consolidation 
locomotive can pull over a 0.3 per cent grade at 10 m.p.h. in 
20-ton cars (all lights or empties) and in 70-ton cars (all heavies 
or loads) are respectively: 


In 20-ton cars, i. e., lights or empties— 


. 34,220 
Weight of train............... eee — 2,575 tons. 
13.29 
| 2,575 
Number of cars............... esses ——-— = 129 cars. 
20 
In 70-ton cars, i. e., heavies or loads— 
E 34,220 
Weight of train..................... — 3,706 tons 
9.2 
3,706 
Number of cars................. se. = 53cars. 
70 


Thus it is seen that on a 0.3 per eent grade a 40,000-Ib. tractive 
effort locomotive can pull 1,131 more tons in trains consisting 
of 70-ton cars than it can pull in trains consisting of 20-ton cars. 
When this fact is fully appreciated, the advantage of adjusting 
the tonnage of trains according to the average weight of all the 
cars making up the train is completely realized. 

The more steep the grade becomes the less the difference in 
tonnages between the light car trains and heavy car trains. This 
is accounted for by the fact that as the grade increases the grade 
resistance, which is constant per ton for all cars, heavy or light, 
becomes a greater proportion of the total resistance and the roll- 
ing or internal resistance, which varies per ton inversely as the 
weight of the car varies, becomes less in proportion to the total 
resistance. This is another important fact and should be fully 
grasped so that it will be clearly understood why the adjustment 
for difference in car weights decreases as the ruling grade in- 
creases. 


CAR FACTOR METHOD OF TONNAGE ADJUSTMENT 


. Having determined, as far as possible, the hauling capacity of 
a locomotive or class of locomotives over a division, after taking 
into consideration mathematically all the items which affect the 
problem, namely, train speed, grade, theoretical drawbar pull of 
engine, average car weights, curvature, etc., the final problem 
remains to find the best method of making up trains in the yard 
so that their tonnage will be equalized or adjusted to suit the 
hauling capacity of the locomotive. The best method by which 
this end is reached is the car factor method of adjustment. 

This method simply provides for the addition of a purely 
imaginary figure, known as the car factor, to the actual weight of 
each car, including the caboose, entering into the make-up of a 
train until the sum of all the actual car weights plus their car 
factors equals the adjusted tonnage rating over the division of 
the locomotive to be loaded or rated. Knowing what actual ton- 
nages and how many cars an engine or class of engines may pull 
over the grades of a division both in light or empty cars and in 
heavy or loaded cars, as determined mathematically by the proc- 
ess previously explained, it becomes a very simple matter to 
establish the car factor and the adjusted tonnage rating for the 
engine and division under consideration. The car factor equals 
the difference in the tonnages of the heaviest car train and the 
lighest car train the engine can haul, divided by the difference 
in the number of cars between the heaviest and lightest car 
trains. The adjusted tonnage for the engine equals the sum of 
the actual tonnage of the lightest car train and the number of 
cars in this train multiplied by the car factor, or, which is the 
same thing, the sum of actual tonnage of the heaviest car train 
and the number of cars in this train multiplied by the car factor. 
To illustrate, take the figures of tonnages and number of cars 
determined as the hauling capacity of a 40,000-Ib. tractive effort 
Consolidation locomotive on a 0.3 per cent grade: 

Weight of 70-ton car train............esesess 3,706 tons 


Weight of 20-ton car train............... ee. 2,575 tons 

Difference in tonnages........... leere eee 1,131 tons 

Number of cars, 20-ton car train... ... 0. cece eee 129 

Number of cars, 70-ton car train........... seres 53 

Difference in number of cars............. di. 7 
, 

Hence car factor on 0.3 per cent grade...... "e e 15 


And so the adjusted tonnage for 40,000-lb tractive effort 
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engine under ideal conditions on 0.3 per cent grade, engine mov- 
ing at 10 m.p.h., equals: 


2,575 + (129 x 15)......... 4,510 adjusted tons. 
Or, which is practically the same thing: 
3,706 + (53 X 15).......... 4,501 adjusted tons. 


This same theoretical analysis applies to any condition of 
grades and size of locomotive involved. If carried out for all 
grades varying from 0 to 2 per cent the car factors applying to 
each grade will be found as per Table III: 


TABLE III 


Car Factor for Different Grades 


Grades in Per Cent Car Factor 


Thus it is seen that the heavier the grade becomes, the less 
the car factor grows, while, of course, at the same time the less 
the adjusted tonnage rating becomes. 

The significant fact to be gained from the method of tonnage 
adjustment is that the actual weight of trains varies indirectly 
in proportion to the number of cars composing the train, and 
directly in accordance with the average weight of all cars com- 
posing the train. This is more graphically illustrated by Table 
IV, which is based on the figures developed for the adjusted 


TABLE IV 


How Train Tonnar Varies for Different Average Car ee Considering 
000-lb. T. E. Locomotive on a 0.3% gr: 
A ai Tonnage, 4,500; Car Factor, 15 
Average Car Weights Actual Weight Number of Cars 
in Tons of Train in Tons Composing Train 


20 2,565 120 
30 3,000 100 
4n 3,270 82 
50 3,465 69 
60 3,600 60 
70 3,705 53 


tonnage rating of a 40,000-lb. tractive effort. Consolidation 


locomotive on a 0.3 per cent grade. 


REDUCTIONS FOR WEATHER AND OTHER CONDITIONS 


Having determined theoretically and verified practically by pre- 
vious locomotive performance records, special tonnage tests and 
dynamometer car runs, if possible, the maximum adjusted ton- 
nage which can be hauled over a division, it finally becomes 
necessary to establish certain reduced ratings to guard against 
‘weather and other conditions which make reduced ratings neces- 
sary. It has been found most practical to provide four ratings 
for each class of engine between principal yard points or division 
terminals. These four ratings may best be designated by the 
letters 4, B, C and D; the A rating being the maximum and the 
B, C and D ratings reductions from the maximum or A rating 
according to certain percentages dependent on the ruling grades. 

Inasmuch as the temperature has the greatest influence on the 
resistance of trains, and hence the hauling capacity of locomo- 
tives, this is used as the basis on which to reduce the tonnage of 
trains from the maximum rating. Primarily a reduction in tem- 
perature only affects the internal resistance of trains, increasing 
it as the temperature drops. Consequently, the greater the pro- 
portion of internal resistance of a train, the greater is the effect 
of a reduction in temperature on the resistance of the train. 
In other words, the lower the ruling grade. the greater the pro- 
portional allowance must be from the maximum or A rating for 
a rcduction in temperature. 

What the exact allowance is that should be made for certain 
reductions in temperature under all conditions has never been 
proven exactly by experiment, and in rcalitv hardly can be proven 
very accurately. Experience. however, determined in the light 
of reason, has shown the following temperature variations to be 
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satisfactory upon which to base reductions in tonnage from the 
maximum when making up trains: 


Maximum rating—Temperature above 40 deg. F. 

First reduction— Temperature below 40 and Pee 20 deg. 
Second reduction—Temperature below 20 deg. and above zero. 
Third reduction —All tempcratures below zero. 


For purposes of simplicity these various ratings may be desig- 
nated as A or maximum and B, C and D respectively. Table V 
is given to show what has been found, in practice, to be satisfac- 
tory working reductions for temperature changes, based on in- 
creasing grades. It should be noted that as the grade increases, 


TABLE V 


Reductions in Per Cent to be Made From the Maximum or “A” Adjusted 
Rating for Decreases in Temperature 


Gradein Reductions in Per Cent from Maximum or “A” Adjusted Ratings 
Per Cent Above 40° 40° to 20° 20° to 0° Below 0° 
0.0 0 13.70 27.40 41.10 
.1 0 11.20 22.40 33.60 
:2 0 9.70 19.40 29.10 
3 0 8.70 17.40 26.10 
4 0 7.98 15.96 23.40 
5 0 7.45 14.90 22.35 
.6 0 7.00 14.00 21.00 
vi 0 6.70 13.40 20.10 
8 0 6.42 12.84 19.24 
9 0 6.20 12.40 18.60 
1.0 0 6.00 12.00 18.00 
1.25 0 5.63 11.26 16.89 
1.50 0 5.37 10.74 16.11 
1.75 0 5.20 10.40 15.60 
2.00 0 5.00 10.00 15.600 


the amount of reductions from the heaviest rating grows less 
and less. The reason for this has been pointed out before and is 
sound logic, borne out by experience. 


PRACTICAL CONSIDERATIONS IN DETERMINING MAXIMUM ADJUSTED 
TONNAGE RATING 


Inasmuch as the maximum or A adjusted tonnage rating for 
an engine is the rating from which all the others are determined 
—that is, forms the basis for the ratings over a division—it is 
quite essential that this be established as nearly accurate as pos- 
sible. It will most always be found, however, that the highest 
rating which is considered possible by mathematical calculation 
is either too high (most usually too high) or too low for prac- 
tical purposes. Consequently, after the theoretical determinations 
have been made, they should always be fully tested out by actual 
tonnage tests under practical conditions. If the service of a 
dynamometer car can be had for this purpose it will assist ma- 
terially toward proving the accuracy of the calculation. 

The element of train speed, necessity to get from terminal to 
terminal in a certain time to get the greatest number of ton-miles 
per year out of an engine, is another very important practical 
consideration. It is difficult to determine generally what the 
most economical speed is at which trains should move over the 
division. To establish this speed and demand that it be lived up 
to at all times is a mistake, for the many conditions on a division 
which affect it are changing continually. It has been found by 
experience that the provision of four ratings, A, B, C and D. 
gives the division superintendent or division chief despatcher a 
sufficient number of ratings from which to choose for each day 
or each train, if necessary, in order to move the business best to 
suit the many influences which bear on this problem. And if the 
ratings are not sufficient, then special ones may quickly be estab- 
lished, according to the judgment of the official in authority, in 
order to meet special or emergency conditions. 

The following brief explanations and instructions have been 
used with success by the author when he has had occasion to 
introduce the adjusted tonnage rating system on a railroad. 
Thev are repeated here by way of illustration: 

The following two important facts and their effect on freight 
train operating economies will be appreciated from a study of the 
adjusted tonnage rating system. The first is the benefit resulting 
from making up trains so as to get as many loaded or heavy cars 
as possible into each one and thereby avoid running trains com- 
posed entirely of empty or light cars. This arrangement will 
often prevent the running of trains on which tonnage has had to 
be sacrificed on account of having reached the car limit before 
the train was filled out to the maximum adjusted tonnage. 
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The other fact which should be realized is the necessity of get- 
ting actual car and thus train weights as accurate as possible. 
The entire benefit from the adjusted tonnage rating system will 
be lost unless great care is taken in determining the actual car 
and train weights. To this end such means and systems at yard 
offices and at stations where cars originate for shipment should 
be introduced which will result in the greatest possible accuracy 
in determining actual car and train weights. 


INSTRUCTIONS 


(1) All ratings are based on tons. 

(2) To determine the proper tonnage for an engine, find first 
from the rating tables the adjusted tonnage in effect correspond- 
ing to the engine. Then add the car factor to the actual weight 
in tons of each car. Finally, add together the weights of all cars 
plus their car factor allowance until the total equals the adjusted 
rating in effect. 

(3) To determine the proper tonnage for a pusher, double 
header, or three or more engine train, add together the adjusted 
ratings in effect for each one of the engines in question and pro- 
ceed as outlined in paragraph 2. 

(4) When rating an engine, yardmasters and conductors will 
consider the caboose as one of the cars of the train, adding the 
B Admission line C G 


Fig. 4—Ideal Indicator Card 


car factor to the actual weight in tons of the caboose and this to 
the adjusted tonnage of the balance of the train, the total to 
equal the adjusted rating in effect, as outlined in paragraph 2. 

(5) When dead engines are hauled in a train yardmasters and 
conductors will add four times the car factor to the actual weight 
of each dead engine, and this to the adjusted tonnage of the 
balance of the train, the total to equal the adjusted rating in 
effect, as outlined in paragraph 2. 

(6) Yardmasters and conductors will add another light car to 
the train when the total adjusted tonnage of the train, including 
the caboose, adds up fifteen or more adjusted tons (that is a 
fraction of a car) less than the adjusted rating in effect. 

(7) Despatchers, yardmasters and conductors will place as 
many loaded or heavy cars as possible in every train and avoid 
running any trains consisting entirely of empty cars unless other- 
wise instructed. 

(8) All classified freight trains as well as ordinary freight 
trains will be rated strictly on the adjusted tonnage basis. 

(9) No reductions in tonnage on account of weather or other 
conditions are to be made unless authorized by the superinten- 
dent. 

(10) Actual weights of empty or loaded cars must not be 
estimated or assumed when they are available from the car 
stencils or the way-bills. 

(11) When actual weights cannot be determined, the follow- 
ing estimates for weight of contents and light weights of cars 
are to be used, but not otherwise. Contents are to be estimated 
at the marked capacity of the car, except in case of light com- 
modities, such as hay, cotton or bran, in which case the contents 
should be estimated at one-half the marked capacity. In the case 
of way freight (merchandise) cars, five tons will be used as the 
weight of the contents. 
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Light weights of cars to be estimated as follows: 
Light Weight 


Kind and Capacity of Cars (in Tons) 
Box 40 ft., 80,000 Ib. Capacity... ess RR E n9 we eo Res 19 
Box 34 ft. and 36 ft., 60,000 Ib. capacity........ leeren . 16 
Box 34 ft, 40,000 lb. capacity... .. 0... cece ec IRR 13 
Box 25 ft., 40,000 lb. capacity... eese e wale Sess ars he RA E 10 
Furniture 40 Tiii oooieuo de o os Vas oec Ea oA E ea d 18 
Purnittice. NETT ae vas pase Rae nbn ee Sasa eae ees 21 
Refrigerator - es bans T bs a Fedele steeit dae e E A esas idi 18 
Refrigerator (meat) cuca skies P yc kam oes eet ad Ea d RR ORAE 21 
Stock 30 ft., 30,000 Ib. capacity... ecce. esee rr heo 10 
Stock 36 ft., 40,000 ID. capacity... cc ec cee en 11 
Stock 36 ft, 60,000 lb. capacity. ....... cc cece ccc cece ht 16 
Bldg We lc. Jc x --—-————————— ee 16 
Plain Mat SOs ities «ohms ts beoe ERR De PREX AEN Se ees 8 
Plain flat 34 dto su dvaauea etl ree be PUEDE cota Drs iere 12 
Plain ilat-40- dt. ova eia vx toit en Pee was PA d a RR eens 14 
Plon fat-43- ft. acia bonas ea rover RR UR ER wk tem dat ra 17 
(Coal carg JA As Si oe ERR La CG Siw antes s ox AUR QR a race prd cod Coe toes 13 
Cual tara 3b PE osos suu ur Dev acp dnb ee bu que a ire Sens dedo 16 
Hopper bottom coal, 80,000 Ib. capacity............... ec wc ce eee 18 
oppa bottom coal, 100,000 Ib. capacity... ...... 00. c cee ee ee ee ees 21 
Rodger ballast: arg <s.c5.0 2e Gk oho Gm NE RUPEE ees Cy kn 16 
Ingoldsby dump C€4fB. S. 255 nc Ve ead Sed said oud WD ND NE Oe a we EH 18 
Tank cars 4.2 41599 oci cad sek eoo Ven yd ee urs cT eae 14 
CADQOSES: chestre Ves doe v resi dra a aides eae cmq a ee ee sen 15 


(12) When converting the actual weights of cars from pounds 
into tons by dividing the actual weights in pounds by 2,000, yard- 
masters and conductors will in all cases neglect a remainder of 
999 pounds or less, but will consider a remainder of 1,000 Ib. or 
morc as one ton. 


DISCUSSION 


The discussion was opened by J. M. Daly, formerly general 
superintendent of transportation of the Illinois Central, and an 
expert on tonnage rating, who spoke very highly of Mr. Beyer's 
paper. He believed that if in making up trains this system of 
adjusted tonnage were followed large economies in transporta- 
tion costs would be made. He called particular attention to the 
fact that the resistance per ton of the loaded car is much less 
than that of the empty car. This of itself should justify the use 
of the adjusted tonnage rating system. He mentioned one road 
that had made a saving of 5 per cent by adopting this system. 
Overloading was considered more expensive than underloading. 

Several members had found by experience that the short 
trains with the heavy loads hauled much easier than the long 
trains of light cars, even though the actual tonnage was much 
greater. It was generally believed that while a dynamometer 
car was of considerable advantage in determining the rating of 
a locomotive the work can be very satisfactorily performed by 
men experienced in the performance of locomotives and in this 
case the weight of the train should be carefully determined. 

In helper service it is found to be much better practice to 
place the assisting locomotive at the rear of the train, especially 
if the grades are undulating and the curves are sharp. Mention 
was made by Prof. L. E. Endsley of the increase in train resist- 
ance due to badly worn wheel treads and lose trucks, the former 
being found, by test, to increase the resistance as much as 100 
per cent. He also mentioned the necessity of keeping the wheel 
tires to the proper contour, stating that experiments have shown 
that wheels with no taper on the tread have materially increased 
the resistance of trains. Mention was also made of the fact 
that with the side bearings binding on loose trucks the wheels 
hind on the rails for some distance after passing a curve. 


EFFECT OF VALVE GEAR ON LOCOMOTIVE OPERATION 


W. E. Preston, Southern Railway, presented an interesting 
paper on this subject, in which he said in part: 

In order to more readily explain any defects in a locomotive 
valve gear, as disclosed by the indicator, we will begin by examin- 
ing the 1deal indicator card, and for the sake of clearness we 
will first briefly outline this card for a non-condensing recipro- 
cating stationary steam engine. Such a card is shown by the 
line in Fig. 4, indicated by the letters 4, B, C, D, E, F to A. 
The construction is practically self-explanatory, the card being 
laid out to scale to represent the dimensions shown. Any cut-off 
may be chosen. Conditions applying to a locomotive require us 
to modify the ideal card outlined above in many respects. The 
valve gears are driven by an eccentric or its equivalent, the re- 
turn crank—hence the functions of the valve are more or less 
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gradual and entirely interdependent on each other. There are 
also other influences besides the valve gear that materially affect 
the contour of an indicator card taken from the locomotive, 
the flow of steam being more or less impeded. We have, there- 
fore, for the locomotive a card similar to Fig. 5. 

Owing to the restrictions of the steam passages the pressure 
in the cylinder at admission will not be equal to the boiler 
pressure. The pressure during the portion of the stroke repre- 
sented by BC will not be uniform for two principal reasons. 
The steam ports are, even when fully open, necessarily of limited 
area. At the beginning of the stroke the piston is moving com- 
paratively slowly, while the valve, on the contrary, is at the 
quickest portion of the stroke, and is rapidly uncovering the 
port, and steam pressure is consequently at first fairly well main- 
tained. As the point of cut-off is approached, the piston is, how- 


ever, moving nearly at its maximum velocity, while the port 1s 


"erfec? Kacuum 
—-» M---------.-- 'sngfh of 54-52. Llc. HIN OO oR E > 
Clearanc 


Fig. 5—Locomotive Indicator Card 


being gradually closed by the valve, and the area available for ad- 
mission of steam is gradually diminished. As a result the steam 
cannot enter fast enough to follow up the piston. It is, in fact, 
throttled at its entrance to the cylinder, and the pressure falls 
in consequence, so that the line B, Ci is no longer horizontal 
(for steam worked expansively), but drops as represented by the 
line indicated by the letters .4, B, C, D, E to A. 

Another cause of loss of pressure at the commencement of 
the stroke when the steam is worked expansively is the partial 
condensation of the entering steam, which takes place as it 
comes in contact with the sides of the port and walls of the 
cylinder, which have been previously cooled down by contact 
with the exhaust steam of the preceding stroke. It is sought to 
minimize this loss by keeping the cylinder hot by surrounding 
it with a jacket, by using superheat steam, etc. 

The pcint of cut-off C instead of being sharp!y defined, as in 


Fig. 6 


Fig. 4, is usually rounded as at Cı in Fig. 5. This results from 
the very gradual manner in which the slide valve cuts off the 
steam, causing wiredrawing and fall of pressure at this point. 

The actual curve of expansion of steam in the ordinary con- 
ditions of working of an engine is most complex, being, in fact, 
the resultant of a series of opposing condensations and re- 
evaporations. The final form of the curve for a given ratio of 
expansion is determined by the amount of clearance, by the dry- 
ness of the steam and the efficiency of the jacketing. 

The exhaust is generally opened a little before the end of the 
stroke in order to allow the exhaust steam plenty of time to get 
away before the new stroke commences and in order to allow the 
port being pretty well opened at the end of the stroke. 

The result is that the expansion curve terminates at a point D, 


Fig. 7 


MECHANICAL EDITION VoL. 89, No 10 


Fig. 5, and is succeeded by a rounded corner which is caused 
by the exhaust being throttled at first by the smallness of the 
aperture of the port when it commences to open. As the whole 
of the exhaust steam will probably not have escaped by the end 
of the stroke, instead of having the vertical line at E bounding 
the end of the diagram, we shall have a curved line. 

The exhaust curve is different for each cut-off used, for as 
the point of cut-off on a locomotive varies, so does the point of 
exhaust opening—the earlier the one, the earlier the other, etc. 
This is quite an advantageous feature, as at high speeds the 
engine is worked with a short cut-off and the exhaust needs to 
be opened earlier in order to allow time enough to expel the 
steam during the quick movement of the valve. The point of 
exhaust opening even for slow speed and steam worked full 
stroke can never be quite at the line GE, Fig. 5. Hence the cut-off 
can never be 100 per cent. It is seldom over 85 per cent. 

A locomotive has to have some back pressure to create the 
draft. In addition to this, there will be an increment of pressure 
due to the difficulty of expelling the steam from the cylinder 
through the ports and exhaust passages. Of course, the greater 
the back pressure, the greater the loss of efficiency of the engine, 
and excessive back pressure causes a very serious loss of eff- 
ciency which is readily noticeable in the amount of fuel used. 

The amount of compression varies with the cut-off. The ad- 
mission line begins usually at such a point as 4, Fig. 5, in order 
to allow the admission port to be slightly open at the beginning 
of the stroke. Thus, a, Fig. 5, represents the lead. 

The amount of Coal Used.—The amount of soal used is, of 
course, directly proportional to the amount of steam used, so 
that if we find the amount of steam used per horsepower hour 
as represented by any indicator card, we have a measure of the 
amount of coal used in doing the work represented by this card. 
Not all the steam generated in the boiler of a locomotive is used 
in the cylinders, neither is all the steam that is turned into the 
cylinders used in producing actual work, for a percentage of 
this steam is condensed in the cylinders and thus wasted. These 
losses are entirely immaterial to the comparison of different 
cards, as obviously it is fair to assume that with the same cut-off 
and speed the losses are the same for the two cards compared. 

The indicated horsepower of a locomotive is represented by 
the following formula: 

MxdxdxLxS 


= RN MIT MES a 
Horsepower — 375 D (a) 
M = mean effective pressure as obtained from indicator card. 
d = diameter of cylinder in inches. 
L = length of stroke in inches. 
S = speed in miles per hour. 
D =. diameter of drivers in inches. 


If it is desired to turn this into tractive power, we may readily 


Fig. 8 


do so. The ordinary well-known formula for tractive power is: 
MxdxdxL 
TD ee 

The following formula gives the pounds of steam used per 
hour (for constant speed) : 


3666 X Sx W 
3.1416 x D 


Tractive power — 


Pounds of steam per hour — x (314l6vdxdxfxL-« 


spced in miles per hour. . 
weight in pounds of a cubic foot of steam at pressure considered. 
fraction of stroke piston stands at for pressure considered. 
diameter of drivers in inches. 

diameter of cylinders in inches. 

= volume of clearance space in cubic inches. 

length of stroke in inches. 


The pressure is taken from the indicator card at any point on 
the expansion line after cut-off has taken place and before the 
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exhaust has begun to open, as the steam is completely bottled 
up in the cylinder during this part of the stroke. 

Distorted Indicator Cards.—There are many things that go to 
distort an indicator card, but a defect in the valve gear, or the 
setting of the valve gear, will at once become evident in the indi- 
cator card. 


Figs. 6, 7 and 8 illustrate some of the defects due to faulty 
valve gear. 


Wiredrawing. 

Too much lead. 

Too early exhaust closure. 

Too early exhaust opening. 
Insufficient compression. 

Not enough lead. 

Late exhaust. 

Loose motion and wiredrawing. 
Lack of lap. 

Excess back pressure due to late exhaust. 
Blow. 


r ke -L-e 
unu m d d Hu E LE II 


These are the common defects due to the valve motion. Other 
defects, such as excess condensation, restricted ports, leaky 
valves, etc., are shown by the indicator card, but as these are not 
the fault of the valve motion they have no place here. 

The card shown in Fig. 9 was taken from an actual test on a 
Consolidation engine having a Stephenson valve gear. It is a 
corner card, but the cut-off on this engine measured 87.5 per 
cent, whereas it should have been 85 per cent if properly set. 
The result of over-travel of the valve is clearly seen in the very 
late exhaust and lack of lead. From this card it is determined 
that 14.5 per cent more coal was being used than necessary at 
this point of cut-off. Moreover, the distorted motion reduces 
the maximum tractive effort of the engine some 3,000 Ib. 

Fig. 10 shows another card from the same engine hooked up 
to the sixth notch. Here the cut-off measured 73 per cent on the 
engine, while for this notch the ideal card gives 69 per cent. 
The straight line is the ideal card, the bent line showing the 
actual card. The valve still lacks lead and has too late exhaust 
opening, but the back pressure drops to normal at the admission 


end of the card. The effect of the slack in the valve motion is 
clearly shown at a. After the port gets fully open there seems 
to be very little throttling effect. This also applies to Fig. 9. 
Hence the port openings are ample. 

The mean effective pressure for the ideal card is 167 1b., while 
for the actual card it is 156 Ib., the increase in cut-off not being 
quite enough to compensate for the effect of late admission and 
exhaust. In this case there is 11.4 per cent more coal being 
burned than necessary to develop the same horsepower, the 
tractive effort being reduced 2,800 Ib. 

As the lead increases as the reverse lever is hooked back 
toward the center of the quadrant, we would expect the card of 
Fig. 10 to be better than that of Fig. 9. All of the events being 
earlier, the earlier release somewhat reduces the back pressure. 

Theoretically the back pressure line should be parallel to the 
atmospheric line, and about the same distance from it for all 
cut-offs. At high speeds and short cut-offs, of course, more 
exhausts take place per minute tban at slow speed, but to offset 
this we have a very much less volume of steam exhausted per 
stroke at high speed than at low speed. Practically, it is found 
that the back pressure increases slightly as the speed increases, 
the amount of condensation not being exactly constant at all 
Speeds. However, the back pressure should not be greater than 
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10 Ib. at 20 m.p.h., or 15 lb. at 50 m.p.h,, according to the best 
authorities. 

As another example of a very poor card Fig. 1l is shown. 
This card is a very common one for valves poorly set. The line 
ed shows a lack of lead, the line dc shows the wiredrawing aud 
slack motion effect of the valve in opening the steam port, whilc 
cb shows this effect for the closing of this port or at cut-off. 
The cut-off and expansion are normal, while gf shows a late and 
restricted exhaust, and fa shows that the exhaust port does not 
get fully open until the piston is at a on its return stroke—henc: 
the high back pressure and resulting small compression. 

As the expansion line for the length bh is the same for the 
good and bad cards, the amount of steam and coal used is, of 
course, the same for both cards. The coal consumption per 
horsepower hour, however, is increased 14.5 per cent. 


DISCUSSION 


From a fuel economy standpoint there seemed to be no pref- 
erence between the Stephenson and any of the outside gears. 
It was the general opinion that the maintenance and accessibility 
of the outside gears, however, was much in their favor. Con- 
siderable was said concerning breakdowns to the motion work 
of the outside gear engines, and while some advocated com- 
pletely cutting out the side of the engine affected, by removing 
the eccentric rod and the connecting link at the bottom of thc 
lap and lead lever, others believed that better results would be 
obtained if it were possible to retain the motion to the valve 
derived from the crosshead, claiming that if the engine got on 
dead center this would materially aid in making a start. Some 
members advocated not clamping the valve in its mid position, 
claiming that as soon as the steam was admitted to the steam 
chest the valve would automatically center itself, and in case 
an engine stopped on center it could be moved over sufficiently 
to admit steam to the lame side, permitting the engine to start, 
the valve recentering itself after the first revolution. 


Fig. 11 


ELECTRO-PNEUMATIC BRAKE 


Walter V. Turner, assistant manager and chief engineer of 
the Westinghouse Air Brake Company, gave an illustrated lec- 
ture on the possibilities of the electro-pneumatic brake in the 
steam railway field. He called attention to the relation of the 
air brake to the power of the present day locomotive, showing 
how these powerful engines would be useless without the air 
brake to control them. The variable load brake has made pos- 
sible to a still greater degree the heavier trains, the Virginian 
now operating trains of 8,000 tons with this type of brake. 
When considering the action of the air brake, the rail, the 
roadbed, the consist of the train and the foundation gear must 
all be taken into account, as they all have a definite bearing on 
how the brake will perform in service. 

The piston travel is of prime importance, especially on long 
trains. It should be constant throughout the length of the train 
if "rough handling" is to be eliminated. Tests have shown that 
with an 8-lb. brake pipe reduction at the end of two seconds 
the cars with the proper piston travel (8 in.) will develop a 
braking power of 16 per cent, whereas those cars with a 6-in. 
travel of the piston will develop a braking power of 43 per cent, 
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which naturally causes very rough handling of the train. On 
long freight trains light applications should be made. This, of 
course, will increase the length of stop, but smooth handling will 
result. It should be remembered that the brake is four times 
as effective at 10 m.p.h. as at 20 m.p.h. and therefore the brake 
pipe reductions will have to be governed accordingly in making 
smooth stops. 

In speaking of the clasp brake, he gave as a rough and ready 
rule as to when this brake should be used, the condition where 
the side pressure of the shoe exceeds the downward pressure 
of the wheel. 

The purpose of the electrically-operated brake is wholly and 
solely to permit the use of a more efficient air brake. With the 
electrical control it is possible to have the brakes on all the cars 
in the train operate simultaneously rather than consecutively, as 
in the brakes controlled by the reduction of pressure in the train 
line; because of this feature the surging or the running in of 
slack, with its attendant disastrous results, will be eliminated 
and, at the same time, it will be possible to make use of a greater 
retarding force, thus materially decreasing the length of stop. 
Experiments have shown that the retarding force can be built 
up to 20 per cent with the electrically-operated brake, whereas 
the best pneumatic brake will permit of only 8 per cent retarding 
force—good train operation being obtained in both cases. 

At the present time the electro-pneumatic brake is only 
available for passenger trains with electrical equipment. The 
amount of current required for the operation of this brake 
practically prevents its being used on freight cars in long trains. 

Mr. Turner showed various diagrammatical illustrations of the 
electro-pneumatic brake and pointed out the versatility of the 
entire system. As many and as small applications of the brake 
can be made as desired, and the entire system can be recharged 
with the brakes set. The danger of "stuck brakes" is eliminated, 
the service and quick-action parts being entirely separate from 
each other. By its use passenger trains hauled by modern loco- 
motives that have taken 18,500 ft. to accelerate to 58 m.p.h. have 
been stopped in less than 1,000 ft. 


TRAINING OF MEN FOR FIREMEN 


Nothing will so well repay the time and money spent as the 
education and development of railway employees in general and 
of locomotive firemen in particular. The locomotive firemen are 
using many million dollars’ worth of coal, a great precentage of 
which is wasted through improper methods of firing and indiffer- 
ence to the fact that this coal represents so much money. 

It is an admitted fact that the class of men employed as fire- 
men during the past few years has not been up to the desired 
standard. We believe that the one thing which leads all others 
in causing lack of interest, and oftentimes real opposition against 
the railways, is the fact that in most cases the rank and file of 
the enginemen only know their superiur officer through the chair- 
man of the order to which they belong. The men and officials 
have grown apart until there is a great lack of confidence on both 
sides. The traveling engineer can be of the greatest help in 
regaining this lost confidence, if he has the proper backing. 

Every company should have a distinct policy regarding the edu- 
cation and development of firemen from the day they are em- 
ployed until they have passed all examinations to make them full- 
fledged engineers. This system should be as clean-cut and as 
vigorously maintained as the best of other operating systems are 
maintained. The new man should by all means have some special 
training before starting to fire a modern locomotive with its 
multitude of special appliances. He should be well grounded in 
the reasons for doing the work. 

The work of educating the tiremen should be placed in the 
hands of a broad-minded man who believes in this work, and 1s 
willing to give the best there is in him to it. He should have a 
practical knowledge of firing a locomotive and should thoroughly 
understand the burning of coal (or other fuel which may be 
used) on a locomotive. He should have a general knowledge 
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of all fuel used on the road and how it should be fired. He 
should have the knack of imparting his ideas to others on the 
locomotive or in class talks at terminals. Then, last, but not 
least, he should have the confidence of the officers of the road 
and be given full charge of the work, so that there will be no 
interference from any source. 

Lesson papers should be prepared covering a course in elemen- 
tary combustion, standard firing practice, boiler feeding, care of 
hrebox on the road and at terminals, use of special equipment on 
the locomotive, rules and signals, instruction in safety first and 
locomotive-running and breakdowns. Class instruction should 
be given at the different terminals. The class-room should be 
fitted with a portable moving picture outfit. Several roads now 
use the moving picture and speak very highly of it as an educa- 
tional item of great value. A dummy firebox of standard size 
and shape, equipped with a brick arch so that the conditions will 
be the same as on the locomotive, should be used for giving 
practical instruction. 

The employing of new men is very important and should be 
given the attention of some one capable of judging and handling 
men. We would suggest the type of man wanted as locomotive 
fireman as one who is twenty-one years old, with a bright, clean- 
cut appearance. It 1s necessary that he should have a common 
school education and be able to assimilate instruction. He should 
have good habits, and if married, so much the better. Such a man 
will repay any time spent on him if he has the right spirit. The 
prospective fireman should be given a position around the round- 
house in some capacity, such as wiper, machinist helper, or on the 
cinder pit. If there are shops near or at the terminal, the new 
men can be placed there. With the men in the shops and in the 
roundhouse we will have them where we can start their educa- 
tion at once. There they will get experience which will be of 
great value to them after they get on the road as firemen and 
even after they go running. 

When a man is employed he should be given a letter which will 
outline the position of the company with regard to his future. 
It will be explained to him that the company intends to educate 
him along the best lines of standard practice pertaining to his 
work; that if he will devote his time during working hours and 
some of his time out of working hours to the best interests of 
the company, the latter will give him an education in everything 
pertaining to his work as a fireman and as a future engineer: 
that the company expects, as a reasonable return, that the man 
will give, first, loyalty to the company’s interest in every way, 
striving to promote the welfare of the company whenever possi- 
ble; then, that he will do his work energetically and according to 
instructions. If these things are kept before the new man from 
the beginning, always showing him that the company is taking 
an interest in him, we will be able to combat a great deal of the 
other influence at work among the men. 

By following this system you have picked men to start 
with. Then the company will have a chance to instill into their 
minds right thoughts about the position of locomotive fireman. 
and right thoughts about the position of the company toward 
the men. They will be ready to fire an engine from the start 
instead of probably never learning to fire. In the end it will give 
us a bodv of firemen on our locomotives who are interested in 
their work, who know how their work should be done, and who 
are looking forward to better positions on the road. 

The report is signed by L. R. Pyle (M, St. P. & S. S. M). 
chairman; J. C. Heyburn (St. L. & S. F.) : J. C. McCutcheon 
( Wabash) ; J. Fred Jennings (M. C.), and W. H. Davies (Sou. 
Schools of Railway Science). 


DISCUSSION 


The members strongly favored some system of education. es- 
pecially as under the present conditions engineers are not held 
responsible for the fireman, as was the case years ago. The 
new men are shifted around from crew to crew for their in- 
structions, and it is necessary, in order to see that they are 
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properly instructed where no regular system is provided, that 
the road foreman make it his special duty to oversee their 
education. The new men should be made to feel that their 
superior officers are their friends, and all feeling of antagonism 
should be eliminated at the start. The men should have no 
occasion to refer to their schedule if they are treated fairly and 
squarely by their superiors. 

In some cases the new men are started in the roundhouse as 
wipers, and in others they are tried out in switching service. 
The system of taking the first man that comes along when new 
firemen are required was believed to be a very poor system. 
The work should be made attractive, so that when the men are 
laid off they are always ready to come back. A. G. Kinyon, of 
the Seaboard Air Line, laid particular stress on the advantages 
of educating the men in the elementary principals of combustion, 
and advocated plenty of supervision to go along with the in- 
struction on the road, claiming that the increase in supervision 
recently made on the Seaboard Air Line has shown a profit of 
over 2,000 per cent, due to the saving in fuel. 

That the men may be properly chosen, applications in many 
cases are held for as long as six months to ascertain if they are 
the proper men for the work. B. J. Feeny, of the Illinois Cen- 
tral, spoke strongly in favor of the instruction car with the mov- 
ing pictures. On that road the new firemen are given a good 
talk as to the pitfalls for the new men, such as garnisheeing, 
signing notes, etc., and they are given over to three crews for 
breaking in. They are then examined on the book of rules and 
given personal instructions in regard to handling the scoop. 

On the Toledo & Ohio Central weekly meetings are held with 
the general foremen, the road foremen and such enginemen as 
are at liberty to attend. The condition of the power is con- 
sidered, and it has been found that by following this practice 
the power has been materially improved. Fuel, lubrication, etc.. 
are discussed, and in many cases the men request discussions of 
special subjects. 

Mr. Pyle laid particular stress on the necessity of having the 
co-operation of the superior officers in any system of education. 
He strongly favored the starting of the instruction before the 
men are placed on the engine, and believed that if the men are 
treated fairly there could be no logical reason for the grievance 
committee to object to any system of education. He quoted 
from D. R. MacBain's address before the Fuel Association last 
May, which was printed in the Railway Age Gazette, Mechanical 
Edition, for June, page 271. Both the engineer and fireman 
should be congenial, in order that the best results may be ob- 
tained, and in case of complaints investigations should be made 
to see if they are well founded. Many times it will be found 
necessary to rearrange the engine crews. If no favoritism is 
shown, it will be possible to adhere strictly to the rules, with no 
complaint from the grievance committee. 


SMOKE PREVENTION WITH OIL BURNING LOCOMOTIVES 


When using oil as fuel the presence of smoke is as objection- 
able and expensive as with any other fuel; the causes may be 
classed under two heads: Condition of engine, and the manner 
of handling the engine by the crew. The principles of combus- 
tion as applied to the coal burner are applicable to the oil 
hurner, as the fuels are very much alike in their chemical com- 
position; however, the method of introduction into the locomo- 
tive furnace is entirely different. At first thought it may appear 
that the liquid fuel offers more advantages favorable to complete 
combustion than the solid fuel, but this is not proved in practice. 

The cause of smoke is always incomplete combustion, due 
either to insufficient supply of air or a reduction in temperature, 
and forcing the fire will produce one or both of these condi- 
tions, If the draft holes and front end apparatus are of proper 
sıze and their adjustment is correct, a good open nozzle can be 
used. With a clean boiler and a moderate draft the time for 
combustion and heat conduction through the sheets and tubes 
to the water is extended and the desired evaporation can be 
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attained without resorting to a high firebox temperature. This 
condition would mean lower smokebox temperatures and but 
very little smoke. 

The use of too much brick work in the firebox reduces the 
amount of heating suríace, which means a higher firebox tem- 
perature will be necessary. The formation of carbon in the fire- 
box causes much smoke and wastes much fuel. Carbon is formed 
by allowing the oil spray from the burner to strike some object 
in its path before it reaches the draft holes. Pieces of brick, 
piles of sand, or waste, if allowed to fall in front of the burner, 
obstruct the spray and the small globules of oil are reassembled 
thereon. Combustion at this point is incomplete and carbon 
forms. If the obstructions are not removed the accumulation of 
carbon continues until the terminal is reached. 

The location of the burner at least 5 or 6 in. above the bottom 
of the firebox will cause the spray to pass over small objects in 
the bottom of the firebox and prevent the formation of carbon 
and smoke. Much smoke is made while firing up engines at 
terminals, due to the fact that the fire is forced hard. One hour 
and thirty minutes should be consumed getting the engine hot, 
and this would result in quite a fuel saving and less smoke. 

An engine crew possessing a general knowledge of the prin- 
ciples of oil combustion can bv close attention to their duties do 
much to prevent smoke formation. There is no good reason why 
an oil-burning engine should be worked any harder to handle a 
train than a coal burner should, but as the oil burner requires 
no great physical exertion by the crew, it is often abused. 

The report is signed by Martin Whelan, chairman. 


DISCUSSION 


While it was believed that smokeless firing could be obtained 
with oil-burning engines, it was pointed out that far greater 
care must be given to the mechanical operation of firing. Un- 
less the fireman tollows the operation of the throttle, which 
affects the draft, very closely, a large amount of smoke will re- 
sult. It is also necessary that the locomotives be maintained 
in first-class condition and have a proper distribution of air into 
the firebox. Leaking steam pipes, leaking flue sheets, improper 
construction of the firebox, insufficient air supply, improper 
atomization of the oil, all contribute toward making smoke on 
oil-burning engines. The brick work in the firebox, especially 
the brick arch, must be so constructed that there will not be an 
excessive localization of the heat, which in some cases has re- 
sulted in burning off the seams and buttonhead rivets. 

The heavy oils should be thoroughly preheated, both in the 
tank and before they pass out of the burner, to insure prefect 
atomization. Where steam from the turret 1s used to atomize 
the oil it is necessary to have perfectly dry steam, as otherwise 
the flame is liable to be extinguished, causing explosions, which 
sometimes blow down the arch. The arch and brick work should 
be far enough away from the burner to insure the complete 
combustion of the oil before it strikes the surfaces of the brick 
work. Oil-burning engines must be fired properly. This will 
require plenty of competent supervision, as it is very easy for 
the fireman to become careless in controlling the amount of oil 
fed to the firebox. The use of the deeper ash pans, which give 
greater furnace volume, have proved very satisfactory. It is, 
of course, desirable to keep the firebox at as uniform a tempera- 
ture as possible, and for this reason when engines come in from 
the road and are placed in the roundhouse the stacks should be 
covered in order that the boiler may cool down gradually. 


HANDLING OF THE AIR BRAKES 


There is no discounting the value of the air brake instruction 


.car, because by it many experiments can be made of the work- 


ing parts of the svstem. In connection with the influence train 
braking and train control have on railroad operation, the road 
foreman of engines, it is believed, can and should be of the 
greatest value. As a rule, road foremen of engines, with their 
assistants, are practical engineers and should be as thoroughly 
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posted in the air brake, its construction and manipulation as any 
other part of the machinery and operation in their charge. Pos- 
session of a thorough familiarity with the air brake system should 
permit the road foremen of engines, in their routine work, to 
explain and demonstrate practically to the enginemen in their 
charge what is necessary for the best train control. The road 
foreman undoubtedly has a great opportunity, by reason of his 
constant road duties, to observe and pick out the men in his ter- 
ritory who will be benefited by special instructions, either as to 
construction or manipulation. 

Smooth train service is very generally dependent on the brak- 
ing system and its proper manipulation. While good brake 
manipulation is necessary on the part of the engineer, there is 
no doubt that the road foreman by the closest observation should 
be able, through the master mechanics, foremen, repairers and 
inspectors, to exert the greatest influence toward securing the 
most favorable conditions possible under the circumstances by 
co-operation and by pointing out results developing on the road 
as well as what might be done to improve train operation. 

The road foreman of engines, with his thorough knowledge 
of the road, its grades and train operation, is able to furnish 
valuable information to the train despatchers, train masters and 
superintendents with reference to the handling of trains, best 
meeting points on the division, speed of trains over different 
portions of the road, the most advantageous location for sidings, 
switches, signals, water tanks, etc., all influenced to a very great 
degree by his knowledge of the possibilities in train service and 
appreciation of train control. 

In the engine we have a tremendous reserve power to damage 
and destroy equipment unless it is carefully handled in starting 
and stopping, and by careful manipulation of the engine and air 
brake system good results can be accomplished. Where defective 
triples and inefficiently braked cars have escaped the inspector, 
the road foreman of engines may be in the best position, through 
the co-operation of the engineman, to bring back to the shops 
and inspection points such object lessons for better service that 
can in no other way be successfully secured. However careful 
the shop people may be toward maintaining the equipment, and 
however diligent those responsible may be in an effort to instruct 
enginemen in the construction, operation and manipulation of 
the air brake, the road foreman of engines occupies the position 
offering the greatest opportunity to lend the most valuable as- 
sistance for the best work in the handling of trains, which will 
result directly in bigher efficiency in train service, maintenance 
of equipment, besides affording more comfortable passenger 
train service to the traveling public. 

The road foreman of engines should direct his interest not 
only in the handling of engine crews and movement of trains 
on the road, but should study the construction of the locomotive, 
its operation, along with the economical use of fuel and supplies, 
so as to bring back to the mechanical department, being their 
only representative on the road, any subjects and mechanical 
matters developing in operation that seem to be open to further 
improvement. 

The road foreman of engines can be of the greatest assistance 
to the mechanical department and shop people by instructing the 
enginemen on the road how to make the proper inspection of 
their engine, and what information should be looked for and the 
character of reports of most value. In conclusion, we recom- 
mend that the road foreman of engines regard the instruction 
car or exhibitions as a part of his "work shop," and take every 
opportunity to completely master the subjects that are therein 
offered for study in such a way as to be better able to explain 
the system and its operation to the men on the road, illustrating 
to them what is possible and how it can be best accomplished. 


The report is signed by C. M. Kidd, chairman (N. & W.) ; T. 


F. Lyons (N. Y. C, West) ; Geo. Kleifgas, J. B. Hurley (Wab.), 
and C. P. Cass, (W. A. B.). 
DISCUSSION 
In order that the road foremen may properly instruct the en- 
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ginemen in the handling of the air brakes they should see that 
the repair forces keep the brakes in proper condition. It was 
believed that it was the duty of the road foremen to instruct 
in the practical side of operating the brakes rather than to at- 
tempt to go into the mechanical details, leaving that to the air 
brake instructor. A large amount of patience must be exerted 
by the man instructing the enginemen in the use of air brakes. 
It has been found to be rather difficult to establish any hard and 
fast rules for the operation of trains, there being many circum- 
stances arising that will not exactly make the hard and fixed 
rule practical. Where men have difficulty in handling their 
trains on certain sections of the road they can be referred to 
other engineers who operate over the same division and in the 
same class of service, and who do not experience any trouble. 
All the mechanical men should bring their influence to bear on 
the yardmasters, in order to have the trains properly made up. 
The light, empty cars should be distributed throughout the train 
among the loads, as otherwise, if they are bunched at the rear 
break-in-twos are liable to result, and if they are bunched in 
the head end of the train buckling will be caused. On the Erie 
a difference in pressure in the train line between the front and 
rear ends is not permitted to exceed 10 Ib. Several roads follow 
the practice of publishing damage reports showing the causes 
of the accidents and the damage done, with suggestions, if pos- 
sible, as to how these accidents may be avoided. "These cases are 
investigated for the good of the service. It was believed to be 
the best practice to place pusher engines on long trains between 
the caboose and the train. 


SUBJECTS 


The following subjects were recommended for consideration 
at the next convention: 

What effect does the mechanical placing of fuel in fireboxes 
and the lubricating of locomotives have on the cost of operation? 

The advantages of the use of superheaters, brick arches and 
other modern appliances on large locomotives, especially those 
of the Mallet type. 

Smoke prevention. 

Make up of freight trains for tangents and grades with refer- 
ence to draft rigging and lading. 

Assignment of power to obtain the most efficient service. 


CLOSING EXERCISES 


Favorable action was taken on the recommendation that ar- 
rangements be made with the International Railway Fuel As- 
sociation for the holding of the conventions of the two associa- 
tions consecutively for the purpose of permitting those who are 
members of both associations to attend the conventions with a 
reduction in the amount of time these members are absent from 
their roads. The matter was left to the executive committees 
of both associations for final adjustment. 

Warren S. Stone, grand chief, Brotherhood of Locomotive 
Engineers, was elected an honorary member of the association. 

The attendance was 404 members; the secretary reported a 
membership of 1.061, and the treasurer reported a cash balance 
of $7,500. The following officers were elected for the ensuing 
year: J. R. Scott, president, St. L. & S. F.; B. J. Feeny, first 
vice-president, Illinois Central; H. F. Henson, second vice-presi- 
dent, N. & W.; W. L. Robinson, third vice-president, B. & O.: 
G. A. Kell, fourth vice-president, Grand Trunk; A. G. Kinyon, 
fifth vice-president, S. A. L.; David Meadows, treasurer, M. C, 
and W. O. Thompson, secretary, N. Y. C. 

Chicago received the highest number of votes as the place 
for holding the next convention. 


CoveRING. STEAM Pire FLANGES.—]n covering steam piping it. 
is often the practice to omit the covering from the flanges and 
sometimes from the valves and fittings. While the heat thereby 
lost mav or may not represent an item equal to the cost of the 
covering and labor, the expansion and contraction effect will 
eventually result in damage to. the piping.—Power. 


OCTOBER, 1915 


NEW YORK CENTRAL SMOKE-WASHING 
PLANT* 


BY M. D. FRANEY 
Master Mechanic, New York Central, Elkhart, Ind. 

The New York Central engine house in Chicago is located at 
Englewood station, near Indiana avenue and 63d street. It is 
adjacent to the White City, a popular amusement park, and 
surrounded by a very desirable residential district. The citizens 
are very insistent on the abatement of smoke, and object to 
the excessive use of the blower which is sometimes necessary 
for this purpose. While the New York Central locomotives west 
of Buffalo are equipped with the steam jet smoke consumer, 
which induces a flow of air above the fire and under the brick 
arch, and large blower capacity consisting of two 1%-in. blow- 


ers, one on the right and one on the left side, it is found that. 


these appliances are of little assistance in the elimination of 
smoke when building a new fire in a cold locomotive. This 
was the great problem which confronted the mechanical officers 
of the New York Central in 1910, when it was found necessary 
to build a new engine house and terminal facilities at the En- 
glewood station. 

O. M. Foster, master mechanic in this territory at that time, 
after a careful study of smoke-washing devices, which had been 
tried at other places with partial success, conceived the idea of 
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ent smoke washer at Englewood was designed and constructed. 
The only drawback was in securing material that would with- 
stand the powerful action of the various acids resulting from 
the combination of the gases, the solids and water. 

The Englewood engine house has 30 stalls, in which from 
80 to 100 locomotives are handled every 24 hours. It is built 
without a single smoke jack leading direct to the atmosphere. 
In washing the smoke, a large concrete tank is used, 22 ft. by 
32 ft. This is subdivided by separating walls into three basins, 
each of which is lined on the interior with dressed lumber set 
in about 1% in. from the concrete. The space between the 
concrete and the lining is filled with tar. Wooden pins, instead 
of nails, are used for fastening the lining, in order to resist the 
action of the acids. The drawings show the plan and elevation 
of the tank, the stack, the three hoods, the three ducts connect- 
ing the fan with the concrete basin, the fan and motor and the 
elbow connecting the fan with the large smoke duct in the 
engine house to which the smoke jacks connect. 

A large smoke duct, 60 in. in diameter at the center and 
tapering to 36 in. at the ends, extends around the engine house 
just under the roof and directly above the smoke stacks of the 
locomotives when the latter are headed in and standing in 
normal position. This smoke duct was built of transite mate- 
rial, and is connected with drop pipes leading down to each pit. 
In cach of these drop pipes is a damper which is closed when 
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Locomotive Smoke-washing Piant at the Englewood Engine House 


forcing the smoke through a large body of water by means of 
à fan, separating the unconsumed carbon from the gas, permit- 
ting the latter to escape through a high stack and holding the 
carbon and other solids in suspension in the water. D. R. 
MacBain, superintendent of motive power, who had made a life- 
long study of smoke-abatement devices, approved of the plan. 
À small plant was built at Elkhart, Ind., capable of taking care 
of one locomotive, which gave results beyond expectation. To 
more thoroughly test the device, an experimental plant was 
built at Collinwood, Ohio, to take care of several locomotives. 


With the data collected from this experimental plant, the pres- 
puc p UM TU ee ee, 


* From a paper 


ti resented at the tenth annual convention of the Interna- 
onal Association 


or the Prevention of Smoke. 


the jack is not in use. Leading from each drop pipe is a 
telescopic jack made of cast iron and supported from the roof. 
These telescopic jacks have vertical, lateral and longitudinal 
movement to accommodate different positions of the locomotive 
stack. They are raised and lowered by a walking beam, counter- 
balanced with a weight and operated from the wall of the engine 
house. The damper is opened and closed from this same point. 

Near the center of the house a large elbow connects into the 
top of the 60-in. transite duct and leads down to a 78-in. steel 
plate, double-inlet fan, capable of handling 68,000 cu. ft. of gases 
per minute at 500 deg. at a total static pressure of 14 in. at the 
fan outlet, and at a speed of 950 r.p.m. The fan is belt-driven 
by a 300 hp. constant speed, 300-400 r.p.m. motor. A smoke duct 


leads from the fan to each of the three concrete basins, the 
outlet to each duct coming directly under the hoods referred to 
above. There are three hoods in each tank. The top of the 
interior hood is open, while the top of the second hood is closed 
similar to a bell; the top of the third or outer hood is open and 
connects with the stack, which is approximately 60 ít. high. 
The three smoke ducts leading from the fan, the hoods and the 
stack are made of wood pinned together with pegs instead of 
nails. The lower portions of the three hoods extend down in 
the concrete basin and are submerged in the water. 

An 8-in. hole is provided in each of the separating walls to 
insure a uniform level of water in the three basins. A special 
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to, the gases are engulfed by the spray and wave action of the 
water and pass out through the top of the first hood into the 
second hood or bell, which, it will be remembered, has a closed 
top. They are forced down below the lower edge of this hood 
and pass to the third hood, and out of the water into the stack. 

The carbons and solids are separated from the gases as they 
are forced through the water and rise to the top of the water 
in the tank in the form of a black, foamy scum. The gases 
pass out through the stack as a white vapor, practically odor- 
less. In handling 80 locomotives in 24 hours, from 8 to 10 
barrels of carbon are obtained from the smoke washer. This 
has the appearance of lampblack, and is thoroughly steam-dried 


Plan of Locomotive Smoke-washing Plant at the Englewood (Chicago) Engine House of the New York Central 


overflow pipe is provided to maintain 14 in. of water in the tanks 
and to prevent the carbon from escaping into the sewer. A 
11%4-in. high-pressure steam jet, with proper elbow and nozzle 
pointing toward the outlet, is located in each of the three ducts 
and close to the concrete tank. The purpose of these steam 
jets is to accelerate and thoroughly mix the gases with the water 
and prevent them passing through the water in large bubbles. 
The gases are forced from the fan through the three smoke 
ducts into the water, passing out into the first hood. The water 
being thoroughly agitated at this point by the steam jets referred 


after it is taken from the smoke washer. 
material is as follows: 


An analysis of this 


NEOISEUEB- ursa Sena in? dhe hee ee wee de BS 3.9 per cent 
SACOM, tyne eat 5d sux kic d bu grada ey 82.6 per cent 
Sulphur or est utum Vel C xd o RUPTA SOR 2.6 per cent 
Iron oxide esa GG wack wena aa RUNI FOR ct Pea 8.7 per cent 
DUCA: oucRvDE RARE Cer BOE dee dbedend 1.8 per cent 
Calcium oxide oontra e vemsses ex trace 


The sulphur and sulphuric acids are retained in the water. 
The city smoke department of Chicago and the nearby residents 
are well pleased with the results obtained and on numerous 
occasions have complimented the plant very highly. | 


OcroBER, 1915 


The estimated cost of making such an installation is from 
$15,000 to $18,000, where the property conditions are favorable. 
Owing to the property conditions and to the fact that the Engle- 
wood plant is an experimental one, the actual cost was some- 
what greater. We made an investigation some time ago as to 
the cost of operation: 


COST OF OPERATION PER DAY OF 24 HOURS 


Water, 18,255 gallons, @ 7 cents per M................ eee $1.28 
Coal, 10.86 tons, @ $1.75 per tom... llle hn 19.00 
Electricity, 3,360 kilowatt hrs., « $0.0129.......... leere 43.34 

AL Ota Sethe Gea d C eA edax tds diets M e eed tiic M OE A O ai e $63.62 
SAVING EFFECTED BY THE NOR OF WASHER PER DAY OF 24 

)URS. 

Fires “Maintained? ese oe se walk e xac BH AU DEDE M Y dd $40.80 
New fres Dill. uan ire gor PC ROCCO OSA ROI Pede d Y OON UR GR EON 7.11 
Reduced electrical cost due to sliding scale rate............... ee eee 8.52 

Total uem acti es Rae bad d de qi eS VEE aita cues ei. DLE E $56.43 


This makes the net cost of operating the washer $7.19 per 
day of 24 hours ($63.62 less $56.43). It is expected that we will 
be able to find a profitable use for the lampblack reclaimed by 
the smoke washer. This would, of course, result in still further 
decreasing the net cost of operation and might possibly show 
a profit. 

We have found that where the fires are properly started the 
draft from the fan is sufficient to draw off the gases from 
the locomotive without the use of the blower. This means a 
decided reduction in the amount of water used, due to not 
using the steam blower, and also means a decided saving in 
coal consumption, due to the reduced draft. While we have 
quoted the results of some tests, it is difficult to obtain a set 
fizure as to the amount of coal and water consumed by an 
engine at a terminal, due to varying conditions, such as smoke 
restrictions, temperature of the weather, and the human ele- 
ment or fire-up men. However, the tests showed to our entire 
satisfaction that the coal and water consumption is materially 
reduced on engines stored under the smoke jack and influ- 
enced by the draft of the smoke washer fan. The tempera- 
ture of the firebox is more even and the fire-up man is able to 
handle a larger number of locomotives. 

This smoke washer is operated under patents controlled by 
the American Smoke Washing Company, incorporated in Il- 
linois, of which S. K. Dickerson, 5120 Greenwood avenue, 
Chicago, is secretary. 


PREPARED PAINTS FOR METAL SURFACES* 


BY HENRY H. GARDNER 
Assistant Director, The Institute of Industrial Research, Inc., 
Washington, D. C. 

In designing protective coatings for metal the modern prac- 
tice has been to apply the results available from researches into 
the cause of corrosion. These results have shown that ma- 
terials of a basic nature, or substances which contain soluble 
chromates, prevent the rusting of iron. For this reason pig- 
ments of a basic nature or pigments containing the chromate 
radical have come into wide use in the manufacture of pro- 
tective paints. That they are the best pigments for this pur- 
pose has been proved not only in practice, but also in the 
Atlantic City tests,t which were made on a series of 300 large 
steel panels, using nearly 100 different pigment paints. Apply- 
ing the results of these tests to the practical manufacture of 
protective coatings, the writer will discuss the use of the various 
pigments under separate headings, taking up the composition 
of the most widely used colors for metal painting, namely, red, 
gray, black and green. Most of the paints outlined herewith 
are suitable for the painting of structural steel, bridges, steel 


"Presented at the Forty-sixth Annual Convention of the Master Car and 
Locomotive Painters’ Association. 


tFor full description of tests and further information see Proc. Amer. 
Soc. for Test. Mater., Vol. IX, 1909, pp. 203 and 204; Vol. X, 1910, p. 
79-86; Vol. XI, 1911, pp. 192-194: Vol. XIII, 1913, pp. 369-371; Vol. XIV, 
1914, pp. 259 and 200. 
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railroad cars and equipment, ornamental ironwork, poles, posts 
and for general work on metal suríaces. 

Red Lead Priming Paints—It is well understood that one 
of the most valuable properties of red lead is its ability to set 
up to a hard, elastic film that shuts out moisture and gases 
which are apt to cause corrosion. This cementing action is 
due to the presence of unburnt litharge, a pigment which 
rapidly reacts upon linseed oil to form a lead linoleate com- 
pound. It will readily be seen, therefore, that red lead free 
from litharge has no cementing action and should not be con- 
sidered more protective than iron oxide or any other similar 
neutral pigment. It is thoroughly essential that red lead should 
be highly basic and should contain a considerable percentage 
of litharge, if it is to protect iron from corrosion. It is a 
growing custom to use prepared red-lead paints made from 
finely divided red lead ground to a fluid condition in linseed 
oil. Such paints remain in excellent condition for a long period 
of time. They have a high protective value and are well suited 
for general purposes. They are used extensively for priming 
steel vessels. The Navy Department has found that inert pig- 
ments, such as silica and asbestine, give good results when used 
in ready mixed red-lead paints, their action being to prevent 
settling of the red lead upon storagc. 

A specification which may be used by the grinder when pur- 
chasing dry red lead prepared paints is given herewith: 

1. The dry pigment to be the best quality, free from all adulterants, 
and to contain not less than 85 per cent nor more than 90 per cent PbsQ,, 
the remainder being practically pure lead monoxide (PbO). 

2. It shall contain not more than 0.1 per cent of metallic lead, nor 
more than 0.1 per cent of alkali figured as NasO. 

3. It shall be of such fineness that not more than 0.5 per cent remains 
after washing with water through a No. 21 silk bolting-cloth sieve. 

NorE.—]í desired, the gram weight of the red lcad may be specified. 
Extremely light, flutfy red lead should run from 10 to 13 grams per cubic 


inch. Medium red lead will run from 13 to 16 grams per cubic inch. 
Heavy red lead will run from 17 to 19 grams per cubic inch. 


Composition of Red-Lead Priming Paints —The cost of red- 
lead paints is a subject of vital importance to the large user. 
Red lead may be produced in different physical states. Ordi- 
narily the grade that has been overburned is extremely heavy, 
1 cu. in. weighing from 18 to 20 grams. For the production of 
a paint from such red lead, according to the formula used by 
one large consumer, the following quantities would be required : 


Red lead uztietacce 2 otn YAN ESI ph 26 lbs. 
Linseed orbs 30x 2e 2b eo dés aet Chee a dud ace d 20 gills 
Petroleum spirits .........0.. cee eee eee 3 wills 
Drier: ETE 3 gills 


This would produce approximately 1 2/5 gal. of paint. Each 
gallon would contain about 20 Ib. of red lead, the actual cost 
of the red lead itself being in the neighborhood of $1.60. A 
red lead of a much better protective value, containing from 10 
to 12 per cent of free litharge and produced in an extremely 
fine physical state of comminution, so that 1 cu. in. would not 
weigh over 12 to 15 grams, would produce a paint of exactly 
the same body on the following formula: 


Red tead. zac ie A e tea E UT ee PA 20 lbs. 
Raw linseed il. ours nu xx bee ES 26 gills 
Turpentine: vs Vesp ut vc Heh x e ero WV 3 gills 
Drier P 3 gills 


This would produce approximately 14% gals. of paint, each 
gallon of which would contain about 15 lb. of red lead, the 
actual cost of the dry pigment per gallon being in the neigh- 
borhood of $1.20. Red lead of still lighter gram weight could 
be used, so that a still smaller quantity of pigment would be 
required per gallon of oil. The durability of such paints should 
compare favorably with those containing very high percentages 
of red lead of high gram weight. Pigments of an extremely 
light nature, such as lampblack, grind in very large quantities 
of oil, yet their films are more elastic and durable than many 
paints which are composed of much pigment and little oil. 

Red Paints.—Iron oxide has always been one of the most 
widely used pigments for the manufacture of protective coat- 
ings. Oxides that are free from acid or soluble substances 
give the best results. There are many grades, from the bril- 
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liant Indian reds, containing 98 per cent, down to the natural 
mined brown shale oxides, containing from 30 to 60 per cent 
of ferric oxide, the balance being silica, clay, etc. Venetian 
reds, consisting of about equal parts of ferric oxide and cal- 
cium sulphate, are also quite widely used. It is customary to 
add to iron oxides from 10 to 20 per cent of zinc chromate, 
zinc oxide, or red lead, in order to make them rust inhibitive. 
Such red paints are widely used for application to tin roofs, 
metal siding and general structural steel. Red paints made 
from basic lead chromate (American vermilion), the pigment 
which gave the best results in the Atlantic City tests, would 
doubtless be the most economical in the long run, but the high 
cost will probably prevent their use to any great extent. The 
use of a percentage of basic chromate of lead in iron-oxide 
paints is to be approved. 

Gray Paints—Mixtures of white lead (basic carbonate or 
basic sulphate) and zinc oxide, tinted gray with carbon black, 
are widely used and give excellent results in every climate. 

A valuable rust-inhibitive coating for general priming or 
finishing work may be prepared from sublimed blue lead. The 
use of two parts of blue lead and one part of linseed oil con- 
taining about 5 per cent of turpentine drier makes a paint of 
the right consistency. This may be purchased in prepared form. 
The rust-inhibitive value of this pigment is due to the high 
percentage of lead oxide (litharge). When purchased ground 
to a paste in 10 parts of oil, there should be added approxi- 
mately 5 gals. of linseed oil and 1 pt. of drier for use. A 
specification for blue lead for use in metallic paints is given 
herewith : 


Minimum Maximum 
Lead sulphate............... 44 per cent 52 per cent 
Lead oxide 5.213.5..x 33 per cent 40 per cent 
Lead sulphide ............... 0.5 per cent 
Lead sulphite ............... 3.5 per cent 
Zinc oxide .................. 3.0 per cent 


Black Paints.—Black paints are often preferred for the finish- 
ing coat on steelwork, carbonaceous paints being unsuited for 
application direct to the metal on account of their rust-stimu- 
lative action. Carbon pigments, such as gas carbon black, oil 
black, artificial and natural graphite (flake and amorphous) 
are usually the base pigments used in black paints. Silica and 
other earth pigments may be combined with the carbon. The 
slow-drying nature of such paints is lessened by the addition 
of litharge. The use of boiled linseed oil as a vehicle is ad- 
visable. 

Magnetic black oxide of iron (precipitated) forms an ex- 
cellent black protective paint when ground in linseed oil. The 
slightly basic character of this pigment accounts for its in- 
hibitive value. The natural variety of black magnetic oxide of 
iron is also suitable for this purpose, but should be tested for 
freedom from soluble acid impurities before use. Willow 
charcoal is not made in commercial quantity; its use, there- 
fore, will be restricted. Its inhibitive value depends on the 
basic nature of the impurities present. 

Green Paints.—Mixtures of zinc chromate and Prussian blue 
in oil are highly inhibitive and have proved satisfactory in long 
service tests. Chrome yellow tinted with black oxide of iron 
to an olive shade is permanent and protective. Chrome green 
made from lead chromate and Prussian blue is generally used 
when precipitated upon a barytes base. 

Painting Galvanized Iron.—Roofing, siding, railing, drain 
pipes, cornice work, etc, constructed of galvanized iron re- 
quire painting if they are to be kept in a good state of preser- 
vation. Paints are apt to peel from galvanized iron on ac- 
count of the smooth, spangled surface. This condition, how- 
ever, is obviated by first treating the metal before painting with 
a solution of copper salts. Such a solution may be prepared 
by dissolving 4 oz. of copper acetate, copper chloride or copper 
sulphate in one gallon of water. By brushing on this solution 
the galvanized iron is roughencd, a thin deposit of copper being 
plated out over the surface. After an hour or so, the surface 
may be lightly brushed and then painted with a thoroughly 
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inhibitive oil paint. Firmly adhering films are thus produced. 

Painting Tinned Surfaces.—Tin plate, such as is used for 
roofing and siding, will rapidly corrode unless protected by 
paint. The pin-holes present in the tin coating on the steel 
base metal act as pockets to catch moisture, which causes rust 
spots and pit-holes. Before applying paint to the sheets it is 
advisable to rub the surface of the tin with a cotton rag saturated 
with benzine or turpentine. This will remove the palm oil that 
is present on the surface and allow the paint to firmly ad- 
here. Iron-oxide paints containing an inhibitive pigment are 
widely used for preserving tin. The use of 15 to 20 per cent 
of zinc oxide, red lead or zinc chromate with a neutral bright 
iron oxide produces an excellent paint. The partial use of 
boiled linseed oil of kauri gum mixing varnish will add to the 
gloss and water resistance. Such paints are also suited for 
use on metal shingles and pressed-steel siding—plain black, gal- 
vanized or tinned. For dipping purposes, turpentine or high 
boiling point mineral spirits should be used for thinning. Cheap 
driers containing a low boiling point benzine should be avoided. 


EXHAUST INJECTORS 


BY ROBERT W. ROGERS 
Instructor of Apprentices, Erie Railroad, Port Jervis, N. Y. 

Exhaust steam from the cylinders has been used for some time 
in British practice for injecting the feed water into the boiler, 
either alone or in combining with live steam. Injectors of the 
combination type are sometimes made in two sections, and some- 
times the two parts are combined in one body. The drawing 
shows the two parts of the former type separated, that at the 
right being the exhaust steam section and that at the left the 
live steam section. 

The exhaust steam section takes the feed water from the 
tender at atmospheric temperature and raises it nearly to the 
boiling point. In addition to the heating effect a pressure of 70 
Ib. per sq. in. is exerted on the water, and it is delivered at this 
pressure and temperature to the live steam section, which forces 
it into the boiler. With injectors of this type the temperature 
of the water delivered to the boiler reaches 270 deg. F. 

Automatic action is attained in this type of injector by the 
construction of the combining tube. This tube is divided longi- 
tudinally into two parts, the upper part being hinged to the 


f i į 
AA died 
^ + 


The Exhaust and Live Steam Sections of a Combination Type 
Injector 


lower. When in operation the tube acts as a unit in the usual 
way, but when the jet breaks the two halves of the tube are 
forced apart, thus affording a temporary free outlet which is re- 
quired to re-establish the normal action of the injector. A small 
pipe extends from the live steam section to the exhaust section 
through which live steam is supplied in small quantities to the 
exhaust section in order that it may be operated when the 
locomotive is standing or drifting. In starting the self-acting 
injector the steam and water supply valves are opened and the 
water supply is regulated by a valve jn the suction pipe until 
the overflow ceases. | 

In the development of the exhaust injector it has been found 
that, owing to the presence of oil in the exhaust steam, the feed 
pipes rapidly become choked up; a grease cap or separator is 
therefore generally provided in the exhaust steam line, which 
removes the oil from the steam before it enters the injector. 


DESIGN OF STEEL PASSENGER EQUIPMENT 


BY VICTOR W. ZILEN 
Associate, American Society of Mechanical Engineers 
II 
SPRINGS 

Considerable information is available on the design of springs 
and the laws governing strength and flexibility are well known. 
The effect on physical properties, however, of heat treatment 
and other variables leads to some speculation on the part of 
designers as to just what should be the proper allowance for 
fiber stress in order to obtain the most economical sections. It 
is common practice to allow 80,000 Ib. per sq. in. under maximum 
static load. No doubt this could be exceeded if scientific treat- 
ment in manufacture is carried out with precision. 

The method so long used of shaping springs by hand, quench- 
ing them in oil and afterwards toughening them by slow heating 
and gradual softening, the high temperatures being determined 
by color as seen by the spring maker's eye, is extremely uncer- 
tain. The results obtained are not fully satisfactory, because 
much depends upon the susceptibility of the retina to light as 
well as upon the degree of illumination under which the observa- 
tion is made. New methods are gradually coming into general 
use in which the furnace temperatures are maintained under 
close regulation and accurately measured, but some unreliability 
probably still exists, and unless the various appliances are checked 
up from time to time and kept in order they may possess no ad- 
vantage over the older method. However, the car designer is 
interested in the results obtained from the spring rather than the 
method of its manufacture, and since few roads have modern ap- 
pliances for the repair of springs, the writer feels that 80,000 
lb. per sq. in. may still be considered the maximum safe unit 
stress under static load. 

Many formulas are found for the calculation of elliptic and 
semi-elliptic springs, all of which are based on the same funda- 
mental principles. The formula of Realeaux is quite generally 
used. For semi-elliptic springs this formula is 


P = a (21) 
S I? 
D = on ce (22) 
in which 
P — static load on one end. 
L = 44 span in inches less 4 width of band. 
S = stress Ib. per sq. in. 
b = width of plates, in. 
n — number ot plates. 
E — modulus of elasticity — 29,400,000. 
h — thickness of plate (should be about .02L). 
D — deflection. 


For full elliptic springs D has twice the value given above. 
The formula assumes that the edge of the band is ineffective. 
The ratio of full-length plates to the whole number required is 
%; the last full-length plate should be tapered at the ends and 
the remaining plates regularly shortened and tapered. The length 
of the shortest plate should not be less than twice the lenzth of 
the spring band. 

In car work the dimensions of springs are limited by available 
space, and a length of about 40 in. between centers is seldom ex- 
ceeded. For ideal operation the point of suspension should be 
chosen so that the ratio of the static to the dynamic loads 
will be the same as the predetermined ratio of the allowable 
static and. dynamic fiber stresses, but for practical reasons a 
point in line with the journal bearings is preferable. Space 
between bands must be such that when springs are solid the 
Stress may be well within the elastic limit. 

In the discussion of axles, it will be remembered that th» value 
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of H was found by formula (11) to be 17,277 lb. This is the 
centrifugal force, due to the weight on one axle, acting at its 
center of gravity and for a given speed varies directly as the 
weight producing it. For any portion of the car the value of H 


acting at its center of gravity may be found by simple proportion. 
In Fig. 2 let 


Hı = the horizontal force required at the center of gravity of the weight 
above the springs. 

H = 17,277 lb. . 

Wi = 52,000 lb. = weight on springs including weight of passengers. 

W = weight on one axle = 31,000 Ib. 


The value of H, will then be found as follows: 
" WiH ... §2,000 
Ww 31,000 
Taking moments about C, the intersection of the vertical and 
horizontal center lines of one of the springs, we have for equilib- 
rium of the car above the springs: 


Hi 


X 17,277 29,000. 


P. 1+ Hi a DNI 


Pi + P» = Wi. 
From this the loads on the springs are found to be 


a Wi Hi ay 
P. > ee (23) 
W H 
P, = > + - AREE E (24) 
The latter becomes 
52.000 9.000 x 46 
Py = ——— + IUUD KON = 43,600 Ib. 
2 76 
when the following values are substituted: 
a = 70 in. 
ag = 24 in. 
aj — a — ag = 70 — 24 = 46 in. 
1 = 76 in. 


From this it is seen that the load per group of springs due to 
combined vertical and horizontal forces may be found by (24) 
and the space between bands may be proportioned accordingly. 

Center of Gravity 


of Weight on 
Springs 


ee —— — m A ee eo — 


-—— ——— . 


of Springs 


--38 oo 


| + x p Top of Rail 
Fig. 2 


For the given values P, was found by formula (24) to be 
43,600 1b., while the static load per group of springs is 26,000 Ib. 
From formula (21) we know that stress S varies directly as the 
load P. Then let 


P, = 26,000 lb. maximum static load per group of springs on one side of 
the truck. 
P, — 43,000 lb. maximum load due to vertical and horizontal loading 
combined. 
S, = fiber stress for static load. 
Se = fiber stress when springs are solid = 120,000 Ib. 
Then solving for the fiber stress under static load 
Sa Pe P2s, 2 
Sc = Pi or Os — Fi POP E a loves wee! a GeUelser (25) 
: 26,000 X 120,000 Í 
Ss = ——_ Z ) ; ‘ 
. 33,600 71,600 Ib. per sq. in 


If we wish to make Ss = 80,000 1b., Se would be 134,000 Ib., 
which probably is too high for safety, and unless the value of 
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P,, as affected by the position of the springs, can be reduced, 
the values of 71,600 and 120,000 for Ss and Se should be used. 


HELICAL SPRINGS 


What has been said in regard to manufacture, arrangement, 
position and dimensions of elliptic springs is equally true in the 
case of helical springs. In case of a four-wheel truck, the 
springs should be as close to the journal box as possible, the top 
of the box being the most preferable location, for the reason that 
it is the point of reaction for all the loads. A lighter spring may 
therefore be used at this point than at any other location. 

It is considered good practice not to have the diameter of the 
rod from which the spring is to be made more than one-quarter 
the outside diameter of the spring, and when placing one spring 
on the inside of the other they should be coiled right and left. 
The maximum fiber stress allowable is between 80,000 Ib. and 
90,000 lb. when the spring is compressed solid. This should 
occur only when the maximum condition of loading is reached. 
This condition may be determined by the same procedure fol- 
lowed in deriving formulas (24) and (25) for elliptical springs. 
Referring to Fig. 2, 


_ Wil 
Hy — Ww 
in which 
Wr = say 30,500 lb. = weight on springs including weight of pas- 
sengers. 


H = 17,277 Ib. 
W = weight on axle = 31,000 Ib. 


In this case W, is one-half the weight above the coil springs 
on one truck, since there are four sets of coil springs. Substitut- 
ing these values 


30,500 X 17,277 
II: C MO S 


31,000 
and if the following values for the dimensions shown in Fig. 2 


are used 


= 17,000 Ib. 


a = 66 in. from tcp of rail to the center of gravity of the weight on 
helical springs. . 

ag — 26 in. from rail to center of springs. 

ap — 40 in 
] = 76 in. 
the values of P, and S, may be determined by formulas (24) 
and (25) ; 


(30,100 17,000 x 40 . 
= o> Se = 24,000 Ib. 


= Uo — 56,400 Ib. per sq. in. 

In this case the maximum fiber stress of the springs when 
solid is 90,000 Ib., which limits the fiber stress under the static 
load to 56,400 Ib. 

To secure an easy riding truck the total deflection for helical 
and elliptical springs combined should be as liberal as practical 
conditions will permit, the limit being the maximum side sway 
a car may have sidewise at eaves without exceeding the clear- 
ance line of tunnels, bridges, etc. 

The rcquired dimensions for helical springs will be found by 


the following formulas: 


5 mode 
pz lor tc tc áÀ nn nnn (26) 
4S 7 awh - 
Io o. MS RT er o: S ue ve due cm Rr a cm. Bi Bel eus -f 
f ius (27) 


in which 


3 = 12,600,000. 

P = load at solid height in lb. 

S — stress in lb. per sq. in. 

d — dia. of steel in in. 

r = radius of center of coil in in. 
h — solid height of spring in in. 
f = deflection in in. 


In obtaining the deflection for one inch of solid height h = 1, and 
may be omitted in (27). Formulas (26) and (27) may be simpli- 


aS 47S me : 
fied by letting = ¢ and G = kh. Substituting c in (26) 
and $ in (27) 
43 
P-—c 1 "E" m (28) 
2 h 
pE a OT (29) 
S = 80,000, c = 15,708, k = .08 S — 90,000, c = 17,672, k = .08976 


S — 85,000, c — 16,700, k — .0847 S 95,000, c = 18,650, k = .09474 
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The following table gives values of the constants c and k for 
values of unit stress from 80,000 Ib. to 95,000 Ib. : 


S c k 
80,000 ME" VS POR: Sy erin dee ud AE RES 08000 
835,000 opciones oo BA ees 16,700 5,212 wr IEEE 08470 

OOOO oe cae V purto I2 042. (ot oa Bare eee qa ies 08976 
95000 MNT TRG50" 5.20 maria DEAS SU M 09474 


THE CAR DEPARTMENT AND THE EXPEDITING 
OF PREFERRED FREIGHT 


M. J. O'Connor, special inspector of the New York Central, 
read a paper on "Ways and Means of Expediting Movement 
of Cars Loaded with Preferred Freight" at the September 
meeting of the Niagara Frontier Car Men's Association at 
Buffalo, from which the following is taken: 

The car department is a prime factor in the prompt and safe 
movement of freight trains, and I will endeavor to describe 
from a car department point of view what the contributing 
elements are: 

(1) By covering the inspection and necessary light or run- 
ning repairs to cars at freight houses and industrial plants prior 
to loading the cars it will avoid marking them to repair track 
later on, or holding them for necessary repairs after they are 
received in train yards; as a result trains can be gotten out of 
terminals with a minimum delay. 

(2) The inspection of the air brake apparatus and the ad- 
justment of brakes in the receiving yard, also the marking out 
of all cars on which the air brakes are not in perfect order, 
assists materially when making the final air brake test after 
the road engine is coupled to train in the classification yard. It 
is a feature of the inspection that should be given special atten- 
tion, as it is an acknowledged fact that where this is done it 
has been the means of reducing the number of burst air hose 
en route, and the consequent damage to equipment, likewise 
serious delay to trains. 

(3) Treating the journal boxes of cars after they are assem- 
bled in trains will disclose whether the packing and contained 
parts are in the best possible condition. Where this practice is 
followed conscientiously it will reduce the trouble experienced 
with hot boxes to a minimum. While this is a failure the 
railroads have always had to contend with, I have no hesitation 
in stating that by specializing on this work the trouble with 
hot boxes can be reduced fully 40 per cent. 

(4) Co-operation with train crews is most important from the 
fact that when cars are moving over the line they are beyond 
the jurisdiction of the car inspector. This co-operation can be 
established to a better degree and understanding by having in- 
spectors in a special capacity ride the important freight trains. 
as this not only brings to light any irregularities, but is a 
means of educating the train crews to the nature of defects on 
cars; should a slight defect develop while en route they are 
thus better qualified to know whether the car is safe to move 
to a terminal, which knowledge will prevent the unnecessary 
cutting out of cars carrying preferred freight. 


Imports FRoM GERMANY.—Imports from Germany into the 
United States for May, 1915, were only $3,172,630, compared with 
$14,661,923 in May, 1914. The largest item was toys at $447,976, 
the next being earthen, stone and china ware at $225,758.—]ron 
Age. 


HIGHER LINESHAFT SpEEDS.—In many factories, the lineshafts 
run too slowly and consequently most of the machines pro- 
vided with cone drives are so speeded that the slowest speeds 
obtainable on the machine are seldom or never used. A Con- 
necticut manufacturer of machine products has set a good ex- 
ample by speeding his lineshafts so that the slowest speeds 
that can be obtained on any machine are the slowest that ever 
wil be required. The general effect has been to use higher 
speeds on all work from the lowest turning speed to the high- 
est filing speed.—Machiner y. 


NORTHERN PACIFIC PASSENGER CARS 


Example of Standard Construction for Various 


Classes of All-Steel 


The Northern Pacific has recently received from the Pullman 
Company 47 coaches, 22 mail and express cars, 17 baggage cars 
and 6 dining cars of all-steel construction, 10 of the baggage cars 
and 4 of the mail and express cars being equipped with the head 
end generator sets of which two were of the axle machine train 


Passenger Train Cars 


Length over end sills (Dining Cars).................. eese 72ft.10 in. 
Length over end sills (Other Cars)..................... eee 70 ft.10 in. 
Width over side sills... ..... ccc ce cece cece cee eet rnt 10 ft. 154 in. 
Rail to top: of Aor oco kiss SU TOUR ER E YR RR EX e 4ft. 534 in. 
Truck wheels, number and diameter................. eee eee 6—36 in. 
Journals: 2: 93 vxor S ace heuer wk Oe Rae EIE PEE eS 5 in. by 9 in. 


The weight of the coaches is 141,100 lb.; the mail and express 


Northern Pacific All-Steel Passenger Coach 


lighter type. The interesting feature of these cars is the marked 
similarity in their construction. The trucks are identical, the 
underframe practically so, and the framing only different in char- 
acteristic details, the coaches and diners being designed to carry 
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cars, 140,300 Ib. without, and 146,200 lb. with the lighting dynamo; 
the baggage cars, 127,800 1b., without the lighting dynamo, and 
139,800 lb. with, and the dining cars, 160,100 lb. The coaches 
have a seating capacity of 84, and the diners 30. Vestibule ends 


Section af Bolster- AS 


Mme Se Se cuinmro ee ee Se 


N" 


er E N 
2727 R z S 
m nN ow. 
: 1 ae Gin $ 
24 - p == a £1 ca 
dh Rey ewe Temi D e 
2 Wat ER ES 
PE PK urs deum ju 
‘a - a Apres + oe Paes < r. $ 
wt abr -T 
‘eg «rt 
---44-1------X. 
SER 
878” " XEM 
REV AY Be 
AC EN pA. renee NO -P E E E ee ns 
oos ios dpi TOS sigh PEE ITA CEE OS, EERE TIPS : E e m 
: . : 1 3r : H 7, PFS d | ] | 
eise: $19. ~~ — — 9e - - 39) —— e -- 399. — Le - 39] — e --- 3.99 -- > eL L2 104 Se - 2104 M 
Seth NS wa M need Sa se Acs 
MNA ER REED | Bs aa eA Lic d LI El Le i DIU D LC E Le 7010 "Over End Sills ------------ 
* n ed n e pt id a Ut ert 3 ld E ON noU EAS Ibn EE cT ee we 8S A Vi oa 


p "Pla fe 


RP 


3631347 4 Plate 
— n ui 15 417. L* 
mucho uf ee 


coute e o ca cm—MMÀn— 


- 9,90 ^ 
car mm 


, 


———————-———-:---------c—-------—--—---- 54 10 Truck Cenlers———--- 


Underframe Construction of Northern Pacific Passenger Cars 


a live load of 20,000 Ib. and 18,000 Ib. respectively, and the other 
cars 50,000 lb. Many of the Northern Pacific standard parts were 
used and, where possible, steel castings were used in preference 
to forgings. The cars all have the same general dimensions, 
which are as follows: 


2 


are used on the coaches and diners, the side doors and steps 
being wider than usual. The other cars have stub ends. 

The coaches have a natural Mexican mahogany finish from the 
window sills to the lower head lining and 7/16-in. fireproof 
Agasote below the windows to the baseboard. The ceiling is 


17 
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of the half empire style, with 3/16-in, fireproof Agasote head 
lining finished in pearl color with gold stripes. The diners are 
finished in Cuban mahogany with the exception of the kitchen, 
which is finished in plain oak. Agasote is used below the win- 
dow sills and on the ceiling, which is of the full empire style. It 
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is decorated in pearl color with gold stripes. Pressed prism plate 
glass embodying the Northern Pacific monad emblem design at 
the center is used for saloon, deck and gothic windows of the 
coaches and diners. On the coaches the prism glass was applied 
both inside and outside at the gothics, while in the dining-room 
of the diners the space usually taken by the gothics was incorpo- 
rated in the main window, making the clear glass 36 in. high 
by 47 in. wide. These large and extra high windows are par- 
ticularly adapted to afford unobstructed views. The oval aspect 
of the windows, which is the Northern Pacific standard for 
wooden cars, has been maintained in these cars. The flooring in 


interior of Northern Pacific Dining Cars 


the coaches and the dining rooms of dining cars is of flcxolith 
the color of which is natural gray in the dining cars and tinted 
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red color in the coaches to harmonize with the inside finish. 

The baggage and the mail and express cars have an inside 
sheathing of 13/16-in. by 5%-in. poplar, with a ceiling of 3/16-in. 
Agasote. A 1%-in. poplar partition separates the dynamo com- 
partment from the rest of the car. All of the baggage and the 


PLEASE PL P ML 9'93" 
" > oO: ^ " f 
,;3" L O3 i c OÀ ncs dn 25 232 a” 


HL 2 — 1 —1 


ő Deck 
gf ^s 


' 

dene 

i| hj & Girder n 

J| pl Plate ^ 

I i i v 
maths cbe pea oo fn eave : 
—— à —À e M o uh Qua. ci, ee ee TT ES B.A. 2 Sa OS EQ A5 3 


— »«- 497 >k- 25 I9] >i | 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| n 
End Silt Lir 


Frame: of Northern Pacific Coaches 


mail and express cars not equipped with dynamos were designed 
so that they may readily be so equipped. The mail and express 
cars were so constructed that the 30-ft. mail compartment can 
readily be converted into a 40-ft. compartment, and for that 
purpose a blind door was built in each side of these cars. 

All the cars are equipped with Northern Pacific special buffing 
devices, which have a capacity of 350,000 lb, and also with 
three-stem couplers having 8-in. tandem draít gear using one 
8-in. plain and one &-in. friction draft spring at each end of each 
car. The coaches, dining cars and combination mail and express 
cars are equipped with automatic deck ventilators with intake and 
exhaust working in conjunction. Eighteen of these ventilators 
are provided for each coach and seventeen for each dining car. 


UNDERFRAME 


The longitudinal sills are designed to resist the maximum 
shock due to buffing, which is assumed to be the equivalent of a 
static load of 400,000 lb. applied horizontally at the resultant 
lines of force acting at the center line of the buffing mechanism 
and at the center line of the draft gear, respectively. For this 
stress only the underframe members are considered, the super- 
structure being considered as supporting the underframe from 
buckling vertically. 

The underframe is made up entirely of plates and structural 
steel shapes and is, in general, used on all types of cars included 
in this article. The center sill is of the fish-belly box-girder 
type with bottom cover plates only at the bolsters and cross 
bearers. It is 2 ft. 4 in. deep at the center and 157$ in. deep at 
the ends. The webs are 5/16-in. plates spaced 18 in. apart, 
being reinforced with 5-in. by 4-in. by %-in. angles on the outside 
at the top and with 31-in. by 3v;-in. by V;-in. angles on both 
sides at the bottom. 

The top cover plate for the stub-end cars is % in. by 30 in. 
and extends to within 2 ft. 134 in. o£ each end sill, while that 
for the vestibule cars is 3 in. thick and it extends a few inches 
beyond the end sill. On all of the cars the center sills terminate 
at the buffing plate. The body bolsters are of the double type, 
consisting of 5/16-in. pressed steel pans placed back to back, 
the side members being 5 ft. 10 in. apart. A cast-steel center 
plate is enclosed in the center sill girder and is designed to 
receive the Coleman locking device. The side bearings are 
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carried on 8-in., 18-Ib. I-beams located 3 ft. 97$ in. each side of bottom cover plate, % in. by 6 in., extend in single pieces from 
the longitudinal center line, and extending between the side side sill to side sill. 


members of the body bolsters. The side sills are 5-in., 11.6-lb. Z-bars, extending in one piece 
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Section Through Vestibule Ends 
There are two crossties, one 9 ft. 3 in. each side of the middle from end sill to end sill. To the lower leg is riveted a 4-in. 


of the car. They consist of 3-in. by 3-in. by %-in. angles, to which by 3-in. by 5/16-in. angle, to which the outside sheathing is 
is riveted a 14-in. plate. A top cover plate $6 in. by 6 in. anda applied. The floor supports consist of 3/16-in. by 5-in. pressed 
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Sectionai Views of the Roof End Construction of the Northern Pacific Vestibule Cars 
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Horizontal Section Through Side Construction of the Coach 


steel pans, extending between the center sill and side sills. The 
underframe is covered with 1/16-in. plates. The end sills are 


L4-in. pressed steel pans, 12 in. deep, extending between the side 
and center sills. 
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Cross Section of Coach at the Window 


SIDE FRAMING 


The general construction of the side framing in all types 
of cars discussed in this article is similar, the clere-story type 
of construction being used. The side posts are %-in. pressed 
steel channel sections 4 in. wide placed with the backs at right 
angles with the side of the car. The side plates are 4-in., 82-lb. 
Z-bars. The upper and lower deck carlines and the deck posts 
are made of one piece of %-in. steel plate pressed in the form 
of a channel. The deck sills are 3-in. by 3-in. by 3/16-in 
angles. The outside belt rails are 4-in. by 1¥%-in. by 7/16-in. 
dropper bars, and the inside belt rails are 3V-in. by 1¥4-in 
by 3/16-in. pressed angles, both extending the full length of the 
car. The top of the outside belt rail is 2 ft. 11 1/16 in. above 
the bottom of the side sill. 

In the vestibule ends four 6-in., 23.9-lb. I-beams form the 
door ane vestibule Si iin cid posts and four 4-in., 8.2-lb. Z-bars 
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Section Through Section Through Section Through, Center 
High Window. Pier. Window Post 


Vertical Sectlons of the Coach Side Construction 


the intermediate and corner posts. The cast-steel buffer is 
mounted directly on the center sill and is further reinforced by 
a 7-in., 9.75-lb. channel 2 ft. 414-in. each side of the center line 
of the car. In the stub-end cars 12-in., 31.5-Ib. I-beams are used 
for the door posts, and eight 4-in., 8.2-lb. Z-bars form the inter- 
mediate and corner posts, there being two corner posts at each 
corner. As in the vestibule end the buffer casting is attached 
directly to the center sill. An anti-telescoping plate extends 
across all sills back of the end sill. 


INSULATION 


The insulation for the floors of the coaches and diners con- 
sists of a layer of %-in. ceilinite cemented to the steel suh- 
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floor and passing under the six floor stringers, a layer of 3-ply 
salamander, an air space, a course of Neponset paper laid be- 
tween the two courses of 13/16-in. fir flooring and a layer of 
rj-in. flexolith with wire netting laid on the top course of 
wooden flooring. The insulation for the side and end walls con- 
sists of a layer of 3-ply salamander cemented to the inside of 
the steel sheathing, an air space, a course of 2-ply salamander, 
a layer of wool felt, a layer of Neponset paper, an air space and 
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a layer of 3/16-in. ceilinite cemented to the inside lining. The 
insulation for the roof, including both the upper and lower 
decks, consists of a layer of 3-ply salamander cemented to the 
roof sheets, an air space, 2-ply salamander, Neponset paper, 
wool felt and a layer of 3/16-in. ceilinite. These cars are equipped 
with Baker heaters and the Gold indirect steam heating system 
with sufficient radiating surface to heat the cars to 70 deg., with 
an outside temperature of 50 deg. below zero. 


lliumination 


Interior of Coach Taken Under Its Own 


The insulation for the floors of the baggage, and mail and 
express cars consists of a layer of 3-ply salamander cemented 
to the steel sub-floor, an air space and a course of Neponset 
paper laid between the two courses of 13/16-in. flooring. The 
side and end walls are insulated with a layer of 3-ply salamander 
cemented to the outside sheathing, an air space, a layer of 2-ply 
Salamander cemented to a layer of 3/l6-in. ceilinite which in 
turn is cemented to the inside lining of 13/16-in. poplar. The 
upper and lower decks of the roof are insulated with a layer 
of 3-ply salamander cemented to the roof sheets. These cars 
are heated by the Gold direct steam heating system with suffi- 
cient capacity to maintain a temperature of 70 deg. with an 
outside temperature of 38 deg. below zero. 


TRUCKS 


Six-wheel trucks with structural steel frames are used under 
all the cars. They have a wheelbase of 11 ft, open-hearth 
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steel annealed axles with 5-in. by 9-in. journals, 36-in. solid steel 
wheels and a distance of 7 ft. 734 in. from center to center of 
the Stucki roller side bearings. Cast-steel parts are used instead 
of forgings where practicable. Each wheel piece is made of 
one 9-in., 34.7-Ib. channel reinforced at the top with a j$-in. 
steel plate. The end pieces are 5-in., 11.6-Ib. Z-bars. The spring 
planks are 5/16-in. by 1312-in. by 5-ft. 612-in. plates. The truck 
bolster is cast steel. The center plates of the car body and the 
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Frame of Northern Pacific Baggage Cars 


trucks are positively locked against any horizontal movement, 
and in addition the car body and truck are securely held together 
by the Coleman center plate locking device. The center plate 
faces provide 116 sq. in. actual or 101 sq. in. projected area of 
contact and were machined and ground together to a smooth 
working fit. The benefits of this, combined with the use of 
roller side bearings, are readily apparent. The braking of the 
truck is of special interest. One piece cast-steel brake hangers 
are used and they are longer than those usually used on 6-wheel 
trucks. Two brake beams are applied to the middle pair of 
wheels and one beam to the inside of each of the outside wheels. 
The design prevents the back surge of the truck when it comes 
to a stop, the brakes applying with a slightly preponderant 
downward force on the rear of the truck. The brake beams are 


End View of Northern Pacific Steel Coach 


designed to insure like pressures coming to both wheels on the 
same axle, maintaining the same relation of the brake head and 
shoe to the wheel, and provide an easy method for the removal 
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and reapplication of brake shoes. The braking power of the 
middle wheels is 32 per cent and for the end wheels 34 per cent. 


LIGHTING 


All cars are wired for the 64-volt, head-end electric lighting 
system, straight electric with candle-lamp auxiliary. The dining- 


Axie Train Lighter Mounted on Truck 


cars, dynamo cars and combination mail and express cars are 
equipped with 200-ampere-hour storage batteries. The electric 
wiring in all cars was installed in conduit. The dining-cars 
and coaches are equipped with a new system of car lighting 
which eliminates the projection of fixtures into the body of the 


Axle Train Lighter in Northern Pacific Mail and Express Car 


car. The new-style fixtures used were very carefully and accu- 
rately designed to give a large amount of light without glare. 
The illustration showing the interior of the coach was photo- 
graphed at night with its own illumination. 

Ten of the baggage cars and two of the mail and express 
cars are equipped with a 25-kw. steam turbine set with a switch- 
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board designed to allow charging of the batteries during the 
lighting hours. Two of the mail and express cars are equipped 
with 1714-kw. axle machine train lighters. These are mounted 
directly on the trucks and are driven through a jack shaft from 
the outside truck axle. Steel castings extending between the 
truck end piece and the transom, 13% in. each side of the center 
line of the truck and straddling the forward axle, support 
the jack shaft, and, together with the truck wheel pieces support 
the front foundation castings of the axle lighting machine. The 
back foundation castings are bolted directly to the truck transom, 
as indicated in the illustrations. The machine is driven by a 
Morse silent chain. A 45-tooth sprocket is mounted in the 
middle of the front axle. This drives a 3l-tooth sprocket on 
the jack shaft and a 21-tooth sprocket on the jack shaft drives 
the 29-tooth sprocket on the machine. One of the photograph: 
shows the machine inside the car. A heavy canvas webbing 
closes the opening in the car floor around the machine to keep 
dust and cold air out of the car. In service the machine and 
the opening in the floor are completely covered by a sheet iron 
casing. 

An interesting feature in connection with the building of 
these cars is that the plans and specifications described the cars 
in such detail that builders were able to place orders for material 
as soon as they received the contract (December 4, 1914) and 
were thereby enabled to turn out the first cars February 20, 1915. 
These cars have been made up into new steel trains running 
between St. Paul and Duluth, between Spokane and Seattle and 
between Seattle and Portland. In addition to thesc, the Pullman- 
Northern Pacific Association has supplied 21 new steel standard 
sleepers for use in these trains. 


CHIEF INTERCHANGE CAR INSPECTORS' 
AND CAR FOREMEN'S ASSOCIATION 
CONVENTION 


The seventeenth annual convention of the Chief Interchange 
Car Inspectors’ and Car Foremen's Association was held at 
Murphy's Hotel, Richmond, Va., September 14 to 16, 1915, F. H. 
Hanson, assistant master car builder, New York Central, pre- 
siding. The meeting was opened with an invocation by the 
Rev. J. J. Scherer, and the association was welcomed on be- 
half of the state of Virginia by Attorney-General John 6. 
Pollard, representing Governor Stuart, and on behalf of the 
city of Richmond by Mayor George Ainslie. T. J. O'Donnell, 
arbitrator, Niagara Frontier Car Inspection Association, Buffalo, 
N. Y., responded for the association. President Hanson then de- 
livered an address, calling attention to the greater uniformity 
of interpretation and improved enforcement of the rules of 
interchange resulting from the work of the association and 
laying stress on a number of conditions where further improve- 
ment is needed. 

PRESIDENT HANSON'S ADDRESS 


President Hanson spoke in part as follows: 

The past year has been a very trying one for the manage- 
ments of the railroads, compelling officers to spend much of 
their time studving new ways of economizing and reducing 
expenses without interfering with the quality of the service. 
Heavier power has been purchased with a view to handling a 
large number of cars per train and getting them over the road 
in as short a time as possible. This necessarily requires that all 
cars be in safe condition to be handled in such trains. 

Some of the railroads are spending large sums of money 
equipping cars with steel underframes, friction draft gear, steel 
ends, etc, which materially assist in avoiding delays en route 
and keep the cars off the repair tracks. There are a large 
number of cars, however, that are not receiving these better- 
ments and must be given careful inspection in order to know 
that they can be handled in such trains with safety; also to see 
that they are not cut out and sent to the repair or transfer 
track unnecessarily. Both of these considerations require 
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good, sound judgment on the part of the car inspector. 

There is a general effort to reduce delays in the movement of 
cars. Delays are due to many causes, some of which will not 
be affected by any action we may take. Delays to cars in in- 
terchange and cars transferred, however, are matters over which 
we have some control. While a wonderful improvement has 
been made in the past year in reducing the number of cars trans- 
ferred, there is still room for further improvement. 

I note that the Arbitration Committee since Oct. 1, 1914, has 
prepared answers to about 150 questions, thus imposing a very 
heavy burden on this committee, as they cover 113 pages of the 
rules and 50 pages of interpretations. We should be more 
cautious in submitting trivial questions, thereby reducing the 
labor of the committee. With this end in view, would it not be 
advisable to appoint a special committee or make it a part of 
the duty of the executive committee to see that representatives 
of the M. C. B. Association arbitration committee, American 
Railway Association bureau of explosives and other similar or- 
ganizations are invited and urged to attend our meetings? 

The enforcement of the loading rules is now quite generally 
insisted on and has resulted in expediting the movement of 
trafic and decreasing claims for loss and damage to lading; yet 
the railroads in 1914 paid claims amounting to $32,375,617, a 
material proportion of which might have been saved had the 
shipments been properly packed and secured. The education 
of the shipper to comply with loading rules is an important 
matter. It is not the intention of any railroad to impose hard- 
ships on the shippers or to antagonize them in any way. If rep- 
resentatives of the mechanical department make it a point to 
call on those who hesitate to comply with the rules and show 
them the danger involved when the rules are not complied with 
we will have very little trouble in securing compliance. 

Another matter that should be given careful attention is de- 
fective brake beams and parts. A great many cars are now 
in service with parts worn to such an extent that they are ab- 
solutely unsafe. All roads should go into this matter very 
thoroughly by giving these parts special inspection as cars pass 
over repair tracks. 

A few months ago a vigorous campaign was started by the 
railroad I am connected with. It was found that 95 per cent 
of our brake beam troubles were in the brake head, brake 
hanger and the brake shoes; the loop hanger brake heads were 
the worst. Several special men have been placed in all our large 
yards to make special examinations of trucks in every instance 
when this could be done, not only on repair tracks, but in yards 
as well. The result is that we have a miscellaneous assortment 
of brake heads, brake hangers, brake pins, etc., amounting to be- 
tween 60 and 90 tons, removed at three important yards on 
the New York Central, Lines West. 

H. Boutet, chief interchange car inspector, Cincinnati, Ohio, 
briefly sketched the development of the association and brought 
out the fact that a gain of 61 had been made in membership 
during the past year. Letters were received and read before the 
convention from D. R. McBain, superintendent motive power 
and rolling stock, New York Central, Lines West, who is presi- 
dent of the Master Car Builders' Association; J. J. Hennessey, 
master car builder, Chicago, Milwaukee & St. Paul; F. W. 
Brazier, superintendent rolling stock, New York Central, and 
James Coleman, superintendent car department, Grand Trunk, 
members of the arbitration committee of the Master Car Build- 
ers Association and W. F. Schaff, superintendent, New York 
Central, Cleveland, Ohio. Mr. Hennessey called attention to the 
necessity for great care in making joint inspections, stating that 
cases had come to the attention of the arbitration committee 
where such inspection reports had been signed when the actual 
inspection had not been made by both inspectors. 


MR. SCHAFF'S LETTER 


In his letter Mr. Schaff said: 
I am Particularly in sympathy with the work of your associa- 
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tion because my experience in the operating department has 
taught me the necessity of co-operating with your men in trans- 
portation work. It should be remembered that every man is an 
important integral part of the corporation by which he is em- 
ployed, and his success depends upon his conscientious efforts 
lo present inviting service to the public. Primarily, we are in 
this business to sell transportation, and upon its quality depends 
the amount of business we shall secure. Every man should feel 
himself a freight solicitor, whether he is making way bills, 
spiking rails, inspecting or building cars; his work should be 
done with the thought in mind that he is improving the quality 
of transportation we are inviting the public to accept. It is our 
duty and should be our purpose in doing our work to let no 
opportunity pass to invite the good will of those who want 
to use our service. 

To this end we should familiarize ourselves not only with 
the work of our own department, but seek to intelligently con- 
duct our own affairs so as to render assistance to those we 
work with. When business is once secured it is our obliga- 
tion to perform the transportation as advertised, bearing in 
mind that net earnings are to be conserved. It is easier to 
conserve the net earnings if good equipment is furnished in 
the first place that will carry the load from originating points 
to destination with the least possible delay. Every time a car 
is cut out we tax the revenue. It is evidently true economy 
to spend money at the originating point rather than to make con- 
tinuous expenditures en route. 

“At interchange points an intelligent inspection is worth the 
price of a day and night engine crew. The inspector at the 
junction must determine when the cars are safe to run, and if 
not, where repairs should be made and whether transfer is neces- 
sary. In making these decisions he must consider the mileage 
the car has yet to make, the kind of road it is going over, the 
character of lading and the train service in which it will prob- 
ably move. It has been my experience to see inspectors reject 
cars at interchange points with apparently no knowledge of the 
yard switching involved and no consideration of the movement 
of service. On the other hand, it has been my privilege to be 
associated with inspectors who took a vital interest in seeing 
that a proper inspection of the car was made at the point in- 
volving the least expense in switching and the least expense in 
moving to and from shop yards.” 


TRIFLING DEFECTS IN INTERCHANGE 


The following paper on the problem of small defects in 
interchange was read by H. Boutet, chief interchange inspector, 
Cincinnati, Ohio: Interchange of cars, especially at large inter- 
change points, is one of the serious problems of railroading and 
one which requires a great deal of thought, not on account of 
the serious defects that exist on cars, but because of the trifling 
ones, which would not be repaired if the cars were at its own 
shops. 

Some of the inspectors imagine that the number of defect 
cards they get from the delivering line is what determines their 
value to their company. This is not the case at a few places, 
but all over the country. If a defect card is issued at one 
point the movements of the car are traced and the inspector 
who received the car on that line is asked to state why a card was 
not secured by him. Continually receiving such letters, the in- 
spector makes up his mind that defect cards are what his com- 
pany wants, and as he is desirous of holding his position, he 
falls in line and demands cards for all cars on technicalities. 

Let us go home firmly resolved to work to the common sense 
view of the M. C. B. rules as interpreted by the arbitration 
committee. We should instruct our inspectors that we are not 
looking for every twenty-five-cent piece that we can compel the 
delivering line to be responsible for through a technicality, but 
have them look only for the serious defects-—anything that will 
affect the safety of the handling of cars as to train movement, 
train men and the lading. If we will do this we will save a vast 
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amount of money each year that is now being wasted. While 
we are holding delivering lines for the small defects we are 
compelling them to do the same thing against our own line and 
compelling the inspectors to use more time in making the in- 
spection. There is too much time lost in looking for and card- 


ing for trifling defects that do not affect the safety or usefulness ` 


of the car. This is a serious matter, especially in crowded 
terminals, where it is absolutely necessary that the cars be kept 
moving to prevent the terminals from becoming blocked. But 
the most serious part of it is that it causes the inspectors to 
overlook defect that should be seen and cars are not set out that 
are liable to cause trouble. 

Count the cars that go through your terminals for a week and 
note the number carded for from two to thirty siding boards 
and side facia boards raked and broken or roof boards dam- 
aged; examine the defects and you will no doubt find that siding 
boards and facia boards raked through the paint are scratched 
bv the nails in the door, that the roofing boards have the edges 
outside of the facia raked on house cars, and similar defects on 
coal and flat cars. Defects of this nature are causing more 
trouble in the interchange of cars to-day than anything else. 
There is not a member of this association who does not realize 
that it costs more to collect on many defect cards than the face 
of the card calls for. This is surely not making money for the 
companies we represent. 

It will take an inspector five minutes at least to make out a 
defect card and tack it on a car. With from three to five cards 
to a cut of cars, they have been delayed fifteen to thirty minutes, 
and you cannot delay a switch engine and crew for less than 10 
cents per minute. 

I have not mentioned any of the other delays that may be 
caused in the yards by this individual delay ; sometimes two other 
crews have been delayed, not only in vour own vard, but in the 
other yard as well. 

Discusston.—The importance of eliminating the practice of 
carding cars in interchange for small defects was recognized. The 
greatest difficulty in accomplishing this is found at the large in- 
terchange points, where, owing to the number of roads involved, 
it is more difficult to establish uniformity of practice than at 
points where two roads interchange. At the larger points im- 
provement must come through the efforts of the chief inter- 
change inspector. At Cincinnati unnecessary carding has been 
greatly reduced and uniformity of carding secured by means of 
a school for inspectors conducted by the chief joint inspector. 
This school is held once a month, and all inspectors are required 
to attend by their foremen. An evening session is held for the 
day inspectors and a morning session for the night inspectors. 


SUGGESTED CHANGE OF ORGANIZATION 


W. P. Elliot (Wiggins Ferry Company) read a paper in which 
he advocated a reorganization of the association on broader lines. 
He suggested that the association be made a central organization 
to include all local car and inspection associations as subsidiaries. 
Many subjects of general interest are considered at the meetings 
of the local associations and some of these could profitably be 
taken up by the larger organization at its annual meeting. The 
proposed plan would make the larger association a clearing house 
for all car department matters of interest to foremen and in- 
spectors, and a selection of questions for general consideration 
could be made from those brought up during the year in the 
local associations. 


DISCUSSION OF THE MASTER CAR BUILDERS’ ASSOCIATION RULES OF 
INTERCHANGE 


Rule 2.—The question arose as to the propriety of rejecting 
an overloaded car under paragraph c. In this connection it 
seemed to be the general opinion that the term “improperly 
loaded” does not apply to overloaded cars and that the rejection 
of such cars lies with the operating department and not with 
the mechanical department. Considerable discussion took place 
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as to the advisability of maintaining special agreements at vari- 
ance with this rule and American Railway Association rule 15. 
This practice was defended on the grounds that under certain 
local conditions the rules cannot be successfully applied and 
that special agreements are therefore necessary. The associa- 
tion, however, adopted a resolution in favor of abolishing all 
special agreements modifying rule 2 and American Railway 
Association rule 15 after October 1, 1915. 

At some points the use of the bad order return when empty 
card is used to allow cars to be sent forward to destination 
without transfer in order that cars not sufficiently defective to 
justify transferring the lading may be kept within the jurisdic- 
tion of the mechanical department and reloading at destination 
prevented. In some cases this practice is abused, however, and 
cars are allowed to proceed which are going long distances and 
ultimately have to be transferred before reaching their destina- 
tion. According to the interpretation on page 7 in the 1915 
revised rules, however, this card is intended for use when the 
load is destined to a point inside of the switching district, and 
a motion was made and carried that this interpretation be ac- 
cepted by the association. 

Rule 3.—The members were in doubt as to the application of 
paragraph f, requiring the application of brine tanks after Octo- 
ber 1, 1916, to refrigerator cars in which salt is used with the 
ice. The opinion was expressed that the application of this 
rule depends entirely upon the product with which the car is 
loaded and that enforcement of the rule against cars loaded 
with products not requiring the use of salt with the ice would 
not be justified. As this section of the rule does not go into 
effect until next year it was referred to the executive com- 
mittee with instructions to provide the information necessary 
to define the application of the rule. 

Rule 21.—A question was ratsed as to whether this rule ap- 
plied to rack cars with open tops used in handling coke. The 
opinion was that such cars do not come within the meaning 
of this rule. Where they were not originally equipped with 
running boards this rule does not justify the application of 
running boards at owners’ expense. 

Rule 42.—The change in the footnote under this rule left 
many of the members in doubt as to whether owners could be 
held responsible in case of three or more broken end posts 
where some of the posts are decayed. The footnote in the re- 
vised rules clearly applies to such combinations in the case of 
longitudinal sills only, but many of the members follow the 
practice of billing the owners for such defects where the de- 
caved condition of the posts is sufficient to have been respon- 
sible for the failure of the car end. It was the belief that where 
the joint evidence plainly indicated the existence of such condi- 
tions car owners would accept the responsibility. How- 
ever, since the wording of the footnote is plainly applicable to 
sills only and therefore refers to rule 41 rather than to rule 
42, the association went on record favoring the placing of the 
footnote under rule 41 and its application to that rule only. 

Rule 43.—Doubt was expressed as to the responsibility of the 
owner for damages to the superstructure of a steel underframe 
or all-steel car due to the failure of the underframe for which 
the owner is responsible in accordance with this rule. It is 
general practice to handle such cases as owners’ responsibility 
accompanying the bill with joint evidence. Rule 48 was con- 
sidered as applying in such cases. 

Rules 58 and 59.—In the discussion the question came up as 
to the interpretation of these rules in case an air hose is torn 
off. Under rule 58 missing air hose is delivering line respon- 
sibility, while under rule 59 torn air hose is owners’ responsi- 
bility, and there was some difference of opinion whether a hose 
torn off at the nipple on a car offered in interchange would 
be considered as a missing or a torn hose. At certain points a 
hose torn off is considered as owners’ responsibility on the grounds 
that no one knows anything about how the hose was torn off 
and therefore cannot state whether due to unfair usage or to 
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the worn condition of the hose, The missing coupling lost with 
the hose is charged to the delivering line, since it has the coup- 
ling in its possession, Another interpretation was that the road 
having the car in its possession has a right to charge the owner 
for a hose torn off, but when delivered to a connecting line 
the delivering line should be held responsible. On motion this 
interpretation was approved by the association. 

Rule 120.—The question was raised as to whether the labor cost 
of repairs was not to exceed 10 per cent of the base price 
given in rule 116, or whether depreciation was first to be de- 
ducted from the base price. The base price is used, no depre- 
ciation being allowed, 

In the case of four or more longitudinal sills requiring re- 
newal or splicing the car would be handled in accordance 
with the footnote under rule 42 unless the labor cost of mak- 
ing the repairs exceeds 10 per cent of the cost price of the car 
body, in which case it would come under this rule. 


OTHER BUSINESS 


The president announced that the executive committee was 
considering plans for increasing the scope of the work done 
by the association in order to more generally cover the car 
department field. It has been decided to offer prizes for the 
best papers on “Apprenticeship in the Car Department," the 
papers to be presented before the associatión at its next con- 
vention, and a committee will be appointed to conduct the com- 
petition. For the best paper a prize of $25 will be offered; 
the second prize will be $15, and the third $10. 

The report of the secretary-treasurer showed that the mem- 
bership of the association is now 382. The treasury has a bal- 
ance on hand of $184.85. 

The following officers were elected for the ensuing year: 
President, A. Kipp, general car inspector, New York, Ontario 
& Western; vice-president, W, J. Stoll, chief interchange in- 
spector, Toledo, Ohio; secretary-treasurer, W. R. McMunn, 
general car inspector, New York Central. The following were 
elected members of the executive committee: Z. B. Wilson, 
Southern Railway; C. W. Mattox, Chesapeake & Ohio; A. 
Armstrong, chief interchange inspector, Atlanta, Ga.; C. J. 
Stroke, New York Central, and W. M. Halbert, chief inter- 
change inspector, East St. Louis, Ill. 


STEEL CAR DESIGN FROM A PROTECTION 
STANDPOINT* 


BY JOHN D. WRIGHT 
General Foreman Painter, Baltimore & Ohio, Baltimore, Md. 


In the construction and design of steel passenger equipment 
cars, so many features are of more importance than the painting 
that it is not surprising if it receives little consideration on the 
part of the designer. Both the design and construction, however, 
have a direct influence on the paint coatings which are applied 
to protect the metal, and they, in turn, determine, in a large 
measure, the life of the vehicle. If no protective coatings of 
any kind were applied to a steel passenger car it would, in a 
few years, be almost a total loss from corrosion. Steel passenger 
equipment cars have now been in service long enough to develop 
their weak points, and show the parts susceptible of improve- 
ment, and, so far as the relation of the design and construction 
to the preservation of the metal is concerned, our observations 
have brought us to the conclusion that steel roofs, decks, deck 
Screens, sash and doors are the principal parts to be considered 
m a paper on this subject. We might add that some modifi- 
cations have already been made in these features. 

Experience has taught us that a canvas roof, if properly ap- 
plied and painted at the outset, is more easily preserved than 
the all-steel roof, and it can remain longer in service without 
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being repainted. If, for any reason, the regular shopping period 
of the cars is prolonged, canvas roofs may be neglected without 
serious consequences, but this is not the case with the steel roofs, 
for they must receive attention at regular intervals, and be re- 
painted at the terminal yards if the cars cannot be sent to the 
shops, in order to keep them from rusting. A number of all- 
steel car roofs have been constructed with raised expansion 
joints, the vertical surfaces of the joints being about 1% in. in 
height. The abrasive action of the cinders soon wears off the 
protective coatings from these joints, exposing the metal. Though 
steel cars have only been in service a few years, the writer has 
already seen roofs on which the vertical joint strips were worn 
and eaten almost entirely away by the action of the cinders and 
corrosion. Trouble of this kind may be overcome somewhat by 
frequent painting and sanding, but this will not protect the joints 
indefinitely. And it is not always convenient to paint them, 
especially on the cars operating on branch lines, or running in 
and out of foreign terminals. For these reasons we feel that 
steel roofs with joints projecting as little as possible above the 
main surface of the roof sheets are much better adapted to the 
protection afforded by paint coatings. 

In the construction of steel passenger equipment cars it was 
quite natural to adopt many of the features of the prevailing 
wooden cars, so a number of steel cars have been built with 
hinged deck sash and screens for ventilation. Others are con- 
structed with stationary deck sash and ventilators, and quite a 
number with the arched roof and ventilators, omitting the decks 
and deck sash entirely. On the wooden cars, the deck screens 
and hinged deck sash for ventilation appeared to work out satis- 
factorily, as a majority of the wooden cars were so equipped. 
But on the steel cars, the deck screens are objectionable because 
they form pockets in which the gases from the tunnels, and the 
cinders and moisture collect, to destroy the paint coatings and 
in this manner start corrosion. They are furthermore objection- 
able because the corrosion taking place back of the screens 
cannot be detected without going to the trouble of removing the 
screen frames. The employees at the terminals may notice rust- 
ing on the parts easily seen and repaint the roofs and the outside 
parts of the screen frames, but the hidden parts, which are not 
so accessible, are apt to be neglected until the cars are sent to 
the shops for classified repairs. And considerable damage may 
be done before the cars are returned to the shops. 

Considering the improved methods of ventilation in use dur- 
ing recent years it would appear desirable to construct steel 
cars without deck screens and use the ventilators in place of the 
deck sash for ventilation. This would make them better adapted 
to the protection offered by protective coatings and also de- 
crease the expense connected with the breakage of deck glass. 
Better still, from this point of view, is the arched roof with 
ventilators, as it does away with the deck sash entirely, and the 
corners, pockets and projecting surfaces common with the deck 
or clere-story construction. 

There does not seem to be much trouble in properly protect- 
ing the exterior bodies of steel cars with the methods of 
painting already in use, but for both the exterior and interior 
finish, the use of smooth, level steel sheets is strongly urged 
in order to reduce the number of coats of surfacer, and the 
amount of glazing and putty of various kinds, to say nothing 
of the sandpapering and rubbing necessary to secure a good, 
finished surface. Rough sheets require too much paint mate- 
rial to make a level surface, and the heavy coating applied 
tends to reduce the life of the paint body. Furthermore, the 
protection afforded is gaged by the thinnest part of the film, 
where the surfacer may be rubbed or sandpapered almost en- 
tirely away, and not by the thick coating hanging in the rough 
parts of the steel. 

The writer has seen a number of steel sash that have failed 
completely in a few years and from this, in connection with 
the fact that the other parts of the cars were in good condi- 
tion, it would appear that steel sash cannot well be protected 
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by the use of paint coatings. Brass or copper sash, which 
need no protective coatings, may prove economical and practical, 
and may eventually take the place of both wood and steel sash 
in the steel cars, but from the fact that the ordinary steel 
sash are hard to protect from corrosion, they do not seem to 
be an improvement over the wood sash for use in steel equip- 
ment. Certain types of steel doors have rusted out entirely 
after a few years' service, though other types seem to be giving 
satisfaction. Modifications in the design of the doors that fail 
from corrosion will have to be made to assist the paint coat- 
ings in the protection of the metal. The change from wood 
to steel passenger equipment cars has been so rapid that it 
would not be surprising if experience eventually proves that 
a number of parts which gave satisfactory service on the wooden 
cars will be better adapted to meet the demands of steel equip- 
ment if thev are changed somewhat in design and construc- 
tion. 


PIECE WORK FOR THE PAINT SHOP* 


BY H. HEFFELFINGER 
Foreman Car Painter, Pennsylvania, West Philadelphia, Pa. 


The most equitable method to follow in fixing piece work 
rates for the application of any coat of paint or varnish, or 
such operations as puttying, knifing, filling, sandpapering, rub- 
bing and striping to be done either to the interior or exterior 
of passenger equipment cars is by measurement. The measure- 
ment should be on what the foreman painter feels sure is a fair 
price to pay for each separate operation including striping, when 
done in bulk, for example, all over the body outside of an 
open end, of the smallest passenger car handled. The deck, roof, 
platforms, hand rails, wmderframe, tanks, trucks, etc, should 
be rated separately. Good judgment gained by personal expe- 
rience and the maximum time it takes to do any separate 
operation, including time to get material, place scaffolding, 
etc, when paid for by the hour rate, should be the basis to 
set rates fair to the company and employees. Consideration 
should be given both to the fast and slow workmen, since both 
can do good work. The workmen should not be limited as to 
their daily earnings but allowed to make all they can, provid- 
ing their work passes inspection. 

Assuming that prices have been fully agreed upon for the 
smallest passenger, baggage or express car, measurement should 
then be taken, which is easilv done by getting the square feet 
in the sides and ends of the car, deducting the area of the 
window and door openings. The price per square foot can then 
be calculated from the price fixed for each separate operation 
when done in bulk. This price can be used for all sizes of 
cars. 

The price per foot for either size, gold or color lines, should 
be based on the price set for running these lines over the en- 
tire body. The letters and numerals of railroads are generally 
of a standard size and style, which permits the outlines being 
pounced on and the work done by the pencil hands who do 
the striping. From the price set for each letter or numeral 
can be figured the price per car. From this basis larger or 
smaller letters or numerals can be rated when laid out by pat- 
tern. Having the rate per square foot for each operation, ex- 
cepting lettering and numbering, the price to be paid for either 
the upper or lower half of one side, the facia board, letter 
board, panels between windows, belt rails, corner posts, etc., 
can be easily determined. The same practice of measurement 
can be carried out on the inside of the car, not including the 
headlining and floor, which should be measured separately. There 
should be a fixed rate for the application of each coat of paint, 
varnish or whatever operation is required, say to finish one 
sash, blind, curtain runner or seat frame. The rate for each 
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operation to be based on the time it takes to do each piece or 
a full set. Before setting piece work rates a shop should be 
well organized with established day or hour rates, which should 
govern the piece work rates according to the class of work per- 
formed, whether it be by a pencil hand, brush hand, rubber or 
laborer. 

Printed Forms.—Printed forms should be issued, one to 
check up the piece work accounts, showing on the front the 
serial number of the card, to whom issued, date of issuance, 
date work completed, the number of operators, the charge num- 
ber, the number of pieces, the number of operations, piece work 
prices and the total amount. It also should be noted whether 
or not the work is inspected and by whom. The back of this 
card should show the names of the workmen, the number of 
the workmen, the time on and off, the number of hours, the 
total hours day work, with rate per hour, the amount and the 
word "correct" with space for the signature of the foreman. 
A card of this description should be used mostly for giving 
out work in bulk. 

A second card should be printed showing the serial num- 
ber, the charge, the date the work was issued and completed, 
the time on and off, the names and numbers of the workmen, 
the hours, the total hours, the hourly rate and amount, with 
the word "correct" and a space provided for the signature of 
the workman. On the back of this card there should be left 
a place for the name of the gang leader, the total number of 
pieces, the rate and the amount, together with a space for the 
numbers of the cars worked on, also a space for the kind of 
operation, with the prices. 

A chart should be printed showing the price for each individual 
operation, such as doors, inside and outside, seat frame, etc. 
Another chart should be made of the same description with 
spaces left blank to write in the operations that have been 
authorized but have not been printed. 

When all the work has been completed it should be inspected 
and checked from the card by the persons issuing the card, 
if possible, and frequently by the foreman and assistant fore- 
man. After the work is completed and the cards have been 
approved by the foreman, they are turned over to the piece 
work clerk, who separates all the charges and pro-rates the 
money by the time made and enters it in a book provided with 
a column for each person's account. 


CokE REPLACING CoAL IN SwEnDEN.—Sweden’s importation of 
German coke is reported as exceptional recently. It is caused 
by the high prices of coal in England and the freights. Many 
Swedish steamers as well as state and private railroads are 
now using coke, either alone or mixed with coal or wood, with 
apparently good results as coke imports are continually in- 
creasing.—Iron Age. 


NOISE AND ACCIDENTS.—Fatigue has a notable influence in 
causing accidents, and anything that will tend to reduce or 
increase fatigue among workers should therefore receive con- 
sideration. Noise, for example, should have a prominent place 
in the list of items accredited with the production of fatigue. 
Loud noises, even though produced for only a short time, irri- 
tate the average person; and if they are continued all day, and 
every day, they may have a serious effect on the nervous sys- 
tem, and become a potent factor in causing fatigue. The older 
employees in a noisy shop become more or less accustomed 
to the noise, and often can readily detect any new or unusual 
sound. New men are likely to be confused by the constant 
loud noise and the strangeness of their environment, and are 
less likely to note warning sounds. When the din in a shop 
is so great that a workman must shout into his companion's 
ears in order to be heard, it must needs be a sound very much 
out of the ordinary to draw his attention to danger and keep 
him out of harm's way.—Travelers’ Standard. 


REPAIRING DRIVING BOXES 


BY P. F. SMITH 
Mechanical Engineer, Chicago, St. Paul, Minneapolis & Omaha, 
St. Paul, Minn. 


Owing to the constant delays which were being experienced 
in getting out driving box work at the St. Paul shops of the 
Chicago, St. Paul, Minneapolis & Omaha, it was decided some 
time ago to make some radical changes in the method of han- 
dling this branch of locomotive repairs. Accordingly, all the 
tools and accessories used were regrouped in one end of the 
machine shop so that all operations may be performed with a 
minimum amount of handling. 

The equipment used is shown in the following list: 


60-in. 
32-in. 


Niles-Bement.Pond motor reversing planer. 

Motor shaper, motor driven. 

42-in. Bullard vertical turret lathe, motor driven. 

42-in. Barnes drill, motor driven. 

Hydraulic press for forcing in and out driving box brasses. 
Hand-operated screw press for closing driving box brasses. 
Babbitt furnace for melting babbitt. 

Babbitt table consisting of a cast-iron face plate. 

Three jib cranes. 


By referring to the layout of the group it will be seen that the 
babbitt furnace and table are served by one of the jib cranes, 
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Layout of the Driving-Box Group 


having a swing of 18 ft. Another 18-ft. crane serves the 
presses, the work bench, the drill and the planer, while a 16-ft. 
Crane serves the planer and the turret lathe. The shaper has 
its own crane, which has a swing of 6 ft. 

Part of the boxes repaired are of a standard design of cast 
steel, with removable brass liners on the shoe and wedge 
faces and inset hub faces of babbitt metal. A drawing of one 
of these boxes is shown. It is the front and back box for a 
2l in. by 26 in. 10-wheel engine, and with the exception of a 
few minor details differs from the main driving box only 
in the diameter of the journal and brass fit in the box. In 
the main driving box these dimensions are one-half in. larger. 
The lubricant used is grease and the brasses are of Ajax 
Plastic bronze. The grooves for feeding the grease in the 
bearing faces of the brass and the shoe and wedge liners are 
Cored to save chipping when fitting the boxes to the axles. 
The liners are fastened by four 5$ in. copper rivets and a % in. 
copper threaded plug, in addition to top and bottom lips. They 
are finished for a standard distance from face to face of 1374 
in., but when new liners are applied this is increased to 13% 
in, which permits of two shoppings before they are scrapped. 
The hub face of the box has a double dovetailed groove 
which securely holds the babbitt hub liner, and the brass is 
held through the crown by two 34 in. taper brass plugs which 
are driven in tight. 

In order that the method of procedure may be made clear a 


SHOP PRACTICE 


set of boxes for a 10-wheel engine, similar to those shown in the 
drawing, will be followed through the shop from the time they 
come out of the lye vat until they are ready to be put back under 
the locomotive. 

The boxes are moved from the lye vat to the machine shop on 
a push car. They are then examined to determine the extent 
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Type of Cast-Steel Driving Box Handled 


of repairs necessary. If there is sufficient metal in the crown 
of brass they are marked for closing. If any are worn to the 
condemning limit in crown they are marked for new brasses, 
after which all the brasses are removed in the hydraulic press. 
New brasses are never applied unless the old ones are worn to 
the limit, because of the high first cost of the Ajax metal. 

In this case let us assume that the front and back brasses may 
be closed, but that the main boxes will require new brasses. 
After the old brasses are removed the boxes are taken from the 


Babbitt Furnace, Showing Driving Box in Place for Removal of 
Hub Liner 


hydraulic press to the babbitt furnace, where they are submerged 
hub face down in the hot babbitt contained in one of the melting 
pans. These pans are of cast iron and in one of them are a 
number of thin projections extending from the sides and corners 
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toward the center to serve as a support for the box. The old 
babbitt is thus removed and the box at the same time heated 
ready for rebabbitting. The boxes are next transferred to the 
babbitt table, where the new babbitt is applied, using metal 
formers. The handling of the boxes from the push car to the 
hydraulic press and from the press to the furnace and babbitt 
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table is accomplished with two jib cranes, which are equipped 
with air cylinder hoists. 

The boxes are now ready to receive the brasses and the time 
required to complete the operations so’ far performed is as 
follows: 

Removing old brasses at hydraulic press, one man only, six 


boxes, at four minutes each................. eee eee 24 min. 
Handling boxes from hydraulic press to babbitt furnace, 

removing old babbitt, rebabbitting and returning to hy- 

draulic press ready to rcceive brasses, one man only, six 

boxes at 15 minutes each ............. lees 1 hr. 30 min 
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The new brasses for the two main boxes are selected by the 
shaper man from a stock of the various patterns kept on the 
floor adjacent to the shaper. These are finished to fit, the proper 
sizes being taken from the boxes at the hydraulic press. The 
press man then puts them into the boxes at a pressure of 35 
to 40 tons. 

The press man takes the four old brasses for the front and 
back boxes to the hand press and closes them in. This drops 
the crown and changes the angle at the bottom of the brass where 
it fits into the box. In order to get this fit correct he now chips 
down about one inch on the brass and makes a driving fit into 
the box, using mild steel shims of the proper thickness to fil 
above the crown. When a fit is obtained the brass is removed 
and finished on the shaper, using as a guide the part just fin- 
ished by hand. After the brasses are reshaped the liners are 
applied and they are pressed into the boxes. | 

After the main boxes have been drilled and reamed to re- 
ceive the crown plugs the boxes are ready to receive the cellars. 
While having the crown brasses reapplied they have been han- 
dled entirely by the jib cranes, and the following time has been 
consumed : 


Shaping new brasses for main boxes, pressing them in and 
drilling for the crown plugs; 2 brasses at 40 mins. each... 
Closing old brasses, making and drilling liners, fitting and 
shaping old brasses and pressing in ready for cellars; 4 
brasses, at 40 mins. each..............eeeeeeeee eene 2 hr. 40 min. 


The six boxes are now transferred to the floor back of planer, 
where the cellars and driving box saddles are fitted and the 
shoe and wedge liners examined. In closing brasses it some- 
times spreads the box a trifle at the cellar fit and when cellars 
are found loose they are babbitted on the sides to make a snug 
üt with the box. The shoe and wedge liners, if loose, are tight- 


1 hr. 20 min. 
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Face Plate Used on Planer for Finishing Orlving-Box Shoe and 
Wedge Faces 


ened, if worn to the limit they are scrapped and new ones applied. 
Assuming that on the set of boxes under consideration it was 
found necessary to tighten the liners and babbitt the cellars, the 
time required is as follows: 


Babbitting and refitting in boxes, six cellars, at 10 min. each. 1 hr. 0 min. 
Tightening liners and fitting driving box saddles, six boxes . 
at. 1714. min. each. 466.656 0s ous we 3A UR o I Oh exeo 1 hr. 45 min. 


The boxes are next transferred to the 60-in. planer, where the 
liners on the shoe and wedge faces are planed. The planer is 
arranged so that twelve boxes can be planed at once, six lined 
up on either side of a box face plate, thus utilizing both planer 
heads. A detail of the face plate is shown in one of the draw- 
ings. This method assures perfectly parallel surfaces. 

When the liners have been finished the boxes are transferred 
to the Bullard vertical turret lathe, where the hub face is fin- 
ished and the brasses bored to fit the journals. The two opera- 
tions can be accomplished at one time, but this practice is 
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not followed, as it would result in mixing the brass and babbitt 
chips. Both operations are performed, however, with the one 
chucking. The boxes are handled while at the planer and verti- 


Driving Boxes Set Up on Praner for Finishing Shoe and Wedge 
aces 


cal turret lathe by a jib crane with air hoist trolley. The time 
required for the different operations is as follows: 


Boring brasses to fit axles, including one roughing and one 
finishing cut, and relieving brass front and back 1/32 in., 
six boxes at 15 min. each... c. rui ege RES nnn nde Weds 

Facing babbitt hub, six boxes, at 5 min. each.............. 

Planing shoe and wedge faces, 1 roughing and 1 finishing 
cut, mix boxes at a mé. iia a e erre me Stee se VE EE 4 hr. 30 min. 


The total labor time required to handle the entire set of boxes 
from the lye vat through the shop until they are ready to go on 
the axles, it will be seen, is 15 hr. 9 min. In every case the opera- 
tions are performed by one man, the handling being done by 
the jib cranes. 


] hr. 30 min. 
30 min. 


A POSSIBLE SUBSTITUTE FOR ACETYLENE IN 
WELDING AND CUTTING 


BY J. F. SPRINGER* 


Gas welding and gas cutting have very fully proved their 
practical value, and to-day the question to be considered is not 
so much whether or not certain lines of work may be done with 
gas, but whether there may not be some way to cheapen the 
process. Oxygen is, and has been, the chief expense; it is 
advisable to have it pure, especially for cutting. Its price has 
been reduced during the past few years, but at present there 
would appear to be nothing in sight warranting us in expecting 
any further reductions of a radical character. The cost of acety- 
lene depends upon the price of calcium carbide, and as one 
pound of carbide produces 4 or 474 cu. ft. of acetylene and no 
more, there is not much prospect of reducing the acetylene cost 
below 1 cent per cu. ft. 

Hydrogen is at the present time the chief competitor of 
acetylene. Where the installation of welding and cutting equip- 
ment is sufficiently large to warrant the use of an electro-gen- 
erator to produce oxygen by the decomposition of water, hydro- 
gen is generated as a by-product. Although produced in ex- 
actly the right proportion, theoretically, for union with oxygen, 
an excess of hydrogen must be provided, however, for practical 
use with the torch. The greatest usefulness of hydrogen is 
probably in cutting operations, especially on steel. If the cut- 
ting is a preliminary to machine tool operations acetylene is apt 
to carbonize a thin skin on the edge of the work and so harden 
the surface, while hydrogen has no such effect. For general use, 
however, especially in welding, the low thermal value of hydro- 
gen as compared with acetylene, is very much in favor of the 
latter. The thermal value of acetylene is about 1555 B. t. u. 
per cu. ft, which is nearly five times as much as hydrogen. 


* Address 618 West 136th Street, New York. 
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There is, however, a liquid gas product of certain kinds of 
natural gas which seems to promise a marked reduction in the 
cost of fuel gas for use in autogenous welding and cutting, 
especially for certain lines of work. The new gas seems to 
have originated through the development of the manufacture of 
natural-gas gasolene. This industry is now about 11 years old, 
dating from 1904, when gasolene was obtained in commercial 
quantities by simply collecting the liquid formed by condensa- 
tion in pipes transmitting natural gas. The next step was the 
artificial chilling of the pipes, followed by low pressure, single 
stage compression. Two or three years ago the practice of 
carrying the raw gas through two stages of compression was 
introduced, the products being separated into two forms of gaso- 
lene. The product derived from the first stage is substantially 
the gasolene of commerce. The product of the second stage is 
a light, high-grade gasolene which is useful for blending with 
heavy naphthas, the final product being sold for automobile use. 

The semi-liquid product which may be used in welding and 
cutting, is the yield of a higher-stage compression, and is so 
volatile that it should by all means be regarded and handled 
as a gas. A beginning has already been made in its manufac- 
ture. At Sistersville, W. Va., and Kane, Pa., are found natural 
gases which lend themselves to high compression and produce 
a semi-liquid of high thermal value. This product has already 
received a limited application in welding and cutting. In its 
semi-liquid condition, one pound produces, upon vaporization, 
10 cu. ft. of gas. It is shipped in metal containers and it is 
considered possible to so proportion the container that 100 Ib. of 
metal will hold 100 Ib. or more of the fuel. 

In the following table are given the various hydro-carbon 
gases to be found in natural gas, together with their heating 
value per cu. ft.: ' 


Methane (CHi) ; uy NN s ares d sd e sse e eade sS 1065 B. t. u. 
Ethane: (CHa) . 66s 6.056 655 25564 ue 04 RE S p NUNCA DU a8 1861 B. t. u. 
Propane (CHa) 15. i825 s Var E CER area gd ha se i 2654 B. t. u. 
Butane (C,H10) ere ee eR a a ee ee ee ee E 3447 B. t. u. 
Pentane’ (CiHis) 415. ook eis Sede Shae Y e Rx CX IR RI 4250 B. t. u. 
Hexane (CoH 14) —-"—-————————— 5012 B.t.u 


The ordinary natural gas consists largely of methane, the 
heating value of which is low in comparison with acetylene. 
At Follansbee, W. Va., a natural gas is produced which con- 
tains no methane and is made up of approximately four-fifths 
propane and one-fifth ethane. This gas has a thermal value of 
2468 B. t. u. Experiments with this gas at various stages of 
compression indicate that the constitutents of higher thermal 
value are first liquefied leaving the others in the residual gas. 
When subjected to 400 Ib. pressure per sq. in. at 32 deg. F., and 
revaporized a gas of varying quality was obtained. Of several 
samples taken at regular intervals, one was almost pure ethane, 
another almost pure propane. The lowest thermal value was 
1,808 B. t. u., and the highest 2,621 B. t. u. The methane, which 
has the lowest heating value and is therefore least desirable in 
the semi-liquid product, requires a pressure of 2,700 lb. per sq. 
in. to cause it to liquefv, and is therefore not apt to be present 
in the product of compression under 400 Ib. per sq. in. 

From another set of experiments with Follansbee gas under 
400 lb. pressure, it was found that samples drawn from the top 
of the same cylinder varied considerably in quality and heating 
value. This would indicate the necessity of constantly changing 
the regulation of the torch, which would be impracticable. How- 
ever, it has been found that by drawing the supply for the 
torch from the bottom of the cylinder a gas of approximately 
uniform quality may be obtained. 

It was previously stated that the semi-liquid product could be 
stored in containers holding an amount equal to their own weight. 
It is worth considering what this means in relation to its por- 
tability. The users of acetylene either manufacture their own 
gas in a stationary generator plant and pipe it to the points of 
use, or else use metal containers which hold a small weight of 
gas relative to the weight of the container itself. This advan- 
tage of the semi-liquid natural product is not only of value about 


the shop but reduces the transportation charges. Each pound of 
semi-liquid occupies a space of 49 cu. in., and on expansion will 
produce 10 cu. ft. of gas the heating value of which is from 
30 per cent to 75 per cent greater than that of an equal volume 
of acetylene. 

The boiling point of the Follansbee product is — 40 deg. F., 
and at 32 deg. F. it requires a pressure of 400 lb. to maintain 
it in the liquid state. At 131 deg. the pressure is 755 1b., which 
is well within the present practice in handling similar products. 
If higher temperatures are apt to be met it will not be difficult 
to secure containers to withstand the higher pressures. 

The new product has not as yet been applied extensively as 
a substitute for acetylene in welding and cutting operations, but 
a practical beginning has been made. It has found considerable 
use in shops in the Pittsburgh district, and there has been some 
application in Brooklyn. A special burner is needed, for the rea- 
son that the oxygen supply necessary is relatively larger than 
for acetylene. Accordingly, the gas inlets must provide for the 
correct practical ratio of the two gases. In burners using acety- 
lene, the ratio between acetylene nad oxygen varies with the 
type of construction and operation and similar results may be 
expected with the new gas. However, it is not likely that any 
revolutionary changes in design will be found necessary. What 
does appear to be advisable is some means of reducing the high 
temperatures, as such temperatures tend to increase the diff- 
culty with which certain lines of welding may be done. The 
practical use of the gas in cutting seems to mark it as especially 
suitable for this purpose; those who use hydrogen in preference 
to acetylene to avoid carbonization will not favor it. 

Let us now consider the probable cost of the new product. 
The manufacture of natural-gas gasolene is now quite extensive. 
In the ordinary conduct of this industry a very considerable 
quantity of gaseous material goes to waste. This material con- 
tains some of the higher hydro-carbons of high thermal value 
which are subject to liquefaction or semi-liquefaction at moder- 
ately high pressures. The semi-liquid gas may therefore be com- 
pressed as a by-product of the natural-gas gasolene industry. 
The cost will not be influenced so much by the value of the 
gas as by the expense of carrying it through the higher stages 
of compression, and there is reason to believe that this expense 
will be about one-half cent per Ib. Double this amount would 
be a fair price to the manufacturer. This price is just about 
one-tenth the cost of acetylene gas on a quantity basis. In 
addition it possesses a greater value because of its higher ther- 
mal value. 


REPAIRING 914-IN. AIR PUMP CYLINDER 
HEADS 


BY BENJAMIN GRADY 
Air Brake Foreman, Atlantic Coast Line, Waycross, Ga. 


The accompanying drawing shows a method of reclaiming top 
cylinder heads for Westinghouse 914-in. air pumps in which the 
reversing valve cap threads have been stripped or broken. The 
head is faced off % in., which is about half-way through the port 
which conveys steam from the main valve bushing to the re- 
versing bushing. The inside of the reversing valve chamber is 
then threaded to a diameter of 2 7/16 in. and a depth of 134 in., 
the lower end of the threads passing through one of the smaller 
ports, as may be seen in the drawing. 

After screwing in the steel bushing it is finished to the same 
height as the original head, the outside of the collar being left 
3% in. in diameter. A ¥Y-in. hole is then drilled through the 
side of the reversing valve chamber, one-half of the hole being 
in the collar of the newly made bushing and the other half in 
the original head, thus opening up the port communicating be- 
tween the valve chamber and the reversing valve chamber. A 
piece of 14-in. brass tubing, the inside diameter of which is 34 
in. is then driven into this port and the outside hole is tapped 
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and plugged with a 56-in. brass plug. This plug and the tubing 
serve as dowel pins to prevent the bushing from working loose. 
The small port near the lower end of the steel bushing is then 
opened up and the hole through the outer wall plugged with a 
9/32-in. brass plug. 

This method of repairing makes a stronger head than the 
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Defail of Sleeve. 
Method of Repalring Worn Air Pump Cylinder Heads 
original, as the threads are in steel instead of cast iron, and a 
screw eye may be safely used to lift the pump off and onto the 
engine. This job may be done for about $2.50, whereas a new 
head costs $9, less all parts. 


Y-FITTING FOR WASHING OUT BOILERS 


BY PETER E. McINTOSH 
Boilermaker Foreman, Michigan Central, Kalamazoo, Mick. 


A special Y-fitting for use in washing out locomotive boilers 
has resulted in considerable saving in the cost of boiler wash- 
ing at this point. The roundhouse is equipped with the hot 
water washing and filling system, and the special brass fitting 
is attached to the washout line near the engine, thus providing 
two lines of washout hose, one of which is fitted with a 1 in. 
cut-off cock at the nozzle. 

When washing out a boiler the plugs are removed from the 
four firebox corners and one line of hose is placed in the front 
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Arrangement of Y-Fitting for Washing Out Boilers. 


water leg, the other being placed through the front flue sheet 
washout hole. While this is in operation two boiler washers 
remove all plugs above the running board and the hose fitted 
with the cut-off cock is then used along the top of the boiler, 
beginning at the front flue sheet. By the use of this device it 
has been possible to dispense with the services of one man for- 
merly required at the globe valve in the washout line. 


TesTING Piston Rops.—An_ electro-steel company has an- 
nounced the results of a series of tests on piston rods made 
of the steel it manufactures. The steel showed a tensile strength 
of 123,775 1b. per sq. in., and an elastic limit of 82,600 lb., with 
an elongation of 24 per cent in 2 in. and a reduction of area 
of 53 per cent. In a revolution testing machine 984,933 revo- 
lutions were required to break the test piece at a stress of 
30,000 Ib. per sq. in. This steel, which contains manganese, 15 
prcduced in an electric furnace.— Power. 


How CAN You HELP THE APPRENTICE? 


The Prize Letter and Three Others Which Were 
Received in the Competition on This Subject 


As noted elsewhere in this issue 18 letters were received in 
the letter writing competition on "How Can You Help the 
Apprentice?" Four of these, including the prize letter, have 
been selected for publication in this issue. The other letters, 
in whole or in part, will appear in the November and December 
issues. 


SYMPATHY AND PRACTICAL CO-OPERATION 
(PRIZE LETTER) 


BY JOSEPH SMITH 
Balti more & Ohio, Lorain, Ohio 

May I, as a voice from the ranks of the railroad boilermakers, 
make a few suggestions as to how apprentices should be helped ? 
Any boilermaker who learned his trade in the days of the hand- 
driven rivet, the rolled flue and hand-chipped and calked seam 
will bear me out when I say that to very few of us were given 
the advantages the apprentice of to-day receives. In those days 
it was a case of hard knocks and labor before one could rise to 
the dignity of a hand-riveter or calker. How proud we were 
when told off for the first time to drive rivets with one of the 
old-timers. How our chests would swell when ordered to take 
the firebox end of a set of flues. 

Then another step up was to hold the straight edge for the 
boss when he was laying out a piece of work. “See all those 
lines, a regular labyrinth ain't they?" And that's all we would 
know, for the boss was very careful of the secrets of laying out. 
A layer-out in those days was looked on as some one to pay 
homage to, and never a one did we find that was willing to let 
us into the light of things. I have indulged in this retrospection 
in the hope that some of the boiler apprentices would read these 
lines and be awakened to the fact that advantages are open to 
them to-day which will lead to the high road for promotion. 

Now, Mr. Boiler Foreman, you have your apprentices. Hav- 
ing carefully sifted the material, you assure yourself that you 
have the most promising boys to make boilermakers out of. 
In the first place, rest assured that you have no college grad- 
uates among them; not, however, but what a few would help 
in the boiler department. Let the boys understand. from the first 
that you are their friend, gain their confidence,! hut allow no 
tattler or tale-bearer in the bunch. Insist upon attention to 
details, even of the so-called unimportant points of the busi- 
ness. You will need lots of patience, but a little extra trouble 
with a willing bov pays in dollars and cents to the company. 

You will have some who want to know £be why and wherefore 
of different processes. You, out of ME eei and experi- 
ence, can make many things clear to them so that they will not 
get shown in the way the writer did when learning the business. 
In taking out some broken stay-bolts I came across one that 
was completely broken off at one end and partly broken on 
the other. I wanted to know why it was so, so I took it to the 
boss and said, "That's funny, isn't it?" "Yes," was the reply, 
"there's lots of funny things in this world." And that's all the 
enlightenment I got on that subject. 

Your apprentices will get the practical experience in the shop, 
ut something else is required, and that is the feeling of fellow- 
ship between them and their foreman. Let them feel that they 
are free to bring their little troubles to you, establish a bond of 
sympathy and helpfulness between them and yourself, and the 
day will come when your apprentices will be a credit to you and 
an invaluable asset to the company. Encourage them to study 
the technical details of their business at home; there are plenty 
of good books to be had on the subject. 

Start a class in "laying out" in your shop, beginning with the 
simpler problems. An apprentice who studies in such a class 
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will save much material, for he will not shear up a large sheet 
when a smaller one will do. 

After twenty-three years in the business and a close observ- 
ance of the different methods and results of handling the ap- 
prentice question, I believe that practical co-operation and sym- 
pathy with the apprentice will result in bringing the boiler de- 
partment to a higher grade of efficiency. 


THE VALUE OF INCENTIVE 


BY J. CAMPBELL 

Superintendent, Drifton (Pa.) Shops, Lehigh Valley Coal Company 

April 1, 1915, I was appointed superintendent of the Driíton, 
Pa., shops of the Lehigh Valley Coal Company. At that time 
there were 19 apprentices employed; this number has been in- 
creased to 24, and will be further increased to 28, divided as 
follows: Three in the foundry, two in the pattern shop, one 
in the boiler shop, and the remainder in the machine shop, 
and two boys on probation in the car shop. 

Our apprentices have for a number of years attended a 
school, under the supervision of the chief draftsman, every 
Wednesday from 12:30 to 1:30, the company paying them for 
the time spent in the class room. 

I was strongly impressed with the intelligence and skill of 
some of the boys, and decided to do everything in my power 
to help them to a better education by endeavoring to arouse 
their latent energies in the direction of self-education. 

We made the first effort in June by offering "one dollar" to 
the apprentice who would give the best suggestion as to how 
to repair a much distorted steel mine car frame which had 
been received for repairs; all answers to be turned in the next 
day in writing. To our surprise the boys took especial interest 
in the contest and nearly every one replied. 

Anthony DeGrosse, a boy of 18, who had started his ap- 
prenticeship in the machine shop, May 1, 1915, presented a splen- 
did pencil sketch with three pages of his own ideas as to how 
to repair the frame. He won the prize. There were so many 
good ideas presented that we decided to try again, and on 
July 22 offered "two months' time in any department of Drif- 
ton shops" to the apprentice giving the best suggestions as to 
how to repair a Jeansville pump to be on exhibition in the 
shops at the noon hour, or on idle days, permission being given 
to change the design of any broker* barts, and also to give 
an approximate cost of overhgu]ing.the pump. All answers 
to be turned in one week later. 

The boys became deeply interested and started at once to 
earn that change of position. Saturday following, being an 
idle day, they turned out in force and spent the morning on 
the pump, almost dissecting it to learn its condition. Two 
boys were on the job at 5:30 a. m.; one went to the Jeansville 
Pump Works, Hazleton, Pa. to learn about pumps, another 
to the colliery to examine the pumps, and by 10:00 a. m. they 
were nearly all studying and sketching the pump. 

A committee of three, consisting of the foundry foreman, a 
draftsman and a master mechanic from one of our collieries, 
were appointed as judges. The contest was so close that it took 
the judges five hours to come to a decision. 

Thomas D. Brobst, a young man of 20, serving his third 
year in the machine shop, was the winner. All the boys were 
commended for their work, and the management was urged to 
continue the contests. August 2 Brobst was started in the 
drawing room at his request. We now learn that the pump 
was the second style built by the Jeansville Company, and the 
first successful mine pump put in service. 

We intend to continue these contests, and will also offer 
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prizes for the greatest improvement in penmanship and mathe- 
matics. We will try to stir the boys up to realize the need 
of a good general education to fit them for any position they 
may be called to fill in the years to come. 


MODERN APPRENTICESHIP 


BY ROBERT N. MILLER 
Assistant Professor Machine Design, Carnegie Institute of Technology 
Pittsburgh, Pa. 

The success of any organization is dependent on the success 
of its individual units, and as such the mechanical organization 
of a railroad is dependent on the education and training of its 
men. One of the momentous questions of the day in connection 
with the efficiency of the mechanical department is not so much 
that of adequate supply of labor as the proper training of this 
labor so as to develop into the best mechanics for the future. 
The apprenticeship system of any organization can be divided 
into two chief divisions. 

(1) The selection of the apprentice. 

(2) The development or training of the apprentice. 

The importance of careful selection of raw material cannot 
be too strongly emphasized, for upon it depends the ultimate 
success of the trained mechanic. Raw material suitable for ap- 
prenticeship must possess a reasonably good education (by 
which is meant, at least, completion of grammar school work) 
and show sufficient interest in the trade to warrant the employer 
in assuming the burden of training him in his particular trade, 
and not as is often the case, of merely serving out time and then 
leaving the service entirely on completion of the period of in- 
denture. By investigating the environment in which a bov has 
been raised, his natural bents or aptitudes, and the general atti- 
tude of the parents or guardians toward the proposed trade a 
considerable gain can be made in the selection of proper mate- 
rial - Even with this preliminary investigation, a probationary 
period of service ranging from 30 to 90 days is of advantage 
to both the employer and apprentice in observing the develop- 
ment of dispositions and temperaments which have hitherto been 
‘dormant and which will later on have an important bearing on 
the quality of apprentice. 

Again, it would appear that a systematic method of personal 
canvass of schools where prospective candidates for apprentice- 
ship are to be found, by officials in charge of apprentice instruc- 
tion, would be of considerable aid in education of the adoles- 
cent to the appreciation of the value of a trade in his life's work. 
By setting forth the advantages of a trade, the advantages to 
be derived from the system of apprentice instruction, the oppor- 
tunities for advancement, and the assurance of steady employ. 
ment, it is possible to stir up sufficient interest in the trades to 
guarantee the railroad an ample supply of high class mechanics. 

The real work, however, begins after the boy enters the serv- 
ice as a full fledged apprentice, for from then on the quality of 
mechanic developed lies largely in the hands of the railroad 
through its instruction staff. 

The assignment of the apprentice should, as far as possible, 
follow a systematic course to eliminate any tendency toward 
holding the boy too long at a particular machine or job to the 
detriment of other phases of instruction and to the disadvantage 
of other apprentices. 

It is advisable that, in conjunction with the shop work or 
manual training which the apprentice receives, a considerable 
amount of classroom work and instructions should be given, so 
as to really make the apprenticeship school a sort of continuation 
school wherein the value of various methods of shop ope, ations 
and the principles underlying them can be taught. 

A regrettable condition of apprenticeship is often found 
wherein the apprentice is taken on, not so much with a view to- 
ward developing a mechanic for the future as toward filling a 
present day need for low-priced labor to the disadvantage of 
both employer and employee. 

The development of the apprentice rests to a considerable 
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degree on the personal qualities of the apprentice instructor— 
his temperament, characteristics and enthusiasm in the work and 
welfare of those in his charge. By taking advantage of one 
of the predominating traits of adolescence—imitation—it is pos- 
sible to thoroughly enthuse the boy in his work and in that way 
unconsciously have him striving to attain his highest efficiency. 
Instruction, which fails to include the historical and economic 
development of railroads, the improvements introduced from 
time to time, and the needs for future development, fails to give 
the apprentice a broad view of the field of his chosen occupation 
and it is not surprising that in such instances gross lack of 
enthusiasm is to be found. 

Personal attention on the part of officials, and especially those 
from other shops, to the character of work done by the appren- 
tice, as well as the mechanic, is bound to promote enthusiasm. 

In order to develop a high grade apprentice sufficiently great 
incentives must be furnished and, of these, perhaps the most 
effective is that of increase in wages, or an early release from 
the period oí indenture. Further, scholarships in technical 
schools are often given as rewards for highly satisfactory serv- 
ice. Incentives of this type are always productive of excellent 
results, as is Lorne out by experience on roads offering them. 


GIVE THEM RESPONSIBILITY 


BY CARLETON K. STEINS 
Special Apprentice*, Pennsylvania Railroad, Altoona, Pa. 

Apprentices should be handled in a manner that will arouse 
in them a genuine interest in their trade from the beginning, 
and hold it there. Interest in what they are doing will auto- 
matically produce better mechanics than the most painstaking 
arrangement of duties, which does not consider this as of first 
importance. It 1s a rare man, much less a boy, who can concen- 
trate and give his best efforts without possessing some degree of 
enthusiasm for his work. 

How to maintain interest in the apprentice’s mind after the 

newness of things has worn off is the problem that should be con- 
stantly before every employer of apprentices. The best way 
that I know is to place responsibility on the young man, and 
give him tasks that carry with them an assumption that he has 
ability and initiative which his boss intends making good use of. 
The average boy will not betray this confidence; he will put his 
best shoulder to the wheel to do the job as the boss wants it and 
will take a pride in the finished work. Here you have the 
earnest effort that keeps a boy from becoming disheartened, and 
at the same time molds the best mechanic. 
. Responsibility should be placed on the apprentice as far as his 
ability warrants. Good business sense, if no other consideration, 
demands it. It is essential that the assignor of tasks to appren- 
tices be broad-minded enough to size up the boys and get a 
fairly accurate measure of each one’s ability and then this esti- 
mate should be his guide in directing their work. 

Feeling as I do that the apprentice problem is more of a 
human one than of curriculum (the most studied and best or- 
ganized courses have something lacking) I would warn against 
tactlessness on the part of the apprentice’s immediate boss. Tact- 
lessness, for instance, that goes into minute instructions and even 
demonstrations when an apprentice is being assigned a task, a 
task whose main operations the boy must have performed before, 
or at least observed their performance. A boy who is any good at 
all likes to do his own thinking—he cannot take interest and 
pride in a job in which no detail has been left to him to decide. 

Keep apprentices away from piece-workers whenever possible; 
pieceworkers are usually too busy to show things, much less 
allow the boy to do things for himself. Letting the boys actually 
perform operations themselves cannot be urged too strongly— 
it has an influence for which no amount of observing can be sub- 
stituted. The pieceworker's motto, “Good enough is best," may 
be permissible from an economic point of view, but it is a bad 
one to train a good mechanic on. 


* Not written from that viewpoint, however, 


“BIG BILL” AGNEW AND BLUE MONDAY” 


A True Story, Showing Clearly the Relation of 
the Engine House Organization to Engine Failures 


BY HARVEY DE WITT WOLCOMB 


[This contribution was inspired by recent comments on engine failures in 
the Mechanical Edition. "Blue Monday" is known generally as the bad day 
in the roundhouse, and this story gives a remedy for it.—EbpiTon.] 


It was another "blue Monday" in the big roundhouse of the 
X, Y & Z R. R. at Greenfield, and even the elements seemed 
to combine their efforts to make it as "blue" as possible. It 
was one of those late winter days of March, when there was 
about 4 in. of slush on the ground, besides trying mighty hard 
to rain; but being too cold for rain it was more like hail. 

Everything was covered with a thin coating of ice and the 
engines coming into the roundhouse were packed with snow; 
on top of this the heating svstem of the house was nearly 
out of commission and badly in need of repairs which had been 
neglected during the previous winter because of the rush of regu- 
lar routine business and also on account of a rigid economy rule 
that had been in effect since the change of management. Such 
conditions as these were bad enough under ordinary circum- 
stances, but on this particular morning the general roundhouse 
foreman, “Big Bill” Agnew, must "have gotten up out of the 
wrong side of the bed," as one of the machinists said, for Big 
Bill was sure "up in the air." 

The fact is that Bill did get up a little late and had to swallow 
his breakfast in a hurry in order to get to work on time. When 
he started to check up the house for the day's work he was 
unable to locate his day foreman, but found everything com- 
pletely disorganized, as usual. About 8 o'clock he got a tele- 
phone message that the foreman's wife was sick and that he 
would not be to work that day. This meant that the general 
roundhouse foreman would have to handle the regular day 
foreman's work in addition to his own numerous duties, and the 
two jobs combined were enough to drive a man crazy. 

Lately it had seemed as if he would go crazy anyway, as 
engine failures were getting to be far too frequent to suit the 
management, and yet they were apparently tying his hands by 
cutting down his force and not carrying sufficient stock in the 
storehouse. Big Bill would not give in, though, for he knew 
that railroad men for miles around regarded him as one of the 
best "fighting" roundhouse foremen in the countrv, and he had 
the reputation of getting out of more work reported by the 
engineers than any other foreman on the system. 

However, reputation was not helping him lately for he was 
getting up against it harder every day. Sometimes he thought 
that 12 hours a day, every dav in the week, was too much for 
his physical strength, yet he wasn't loosing any weight. He 
was still six feet tall and weighed 198 pounds, the same as he 
had for the past five years since first taking the job. Then 
again he thought that perhaps his inspectors, or box packers, 
or some of the other mechanics, were “laying down" on him, 
but this could not be true, for some of them had been working 
on their jobs for the past 15 years; in fact, were old shop mates 
of his before he was promoted, and he knew them to be faith- 

ful and loyal to his interests. He did realize, however, that the 
type of engines had changed materially in the past four vears, 
being heavier and more complicated, and although he had care- 
fully studied the new and improved equipment, it was getting 
the best of him, or his organization, and engine failures were 
a daily occurrence. 

However, this morning Bill was far too busy to even "remem- 
ber" about himself, but was on the jump every minute to keep 

the ball rolling.” About 9 o'clock he was called to the office 
to explain over the 'phone all about why the crack midnight 
Passenger train had had a hot pin failure of 25 minutes; on ac- 
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count of his additional duties of that morning, he was, of 
course, unable to say anything to the master mechanic that 
would tend to clear up the mystery. 

Immediately after this his leading boilermaker informed him 
that Train 38's engine, due to leave the house at 1:30 p. m., re- 
quired two new grates and there were none on hand, nor even 
any that could be altered so as to be used temporarily. "In fact," 
the boilermaker added, “the storehouse is getting worse every 
day and we haven't had the right shape of grate for this class 
of engine for over a month and I am continually altering some 
other type to use." 

A SURPRISE. FOR BILL 


At this point I am unable to write just what Bill said, but 
will leave it to the imagination of the reader, for Bill was one 
of those fluent swearers that could swear as fast as a horse 
could trot, and the kick on supplies, coming as it did on top of 
the nice little "call down" he had received from the master 
mechanic over the engine failure of the previous night, was the 
"straw that broke the camel's back," and Bill started for the 
storehouse "with blood in his eve." 

Going to the storehouse with a "kick" had gotten to be a 
regular daily habit with Bill, and he had succeeded lately im 
virtually driving the old storekeeper out of the service by his 
abuse. Recently a new storekeeper had been appointed and Bill 
had not run across him as yet, but was in a very good mood 
for a first impression. You can imagine Bill’s surprise when 
he beheld a "slight-of-frame," young-looking man holding dowm 
the storekeeper’s chair; but Bill had to take his vengeance out 
on someone, so he started on the new man. 

What Bill said was enough. He started in on the history of 
storekeeping from the time of the ark down to the present 
time, when there "wasn't enough material of the right kind on 
hand to make a pair of creepers for a humming bird.” During 
his abuse he noted with quite some surprise that the new store- 
keeper did not try to crawl in the wastepaper basket or slide 
under the desk, but simply sat still, idly glancing over some 
mail on his desk; these actions were such a shock to poor 
Bill that for once in his life he was thrown completely off the 
track of his thoughts and he finally stopped in confusion at a 
loss for proper words to express his feelings. 

At this point the new storekeeper looked up at Bill and told 
him that he was paid to run the roundhouse and not the store- 
house, and that he was going to run the storehouse in an ef- 
ficient manner, which was something that Bill wasn't doing with 
the roundhouse. "In fact," the storekeeper said, "I have here 
some of the samples of vour mismanagement. Here is a let- 
ter from your boiler foreman to you, asking to order 24 grates 
for a class of engine that has onlv been here once and is not 
liable to come again, as it is a type that cannot be used suc- 
cessfully on vour division. I am not going to order these grates, 
as I don't believe vou looked into the matter at all, but simply 
O. K.'d the order on the strength of your boiler foreman saying 
he wanted them. Furthermore, I intend to ship away about two- 
thirds of the stock we are now carrying at this point, for I 
am finding that about 90 per cent of the rush material you have 
ordered has been handled in this manner and we are showing 
such a large amount of material on hand that when we do ask 
headquarters for a rush order, they look up our stock lists and 
think that of the large amount of supplies we are carrying there 
is surely some piece that can be slightly altered to meet our rush 
requirements. Now, get out, for I am busy, and some day 
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when you are in your right mind come over and we will go 
over our actual requirements so as to protect ourselves against 
undue shortages." 

Poor Bill! To be called down by a young whipsnapper like 
the new storekeeper was bad enough, and besides there wasn't 
one cuss word used for emphasis that Bill could start any argu- 
ment on. It was a straight presentation of facts and Bill was 
big enough to realize it. In the past, with the old storekeeper 
on the job, he had had his own way and always had put the 
blame on the store department, but this new man had "shown 
him up" in such a strong light that there was no "come lack." 

Bill returned to the roundhouse and for the balance of that 
day really didn't know whether “he was coming or going.” He 
could see the logic of what he had been told, yet it hurt his pro- 
fessional pride to think that a young man who had not been 
in the business very long could tell him anything about how 
to run a railroad. Sometimes Bill thought he would go over 
and clean up the floor with the new man; then again his better 
sense would show him that perhaps he was just a httle wrong 
and maybe he didn't know how a storehouse should be run. 

Business that day seemed to go on just as the storekeeper 
had inferred; that is, evervthing seemed to go wrong, and poor 
Bill was tired out when night came. After he had had supper 
he began to go over the events of the day and compare them 
with past davs, and he found that every Monday was a "blue" 
day, and getting worse every week. When he would try to think 
of excuses for this and that matter, it would work out that 
he was the one to blame and, in fact, he saw very plainly that 
he was slipping back on his job, and unless some miracle hap- 
pened in the near future he would be looking for a new position. 

Now, Bill was no fool. In fact, he was a very bright man, 
and when morning came he hiked right over to the new store- 
keeper's office to have a sensible talk with that young man. 
Bill opened up by asking just what the storekeeper had meant 
vesterday when he accused him, the best roundhouse foreman 
on the system, of mismanagement? 


BILL GETS SOME GOOD ADVICE. 


“Well,” replied the storekeeper, "you are running your job 
on the ‘one man’ idea and the plant is far too big for one man 
to bear all of the burdens. In other words, when you stop the 
entire plant stops, and when you make a mistake the entire 
place goes to pieces, for you have not trained your help to think 
and plan for themselves. Take, for instance, the case you came 
over to see me about yesterday. That case was the oversight 
of your boiler foreman. Why didn’t he know that there was 
a shortage of grates for that class of engine and hurry them 
up instead of waiting till they were all gone and then put the 
blame up to you? Why were you out of sorts yesterday and 
not in condition to handle one job, let alone two jobs? I know 
why and will tell you. Your day foreman laid off and instead 
of his having some man broken in to take his place in just 
such emergency cases, he left it up to you and you tried to 
hold both jobs, which didn’t give you time enough to properly 
handle any job. You had to jump at conclusions and your fore- 
men knew it, so they took advantage of you on everything. 
Take your work all the way down and you will find where you 
have been the ‘goat’ and the fellow who was actually responsi- 
ble has ‘slipped’ it over on you.” 

Bill began to see a great light, and after thanking the new 
storekeeper for the interview he returned to his office and locked 
himself in for the balance of the morning. 

What Bill thought of, or what he did in the office that morn- 
ing, I will never know. However, it was a far different Bill 
that came out than the one that had gone in. From that mo- 
ment he seemed possessed with only one idea and that was to 
take the “blue” out of “blue Monday,” or any other day for 
that matter. He called his foremen together and lined them 
up to immediately break in an “understudy” or assistant fore- 
man, and also to line up the men so that every job could be 


covered at a moment’s notice without any confusion. 

At first the foremen remonstrated, saying that it could not be 
done, and that some of the workmen would get “sore” if they 
had other men that knew all about their jobs. One foreman 
said that he would lose his boilerwasher at once, for that man 
had had his job for years and had now gotten a good thing for 
himself, and so should reap the benefit. 

“That’s just the point that I want to bring out,” said Bill. 
"When your boilerwasher lays off we are tied up and it is up 
to me to answer why we are holding engines, and from now 
on I want at least four men broken in on some of the more 
important jobs." I cannot begin to tell of the things that Bill 
straightened out, but the results soon began to show that Bill 
was getting his reputation back again. 


REAL CAUSE OF ENGINE FAILURES 


Some months after Bill started to chase "blue Monday" I 
met him in the roundhouse, and such a change from the old 
Bill! He had changed from a man that was always in a hurry 
not having one moment to waste, to a man that apparently had 
nothing on his mind, or nothing to do. I could not help speak- 
ing about the new order of things and Bill insisted on taking 
me into the office to tell me how it had come about. 

"Do you know," said Bill, "that I was on the road to the 
crazy house last spring and today I have one of the best jobs 
in the country. I have discovered that the real cause of engine 
failures is not poor engines or enginemen, but to a great extent 
the result of the roundhouse organization. Last spring this 
roundhouse was the cause of daily failures because it was being 
run on the one-man idea, and there was so much work for that 
one man that he couldn't give enough time to any one job to 
handle it successfully. Today everybody is working together. 

“I used to be very careful to keep my office locked and not 
let any of my foremen see my correspondence, but today every- 
body has access to my office, for we are all interested in the 
work now. Several times my foremen have read my corre- 
spendence on different matters before I have, and the result 
has been that they have had a chance to work up the necessary 
information before I asked them for it. 

"Another thing that keeps evervone in line is the assistants 
for every job we now have. The assistants are good men and 
well capable of judging their bosses' mistakes, so that keeps 
the boss on the jump or else the assistant will get his job. 

“I found that my inspectors were not interested in their jobs, 
but were simply putting in ten hours' work with the only thought 
of protecting themselves in case any work got by them, and 
also to see how quickly they could get out after the six o'clock 
whistle blew. I put it up to them that their jobs depended on 
the good condition of our power and that their reputation was 
to be based on how the power was kept up. This meant that they 
would have to keep their eyes open and not only report the work, 
but in a way see that it was repaired properly after they had 
reported it. By presenting the matter in this light the inspectors 
saw just how they stood and began to work together. 

"Last night, after six o'clock, my head inspector went over 
to an engine to see that some work that had been reported by 
him was done properly, and he did it on his own time. I told 
him he had better see the foreman about it, so that he would 
get paid for the extra time, but he wouldn't listen to it and told 
me that he would rather have the job right than bother with 
a half hour's time. You see how that works now, for this is 
the forty-second day that we have not had a failure of any kind. 


THE ENGINEMAN “SEES A NEW LIGHT" 


“There is another big wrong that I straightened out: Engine- 
man Johnson was a 'kicker' from away back. He and I were 
always fighting over the jobs he wanted done that I didn't think 
necessary; in fact, we wasted a lot of valuable time over nothing. 
One day I told ‘Mr. Johnson’ that I was through fighting him 
and that from then on we would do every job that he reported. 


Ocroper, 1915 


He was so pleased to beat me that he didn't know what to do, 
and at first was going to have his cab painted on the inside with 
gold leaf and have a Brussels carpet put on the floor. 

* "That's all very well, Mr. Johnson, I said, ‘we will gladly 
do it if you will write it down. We are going to keep an ac- 
count of the cost of your engine repairs for the next year and 
you will be responsible for the cost outside of the few emergency 
repairs found by our inspectors. In other words, we intend 
to loan you an engine and you are to show this company 
whether you are a careful operator or an expensive man to have 
on the road.’ 

"You could have bought that engineman for about three cents 
then, for he had never thought of the cost of all the imaginary 
jobs he had been reporting. At first he wouldn't listen to my 
plan, but he finally shook hands on it and today he doesn't aver- 
age two reports a week, yet he hasn't had a failure since our 
agreement. He used to always report a pound on the left side 
or an imaginary blow, but today he is mighty sure of his job 
before reporting it and is very proud of the low cost of his 
maintenance. 

“This same rule worked with our ‘pool’ enginemen. When 
they found that we had each man listed by the cost to maintain 
the engines they were running, they soon learned to report only 
such jobs as were necessary and cut out a lot of reporting of 
imaginary pounds and blows. They found that we were doing 
our work well, and if they reported something it was sure to 
be given attention before the engine made another trip. They 
have learned to help themselves now and are working in our 
interests by trying to work in their own. 

"Another thing that used to worry me a good deal was the 
locating of the different foremen, and I suppose they in turn 
had a hard time to find me when they had something to take 
up with me. This big roundhouse covers a lot of ground and 
I used to run my legs nearly off looking for this and that man. 
Today I have eight telephones installed around the house at 
different points, equipped with large gongs, and each foreman, 
even to myself, has a certain number of rings. Now, when I 
want to reach any of my foremen I have only to step to the 
nearest telephone and ring his number. No matter where he is 
he can hear his ring and will answer so that we save a lot of 
time in trying to find each other. This is not only a life-saver, 
but is also a great time-saver and paid for the installation in 
one month. 

"I have so much time to myself now that I can personally 
check up my individual workmen. For instance, I found a 
machinist who had been working here for about three years 
that was not reliable. He was not turning out his work to stand 
up, and after several trials I had to let him go. I have hired 
a man in his place that is a ‘dandy’ and is interested in his work. 
This new man is not working for payday, but is working for 
my interest and is one of the small units that is helping to hold 
down our engine failures. This is the type of man that prevents 
engine failures, and yet some say that engine failures do not 
start in the roundhouse. | 


A DOCTOR FOR SICK JOURNALS 


"I got after my box packer and told him that he was not 
hired to 'stick' around for 10 hours each day, but was paid to 
'doctor' sick journals, and if the sick journals did not get well 
I would change doctors. Do you know that that man didn't 
even know the cost of the oil and waste he was using, although 
he had been packing boxes for the past 10 vears? The very 
first month after I gave him some personal instructions in cor- 
rect box packing and the economical use of oil and waste, he 
saved $342 for this company and I promptly raised his wages 
three cents an hour. 

"That man has found out that it pays a good dividend to get 
interested in his work, and he knows that as long as he keeps 
the failures down and saves monev in the use of oil and waste 
I will keep on raising his wages, even if I have to pay him 50 
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cents an hour. You see, I don't have to watch him now, for 
his work shows for itself. Before I put this plan into effect 
this same man was continually complaining because of the great 
amount of work he had to do. Very often he would look me 
up to tell me that some engineman had reported 'all tank cellars 
packed' and he knew it was unnecessary to pack those cellars. 
Today he is so interested in his work that I have known him 
to look an engine over for fear that the engineman had for- 
gotten to report the cellars packed, or that, perhaps, he would 
find some little defect that he could remedy before it got out 
on the division and caused a failure. 

"'This same rule works with the house force. In the old days 
the house foreman was constantly complaining about how slow 
the engines were coming into the house from the coaling and 
ash pits; if I asked him to send a man out to help on the ash 
pit he would nearly have a fit. But today it is far different. 
If the ash pit or coaling pit is behind, or working short handed, 
my house foreman knows all about it and will send the neces- 
sary help out without saying a word to me, for he has learned 
that he is the man to get the benefit of the engines coming into 
the house on time and that the best way to overcome a grievance 
is to invent some scheme to overcome it. 

"This roundhouse is like one big family and the success is 
not on account of one man, but on the united efforts of us all. 
My foremen don't depend on me to do their work, but are using 
their heads for themselves. 


A MISTAKE TO PASS THE BUCK 


“Talk about inventing schemes to get around some grievance; 
one day, in looking through my desk, I came across a big pile of 
inspectors' reports covering the inspection of engines that had 
just been turned out of the back shop. To read these reports 
you would naturally think that the engines were just due for 
general overhauling, instead of just coming out of the shop. 
I could not help thinking of all the time and energy wasted on 
them, for conditions are just the same now as they were when 
we first started to make these inspections. We had gotten in a 
‘rut’ on reporting work and the back shop force looked on us as a 
gang of 'kickers, so we might as well have saved our strength 
as to send in the reports. 

"[ could see that the secret of some of the bad work from the 
back shop was the same as in my own case, that is, the foreman 
had too much to look after and he couldn't give the proper time 
and attention to his work. Complaining of a bad job after it is 
done doesn't help matters, for it has cost time and money to do 
it wrong, and it will cost a good deal more money to make it 
right, so the proper time to have it made right is the first time 
it is being done. 

“To protect myself I assigned one of my best inspectors to the 
back shop to follow the work as it was being done in the shop. 
The results of this experiment were very gratifying, for we 
stopped the bad work in the back shop and it is a common 
occurrence for us now to take an engine right out of the shop 
and put it out on some light run without any breaking in, as we 
used to do. The back shop takes the praise for this work, but 
we know that it was just another case of inventing a scheme 
to overcome a complaint instead of 'passing the buck.' 

"In the storehouse we now have nearly all the material we 
require and yet the storekeeper informs me that we have reduced 
our balances by over half. I found that some foremen were 
simply 'hogs' when it came to ordering material. They would 
require five pieces of some casting and would order at least 24 
pieces so as to be sure to have enough. Some of the foremen 
had cupboards around the house stocked up with a great num- 
ber of costly finished brass parts of which they would not use 
more than one piece in a month; on the other hand I found some 
foremen that could not see far enough ahead to order the neces- 
sary castings that were required for everyday use. This has all 
been straightened out now and each man has been given a lesson 
on ‘what to order,’ ‘when to order,’ and ‘how to know the cost 
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of too much ordering.” To-day when we ask for a rush ship- 
ment we get prompt deliverv, for headquarters knows that we are 
on the job and what we say is ‘right,’ there isn't any ‘come back 
now.’ 

“Knowing when you are right and saying the right thing also 
helps when we make any recommendation for overcoming of 
weak design in our engines. I never realized the vast difference 
of opinion that could exist among mechanics when it came to 
making recommendation to better a weak point in our equipment. 
I can see now some of the absurd recommendations that I used 
to send to headquarters on the suggestion of my foremen, and 
I don't blame the higher officers for throwing them in the waste- 
paper basket, for I know that they were way out of reason. 
To-day that kind of business has been changed and we go into 
evervthing very carefully before saving anything and the result 
is that when we do say something, we get prompt action. 

"In conclusion, let me tell vou that from mv own bitter ex- 
perience I know that engine failures are to a great extent caused 
bv poor attention in the roundhouse and that roundhouse foremen 
are ‘made’ and not ‘born,’ as I was always lead to believe. The 
successful foreman is not the smooth talker or good friends to 
evervbody, but is the man who can talk ‘business’ on the dollar 
and cents basis, and his reputation should not be based on how 
nice he can put the trouble ‘up to the other fellow,’ but on how 
easy he can invent some little scheme to overcome the trouble and 
thus cut down failures and the unnecessary throwing away of 
good money.” 

With this, Bill threw away his cigar butt and after telling me 
to come back some other day for the rest of his story, started out 
to make the rounds of one of the nicest roundhouses in the 
country. 


— — — 


RAILWAY REPAIR SHOP ORGANIZATION 


BY HENRY GARDNER 


The old-fashioned railroad shop organization is well known; 
it consisted of a shop superintendent, or master mechanic, fol- 
lowed in line by an assistant superintendent and general fore- 
man and a number of shop foremen, one for each department. 
In a shop of this kind the superintendent, assistant superin- 
tendent and general foreman have to bear all the burdens of 
administration and supervision; frequently there 1s no assistant 
superintendent in the organization, the whole load being carried 
bv the superintendent and general foreman. Under this type 
of strictly line organization there are great possibilities for 
a glaring waste of time and effort by the supervisory force. 
These overloaded officers, continually goaded for output, must 
at the same time hold discipline meetings every day and must 
pass on all applicants for employment; they must be familiar 
with all piecework schedules and continually add new prices: 
they must see that all belts, motors, machines and cranes are 
kept in repair and must handle the apprentices, constantly in- 
structing and moving and encouraging them. 

It is safe to say that no one man, or three men, can do justice 
to all of these duties in a shop of any appreciable size, and it 
is a foregone conclusion that they will frequently overlap one 
another in the performance of their work. An instance is re- 
called where three men in an old-fashioned line organization 
shop went over the same ground daily, one after the other, and 
often it was found that a sub-foreman had heen told to do 
the same thing by each one of these three men in succession. 

In the majority of railroad shops to-day the strictly line or- 
ganization is in effect; there is no attempt made to plan, schedule 
or despatch the work in the various departments and almost 
any foreman can hire or discharge men, with or without just 
cause. The result of this state of affairs is as might be expected 
—low output, great waste of labor and material, with a high 
cost of repairs, and a general lack of system and order. The 
machine equipment is neglected or repaired in a  makeshift 
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manner and the money wasted in misuse and abuse of belting 
alone would pay for many new machines in a year. Cutting 
tools are dressed and hardened by guess, by the eye; no such 
thing as an electric furnace or a pyrometer is known. 

In this same hypothetical but very typical shop, apprentices, 
if hired at all, are exploited by being kept on one machine for 
a year or more, and no serious attempt is made by any one to 
properly instruct them. If the shop is run on a day work basis 
the supervising officers must be constantly on the move to main- 
tain the output; if the shop uses piecework to any extent an 
eternal personal vigilance must be exerted to keep up the quality 
as well as the quantity of output. These old-fashioned practices 
are now conceded to be wholly inadequate, especially for the 
larger shops, and the strictly line organization must give way 
to the composite line and staff organizations if the maximum 
quantity and quality of output, at a minimum cost, are to be 
obtained. 

A proper organization for a large railroad locomotive repair 
shop is shown by the accompanying chart. Here is a combina- 
tion line and staff organization. The superintendent of shops 
has an assistant who has a general foreman next in line in 
charge of all departments, as is customary. But the staff is 
the vital part of the whole organization, and is directly respon- 
sible for the economic and effective management of the entire 
plant; the line, below the superintendent, is wholly in charge 
of output. 

On the staff are six supervisors and a chief clerk as follows: 
A supervisor of piecework, or other wage payment svstem; a 
supervisor of routing, scheduling and despatching in all depart- 
ments; a supervisor of apprentices whose important duties are 
well known; a supervisor of tools and machinery in charge of 
the repair and purchase and installation of all new machine and 
hand tools, cranes, etc., about the plant; a supervisor of manu- 
facturing who is in direct charge of all shop orders and manu- 
factured material either for outside shops and enginehouses or 
for local consumption and stock, and finally a supervisor of 
labor, whose office may be called the employment department; 
this man employs and discharges all men and administers dis- 
cipline for all employees in and about the plant. The duties of 
the chief clerk are well known and established. The form of 
organization shown by the chart is distinctively up-to-date and 
is representative of tried and successful types. With this ar- 
rangement the several and specific duties of each staff man are 
carefully defined and all overlapping and doubling of work by 
the supervising force is eliminated. 

The first duty of the superintendent of a locomotive repair 
shop is to study quantity and quality of output. He should spend 
at least three-fourths of his time on this work, if he is to actually 
earn his salary. All clerical work, letter writing, etc., performed 
by a shop superintendent is a dead loss to the railroad and nine- 
tenths of this work should be turned over to his assistant and 
his chief clerk. A railroad shop superintendent has been known 
to spend an entire day with hammer and chisel and file sur- 
rounded by a loyal and admiring group made up of the as- 
sistant superintendent, the general foreman, the erecting shop 
foreman, the machine shop foreman and two skilled mechanics. 
But what became of the shop and the departments controlled by 
these men during that dav? Obviously the loss to the company 
measured in dollars would be considerable. 

The modern railroad shop superintendent must be more than a 
practical man and a good handler of men; he must be a superin- 
tendent in the same sense of the word as applied to similar posi- 
tions in the strictly manufacturing shops. What else is a rail- 
road shop but a manufacturing plant, and how is it in any way 
different in so far as opportunities for saving and economy are 
presented? The shop superintendent should spend a part of his 
time planning and developing original improvement work and he 
should have available up-to-date records of the output in all 
departments and should keep close watch over the cost of re- 
pairs. In connection with these duties the following records are 
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suggested for the superintendent's office; these may be expanded 
or modified to suit local requirements, and they are better made 
in chart form, as a diagram gives accurately an exact picture of 
conditions which cannot be so impressively presented in any 
other manner. 

For a nine-hour day these formulae should be worked out each 
month and platted in diagram form: | 


(1) Total engines out per month x9 
Total man-hours per month. 
(2) Labor cost (payroll) per mo. X 9 
Total man-hours per month. 
(3) Material cost per month X 9 
Total man-hours per month. 
(4) Labor cost per month 
Engines desp. per mo. 
(5) Material cost per month 
Engines desp. per mo. 


(6) Man-hours per month. _ (Number of hours it takes one man to turn 
Engines desp. per mo. out one locomotive. 


= Engines out, per man, per day. 


Labor cost of output per man per day. 
= Material cost of output per man per day. 
= Labor cost per engine despatched. 


= Material cost per engine despatched. 


The above six formulae may be further subdivided to include 
each separate shop or department as the need for such data 
arises, or if a special study of some one department appears to be 
demanded by lowered output or faulty conditions. The per- 
centage of material and labor costs should also be carefully 
watched and a chart may be made to show this each month. For 
example, the total material cost for all repairs for one month 
may be $30,000, and the corresponding labor cost $50,000. From 
this it is evident that material costs are running 3714 per cent of 
total and labor costs 6214 per cent, which may be considered a 
fairly good condition for the average shop to-day. 

As indicated by the organization chart the responsibilities of 
the assistant shop superintendent are the same as the superin- 
tendent, since in the event of the superintendent leaving sudden- 
ly or gaining a promotion the assistant superintendent should im- 
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or eliminated which otherwise would never have been even seen. 
A close, individual, departmental study of this kind has never 
failed to result in a great reduction in manufacturing costs as 
well as an increase in general effectiveness and frequently a de- 
crease in payroll as a by-product. If a month cannot be spared, 
two weeks, or even one week, spent by the assistant superin- 
tendent in each and every department of the plant each year will 
work wonders. Finally, an up-to-date shop superintendent, as 
well as his assistant, should visit other shops frequently and 
keep constantly posted as to the best methods and practices; they 
should also read the technical papers carefully, always watchful 
for labor saving devices and methods for cutting costs and elimi- 
nating wastes. 

Next in line to the assistant superintendent is the general fore- 
man. He is one of the most important men in the organization, 
and his duties have wholly to do with the prime object of running 
the shop, viz., to deliver repaired locomotives. He must be of an 
extremely active or motive type and must have exceptional ability 
for instructing and handling men and increasing production. The 
general foreman works with the seven staff men as occasion 


. arises, in an advisory capacity, but he does not report to any of 


them or direct them. The general foreman runs the shop with a 
line and staff organization exactly as in the old-time line organi- 
zation, with the exception that a multitude of duties are removed 
from him so that he becomes virtually an output specialist. 
The general foreman and the supervisor of the planning de- 
partment should be closely allied and preferably their offices 
should open together so that the daily delay reports may be taken 
up at once by the general foreman and the causes traced and 
rectified. It is good practice for the supervisor of the planning 
department to give the general foreman a slip each morning stat- 
ing thc number and class of repairs of engines that are to be 
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An ideal Form of Organization for a Large Locomotive Repalr Shop 


mediately fill his superior’s position without appreciably disturb- 
ing the organization or the quantity and quality of the output. 
The duties of the assistant superintendent should be primarily to 
run the shop and get the required output. He should study and 
arrange for the charts and data required by the superintendent 
and should aim in every way to run the entire plant as if his 
superior were not there to supervise him. A great deal of time 
IS wasted by shop superintendents and their assistants in habitu- 
ally walking about the plant visiting every department super- 
ficially each day. The gain to the shop as a whole by this 
Procedure is practically nothing. Many a railroad shop superin- 
tendent and his assistant walk miles, day after day, conscien- 
üously going over the same old beaten path at about the same 
hour at least twice each day; the foremen and workmen antici- 
Date the visits and, of course, are all on their best behavior. 
The most important duty of an assistant superintendent in any 
Organization should be to make an exhaustive study of each 
department of the shop; say the boiler shop, to start with. He 
should turn over all other routine duties to the chief clerk and 
Staff men and general foreman and live for a month in this de- 
Partment, working with the foreman as his assistant, in a sense, 
for the entire day, if it be from 7 a. m. to 6 p. m. In this way an 
exact knowledge of details may be obtained and faults corrected 


brought in, and it is the duty of this office to see that the de- 
partments are at all times equalized. "The duties of the staff 
men are indicated by their titles; the scope of this article will 
not admit of further details. 

The form of force organization required below the general 
foreman is so varied and depends so much upon local conditions 
that it must be sufficient to give simply a few general suggestions. 
The writer has made ‘more than fifty individual charts for a 
single plant, illustrating departmental apportionment of skilled 
mechanics, shop hands, or handy men, and laborers; each shop 
must work these details out for itself—no hard and fast rules 
can be laid down. Great care should be taken to organize the 
working gangs with the proper proportion of skilled and un- 
skilled men. Do not have sub-foremen, if needed at all, with no 
men reporting solely and directly to them; a sub-foreman, or 
assistant foreman, should always have full authority to direct 
the men under his charge. Workmen should not be required 
to report to or receive orders from more than one man, if fric- 
tion is to be wholly eliminated. The working forces should be 
divided into small gangs under working leaders, which is better 
than dividing the whole responsibility between two or three lead- 
ing foremen; this arrangement will cut down the cost of super- 
vision and place the responsibility and supervision more nearly 
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where the work is actually performed. Specialization is un- 
doubtedly correct for the railroad shop and it must be developed 
to the fullest extent in every department. Making one man re- 
sponsible for one class of work not only increases his earnings 
and his interest in his work, but it enables him to do the best 
work in a manner satisfactory both to himself and to the rail- 
road. Over specialization is preferable to under specialization. 

There is always some discussion as to the relative merits or 
demerits of two well-known forms of erecting shop organization. 
The first aims to have the pits divided into blocks of six or eight 
pits and places one foreman in charge of each block. The other 
method considers the whole erecting shop as a unit, and has the 
foremen in charge of gangs, which do special lines of work, and 
travel up and down over the entire shop, visiting every pit in the 
order that the work is required. In a shop using a scheduling 
and despatching system, the former organization is preferable, 
since accurate comparisons of output for each foreman may be 
obtained and platted from month to month and a close super- 
vision of his record is very stimulating; moreover, a friendly 
and healthy rivalry is maintained, thereby keeping up that all- 
important enthusiasm and "esprit de corps" which, after all, is 
the great fundamental cause for human excellence. Engines 
coming into the shop should be divided equally between the fore- 
men as far as possible, so that no one man will obtain unfair 
advantage due to improper selection and distribution of the 
repairs. 

More important even than the distribution of the force organi- 
zation of a railroad shop is the planning and despatching depart- 
ment in charge of one of the staff supervisors, reporting to the 
assistant shop superintendent. The work of planning for the 
admission of engines to the shop naturally assumes more impor- 
tance than the correct placing of forces, since it 1s easily possible 
to bring in too many engines requiring one kind of repairs and 
thereby disarrange and disorganize the most carefully planned 
and effective grouping of forces which may have been established 
to meet certain fixed conditions. The balance of a shop plays a 
most important part in its successful and economical administra- 
tion and this is where the supervisor in charge of scheduling and 
despatching comes in; he must, as far as possible, keep the ratio 
of classified repairs constant and change that ratio only as may 
be necessary to prevent overloading some department which 
may have unexpectedly fallen behind. 

For example, let us assume that a shop has been very carefully 
organized, a man clipped off here or added there until the entire 
plant is working at maximum efficiency. Then let us assume 
that 45 per cent of all engines turned out are to have new fire- 
boxes, that 15 per cent are to have new cylinders, that 10 per 
cent are to have one or more new firebox or flue sheets, and that 
30 per cent are to receive simply general repairs to machinery 
with flues removed and safe-ended and with tires turned. Now 
let us suppose that the exigencies of the service make it impossi- 
ble to obtain for this shop more than 20 per cent of engines 
needing general repairs and that 55 per cent of all engines arriv- 
ing need new fireboxes, and that 25 per cent need new cylinders; 
what, then, for the time being, has become of our carefully 
planned organization both as to men and machines? The intelli- 
gent selection of engines has a very noticeable effect on the 
eost of repairs as well as on the mean output; this is much more 
apparent in large shops where the organization is less flexible 
and usually highly specialized. 

A locomotive repair shop is primarily a plant for manufactur- 
ing and maintaining power units needed for marketing the com- 
modity, transportation, which the railroad company sells to the 
public, and in order to enable the company to sell its product to 
the best advantage the shop must at all times be ready to supply 
the operating department with the locomotives needed. This de- 
mand for power varies appreciably with the seasons and other 
causes, national and international, so that it is not always possible 
to keep a fixed percentage of engines of certain classes available 
for shopping, which have also made their required mileage in 
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service. The division superintendent and the superintendent oí 
motive power should, however, co-operate closely with the local 
shop management, as no shop can deliver a constant maximum 
output from month to month which will satisfy the operating 
officials if it is not properly supplied with the kinds of repairs 
for which it has been organized. The ideal state of affairs exists 
when engines come in for repairs in a constant flow from month 
to month, and there is in normal times for every railroad a 
nearly constant direct ratio between the number of locomotives 
in service and the number requiring repairs; so far as conditions 
will allow, this ratio should be maintained. 

Planning, scheduling and routing and despatching may be de- 
pended on to suggest and create the force organization needed. 
To a degree the organization will automatically adjust itself to 
the many variable working conditions so plainly brought to light 
by the accurate records resulting from the systematic scheduling 
and routing and despatching of all operations and material 
through all departments of the shop. With one well-known form 
of modern routing system the use of the despatch board tells at 
once which department is late or ahead and, provided the shop 
is using the normal repair ratios, suggests the changes in organi- 
zation or equipment necessary to build up a department and con- 
sequently equalize the shops. The best shop organization can 
make but an outward show of efficiency without a planning de- 
partment as outlined. To the casual observer the shop may be 
speeded up to its maximum intensity, but a careful analysis of 
conditions will soon expose many weaknesses and wastes of labor 
and material. 

Modern combination staff and line organizations must be more 
generally employed if our railroad shops are to keep pace with 
the increasing demands made by the management for reductions 
in maintenance costs needed to offset government regulation of 
freight rates and the ever-increasing demands of organized labor. 
Finally, the statement may now be made authoritatively that in- 
creases of output up to 25 per cent have been recorded in several 
large railroad shops using in greater part the modern organiza- 
tion described in this article, and it is beyond argument that 
similar or greater increases in output, with consistent decreases 
in labor and material costs, may be assured to any large rail- 
road shop whose officers and their superiors have the foresight 
and courage to adopt these correct principles. 


CLOSING VALVE MOTION LINKS WITH THE 
OX Y-ACETYLENE TORCH 


A very simple method of closing solid valve motion links is 
in use at the Sayre, Pa, shops of the Lehigh Valley Railroad. 
When doing this work by heating the link in a fire, considerable 
time is required and the wearing faces of the link require re- 
hardening after the closing operation is completed. With the 
oxy-acetylene torch the ends of the link are heated to a red heat 
at the points indicated in the drawing, the depth of the heating 
depending upon the amount of shrinkage required to close the 
link to the desired dimensions. The remainder of the metal in 


Apply Heat at the points shown 


Link Showing the Point Where Heat is Applied 


the end of the link remains cool and upsets the heated metal, 
which in cooling shrinks and closes the link. The time required 
is from five to eight minutes at each end. It is possible under 
certain conditions to do the work with the link in position on 
the engine. This method was developed by J. W. Riley, black- 
smith foreman at the Savre shops. 


The forty-sixth annual convention of the Master Car and 


MASTER PAINTERS ANNUAL MEETING 


Vehicle Tests, Flat Color vs. Enamel Color, Design 
and Protection of Steel Passenger Cars, Piece Work 


to onc part of gasoline. 


The film was submerged in water 72 hours and 


Locomotive Painters’ Association was held at Detroit, Mich., 
September 14-16. H. Hengeveld, first vice-president, presided 
under the direction of T. J. Hutchinson, the president, who 
on account of illness was unable to carry on the physical duties 
of a presiding officer. The convention was opened with prayer, 
and the association was welcomed to the city by the mayor, 
Oscar C. Marx. 

President Hutchinson, in his address, commented on the 
valuable work the Test Committee of the association has done 
in testing the various kinds of paints placed on the market 
for different classes of service. He favored further considera- 
tion of standard letters and numerals for stenciling all classes 
of freight cars, believing that there is yet much to be done in 
providing a more legible letter and numerals with the ultimate 
advantages of reducing the chances for error when recording 
car initials and numbers. 


TEST COMMITTEE REPORT 


The test committees of the several master painters' associa- 


tions have devoted considerable of their time to the study and 
testing of the various kinds of material which make a paint 
pigment. This is also true of Committee D-1 of the American 
Society for Testing Materials. The information obtained by 
these tests may be summed up as follows: First, a composition 
paint made from a combination of several pigments will give 
better results than a single pigment paint; second, the pigments 
contained in a paint should be selected to meet the requirements 
of the service and the nature of the material it is expected to 
protect; and, third, carbon is not a rust inhibitive pigment and it 
is generally acknowledged that carbon paints do not make a 
good primer for steel, but there is no doubt but that carbon 
paints make the best over or body coating for steel structures 
exposed to the action of alkali or acids. Tests have proven 
that paints should be selected to meet service and climatic con- 
ditions. With these generally accepted facts as a guide it is 
believed that some time should be given to the study of paint 
vehicles. 

The efficiency of linseed oil for paint purposes can be greatly 
increased by different forms of trcatment and the treated oils 
properly thinned will produce a better paint vehicle at a re- 
duced cost than can be obtained by the use of raw linseed 
oil. 

In the development of these methods of treating linseed 
and other oils lies the future progress of the art of protective 
paint making. 

The following is the report of tests of prepared films of 
linseed and other oils treated and non-treated : 


Film r—Linseed oil heated by electricity, and oxygen blown through it. 
his makes a may viscous oil which was mixed with equal parts of 
gasoline, A piece of the film weighing 27.5 grams was submerged in water 
D 7/2 hours and weighed, when taken out, 28.6 grams, increasing in weight 
per cent. 


Film :—Linsced oil made by regular process, aged two months and 
then burned by special process until all the moisture had been removed 
and the oil had assumed a certain body. This was thinned with one part 
gasoline to two parts oil. A portion of film submerged in water 72 hours 
was found to be practically waterproof and very elastic. 


Film 4—Linsced oil produced in the regular way, aged two months, then 
given an oxidizing treatment. This was mixed five parts oil to one of 
asoline. Submerged in water 72 hours, increased in weight 3.5 per cent. 
he film was elastic. 


Film 5--Linseed oil, aged two months, chemically treated to remove all 
of the mucilaginous matter and again aged four months and heated over 
re from six to eight hours at a temperature of 600 degs. F. This was 
mixed two parts of oil to one part of gasoline. The film was submerged 
In water 72 hours increasing 3.95 per cent in weight. The film was elastic. 


g as 6 and 7—Mixtures of China wood oil, varnish gum and linseed 
s Submerged in water 72 hours, hlm 6 increased 8 per cent and film 7 
ncreased 4 per cent in weight. The films will stretch twice their own length. 


Film ic—China wood oil thickened by heat and mixed 5 parts of oil 
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increased 1.9 per cent in weight. 


Film rr—Linseed oil heated to a comparatively low temperature with air 
blown through it and mixed 5 parts of oil to two of gasoline. Increased in 
weight after being submerged in water 72 hours, 2.8 per cent. The film 
was elastic. 


Film 12—Commercial boiled linseed oil. This film increased in weight 
14.4 per cent after being submerged in water 72 hours. The film was very 
easily torn while full of water but when dry, fairly elastic. 


Films 12 and 14—China wood oil and rosin heated and thinned out. 
These are practically waterpocf and stretch 274 times their own length. 


Film 15—Linseed oil thickened by heat and mixed three parts of oil 
to one part of gasoline. It increased 6 per cent of its own weight after 
being in water 72 hours. 


Film 16—Raw linseed oil. Submerged in water 72 hours and increased 
16 per cent in weight. The film was very easily torn when full of water 
but when dried out, fairly elastic. 


Films 13 and 14 will make a waterproof paint of considerable 
value if mixed with the proper pigments and used in a warm 
climate, but are easily broken when at a temperature below 
freezing point. Every film mentioned above was tested at 
8 deg. above zero F. Films 13, 14, 6 and 7 were as brittle 
as glass. All the oil films were tough and pliable. Some of 
the films were baked at a temperature of 135 deg. F. Practi- 
cally all the air-dried films absorbed a higher percentage of 
water than the baked films of the same material. This demon- 
strates that baking closes up the pores and binds the several 
coats together more than the air-drying method. 

The committee does not advocate the use of as high a per- 
centage of gasoline or other thinners as were used in some 
of these films, as they were prepared for demonstrative pur- 
poses only, but it is contended that a heat-treated oil contain- 
ing a percentage of volatile oil sufficient to make it flow freely 
will give better protection to steel than an oil that absorbs 
a high percentage of water. The results of the tests on steel 
plate showed this result. Twelve steel plates were prepared, 
the first six of which were fastened on the interior of the out- 
side channel of a tender frame. The tank under which they 
were placed was in good condition and comparatively little 
water came in contact with them. The other six were placed 
under a tender in the same position, whose tank leaked and 
subjected them freely to water and a heavy accumulation of 
dirt. The paint mixed with a treated oil gave the best re- 
sults. The kind of paint used and the results from corrosion 
are given below: 


, Plate 1—-A combination paint with carbon and oxide of iron base, ground 
in linseed oil—-75 per cent corroded. 
Plate 2--A combination paint, oxide of iron base—10 per cent corraded. 


Plate 2--A combination paint but little different from No. 2—15 per 
cent corroded. 


, Plate #—A_combination oxide of iron and red lead pigment ground in 
linseed 01l—20 per cent corroded. 


Plate 5— Composition carbon paint ground in chemically treated linseed 
011—10 per cent corroded. 


Plate 6—Carbon ground in linseed oil—90 per cent corroded. 


Plate 7—Red lead and lamp black mixed by hand with linseed oil, not 
ground -total failure. 


Plate 8—Carbon ground in linseed oil—total failure. 


Plate 9—A_ chemically treated combination paint, red lead base—5 per 
cent corroded. (Considering service, very excellent condition). 


Plate ro—Primed with a liquid primer, on one half of the plate a second 
coat of carbon was applied. On the other half, same as primer. The latter 
half was a total failure. The portion second coated with carbon—75 per 
cent corroded. 


Plate 11—Red lead base, combination paint ground in treated oil. Second 
coat, carbon base, combination pigment, ground in treated oil—very little 
corrosion. (Considering the service, a remarkably good paint.) 


A third test was made with plates treated and painted with 
the same material as in the previous plate test. These plates 
were fastened on a coach roof and used every day as the 
second car of a train behind a coal-burning engine. They were 
exposed from October 17, 1914, until August 1, 1915, and were 
subjected to some very severe conditions. Here, as before, 
the treated oil plates were in much better condition than the 
others. In substantiation of these conclusions quotations were 
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read from a paper presented by Maximilian Toch, published 
in the June number of the Industrial and. Engineering Chemis- 
trv, and also a quotation published in the same journal from 
Henry A. Gardner. 

One thing that must be considered is that the treatment of 
linseed oil as it was used in the test will not pass an analysis 
for pure linseed oil, and until the chemist can find a standard 
for analyzing this class of material the actual service this 
material gives must be used as the most reliable test. The 
committee recommends the use of a solution of ordinary 
blue vitriol of 10 per cent strength for washing off galvanized 
iron surfaces, for the purpose of roughening up the surface 
of the iron sufficiently to give an anchorage for the paint. Apply 
the solution with a brush to the galvanized surface, let it re- 
main until fairly dry, wash off with clean water and let sur- 
face dry thoroughly. The same effect may be produced by 
allowing the galvanized iron to weather for a year or more or 
by coating the surface with copper acetole. Another mixture 
which will give practically the same results is made as follows: 


2 oz. copper chloride 
2 oz. sopper nitrate 
à oz. sal-ammoniac 


Dissolve in one gallon water, apply with a brush, let stand 
until dry, wash off thoroughly with clean water and let dry. 
Dust off and apply paint. 

The committee showed various specimens which had been 
tested during the past year, which with the information re- 
garding the way in which the paint was prepared provided 
very valuable information for the association. The test com- 
mittee consisted of J. W. Gibbons, chairman (A. T. & S. F.) ; J. 
McCarthy (G. T.), W. H. Dutton (L. V.) and W. A. Buchanan 
(D. L. & W.). 


FLAT COLOR VERSUS ENAMEL COLOR 


M. L. Shaffer (Penn.) :—It has been thoroughly demonstrated 
by tests extending over many vears that the advantages in the 
use of a properly prepared varnish color are much greater than 
might be expected. In car work it has been the aim of the 
painter to make as elastic a foundation as possible. After the 
color has been applied it is always desired to use a rubbing 
varnish possessing as much durability as possible, and, of course, 
elasticity and durability are the main requisites of a finishing 
varnish. Therefore, it seems reasonable that attention be paid 
to the elasticity of the color coat as well as to the elasticity of 
the priming, surfacing and clear varnish coat. The flat colors 
are made by grinding the pigments in Japan, which are gener- 
allv very short, and contain shellac in large proportions. We 
are therefore interposing between our surfacing and varnish 
coats a very thin, brittle, non-elastic film or color when the flat 
colors are used. If, on the other hand, a color is applied that 
has been properly mixed with a rubbing varnish in the form 
of an enamel the general principle of elasticity is being car- 
ried through the entire operation of painting. This, as it ap- 
pcars, is theoretically sound. Experience has shown that this 
is borne out in practice with many other distinct practical ad- 
vantages which may be briefly noted as follows: First, the 
color being ground in varnish can be applied heavier and con- 
sequently will, especially on repair work, tend to fill up and 
repair any slight imperfections on the surface. Second, the var- 
nish color will hold out the succeeding varnish coats much 
better than will a flat color. Bv the use of a standard varnish 
color a coat of clear finishing varnish may be entirely elimi- 
nated, thus saving the railroad not only the cost of such a coat 
but the labor cost of application. Third, owing to the nature 
of the varnish used in making these enamels the color is more 
permanent and much less likely to fade. With the flat color, 
where Japans are used, the Japans are heavily loaded with so- 
called driers or oxidizing agents, which naturally have in time 
a harmful effect on the colors or pigments which are not chemi- 
cally inert. A semi-gloss leaning toward the flat is recom- 
mended, as this would dry in from three to six hours, so that 


Vor. 89, No. 10 


there would be little loss of time in comparison with the old 
Japan colors. 

J. B. Shuttleworth (B. & A.) also presented a brief paper 
on this subject, speaking strongly in favor of the enameled color 
rather than the old flat color, substantiating the claims made by 
Mr. Shaffer. 


STEEL CAR DESIGN FROM A PROTECTION STANDPOINT 


Two papers were presented on this subject, one by John B. 
Wright, of the Baltimore & Ohio, and George Warlick, of the 
Chicago, Rock Island & Pacific. Mr. Wright's paper is ab- 
stracted on page 525 in this issue. The following is an abstract 
of Mr. Warlick's paper: In the construction of steel cars the 
body should be as plain as possible. No countersunk rivets 
or butt joints should be used. The open corners should be 
eliminated as far as possible, as they will hold dust and moist- 
ure, ultimately causing corrosion. Sharp corners should also be 
eliminated, and the joints should be soldered inside and out. 
Better results would be obtained were the Gothic sash not used, 
and the deck should be plain, without projections that will hold 
the dust, cinders and moisture. The roofs should also be plain 
and made without the standing seams, and where the side and 
deck panels are used they should be bent in one piece. The 
arch type of roof has preference to the deck roof on steel 
equipment for this reason. Better results will be obtained if 
the interior of the steel car is finished in wood, as expansion 
and contraction on the steel finish cause the paint to crack. 

Discussion.—The members spoke strongly in favor of the 
smooth steel sheets for passenger train cars, claiming that the 
extra first cost of these sheets will be fully warranted from 
the painting and maintenance standpoint. Some roads use 
aluminum doors with very great success, claiming that it is 
very difficult to prevent the corrosion on the inside of the steel 
doors. Other members also spoke strongly in favor of the 
canvas roof on steel equipment, and others spoke strongly 
against the use of screens which have been applied in many 
cases in the same manner as on wooden equipment. Mr. Hutch- 
inson called attention to the stainless steel manufactured by the 
Firth-Sterling Steel Company, which might offer a solution 
to some of the difficulties experienced where excessive corro- 
sion takes place. 


PRICE VERSUS QUALITY IN BUYING PAINT STOCK 


W. O. Quest (P. & L. E.):—In many instances the secret 
paint formulations which have been sold by reliable paint manu- 
facturers and have proven to be of the first quality cannot 
be safely imitated, regardless of the claims of the imitator, 
whose usual effort is to make and sell his imitation at such 
a low price that it is almost irresistible to a close buyer. A 
large percentage of the successful and fast suríacing svstems 
of to-day are the original productions of the railway car and 
locomotive paint shop, and, as a rule, such specialty paints are 
recognized for their merit and worth and not by the price 
thev are sold for. Before the present financial depression the 
painter had little to complain of concerning the quality of the 
general paint material furnished to his department. With en- 
forced economies have come the competition of the cheap paint 
stock offered by makers who evidently have not the slightest 
knowledge of the requirements of the paint they are selling. 
This has forced the old established firms, selling the old rail- 
way special paints, to cut the prices of their goods, which it 
is believed, has forced them to reduce the quality of their 
goods. The practical man in charge of the paint shop knows 
that something new in the form of paint or varnish is at 
least dangerous until it has proven its worth. Mistakes in 
purchasing paint material can never be remedied without large 
expense if the mistakes are too pronounced, as it is neces- 
sarv to extensivelv remove this paint with a chemical remover 
or the burning-off torch. The painter should be consulted 
when a change of the qualitv of the paint is contemplated. 

The cheap non-opaque railway body color loaded with non- 
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opaque fine silica 1s one of the worst materials the railway 
paint shop man has to handle. If the body color is loaded 
with excessively inert material it will be necessary to apply 
extra coats of paint to produce the uniform color effect de- 
sired, and the color will also fade more readily than the pure 
pigment product. The cheap poorly ground Japan usually 
manifests itself through its solubility, which, if pronounced, 
prevents a smooth color effect through the subsequent coats. 
The best known special roof paints and methods of application 
procurable at any price are not too good for the purpose for 
which they are used. It is a waste of time, labor and money 
for a railroad company to buy a cheap roof paint which has 
nothing to recommend it but its low selling price. The re- 
sults obtained from a cheap varnish have been a little differ- 
ent. The reduction in price has been met by many of the old 
specialty railway varnish makers, and up to date we have been 
agreeably surprised by the results obtained from this varnish. 
The freight car paint is one of the most abused of commodities. 
Ninety per cent of the experiments with low-priced paint have 
proven unsatisfactory. The first-class protective paint must be 
formulated out of a first-class binding oil, an oil made in Japan 
and the best of oil-carrving pigments regardles of color. The 
price of a first-class freight car paint should not be excessive, 
but it should not be so low as to prevent its containing the 
proper grade of material, as it will not prove profitable. 


INTERIOR FINISH OF STEEL PASSENGER CARS 


J. €. H. Kunkel (Penn.) :— The steel must be perfectly free 
from rust, scale and acid. Apply a first-class primer, one that 
will maintain its elasticitv for a long period, and have a tenac- 
ity that will prevent peeling and provide a foundation for the 
outer coats. Allow the primer 48 to 60 hours to dry, the longer 
the better. After the primer is dry, applv two or three coats 
of surfacer. It is important that the pigment be ground fine, 
as the protection of the steel is much greater if the particles 
are fine. Sand the surface with oil and No. 0 emery cloth. 
Two coats of straight color that have the same drying quali- 
ties as the intermediate coats is recommended. Straight color is 
preferable to graining or stippling, as the marred parts of the 
car can be repaired with far less expense and time. The color 
should be of a light tint, as it will not require a high finish, 
and will not show irregularities so prominently. After the 
body color has been applied, follow with three coats of var- 
nish, one-half rubbing and one-half finishing, in order that a 
more elastic outer coating may be obtained. The above for- 
mula for varnish is far better than the straight rubbing, for 
the latter contains very little oil and is made more brittle by 
strong drier, and the intense moisture evaporating upon the 
varnished surface, tends to separate the gum from what little 
oil is in it, decreasing the wearing qualities still more. 

The question arises right here whether too much trouble 
and too much expense and risk are not often involved to 
produce a temporary effect in finishing the interior of a car. 
Why not endeavor to work for the protection of the steel and 
durability of the painted surface, which will be practical and 
economical, and at the same time present a passable finish? 

Discussion.—In the discussion on this subject several mem- 
bers stated that they had found it very difficult to make satis- 
factory repairs on the interior of the car where it was stippled 
or grained. For that reason the straight color finish 1s strong- 
ly favored, some members advocating the wood interior finish 
for that specific reason. However, as the steel equipment has 
not been in service sufficiently long no definite action was taken 
on this subject. 


HANDLING PIECE WORK ACCOUNTS 


Two papers were presented on this subject, one by H. Heffel- 
finger, of the Pennsvlvania, and F. W. Bowers, of the Erie. 
Mr. Heffelfinger's paper is abstracted on page 526 in this issue. 
The following is an abstract of F. W. Bowers' remarks: 

The auditing department, as a rule, prescribe the forms and 
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system of accounting for piece work systems, and the superin- 
tendent of piece work or his equivalent usually determines and 
supervises the rate making after obtaining data on the actual 
cost of the operations. As new operations develop they should 
be accurately timed and a fair piece work price made on a basis 
of a minimum cost of production over an hour or day rate. It 
should be just and fair and such that a skilled workman will 
be able to make, by increasing the amount of work he does, 
a higher rate of pay. The piece work checker, or the party 
that assumes the responsibility for the work after the comple- 
tion of each operation, should be thoroughly acquainted and 
familiar with the mechanical part of the operation. 

Discusston.—It was pointed out that local conditions must be 
taken into consideration when making piece work rates, and 
that when new rates were being established a trial price should 
be applied for a certain length of time to insure that it 1s fair 
to both the men and the company, and when the price is once 
accepted it should be maintained. It is not believed to be feas- 
ible to limit the pay of any workman, especially in rush times; 
if this is done the workman will automatically decrease his 
pace and not turn out as much work. On the Erie when 
improvements are made the prices are readjusted by confer- 
ence. Mr. Gibbons, of the Santa Fe, explained the workings 
of the bonus system and its use on that road. 


VARNISH TURNING WHITE 


H. M. Butts (N. Y. C.) :—In order to obtain the most reli- 
able information as to whether the roads are having any seri- 
ous trouble with varnish turning white a letter of inquiry was 
sent to 19 different roads of the United States and Canada. 
Of the replies received only two were quoted as having any seri- 
ous trouble, eight having very little and nine having no trouble 
at all. The varnishes used were of various makes of the ordi- 
nary commercial grade, ranging in price from $1.75 to $2.25 
per gallon. The information received was very largely to the 
effect that dampness combined with very sudden changes in 
temperature would produce conditions which would cause the 
varnish to turn white. It was also shown that the cheaper 
grades of varnish do not recover their natural appearance as 
readily as do the better grades. On the whole, very little 
trouble is being experienced with varnish turning white with 
the ordinary makes of varnish used for railroad purposes. 

Discussion.—' The members concurred in the belief of Mr. 
Butts that there is no good reason for a first-class finishing 
varnish to turn white, although trouble has been experienced 
where a rubbing varnish has been applied as the finishing coat. 
The varnish on a locomotive tender should be allowed to be 
thoroughly dry before the water is placed in the tank. 


MAINTENANCE OF ENAMEL COLOR VERSUS VARNISH 
FINISH 


E. B. Stair (A. & W. P.):—When considering an exterior 
finish or enamel or varnish color compared to the regular var- 
nish finish it can be said that the former will not wear or clean 
as easily and economically as the latter. With the enamel or 
varnish color the same luster is not obtained as with the clear 
varnish of a good quality. Several years ago a body enamel 
Pullman color was used on the exterior of several coaches, 
and it was found that the working qualities of the product 
were such that it was anything but a pleasure to apply, and 
the appearance of the job was not as satisfactory as that ob- 
tained from the varnish finish. It also did not wear as well, 
nor did it clean as easily nor as cheaply as the varnish fin- 
ished job. We had some postal cars finished on the interior 
with white enamel, and it proved to be more expensive to clean 
than varnish over the enamel, as the dirt penetrated into the 
enamel, requiring considerable rubbing to get it out. 

J. W. Quarles (C. & O.) :— There is no question but that the 
varnish finish. will give much better service as regards wear 
or durability, where the varnish is of a grade as good as the 
enamel or varnish color. The enamel or varnish color being 


soft and easily cut will wear out more quickly with the fric- 
tion of cleaning than will the varnish finish. Any color pig- 
ment or matter mixed with the varnish is certain to weaken 
the elasticity according to the strength of the coloring matter 
required to produce an opaque varnish color. If a low grade 
of varnish is to be used in finishing, the good grade of enamel 
or varnish color would be preferred on passenger equipment. 


PROTECTING STEEL WITH PAINT 


P. J. Burns, foreman painter at the Hoboken shops of the 
Pennsylvania, read a brief paper on this subject, an abstract 
of which follows: 

The initial rusting of steel invariably commences on the 
sharp edges and minute projections existing on iron and steel 
surfaces, which proves that it is practically impossible to obtain 
a uniform protection when a brush is used in applying the paint. 
The lasting qualities of the "smalted" signs are well known. 
We have come to the conclusion that by substituting a very 
fine sawdust for the sand, using it in the same manner, and by 
painting over the sawdust we can secure a very much better 
metal protective coating. This might be carried further by 
having a coating of fresh paint with a substance that will 
completely cover the metal and fill up all the small holes and 
cracks, cover the rivets and in fact form a ground for the 
subsequent coating. There is a large variety of materials that 
may be used, such as abestine, cement or any inert pigment. 
The finishing coat can be made very heavy and applied freely 
so as to completely cover the material. 


OTHER BUSINESS 


Oscar P. Wilkins (N. & W.) recommended that standing 
committees be appointed to consider subjects such as passenger 
car roofs, proper treatment for locomotive tenders, and treat- 
ment of the interior of steel freight cars. By having five 
such committees with 10 or 12 members each, opinions from a 
greater percentage of the members will be obtained in the re- 
ports, to the ultimate advantage of the association. 

T. J. Hutchinson (G. T.) revived the subject that was pre- 
sented at the last year's convention regarding the lettering of 
freight cars. He called attention to the necessity of having 
legible and clearly defined letters and numerals, in order that the 
car foremen, inspectors and interchange men may more accu- 
rately record the numbers of the cars. He strongly recom- 
mended the usc of the full face block or the Egyptian letter. 

The following officers were elected for the ensuing year: 
President, H. Hengevelt, Atlantic Coast Line; first vice-president, 
John F. Gearhart, Pennsylvania; second vice-president, J. W. 
Gibbons, Atchison, Topeka & Santa Fe; secretary-treasurer, Al- 
bert T. Dane, Boston & Maine. The secretary reported a mem- 
bership of 292. Wilmington, Del, received the largest number 
of votes for the next place of meeting. 


ROTARY FOUR-WAY VALVE 


BY E. H. WOLF 


Air cylinders are extensively used about both car and locomo- 
tive repair shops to provide the necessary power for a variety of 
bending, straightening and forming operations. Frequently the 
air pressure is used in one direction only, but it is often desirable 
to move the piston in either direction, the air supply in such cases 
being usually controlled by two three-way valves, one for each 
end of the cylinder. The valve described herewith is designed to 
perform the functions of the two three-way valves with one 
operating handle and a three-position quadrant. 

This valve is very simple and may be cheaply made. The only 
parts requiring finish are the valve and its seat, and for that 
reason they are the only parts shown in the drawing. They may 
be used with the cover, handle, key and washer from a Westing- 
house type G-6 engineer's brake valve. The valve itself is a 
cast iron disk, 15/16 in. thick, upon the top of which are lugs 
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between which the handle key is placed. The face of the valve 
contains an exhaust cavity, and the supply port is an 11/16 `n. hole 
extending through the disk. The valve seat contains three ports, 
one in the center leading to the atmosphere and the other two 
leading to the cylinder pipe connections. The valve is so placed 
on its seat that in its central position the supply port is located 
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Four-Way Valve and Seat 


between the two cylinder ports, both of which are located under 
the exhaust cavity and thus open to the atmosphere. By moving 
the handle from the central position in either direction the supply 
port is brought into register with one or the other of the cylin- 
der ports, thus moving the piston in either direction desired. 
The valve may be used with cylinders up to 20 in. in diameter. 


FLUE CUTTER 


BY LOUIS LEBOVITZ 
The drawing shows a simple device for cutting off flues at the 
smokebox end. It consists of a spindle 1% in. in diameter, at 
the end of which is a 1 in. square stem which may be inserted in 
the socket at the end of a flexible shaft. A 3$-in. slot, 1 1/16 in. 


Simple Flue Cutter with Automatic Feed 


deep, is cut in the spindle 3/4 in. from the end and a 14-in. hole 
is bored and tapped from the end of the spindle to the slot. Be- 
yond the slot a 7/16-in. hole extends for a distance of about 5$ in. 
A cutter of the form shown in the drawing is inserted in the 
slot and pivoted on the end of a special bolt threaded into the end 
of the spindle. 

When inserted in a flue, the cutting edge of the blade projects 
slightly beyond the surface of the spindle. As soon as it engages 
the tube, however, it is gradually drawn out as the cutter re- 
volves, thus automatically feeding into the tube. The bottom 
part of the cuttet is so shaped that it forms a stop when in con- 
tact with the bottom of the slot in the spindle. When the tube is 
cut off, the motor may be reversed and the cutter withdrawn. 


BORING AND TURNING MILL 
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A boring and turning mill has recently been placed on the 
market by the Niles, Bement, Pond Co, 111 Broadway, New 
York, which has been especially designed to provide ease and 
convenience of manipulation by the operator. The machine is 
entirely self-contained, no parts extending below the floor line 
and it requires no special foundation. All changes of speed, the 
control of the rapid power traverse and hand adjustment of 
saddles and bars, the cross rail adjustment and table control 
are within easy reach of the operator's position. One lever 
disengages the feed, engages the fine and coarse feeds and 
operates the rapid traverse in either direction. 

The housings are of the box girder form without openings in 
the front face. They are securely bolted to the bed of the ma- 
chine and are firmly tied together at the top by a cross brace ot 
deep section. The cross rail elevating screws are located be- 


Niles Boring and Turning Mill 


tween the housings. The table is supported by an annular bear- 
ing of large diameter running in a bath of oil. It is driven by 
a Coarse pitch bevel gear of maximum diameter and wide space. 
The table spindle is long and of large diameter. It is maintained 
in alinement by an upper and lower bearing, the former being 
bored out of the solid bed and fitted with an adjustable taper 
bush to take up the wear. On the end of the spindle is an ad- 
justable threaded collar to prevent lifting of the table. 

The cross rail is of the three-track type, having a narrow 
guide at the bottom, with the saddle traversing screw located 
between the guiding surfaces. It is of the box girder form with 
a broad face and of great depth to withstand heavy cutting. It 
May readily be clamped to the housing and is provided with a 
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power adjustment. The saddles are provided with taper gibs 
and may be clamped in position when the bar is feeding. 

The machine may be either direct or alternating current 
motor driven or belt driven. For direct current it is equipped 
with a motor of 4 to 1 speed variation, carried on a drive plate 
between the housings back of the table bed. Power is trans- 
mitted through a double run of clutch gears which provide two 
mechanical changes in speed. With the usual 16 speeds in the 
controller 32 speeds are thus available at the table. The motor 
is fitted with push-button control and a dynamic brake for the 
table. The cross rail is elevated by means of a separate motor 
located on the housing cross brace. This motor also furnishes 
power for the rapid traverse of the bars and saddles. When 
belt or alternating current motor driven the drive is trans- 
mitted through a speed box and back gear located at the rear 
of the mill, which gives 12 changes of speed. A separate motor 
is furnished with alternating current drive for operating the 
cross rail and traversing the bars and saddle. 

This type of machine is made in sizes which swing from 4414 
in. to 74% in., the diameter of the table ranging from 42 in. to 
68 in. The driving motor horsepower required varies from 7% 
for the small size machine to 1214 for the largest size. 


BELT SHIFTER 


The Dearborn Steel & Iron Company, Chicago, Ill, has re- 
cently placed on the market a device called the Diamond Speed 
Shifter, which is used for shifting the belt on any step cone 
belt-driven machine. 
As wil be noticed 
from the illustration, 
the arrangement con- 
sists of two rods, one 
for shifting the belt 
to the different steps 
of the cone pulley ov 
the jack shaft, and 
the other for shifting 
the belt on the conc 
pulley on the machine. 
The former consists 
of a rod having a ball 
and socket connection 
on the bed of the ma- 
chine, the other end 
being fixed to the 
rafters from which 
the jack shaft is 
hung. Near the top 
of this rod an iron 
loop is attached, the 
loop passing around 
the belt in such posi- 
tion that as the rod 
is twisted the belt 
will be moved from 
one step to the next 
very readily. The ar- 
rangement for shift- 
ing the belt on the lower come is easily understood from the 
illustration. 

This device presents a simple and safe way of shifting the 


Belt Shifter for Step Cone Machines 
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belt. No poles are necessarv, nor is any hand work required 
on the belt, with the elimination of the attendant danger to the 
employee. It provides an ever-ready means for obtaining quickly 
the correct speed, thus making it easier for the workman to 
use the proper speed for his work. It can be operated with as 
much facility as is the modern gear-headed machine and brings 
the belt-driven machines within that category. 


HIGH SPEED HACK SAW MACHINE 
A heavily built high speed hack saw machine has recently 
been developed by the Massachusetts Saw Works, Springfield, 
Mass. in the design of which special care has been taken to 
insure rigidity and perfect alinement of the working parts. It 


High Speed Hack Saw 


is equipped with a number of special appliances, the purpose 
of which is to provide smoothness of action when starting and 
finishing the cut, thus removing the cause of many broken saw 
blades. 

The machine is set low on a solid foundation witli wide 
spread legs to give maximum rigidity. Around the bed is a 
large pan for cooling compound, and under the bed at the 
rear 1s an easily accessible nine-gallon tank fitted with screens 
to protect the pump from chips. The base, including the tank 
and pan, is one casting. The power head of the machine, which 
carries all working parts, is pivoted on the driving shaft center, 
thus simplifying the construction and providing for the full 
length stroke of the blade with the head at any angle. 

The machine is intended to be driven directly from the line 
shaft, and two line shaft pulleys are recommended, the ciame- 
ters to be proportioned to provide cutting speeds of 65 and 130 
strokes per min, respectively. The change of speed is con- 
trolled by means of a lever and clutch, which may be engaged 
with either of two pulleys on the driving shaft of the machine. 
The blade is drawn instead of being pushed through the work, 
thus eliminating the springing action of the frame and result- 
ing in a steadier motion to the blade under strain. The saw 
frame will take any blade from 12 in. to 17 in. in length. and 
may be quickly adjusted to any length desired. The frame 
bearings in the head are three-point slide bearings, of ample 
width provided with gib adjustment to compensate for wear. 
This feature, together with the flat clamps on the saw frame 
posts, insures perfect blade alinement and a straight cut. 

A lever controlled oil dash pot cushions the descent of the 
blade when it is dropped onto the work and prevents shock 
when the cut is completed. The blade thus gently engages the 
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material regardless of the point from which the frame is 
started, without danger of breaking or stripping the teeth. An 
automatic patent lift and a knock-off, which operates silently 
and positively, are also among the special features of the ma- 
chine which tend to bring about an increase in the life of the 
saw blades. 

The vise is equipped with patent swiveled jaws. The rear 
jaw may be set at any angle up to 45 deg., in either direction, 
and the front or sliding jaw is self-adjusting, accommodating 
itself to the angle of the fixed jaw, or to any irregularity in 
the surface of the work. 

The machine is designed to cut stock up to 9 in. square. For 
annealed and hard tool steel and steel castings the lower speed 
should be used, with a cooling solution. For cast iron the same 
speed is used, but the machine may be run without solution, 
while on soft machinery steel and wrought iron the solution is 
used with the higher speed. The pulleys are 16 in. in diameter, 
and take 3 in. belts. 


COLLAPSIBLE TAP 


A collapsible tap designed to meet all requirements of internal 
threaded work has been developed by the Modern Tool Com- 
pany, Erie, Pa. 


The device is simple in construction, consist- 


Collapsible Tap with Chasers Removed 


ing of as few parts as possible and is not easily disarranged 
when put into operation. It 1s built to have as great an amount 
of rigidity as the solid tap, thereby eliminating any tendency 
for the chasers to spring and cause taper threads. 

The construction of the tap 1s shown in the drawing and one 


Modern Collapsible Tap 


of the photographs. The tap chasers consist of two sliding 
pieces (105) which are a push fit in the chaser blocks (104), in 
which they are locked by means of two machine screws. The 
two chaser blocks slide in the tap head (103). The tap head 
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slides into the shank head (106) and is held in position by two 
driving studs (142); the shank head is locked solid with the 
shank (107). A cam ring (102) is provided outside the tap 
and shank heads. This ring contains two cam rises which 
control the position of the chaser blocks, the latter being held 
tightly against the cam ring by means of two springs (118). 

In operation the shank is clamped in the turret of the ma- 
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set of springs and operates entirely 
others. 

These valves, known as the Simplate inlet and discharge valves, 
are shown in the illustrations. By referring to the drawing 


independently of the 


of the discharge valve it will be seen that the device consists 
of a valve seat A, a valve keeper B, three flat plate ring valves 
springs 


C concentrically arranged, and the volute D, which 
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Details of Modern Collapsible Tap 


chine and the stop on the turret set for the length of thread de- 
sired. The tap is then run up against the work, which revolves 
in the spindle of the machine and is fed into the work to con- 
form to the pitch of the thread being tapped. until the stop 
on the turret is struck. Then the collapsible tap feeds out until 
the locking feather (111) releases the cam ring, which revolves 
and allows the two chaser blocks to slide in opposite directions, 
thereby collapsing the tap. After the tap has been pulled out 
of the threaded piece it is set for the next piece by means of 
the handle shown on the cam ring. 

This tap may be applied to hand screw machines, automatic 
screw machines and other types of machine where the tap is 
stationary and the work revolves. It may also be applied to ma- 
chines where the spindle holding the tap revolves and the work is 
stationary, such as drill presses, by attaching a device for clos- 
ing the collapsible tap automatically as it revolves. 

This tap may be secured in four sizes, which have a total 
range from !1⁄ in. to 3 in. The chasers are changed by remov- 
ing the two chaser screws. The chasers may be ground either 
on the lips or on the throats the same as solid taps so that it 
is possible to keep as short a throat as necessary when cutting 
close to a shoulder. 


FLAT PLATE AIR COMPRESSOR VALVES 


During the last few years several designs of flat plate com- 
pressor valves have been brought out, none of whicn have 
proved entirely satisfactory. The valves shown herewith, al- 


The Inlet Valve 


though of the flat plate type, differ considerably from those 
which have been previously presented, the principal featine of 
their construction being the use of three separate plate rings 
of uniform section, each of which is controlled by its own 


hold the valves in position against the seat. The valv. seat 
and keeper are held together by a special steel bolt, with a 
countersunk head, and a castle nut. The construction of both 
inlet and discharge valves is similar in detail, but they are 
not interchangeable, since the bolt in the discharge valve is 
first passed through the valve seat, while in the inlet valve it 
is first passed through the valve keeper. In the latter valve 
the valve keeper is much thinner than in the discharge valve. 
These differences make it impossible to inadvertently inter- 
change the two valves, which are not meant to work inter- 
changeably. 

The inlet valve is so adjusted that the outer plate opens 
with a pressure of but one-quarter ounce per square inch, and 


Flat Plate Discharge Valve of Three Separate Concentric Rings 


but one ounce per square inch is required to open the inter- 
mediate plate. The inner plate requires a pressure of two and 
one-half ounces per square inch to cause it to open. The 
operation of the valve will thus be readily understood. At 
slow speeds only the outer plate will open, but as the speed 
increases and the volume of air to be handled becomes greater 
the intermediate plate will be opened, and finally for maximum 
performance all three plates will be in operation simultane- 
ously. The valve plates are made of a special alloy steel, heat 
treated, straightened and ground true on one side only. 

The Simplate valves are the product of the Chicago Pneu- 
matic Tool Company, Chicago, and are claimed to be much 
more efficient, both mechanically and volumetrically, than the old 
type poppet valve. With these valves the construction of the 
cylinders is simplified, due to the absence of intricate valve 
operating mechanism, and the valves require no lubrication. 
They are said to operate with very little noise, and th« con- 
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struction of the valve seat and valve keeper is such as to 
offer the minimum restriction to the flow of air from the 
valve. 


ADJUSTABLE CAR STEP 


An adjustable bottom step for passenger coaches has recently 
been developed and patented by James H. Vaughan, Mobile, Ala. 
The device is a simple one and is easily manipulated from the 


Adjustable Step in Raised and Lowered Positions 


platform or vestibule of the coach. It is intended to supplant 
the stool or box which is now generally used at low station plat- 
forms. 

The adjustable step is designed for attachment to the regular 
car steps and is placed below the bottom tread. It is operated 
by a lever placed on the end of the platform, a horizontal shaft is 
attached to the back side of the steps, arms at its ends connecting 
with the upper ends of the rods or side pieces which support 
the tread of the adjustable step. An arm on the shaft is con- 
nected with the lower end of the operating lever by a reach rod. 
When not in use the adjustable tread is raised to a point imme- 
diately below the bottom tread of the car steps. Its movement 
is directed by guides on the side of the car steps and is limited 
by stops when in its lower position. 


AUTOMATIC ADJUSTABLE DRIVING BOX 
WEDGE 


A driving box wedge, designed to automatically take up the 
wear between the driving box and the wedge, has been placed on 
the market by the Franklin Railway Supply Company, New 
York. The device is intended to effect a material saving in labor 
in the roundhouse by its feature of automatic adjustment, and 
is also claimed to considerably increase the life of the locomotive 
by eliminating shocks due to stuck boxes and loose wedges with 
their destructive action on crown brasses and rod bushings. 

The adjustable wedge consists of two parts, an adjusting and 
a floating wedge. The adjusting wedge is tapered on one side to 
conform to the taper of the jaw and on the other side to con- 
form to the lesser taper of the floating wedge. The latter fits 
between the adjusting wedge and the driving box, the thin end 
being at the bottom. It is made one-quarter inch less in length 
than the distance between the top of the binder and the top of 
the jaw. The adjusting wedge is attached in the usual manner 
to a wedge bolt which passes down through the binder and a 
spring bracket secured to the lower side of the binder. A coil 
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spring resting on the bracket supports the adjusting wedge by 
means of an adjustable collar on the wedge bolt. The tension 
of the spring keeps the adjusting wedge up in position, auto- 
matically taking up the slack due to wear. 

In applying the wedge all surfaces are smeared with pin 
grease. Provision is made for the continuous lubrication of the 
faces of the floating wedge from the oil pocket in the top of the 
driving box. A cavity near the top carries oil through the wedge 
and distributes it over the surface bearing on the adjusting 
wedge. 

The feature of especial importance in the operation of this 
device is the floating wedge and double-tapered adjusting wedge. 
The clearance at the top and bottom of the floating wedge al- 
lows it to move up and down slightly with the movement of 


Section A-8. 


y 


SIS NS 


77 MY MS 


EEE R ED. 


ae ie, 
XK 
S oN 
ape 25 
MCA Lf 
WE 
9 5 
A KY 
Gc Udddid *. e r PoS e 
eds 


sss "Por Pr p. 
— a— — 


OLE 
OLE 


badd 
- 


[/ 
-———— 


MNA S NAS © ATTN TRARRE TEAS 


Hi: 


Franklin Automatic Adjustable Wedge 


the box, thus eliminating all danger of the seizing of the wedge 
and box surfaces. Tests of the device have been made in service 
on a number of railroads, and the results are said to have been 
satisfactory in every case. Locomotives equipped with the ad- 
justable wedge have run from shopping to shopping without the 
necessity of replacing rod bushings and without attention to the 
shoes and wedges. 


BRIQUETTING IN CANADA.—Peat and chalk are being exten- 
sively used, it is reported, for briquetting in Canada. The 
peat is mixed with coal breeze and then pressed into briquettes. 
Such fuel has been found efficient and economical. Chalk also, 
of which there are large deposits in Canada, can be converted 
into a profitable fuel. If the chalk is pulverized and then com- 
bined with a certain percentage of breeze and solidified tar, 
the mixture being compressed into small briquettes or pebbles 
about the size of an egg, the briquettes burn with perfect sat- 
isfaction. The fuel has the advantage of being smokeless, has 
a high calorific value, and burns freely.—The Engineer. 
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RIVETING MACHINE 


A number of riveters of the type shown in the accompanying 
illustration have recently been placed in service by the Hanna 
Engineering Works, 2059 Elston avenue, Chicago. This type of 
riveter is designed for car construction work and the feature of 
especial interest is the removable forged steel stake. This may 
be shaped to any form best suited to the work on which it is to be 


Hanna Riveter 


used. It is particularly adapted to truck and similar work of 
close dimensions and may be arranged for either portable or sta- 
tionary use. 

The operating mechanism is of the well known Hanna type, 
which is designed to exert a predetermined pressure with every 
stroke. 


Set-Screws AS Rivet Sets.—A cup-pointed set-screw makes 
a very fair substitute for a rivet set in case of a hurry job 
when all the regular tools are not available—Amertcan Machi- 
nist. 


SHIP CONSTRUCTION IN THE Unitep States.—United States 
Shipyards had under construction or contract at the beginning 
of the fiscal year July 1, 1915, according to data obtained by 
the Bureau of Navigation, Department of Commerce, 65 steel 
merchant vessels of 298,426 gross tons. This is the largest 
amount of work at the corresponding time since July 1, 1907, 
‘when 134 such vessels of 403,473 gross tons were building or 
contracted for. On the seaboard, however, the steel merchant 
construction, 60 vessels of 288,701 gross tons, is greater than 
in any previous year, the nearest being 63 of 273,865 tons in 
July, 1901. Of the vessels now building, 21 are bulk oil carriers 
of 154,056 gross tons, 6 colliers of 25,475 gross tons and 5 passen- 
Rer steamers of 17,000 tons, the rest being cargo boats.—/ron Age. 
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SAFETY WRECKER YOKE 


The illustrations show a simple wrecker yoke developed by 
J. W. Riley, Sayre, Pa, which has not only proven a conveni- 
ent appliance for the use of the wrecking crew, but has re- 


Riley Safety Wrecker Yoke 


sulted in the prevention of chain breakages as well. The yoke 
is a solid steel casting weighing about 185 lb. and is designed 
to lift the heaviest loaded steel cars. It is intended to replace 
chains for attaching the crane hook to the car or other ob- 


Wrecker Yoke in Operation 


struction to be lifted where suitable projections are to be found. 
One of the illustrations shows the method of using the device 
to lift the end of a car by the coupler shank. A considerable 
saving of time is effected where this device replaces chains, 
and an increase in safety is also effected. It is now in use on 
a number of railroads in various parts of the country. 


The Rock Island Lines have made arrangements with the 
Railway Educational Bureau, of Omaha, Neb, to extend the 
privileges of the burcau to Rock Island employees. 


The locomotive forces at the Terre Haute, Ind. shops of 
the Vandalia have been working on full time—54 hours per 
week—since the first of the month. The men in the car depart- 
ment have been working on this basis for some time. 


Numerous facts which are of interest in connection with 
the movement to secure South American trade for industries 
in this country have been made the subject of a letter which 
the Pennsylvania Railroad has sent to the boards of trade of 
70 cities and towns along its lines. 


The stockton division, the Shasta division and the Sacra- 
mento shops have been awarded the 1915 safety banners 
awarded annually by the Southern Pacific Company for the 
greatest progress shown during the fiscal year in the furtherance 
of “safety first” work on the company’s Pacific system. 


The locomotive and car shops built by the National Trans- 
continental Railway Commission at Transcona, Man., and here- 
tofore operated by the Grand Trunk Pacific, have been taken 
over with the National Transcontinental line cast of Winnipeg 
for operation as part of the Canadian Government Railways. 


Between Broad street, Philadelphia, and Paoli, 20 miles, the 
Pennsylvania Railroad is now running a few trains by electric 
power. The equipment of this section of the road for electric 
traction has been going on for about two vears, and the ex- 
penditures have amounted to about $4,000,000. Current is sup- 
plied by the Phitadelphia Electric Company. 


The members of the Russian Imperial Railways Commission, 
who have been in this country for some time on business for the 
government-owned railways of Russia, are this week making a 
tour over the main line of the Pennsylvania Railroad. The com- 
mission is composed of Count S. I. Schulenburg, president; Max 
N. Groten, Nicolas P. Kemmer, Alphons I. Lipetz and Arkadi 
S. Martynoff. The principal stop will be at Altoona. 


The building of the “Salt Lake Route-Union Pacific” route at 
the Panama-California Exposition at San Diego has been 
awarded a gold medal for its unique features. The building 
was put up to provide information to world travelers and com- 
fort to exposition vistors. It contains a rest room for ladies 
and children, with a maid in attendance, information bureau 
and telephone booths, smoking room for gentlemen and other 
accommodations. The special rest room provided for the en- 
tertainment of visiting railroad men is one of the prominent 
features. 


The Lehigh Valley Railroad, following the example of the 
authorities of the Pennsylvania Railroad and the city of New 
York, has made a thorough physical examination of all persons 
having to do with the preparation or serving of food in public 
places—that is, of all dining car employees. One hundred per 
cent was the condition reported. The examination included 
also the workers in the headquarters of the dining car depart- 
ment at Easton, Pa. The company had its own surgeons make 
the examination, and a strict standard, including personal clean- 
liness, was adhered to. These examinations will be made 
periodically. 


Employees of various divisions of the Grand Trunk system 
are forming associations for the organization of systematic and 
permanent methods of contribution for war purposes. The 
Grand Trunk Patriotic Association of Toronto has been or- 


EWS DEPARTMENT 


ganized with the following officers: President, H. E. Whit- 
temberger; chairman, G. E. Pepall; vice-chairman, W. S. Wil- 
son; secretary, J. A. Murphy, and treasurer, J. Gray. The 
Barrie Division Railwaymen's Patriotic Association has also 
been formed, with P. J. Lynch as chairman. Subcommittees 
will be arranged to establish a system of monthly collections 
until the end of the war, the amounts realized being expended 
on such articles from time to time as are decided to be de- 
sirable. 


To show the magnitude of automobile traffic on Long Island 
General Manager McCrea, of the Long Island Railroad, has had 
a count made of the motor cars driven across his tracks. On 
Sunday, August 8, at the Merrick Road crossing, in Springfield, 
9,408 automobiles passed between midnight and midnight. Of 
these 4,245 were eastbound and 5,163 westbound. At the Barnum 
Island road crossing, on the Long Beach branch, 4,739 cars 
passed in the same period, of which 2,620 were eastbound and 
2,119 westbound. In the single hour from 11 a. m. to noon on 
Sunday, 845 motor cars passed over the Merrick road crossing. 
This is at the rate of more than 14 cars a minute, or about 
one everv four seconds. Nearly all of these cars must have 
crossed the Long Island tracks at other points, not once but 
several times. The road has been authorized by the supervisors 
of Nassau county to install at certain points traffic posts similar 
to those used by the New York City traffic squad, to serve as 
route indicators for motorists. 


CAR AND LOCOMOTIVE ORDERS IN SEPTEMBER 


During the month of September, orders for locomotives, 
freight cars and passenger cars were reported as follows: 


Locomo- Freight Passenger 
tives Cars Cars 
Domestic «uy elzas xeu 157 5,495 61 
POLCIEN Sassi e Red tees 47 I js 
Total iUi cu eu wh a nes 204 5,495 61 


Among the more important orders for locomotives were the 
following: Chicago, St. Paul, Minneapolis & Omaha, 4 Pacifc 
and 6 Mikado type locomotives, American Locomotive Company: 
the Texas & Pacific, 7 Santa Fe type and 6 switching locomotives, 
Baldwin Locomotive Works; the Servian Government, 15 Prairie 
type locomotives, American Locomotive Company; the Philadel- 
phia & Reading, 20 Mikado type locomotives, Baldwin Locomo- 
tive Works; the Madrid, Saragossa & Alicante Railway of Spain, 
25 12-wheel locomotives, American Locomotive Company; the 
Norfolk & Western, 30 Mallet type locomotives, American Loco- 
motive Company; the Erie, 33 Santa Fe type locomotives, 18 to 
American Locomotive Company, 10 to Baldwin Locomotive 
Works and 5 to Lima Locomotive Corporation, and the Chicago 
& North Western, 12 Pacific type, 12 Mikado type, 10 switching 
and one narrow-gage locomotive, American Locomotive Com- 
pany. 

.\mong the more important freight car orders were the fol- 
lowing: The Erie, 300 gondola cars, Standard Steel Car Com- 
pany; the Atchison, Topeka & Santa Fe, 500 stock cars, Pullman 
Company; the Chicago & North Western, 500 ore cars, American 
Car & Foundry Company; the Western Maryland, 200 automobile 
cars, Western Steel Car & Foundry Company, and 650 gondola 
cars, Standard Steel Car Company, and the New York Central, 
1,000 freight cars each from the Standard Steel Car Company 
and the Pressed Steel Car Company for the Pittsburgh & Lake 
Erie and 500 box cars from American Car & Foundry Company 
for the Cincinnati Northern. 

The two largest orders for passenger cars were those of the 
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Central of New Jersey, which ordered 25 coaches and 5 baggage 
cars from the Harlan & Hollingsworth Corporation, and the 
Delaware & Hudson, which ordered 9 coaches and 6 baggage 
cars from the American Car & Foundry Company and 9 coaches 
from the Barney & Smith Car Company. 


MEETINGS AND CONVENTIONS 


Engineers’ Society of Western Pennsylvanta.—At the regular 
bimonthly meeting of the mechanical section of the Engineers’ 
Society of Western Pennsylvania, to be held in the society 
rooms in the Oliver building, Pittsburgh, on October 5, will 
be presented a symposium on gas welding and cutting. Papers 
will be presented by C. K. Bryce, engineer of the Oxweld Acety- 
lene Company, Newark, N. J, on "Use in Welding Heavy 
Parts;" by J. B. Henry, general superintendent of the Union 
Steel Casting Company, Pittsburgh, Pa., on "Use in Steel Foun- 
dries,” and by A. F. Mitchell, assistant to superintendent of the 
armor plate department of the Carnegie Steel Company at 
Homestead, on "Use in Steel Mills." 


The thirtv-fourth annual convention of the American Electric 
Railway Association will be held in San Francisco, Cal, from 
October 4 to 8. Simultaneously there will also be held the 
annual conventions of the American Electric Railway Account- 
ants’ Association, the American Electric Railway Engineering 
Association, the American Electric Railway Claims Association, 
the American Electric Railway Transportation and Trafhe As- 
sociation and the American Electric Railway Manufacturers’ 
Association. 


The following list gives names of secretaries, dates of next or regular 
meetings and places vf meeting of mechanical associations: 


Air Brakr AssociATioN.--F. M. Nellis, 53 State St., Boston, Mass. 

AMERICAN Ratrgoan Master TINNERS, COPPERSMITHS AND PIPEFITTERS’ 
AssocraTion.—W. E. Jones, C. & N. W., 3814 Fulton St., Chicago. 

AMERICAN Rattway Master MECHANICS’ Assoctatton.—J. W. Taylor, Kar- 
pen Building, Chicago. 

American Rartway Toot FonEMEN'S AssociATION.— Owen D. Kinsey, Ili- 
nois Central, Chicago. 

AMERICAN Society rog TrsriNG Martertacs.— Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN SOCIETY OF MECHANICAL Encineeks.-—Calvin W. Rice, 29 W. 
Thirty-ninth St., New York. Annual meeting, December 7-10, 1915, 
New York. 

Association OF RarLway ELECTRICAL ENciNEERS.—Joseph A. Andreucetti, 
C. & N. W., Room 411, C. & N. W. Station, Chicago. Annual meeting 
October, 1915. 

Car FOREMEN’S ASSOCIATION OF Cricaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago. Second Monday in month, except July and August, 
Lytton Building, Chicago. 

CHIEF INTERCHANGE Car [Norectors’ AND CAR. l'OREMAN'S. ASSOCIATION.— 
S. Skidmore, 946 Richmnod St., Cincinnati, Ohio. 

IvrknaNATIONAL RatLway Furi Assocration.—C. G. Hall, 922 McCormick 
Building, Chicago. 

INTERNATIONAL RaiLwav GENERAL logkMEN's ÁAssoctiATION.—William Hall, 
1126 W. Broadway, Winona, Minn. 

INTERNATIONAL RAILROAD MASTER BLACKSMITHS’ Assoctation.—A,. L. Wood- 
worth, Lima, Ohio. 

Master BOILER Makers’ AssociartoN,—Henry D, Vought, 95 Liberty St., 
New York. 
Master Car BUILDFRS' 

Chicago. 

Master CAR AND Locomotive ParNTERS' AssoctaTION oF U. S. AND CANADA. — 
A. P. Dane, B. & M., Reading, Mass. 

NiacaRA Frontirer Car Men's AssociATION,— E. Frankenberger, 623 Bris- 
bane Building, Buffalo, N. Y.  Mectings monthly. 

Ra1LwAY STOREKFEPERS’ Assoctation.—J. P. Murphy, Box C, Collinwood, 
Ohio. 

TRAVELING ENGINEERS’ AssociaTion.—W. O. Thompson, N. Y. C. R. R, 
East Buffalo, N. 


Assoctation.—J. W. Taylor, Karpen Building, 
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PERSONALS 


It is our desire to make these columns cover as completely as 
possible all the changes that take place tn the mechanical de- 
partments of the railways of this country, and we shall greatly 
appreciate any assistance that our readers may give us in helping 
to bring this about. 


GENERAL 


P. E. Bast has been appointed general fuel inspector of the 
Delaware & Hudson, with headquarters at Watervliet, N. Y. 


W. M. SCHMALZREID has been appointed general inspector of 
passenger and freight cars for the Texas & Pacific at Marshall, 
Tex. 


F. W. BoarpMan has been appointed assistant to the me- 
chanical superintendent of the Texas & Pacific at Marshall, 
Tex. 


W. W. WARNER, general foreman of the Erie car repair shops 
at Marion, Ohio, has been promoted to the general foremanship 
of the steel car repair shops at Cleveland, Ohio. 


W. H. Owens, master mechanic of the Southern Railway at 
South Richmond, Va., has been appointed mechanical member 
of the valuation department of the Southern Railway. 


F. O. Haymonp, superintendent of the Bingham & Garfield 
Co., with headquarters at Magna, Utah, has been appointed also 
assistant superintendent of motive power and car departments. 


H. J. Waitt, formerly general foreman, car department, Que- 
bec grand division of the Canadian Northern at Joliette, Que., 
has been appointed supervisor of car work on all lines east of 
Fort Arthur, Ont., with office at Toronto, Ont. 


E. J. Harris, master mechanic of the Chicago, Rock Island 
& Pacific at Trenton, Mo., has been appointed acting mechani- 
cal superintendent of the Second district. with headquarters at 
Topeka, Kan., succeeding G. W. Lillie, resigned. 


WiLLIAM. C. SmitH, who was appointed assistant mechanical 
superintendent of the Missouri Pacific-St. Louis, Iron Mountain 
& Southern on September 1, was born on September 25, 1869, in 
Michigan. He was educated in the common schools and entered 
railway service on December 7, 1887. From that time until 
April, 1895, he served as machinist apprentice and machinist on 
the Missouri Pacific Railway; from April to November, 1895, he 
was a machinist on the Atchison, Topeka & Santa Fe; from 
November, 1895, to January, 1897, he was gang foreman on thé 
Missouri Pacific at Kansas City, Mo.; from January, 1897, to 
January, 1902, machinist and shop foreman at Osawatomie, Kan. ; 
January, 1902, to January, 1905, division foreman at Hoisington, 
Kan.; January, 1905, to February, 1906, master mechanic at Ft. 
Scott, Kan.; February, 1906, to July, 1912, master mechanic at 
Kansas City, Mo.; July 1, 1912, to September, 1915, general mas- 
ter mechanic of the Western division of the same road. 


J. E. O’Brien, who has been appointed mechanical superin- 
tendent of the Missouri Pacific-St. Louis, Iron Mountain & 
Southern, was born on December 4, 1876, at Stillwater, Minn. 
He completed his education at the University of Minnesota in 
1898 and in the same year entered railway service as special 
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apprentice with the Northern Pacific at Livingston, Mont. From 
November 1, 1901, to November 25, 1903, he had charge of the 
general inspection of material and tests at St. Paul, Minn. 
From that time until December 1, 1904, he served as master 
mechanic of the Dakota division at Jamestown, N. D., follow- 
ing which he held the position of assistant shop superintendent 
at South Tacoma, Wash. From August 1, 1909, to January 1, 
1910, he was mechanical engineer of the same road at St. Paul, 
Minn. On January 1, 1910, he became superintendent of motive 
power for the Western Pacific at San Francisco, Cal, and held 
this position until October 8, 1913, when he was appointed as- 
sistant mechanical superintendent of the Misouri Pacific, with 
headquarters at St. Louis, Mo. In his new capacity as me- 
chanical superintendent Mr. O'Brien will remain in St. Louis. 


W. O. THompson has been appointed superintendent of roll- 
ing stock of the New York Central for the lines west of 
Buffalo, with headquarters at Cleveland, Ohio. Mr. Thomp- 
son was born in July, 
1861, at Clayton, Mich., 
and was educated at Ad- 
rian, Mich., high schools. 
He began railway work 
in 1880, on the Ft. 
Wayne, Jackson & Sag- 
inaw, and remained with 
that road until it be- 
came a part of the Lake 
Shore & Michigan 
Southern. From 1884 
to 1890 he served as a 
locomotive — engineman, 
and then was appointed 
traveling engineer of the 
Lake Shore & Michigan 
Southern, remaining in 
that position until Au- 
gust, 1893. He was then 
engine despatcher from 
1893 to 1900 on the same 
road. In 1901 he was 
appointed general locomotive inspector of the New York Central 
& Hudson River. The following year he was appointed super- 
intendent of motive power on the Rome, Watertown & Ogdens- 
burg division, and in 1907 became district master car builder at 
East Buffalo, N. Y., which position he held at the time of his 
recent appointment as superintendent of rolling stock for the 
New York Central lines west of Buffalo. 


W. O. Thompson 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


T. A. ALBRIGHT, foreman engineer of the Texas & Pacific, has 
been appointed road master mechanic, with headquarters at 
Marshall, Tex. 


R. M. BorpRipcE has been appointed master mechanic of the 
Appalachicola Northern, with office at Port St. Joe, Fla., suc- 
ceeding J. P. Dolan, resigned. 


Joux R. Bowen has been appointed assistant road foreman of 
engines of the Delaware & Hudson at Oneonta, N. Y., succeed- 
ing C. D. Perry, promoted. 


F. C. CARLSON, assistant master mechanic of the Texas & 
Pacific, has resigned to become master mechanic of the Inter- 
national & Great Northern, with headquarters at San Antonio, 
Texas. 


D. I. CroucH, master mechanic of the Oregon Electric and 
the United Railways, at Portland, Ore, has had his jurisdic- 
tion extended to include the Spokane & Inland Empire. 


W. H. FrETCHER has been appointed district master mechanic, 
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District No. 1, Lake Superior division of the Canadian Pacific 
at North Bay, Ont., succeeding L. G. Roblin, resigned. 


JoseEPH PETER HEgIiNZER has been temporarily appointed road 
foreman of engines of the Northern Pacific at Pasco, Wash, 
succeeding Robert Erwin Wilkinson. 


T. C. Hupson, division master mechanic, Quebec grand divi- 
sion of the Canadian Northern at Joliette, Que., has had his 
jurisdiction extended over the car department. 


GRANT W. LILLIE has been appointed master mechanic of the 
Bingham & Garfield, with headquarters at Magna, Utah. 


P. LINTHICUM, assistant superintendent of shops of the Chi- 
cago, Rock Island & Pacific at Silvis, Ill, has been appointed 
acting master mechanic of the Missouri division with headquar- 
ters at Trenton, Mo., succeeding E. J. Harris. 


J. H. McALPINE, formerly locomotive foreman of the Cana- 
dian Northern at Winnipeg, has been appointed master mechanic 
with jurisdiction over territory between Parry Sound, Port 
Arthur and Cedar Lake, Ont., with office at Parry Sound, Ont. 


C. D. Perry, assistant road foreman of engines of the Dela- 
ware & Hudson, has been appointed road foreman of engines 
with office at Oneonta, N. Y., succeeding O. E. Ackart, assigned 
to other duties. 


WiLLIAM Victor Wicks has been promoted from locomotive 
engineer of the Northern Pacific to the position of road fore- 
man of engines. 


CAR DEPARTMENT 


G. E. Decker has been appointed car foreman of the repair 
yard of the Grand Trunk Pacific at Transcona, Man., succeeding 
J. Reeves. 


RALPH L. CHANDLER has been appointed district master car 
builder of the New York Central, with headquarters at East 
Buffalo, N. Y. Mr. Chandler was born on June 4, 1875, at 
Milford, N. Y., and was 
educated in the public 
and high schools of Buf- 
falo, N. Y. He began 
railway work on June 
28, 1891, with the New 
York Central & Hudson 
River and served as ma- 
chinist's apprentice until 
October, 1894. He was 
then to December of the 
following year a ma- 
chine hand in the mill 
of the Pullman Com- 
pany at Buffalo. From 
January, 1896, to Sep- 
tember, 1897, he was car 
builder with the Amer- 
ican Car & Foundry 
Company, at Buffalo, and 
then re-entered the ser- 
vice of the New York 
Central & Hudson River 
as car repairer. He was promoted to foreman in January, 1898, 
becoming assistant general foreman in September, 1900, and 
three vears later was appointed piecework foreman on the 
western division. In January, 1911, he was appointed superin- 
tendent of shops at East Buffalo, and the following August 
was made division general foreman of the Pennsylvania divi- 
sion of the same road. On October 22, 1912, he was promoted 
to supervisor of piecework, covering the car and locomotive 
departments, which position he held at the time of his recent 
appointment as district master car builder of the New York 


R. L. Chandler 
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Central, with headquarters at the East Buffalo car shops, as 
above noted. 


A. M. HILBORN has been appointed general car foreman of the 
Illinois Central, with office at Memphis, Tenn, succeeding 
E. A. Nix. 


A. P. JANDER has been appointed general foreman of the Atchi- 
son, Topeka & Santa Fe at Trinidad, Col, succeeding P. B. 
Coffelt, deceased. 


SHOP AND ENGINE HOUSE 


J. J. CAREY, master mechanic of the Texas & Pacific at Mar- 
shall, Tex., has been appointed superintendent of shops in that 
city. 


L. A. CLeary has been appointed general foreman of the Ca- 
nadian Pacific, with supervision over the back shop and round- 
house at McAdam, N. B., succeeding W. Wells, transferred. 


jouN H. Pontius, general engine inspector of the Pennsyl- 
vania Lines west of Pittsburgh at Columbus, Ohio, has retired 
after 50 years of continuous service with the road. 


Joun D. Rocers has been appointed assistant roundhouse fore- 
man of the Oregon Short Line, at Pocatello, Idaho. 


H. SHALER has been appointed locomotive foreman of the Ca- 
nadian Northern at Crowsnest, B. C., succeeding J. A. Mad- 
dick. 

J. S. SCHNEIDER, machine shop foreman, has been appointed 


general foreman in charge of the erecting and machine shop of 
the Texas & Pacific at Marshall, Tex. 


W. B. Woop has been appointed acting assistant superin- 
tendent of shops of the Chicago, Rock Island & Pacific at 
Silvis, Ill., succeeding P. Linthicum, promoted. 


G. H. Laycock, heretofore locomotive foreman of the Grand 
Trunk Pacific at Endako, B. C., has been appointed locomotive 
foreman at Jasper, Alta., succeeding D. W. Hay. 


PURCHASING AND STOREKEEPING 


G. C. Harpxe has been appointed storekeeper of the Lake 
Superior division of the Northern Pacific, at Duluth, Minn, 
succeeding W. L. Peabody. 


W. L. Peanopy, storekeeper of the Lake Superior division of 
the Northern Pacific, with headquarters at Duluth, Minn., has 
been appointed storekeeper of the St. Paul division, with office 
at Mississippi street, St. Paul, Minn. 


OBITUARY 


Mennes Counen, a former well-known railroad engineer, died 
at his home in Baltimore, Md., on August 13, at the age of 84. 
Mr. Cohen began his career in the locomotive works of Ross 
Winans, at Baltimore. From 1851 to 1855 he was in the engineer- 
ing department of the Baltimore & Ohio Railroad. From 1855 
to 1875 he served the following companies as superintendent. 
assistant superintendent, controller or president: The Hudson 
River Railroad, the Ohio & Mississippi, and the Philadelphia & 
Reading; the Lehigh Coal & Navigation Company, and the Pitts- 
burgh & Connellsville Railroad. He was long president of the 
Maryland Historical Society, retiring only two years ago. 

J. J. Moran, formerly master mechanic of the Houston & 
Texas Central at Ennis, Tex., died on July 29, at Marlow, Okla., 
at the age of 66 years. 


French EMBARGO ON MACHINE TooLs.—Machine tools and 
Parts thereof have been placed on the embargo list by France, 
effective August 1—Jron Age. 
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SUPPLY TRADE NOTES 


C. B. Bouton, formerly president of the Union Foundry 
Works, Chicago, died at his home in that city on August 26. 


The Boss Nut Company, Chicago, has moved its offices from 
the Railway Exchange Building to 1744-48 North Kolmar ave- 
nue. 


The Pratt & Whitney Company, New York, has moved its 
Chicago sales office to the Sharples building on Washington 
boulevard and Jefferson street. 


W. Van Ausdall, an electrical engineer of Cincinnati, Ohio, 
has been appointed superintendent of the C. & C. Electric & 
Manufacturing Company, Garwood, N. J. 


E. D. Graff, for several years in the sales department of the 
Pittsburgh office of Joseph T. Ryerson & Sons, has been trans- 
ferred to the sales department of the Chicago otfice. 


Alexander Wilson, for many years superintendent of the 
railroad department of the Cambria Steel Company, died at his 
home in Johnstown, Pa., on August 30 at the age of 75. 


The Franklin Railway Supply Company, New York, has 
opened an office in the Transportation building, Montreal, Ca- 
nada, in charge of J. S. Coffin, Jr., Canadian sales manager. 


The Loco Light Company, Indianapolis, Ind., has been incor- 
porated for the manufacture of headlights, with a capital of 
$10,000, and directors, R. H. Pyle, L. J. Isbell, G. D. Thornton. 


The Q & C Company, New York, has secured exclusive con- 
trol of the Peffer air brake hose protector, which was previ- 
ously sold by the ailway Economy Device Company, Chicago. 
This device will henceforth be known as the Q & C-Peffer hose 
protector. 


David Newhall has opened an office in the Lincoln Building, 
Philadelphia, Pa. and represents in the eastern district the 
National Boiler Washing Company, and the National Waste 
Company, both of Chicago. Mr. Newhall will handle also vari- 
ous lines of railway and mill supplies. 


W. H. P. Fisher has been appointed sales manager of the 
L. M. Booth Company of New York, manufacturers of the Booth 
water softeners. Mr. Fisher has been selling water softening 
plants to railroads for 12 years. He will make his headquarters 
at the company’s engineering department in Jersey City, N J. 


A. Q. Tucker, vice-president of the Hydraulic Press Manu- 
facturing Company, Mt. Gilead, Ohio, has been elected presi- 
dent, succeeding M. Burr Talmage; W. G. Beebe has been 
elected vice-president, succeeding Mr. Tucker; F. 8. McMillin 
ccntinues as general manager and secretary, and M. W. Spear 
has been elected treasurer, succeeding H. B. McMillin. 


The S. K. F. Ball Bearing Company was incorporated in Hart- 
ford, September 4, with $2,000,000 capitalization, to engage in 
the manufacture of ball bearings. The former American S. K. 
F. Ball Bearing Company has been a selling organization for the 
bearings made by the parent Swedish Company known as the 
Aktie Bolagct Svenska Kullagerfabriken of Gothenburg. The 
new company will build a factory at Hartford to manufacture 
bearings in this country, but the S. K. F. steel will be imported 
from Sweden. 


H. M. Roberts, until recently railroad representative of the 
General Lead Dattery Company, has been appointed sales engi- 
neer of the railroad department of the Edison Storage Battery 
Company, Orange, N. J. Mr. Roberts graduated in 1905 from 
the Sheffeld Scientific School with the degree of electrical en- 
gineer, and for six vears was connected with the enginecring de- 
partment of the New York Telephone Company in power-plant 
work. He later spent several vears in general contracting engi- 
neering on railroad and other large enterprises with James Stew- 
art & Co., Ine., New York. 
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The du Pont powder interests have made a large investment 
in shares of the Baldwin Locomotive Works. It has been re- 
ported that they have secured enough of the stock to give them 
control but Pierre S. du Pont, the president of the du Pont 
de Nemours Company, has refused either to confirm or deny 
the report. The Baldwin Locomotive Works has been a cor- 
poration in its present form only since June 7, 1911. At that 
time it acquired the property of Baldwin Locomotive Works, 
incorporated June 7, 1909, to take over the entire property of 
Burnham, Williams & Co., which had been operating the busi- 
ness known as Baldwin Locomotive Works, founded in 1831, 
by Matthias Baldwin. 


Edward M. Grove, treasurer of the McConway & Torley 
Company, Pittsburgh, Pa., died on Thursday, August 26. Mr. 
Grove was born in Chambersburg, Pa., on October 12, 1857. He 
went to Philadelphia 
when 14 years old and 
worked for a time in a 
printing office. In 1876 
he became a telegraph 
operator. Afterthree 
years of work as opera- 
tor he was made district 
superintendent of the 
Pullman Company at 
Cincinnati, Ohio, and 
was later transferred to 
Jersey City, N. J. In 
1886 he became assistant 
general manager of the 
Wagner Palace Car 
Company, with office in 
New York. In 1889 he 
resigned to become asso- 
ciated with the McCon- 
wav & Torley Company. 
He has thus been 26 
years with that company 
and for the last 15 vears has been treasurer. Mr. Grove was 
president of the Railway Supply Manufacturers’ Association 
in 1910 and in 1911, and devoted his time and thought generously 
to the interests of that association. 


Roland L. Taylor, a member of the firm of William A. Read 
. & Co., New York, has completed negotiations for the purchase 
of the Midvale Steel Company, Nicetown, Philadelphia, Pa., 
for a syndicate headed by William Ellis Corey, at one time 
president of the United States Steel Corporation. The Mid- 
vale Steel Company is engaged in the manufacture of axles, 
wheels, steel parts, forgings, etc. It is also well equipped to 
supply cannon, armor plate and other munitions of war, but 
has done but little in that line during the present war. It is 
expected that it will immediately secure a number of large 
orders for munitions. It is also rumored that the Midvale 
Steel Company may be but one of a number of companies 
which will be secured by the same interests. 


E. M. Grove 


The Railway Periodicals Company, Inc., has been incorporated 
under the laws of New York state and will henceforth publish 
the Railway Master Mechanic, Railway Engineering and Main- 
tenance of Way and the Monthly Official Railway List, these 
papers having formerly been published by the Railway List 
Company, Chicago. The officers of the new company are as 
follows: Ernest C. Brown, publisher of Gas Age, president; 
Charles S. Meyers, vice-president and general manager, and 
S. A. Bates, secretary-treasurer. Benjamin Norton, at one time 
president of the Toledo, St. Louis & Western, has been made 
editor-in-chief, George S. Hodgins, managing editor, and Lau- 
rence A. Horswell, associate editor. The Railway Periodicals 
Company, Inc., will have offices in the Vanderbilt Concourse 
Building, New York, and that will be the office of publication. 
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CATALOGS 


Armco Iron.—The American Rolling Mill Company, Middle 
town, Ohio, has issued a booklet describing the products made 
from Armco iron. This gives in some detail the various forms 
in which this material is produced and the manner of applica- 
tion in various forms of ‘construction. 


Factory AND OFFICE EQUIPMENT.—The Manufacturing Equip- 
ment & Engineering Company, Boston, Mass., has recently is- 
sued three books relating respectively to the company’s sanitary 
bubbling fountains, its line of sanitary washbowls and its metal 
lockers for factory, office and other use. 


DEFEATING Rust.—The American Rolling Mill Company, Mid- 
dletown, Ohio, has issued an attractive illustrated booklet giv- 
ing the story of ingot iron, describing the qualities of this 
material, its method of manufacture, and the various uses to 
which it is adapted. The book is illustrated with a number 
of typical illustrations of these uses. 


VERTICAL Ort ENGINES.—This is the title of Bulletin No. 501, 
recently issued by the National Transit Company, Department 
of Machinery, Oil City, Pa. The booklet deals particularly with 
the type VT-13, two-cycle, single-cylinder, vertical oil engines, 
made by this company, and it contains detailed descriptions of 
the machine itself and its parts. 


Cast Iron Pipe.—The Central Foundry Company, of New 
York, has issued a small pamphlet entitled, “Cast Iron Soil Pipe 
v. Wrought Pipe,” which is devoted to a discussion cf the 
relative durability of the two kinds of pipe as ascertained from 
samples of wrought iron pipe taken from the Waldorf-Astoria 
and of cast iron pipe taken from the old Astor House. 


“SavING SET-Ups IN RaiLRoAD SuHops.”’—This is the title of 
a booklet which has recently been issued by the Lucas Machine 
Tool Company, Cleveland, Ohio. The booklet relates particu- 
larly to the Lucas “Precision” boring, drilling and milling ma- 
chine, and aims to show wherein that machine is productive of 
efficiency in the railroad shop. The catalog is well illustrated 
and attractively gotten up. 


CoRROSION.—THE CAUSE, THE EFFECT, THE REMEDY —The 
Stark Rolling Mill Company, Canton, O., has issued a 100-page 
pamphlet which calls attention to the marked increase in the 
tendency to corrosion attending the introduction of sheet steel 
manufactured by the Bessemer or open hearth processes. An 
account is also given of the various causes of corrosion and 
describes also the manner in which these troubles have been 
overcome in Toncon metal. Fifty pages describe and illustrate 
the various uses for this product. 


l.ocoMoTIVES.—The Baldwin Locomotive Works has recently 
issued Record No. 81, describing and illustrating the triple artic- 
ulated or Triplex locomotive recently built by that company 
for the Erie, and Bulletin No. 82, showing a number of views 
of Baldwin locomotives for export. The former booklet con- 
tains a detailed description of the Matt H. Shay, as the loco- 
motive has been named, well illustrated by half-tone views of 
the locomotive and various of its parts and line drawings 
showing the side elevation and cross sections. There are a 
number of pages dealing also with the Erie’s Santa Fe type 
locomotives. The booklet dealing with locomotives for export 
contains views of a number of locomotives supplied on recent 
orders. The introduction touches upon the favorable position 
of the company as to export business and contains the interesting 
statement that the Baldwin Locomotive Works has been export- 
ing locomotives since 1838, when two engines were shipped to 
Cuba. The illustrations given include views of the Pacific type 
locomotive built for New Zealand, the Pechot type locomotive 
built for the French government, the Mallet type engine built 
for the Archangel Railway of Russia, and a large number of 
others. 
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J. W. Gibbons, of the Santa Fe, who 


obi served as chairman of the test committee 
9: TOn of the Master Car and Locomotive Paint- 
and Steel 


ers’ Association during the past year, and 
who was recently elected second vice-president of that associa- 
tion, contributes an article in this issue on the protection 
of iron and steel, which is of more than ordinary inter- 
est. The report of the test committee, which was abstracted 
in our October issue, page 539, attracted wide attention, as a 
result of which a number of inquiries were sent to Mr. Gibbons 
by master painters and other railway officers. Prompted by 
these requests Mr. Gibbons has prepared an article covering 
the technical as well as the practical side of the question. De- 
ductions which may be drawn from the tests are clearly outlined ; 
the article itself is brief and to the point and is not too technical 
for the busy practical man. 


On another page we publish an item show- 


Have Started ing that the railroads of the United States 
T placed orders during the month of October 


for 280 locomotives, 21,339 freight cars and 
16 passenger cars. These figures are taken largely from the Rail- 
way Age Gazette, and a perusal of the equipment and supplies 
columns in the general news pages of recent issues of that paper 
develops some very interesting facts. In the week ended October 
22 it reported orders for no less than 90 locomotives, 6,800 freight 
cars and 14 passenger cars, this making that week the best thus 
far this year, with the exception of the third week in May, when 
the Pennsylvania placed its order for 50 locomotives and 16,145 
cars. But the third week in October played a "poor second fiddle" 
to the last week in the month, for in the issue of October 29 the 
Gazette was able to report orders for 177 locomotives and over 
13,000 freight cars. October is always a good time of the year for 
the equipment companies, but times are rare when contracts are let 
for approximately $8,000,000 for locomotives, $240,000 for passen- 
ger cars and $20,000,000 for freight cars, a total of $28,240,000 
for new equipment in a period of from 10 to 14 days. The 
orders for locomotives for domestic service reported to October 
29 this year already total over 1,000, as compared with 848 re- 
ported to the end of October last year. Domestic orders for 
freight cars are also ahead of the figures for the first 10 months 
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of 1914, the orders this year totaling approximately 72,000, as 
compared with 67,820 to October 30, 1914. If we add the 400 
locomotives and over 13,000 freight cars ordered by the Russian 
Government of firms in the United States and Canada, we find 
that the totals to October 29, 1915, are already 1,400 locomotives 
and 85,000 cars, with two of the best months of the year to 
run. The total orders for locomotives and freight cars reported 
by the Railway Age Gazette for the entire year 1914 were but 
1,265 and 80,264 respectively. 


A The competitions which we have an- 
Unique nounced in recent months have met with 
Competition such hearty response on the part of our 


readers that we are encouraged to try out 
a rather unique scheme with the hope of receiving an even 
greater response. Many officers and foremen who have tried 
to improve the efficiency of their organizations or departments 
have adopted simple little schemes to inspire their men to do 
better and more efficient work. For instance, a master me- 
chanic equipped a spare room next to his general foreman’s 
office with a long table, having in it a drawer for each of the 
foremen. The foremen had been in the habit of keeping their 
papers and lunches at different places in the shop, but this 
brought them all together about the big table at the lunch hour. 
The effect in securing better co-operation and teamwork was 
almost immediate. There are hundreds of simple schemes of 
this sort that have given good results. We will give $10 each 
for the best three letters, from a practical standpoint, which 
are received on or before January 1, 1916, describing methods 
which have been tried out and have helped to “Tone up an 
Organization.” The letters must not exceed 700 words in length. 
Those that are not awarded a prize, but which we may wish to 
publish, will be paid for at our regular rates. 


The importance of carefully fitting the 

Packing Ring packing rings to the piston valve and 

maintaining them carefully was clearly 

Contest brought out in the papers submitted in 

the competition on Piston Valve Packing Rings, which closed 

October 1. It is difficult to measure accurately the loss in steam, 

and therefore fuel, due to improperly fitted rings, but there 

can be no question but that the time and labor expended in 
doing the work properly is very much worth while. 

From a careful study of the articles submitted in the con- 
test the judges awarded the prize to W. F. Lauer, general fore- 
man of the Illinois Central, at Memphis, Tenn,, this article be- 
ing printed elsewhere in this issue. Mr. Lauer was the only 
participant who went into detail concerning the machining of 
the packing rings. It has been clearly shown that the cost of 
manufacture is not the only thing to be considered, as a cheaply 
and poorly made ring may be a costly ring from a service 
standpoint. It would, therefore, be very desirable to hear from 
others of our readers regarding the methods followed on their 
roads for handling this very important detail in locomotive 
maintenance. 


Piston Valve 


The Baltimore & Ohio Emplovees' Maga- 
zine for September prints, in its "Merit 
Roll" columns, a letter from P. C. Allen, a 
Passenger Revenue &iperintendent of that road, which reads, 
in substance, as follows: 

"On No. 525 yesterday, I was sitting on the observation plat- 
form when I heard a passenger remark: ‘You cannot sit out 
this way on some railroads.’ I asked: ‘Why can't you?’ And he 
answered: ‘So many of them burn soft coal and it is so dirty.’ 
When I got off he said: ‘I am coming this way again.’ The 
fireman, C. A. Straw, was making a clean run of it and with 
soft coal!” 

Fireman Straw was doing two things for his road—saving 


Smokeless Firing 
and 
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fuel by careful firing and advertising the road in the best pos- 
sible way, i. e., by doing what he could to make the passengers 
comfortable. It is well known that passenger business does not, 
as a general rule, produce very large earnings and it is also 
well known that a smoky and dirty observation platform is 
worse than if none were provided, for under those conditions 
it becomes nothing but a tantalization. The best advertise- 
ment for a road is a satisfied patron. It is surprising how the 
reputation of the service a road renders spreads throughout the 
traveling public. Fireman Straw certainly deserves meritorious 
recognition. This incident may also serve as another argument 
for increased supervision in locomotive operations and the edu- 
cation of firemen. 


Another “Lessons to Be Learned From Experience 

Car Department with Steel Freight Cars,” is the subject of 

Competiti a competition, to close December 1, 1915, 
m on 


as announced in our October issue. All- 
steel and steel underframe freight cars have been in use for 
many years in large numbers. In the earlier stages of their 
development much trouble was caused by defects in design and 
construction, but gradually most of these have been eliminated. 
As the cars have grown older, however, certain weaknesses have 
become apparent under continued service which were not evi- 
dent before the wear and tear had begun to affect the differ- 
ent parts. What are the weak points, and how can they be 
strengthened, thus reducing the cost of maintenance and ex- 
tending the life of the car? We want to hear from the prac- 
tical man as to the difficulties which confront him in the repair 
and maintenance of these cars. We want his ideas as to how 
the construction can be improved. We want also to hear from 
the designer, if he has followed the cars closely after they 
have gone into service and is familiar with their performance. 
The topic, as it is expressed in the opening sentence of this 
note, defines exactly what we want to bring out. A prize of 
$35 will be given for the best article on this subject received 
at our offices in the Woolworth building, on or before December 
1, 1915. Other articles which we may select for publication 
will be paid for at our regular rates. The judges will base 
their decision on the practical value of the suggestions which 
are made. 


At the recent convention of the Railway 
Fire Protection Association, the commit- 
tee on statistics presented a statement of 
causes of fires and the fire losses, which 
was obtained from 41 representative roads, reporting and opera- 
ting mileage of 102,462 miles, or approximately 40 per cent of 
the entire country, for the two calendar years 1913 and 1914. 
From this statement the following is taken as being of special 
interest to the mechanical department: 


Fire Losses and 
the Mechanical 
Department 


Number of Percentage 

Fires Loss of Total Loss 
Ashes and hot cinders............. 301 $51,213.57 2.7 
Coal from locomotive fireboxes..... 493 117,874.83 44 
Friction, hot boxes, etc........... 116 90,042.68 1.2 
Sparks from locomotives........... 3,008 899,177.90 26.7 
Spontaneous combustion .......... 393 258,852.33 3.5 
Torches) dove voee. ke sd E 142 57,426.92 1.3 
Waste and wooden lockers......... 31 13,936.09 3 
$1,488,524.32 40.1 


The grand total of the complete losses reported for the two 
years was $5,753,663.90, and the greatest individual item given 
in the statement was $1,504,486.72 for fires caused from un- 
known causes. While the totals given in the table above may 
not be entirely chargeable to the mechanical department, the 
items enumerated are such as to indicate that the mechanical 
department may do much to reduce them. 

Care should be taken to see that all the ashes and hot cinders 
removed from locomotives at the cleaning pits are carefully 
extinguished before being placed in cars or near any wooden 
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structure. Improper maintenance of ash pans is responsible for 
damage caused by hot coals from the locomotive fireboxes. 
Sparks from locomotives, the largest item in the above table, 
and representing 26.7 per cent of all the fires in the two years 
mentioned, are a direct result of the improper maintenance 
of the front end, diaphragm, screens, etc. If this item were 
pro-rated to all the railroads in this country it would show that 
about $1,125,000 per year was spent in paying claims from this 
source, which represents about $25 per road engine per year. 
It would seem that it would be a profitable investment carefully 
and properly to maintain locomotive front ends. The other 
causes, spontaneous combustion, torches, waste and wooden 
lockers, are items that particularly interest the shop forces, and 
emphasize the value of keeping the shops clean and neat. 


The ambition of mechanical department 
officers is to keep the power and rolling 
stock in proper condition and have as 
Stores Department great a proportion as possible available 
for service. This requires a supply of material without which 
the department will be helpless. The stores department, which 
sells this material to the mechanical department, is therefore an 
important factor in the success of the mechanical department. 
However, its officers also have ambitions. Its duty is to keep 
enough stock on hand to adequately meet the demands of its 
customers, and at the same time to keep the amount of money 
tied up by the investment in material to the lowest possible 
sum. Its success depends on the proper proportioning of these 
two factors. The work of the stores department is clerical; 
but slight mechanical knowledge is necessary. Unassisted it 
has only the experiences of the past to suggest the needs of 
the future. With the never ending desire to keep the stock 
as low as possible, it can readily be seen that unless it is accu- 
rately informed as to the needs of the future, the mechanical 
department may find its effectiveness “nipped in the bud" by 
lack of material. 

It is evident that with the providing of material in the hands 
of a separate department, which seeks to keep the stock as low 
as possible, a very close and friendly relation should exist be- 
tween the two departments. With material such as used daily 
in more or less uniform quantities there is little if any dif- 
culty. It is the sudden demands that create trouble. Many 
times, and in fact in most every case, the mechanical depart- 
ment can predict fairly accurately, the amount of material that 
will be required for the future, and it is to its best interest 
to see that the stores department is fully informed regarding 
these requirements. In cases of emergency also the stores de- 
partment can be of great service to the mechanical depart- 
ment. 

Is it not fair and just, therefore, for the mechanical depart- 
ment to do its share toward making the stores department a 
success and in assisting it to keep the stock down to the lowest 
Practicable point. Without this assistance disastrous results may 
follow, and with -it the relationship between the two depart- 
ments will be most friendly. The success of both departments 
is interdependent—without the assistance of the mechanical de- 
Partment the stores department cannot properly supply the neces- 
Sary material without greatly sacrificing its investment efficiency, 
and without the assistance of the stores department the mechani- 


cal department cannot keep its shop output up to the desired 
Standard. 


Relationship of the 
Mechanical and 


As noted in our October issue, the car in- 


Car : " 
ing ‘ spectors’ competition was the most success- 
pectors ful in the number of papers received of any 
Competition 


compctition that we have ever held. While 
Some of the papers were incomplete, and a number of them were 
much alike, several exceedingly strong articles were received 
discussing the question from widely varying viewpoints. It 
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may be said also that the competition was one of the most suc- 
cessful as to the importance of the facts which were developed. 
Several of the most valuable of the contributions will be pub- 
lished complete in this and succeeding issues; the others will 
probably be combined into symposiums covering different phases 
of the subject, but giving each contributor credit for such part 
as may have been taken from his article. 

The prize of $35 has been awarded to A. M. Arr, of the 
Bessemer & Lake Erie, Greenville, Pa. He discusses quite fully 
the selection, training and continued development of the car 
inspector. Particularly good are his suggestions as to selection, 
and his recommendations concerning the recording of individual 
efficiency in order that weak spots may be located and strength- 
ened, and the entire staff encouraged to put forth their best 
efforts in the knowledge that improved individual efficiency will 
be recognized. This, with the periodical examinations, should 
do much toward encouraging the inspectors to putting forth their 
best efforts. The typical examination paper which accompanied 
Mr. Orr's paper is worth reading and checking by those who 
are specially interested in this subject. 

Of quite a different nature is the contribution by E. C., which 
is also published in this issue, and which in many ways supple- 
ments Mr. Orr's paper. It is well worth reading and studying 
carefully. One thing is evident—the car inspector's job is no 
snap. E. C. emphasizes the difficulties under which these men 
have to work and specially directs attention to the lack of co- 
operation on the part of the yard operating forces. Let us hope 
that these conditions are not general, although from reading be- 
tween the lines of some of the other papers it is evident that 
they are far more so than they should be. Is it not time that the 
operating department officers can be an important factor in secur- 
ing better car inspectors by being more sympathetic toward these 
men, realizing, as they must, that the work is vitally important to 
successful and efficient operation and that the inspectors must be 
allowed a sufficient amount of time for the proper performance 
of their duties ? 

We congratulate the car inspectors and their friends on the 
splendid showing which they made in the competition, and take 
this opportunity of again thanking them for their cordial co- 
operation. 


NEW BOOKS 


Official Procecdings of the Ninth Annual Convention of the Master Bosler- 
makers' Association. Bound in cloth; 230 pages, 6 in. by 9 in. Illus- 
trated. Published by Harry D. Vought, secretary. Price, $1.00. 

This volume contains the official proceedings of the ninth an- 

nual convention of the Master Boilermakers' Association, held 

at Hotel Sherman, Chicago, on May 25-28, 1915. The papers 
and committee reports presented at this convention contain 
much information of value pertaining to boiler shop practice 
and boiler and tank construction and should be of considerable 
value to those having to do with locomotive boiler maintenance. 

The value of the volume as a reference book is considerably 

increased by a table of contents. It is well printed and well 

bound. 


How to Make Low Pressure Transformers. By Prof. F. E. Austin, Han- 
over, N. H. 17 pages, 4 illustrations, 434 in. by 7% in. Bound in 
cloth. Published by the author. Price, 40 cents. 

This is the second edition of this book published by the author, 
and contains detailed instructions regarding the design, con- 
struction and the operation of small transformers. With these 
instructions a transformer for 110 or 220 volt line circuits with 
a frequency of 60 cycles can be stepped down to a minimum 
of eight volts. The author goes very thoroughly into the mat- 
ter of construction, and shows it may be built without the use 
of expensive tools or machinery. Transformers made accord- 
ing to these instructions have given an output of 100 watts 
with an efficiency of over 90 per cent. 


FIRST 4.8.2 LOCOMOTIVES IN CANADA 


Two Engines Built by the Canadian Pacific Have 
Engine Trucks Equalized with Driving System 


BY W. H. WINTERROWD 
Assistant to Chief Mechan ical Engineer, Canadian Pacific, Montreal, Que. 


The heavier class of passenger service on the Canadian Pacific 
has been very largely handled by Pacific type locomotives 
which are divided into two classes, one with 22% in. by 28 in. 
cylinders and 75 in. driving wheels, and the other with 21 in. by 
28 in. cylinders and 69 in. driving wheels. The boilers of both 
classes carry a pressure of 200 lb. The class with the larger 
driving wheels was fully illustrated and described in the March, 
1913, issue of The American Engineer, page 117. 

On account of the heavy grades on some of the divisions and 
on account of the desirability of maintaining schedule speeds 
with heavy trains without double-heading over these divisions, 
it became necessary to consider a more powerful locomotive. 
With this in view the railway company built and put into service 
in August, 1914, two Mountain type locomotives which are 
the first of their type built in Canada. These locomotives were 


BOILER 

Engine 2900 is equipped with the Gaines combustion chamber 
firebox. The boiler contains 210 214-in. tubes and 30 5u-in 
flues. The length over tube sheets is 20 ft. 8v; in. The boiler 
of engine 2901 is equipped with an ordinary wide firebox and 
brick arch. It contains 43 214-in. tubes, 136 215-in. tubes and 3) 
55j-in. flues, the length over tube sheets being 25 ft. 4% in. 
By the American Locomotive Company's method of calculating 
boiler capacity, the boiler equipped with the Gaines combustion 
chamber is rated at approximately 110 per cent and the boiler 
with the ordinary wide firebox, approximately 105 per cent. 
By the same method the boilers of the Pacific type locomotives 
are rated at approximately 90 per cent. 

The firebox equipped with the Gaines combustion chamber is 
7 ft. 4% in. wide and approximately 13 ft. 6 in. long at the 
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Canadian Pacific Mountain Type Locomotive with Gaines Firebox 


designed and built at the company’s Angus shops, Montreal, 
and are identical in practically every respect with the exception 
of the boilers, one of which is equipped with a Gaines com- 
bustion chamber firebox. They have 2314 in. by 32 in. cylinders, 
70 in. driving wheels and carry a boiler pressure of 200 Ib. 

The Pacific type locomotives with the larger drivers and cyl- 
inders have a rated tractive effort of 32,100 1b., their total weight 
in working order, including the tender, being 361,000 Ib. On 
account of bridge and right of way restrictions the Mountain 
type locomotives are not as heavy as a number of locomotives 


mud ring. The grates extend toward the back tube sheet 7 ft. 
11 in. and have an area of 59.6 sq. ft. At the front of the 
grates is placed the vertical brick wall of the combustion cham- 
ber which is 10 in. thick and carries five vertical air passages 
each 3 in. in diameter. The distance between the wall and 
the back tube sheet is 4 ft. 11% in. The brick arch is carried 
on four 3'4-in. arch tubes which are straight, except at the 
back tube sheet where they are curved on a radius of 3 ft. so 
that the ends form a right angle with the tube sheet. 

On account of the depth of the firebox the floor of the com- 


of the same type in service in the United States. They have,  bustion chamber is raised above the level of the grates in order 
Can. Pac Can. Pac. Rock Ches. & Great Missouri Seaboard 

2900* 2901 Island Ohio North. Pacific Air Line 

Tractive effort, 1b................ eee. 42,900 42,900 50,000 58,000 61,900 50,400 47,800 
Weight, total, 1b..................e eee 286,000 286,000 333,000 330,000 326,000 296,000 316,000 
Weight on drivers ——————————Ó see 192,000 192,000 224,000 239,000 218, ,000 208,000 210,500 
Diam. of drivers, in................. eee 70 70 6 6 6 69 
Cyls., diam. and stroke................ e 23x32 23x32 28x28 29x28 28x32 28x28 27x28 
Steam pressure, Ib...........ec cece ee eeee 200 2an 185 180 180 170 190 
Heating surface, tubes and flues...... 3,402 3,929 3,805 3,795 4,200 3,165 3,396 
Firebox heating surface ............... 265 221 312 337 340 285 319 
Superheater heating surface ............. 760 943 944 845 1,075 761 865 
Total equivalent heating surface....... . 4.807 5,564 5.533 5,399 6,153 4,592 5,012 
Grate area .... 4 vh a be eee tees 59.6 59.6 62.7 66.7 78.0 56.5 66.7 
Factor of adhesion ................... e 4.48 4.48 4.48 4.12 3.68 4.14 4.38 


* Boiler equipped with Gaines combustion chamber. 


however, a rated tractive effort of 42,900 Ib. and weigh 443,000 Ib., 
including the tender. With an increase in weight of 22.7 per 
cent, tractive effort has been increased 33.6 per cent. 

The accompanying table compares briefly the Canadian Pacific 
Mountain type locomotives and some of the same type operating 
in the United States. 
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to clear the rear driving wheels. These wheels are directly 
under the combustion chamber and extend into the firebox, the 


floor of the combustion chamber being inclined from each side 
of the firebox toward the cinder hopper. 


The mud ring is forged and slopes downward from both front 
and back toward the base of the vertical bridge wall The 
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firebox is supported by expansion sheets at the front, back and 
center. The center sheet is supported at the base on a steel 
casting bolted between the rear frames and is fastened at the 
top to the transverse steel casting that supports the combustion 
chamber wall. This casting extends the full width of the firebox 
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and are 3% in. wide by 814 in. deep where the front frame 
filler or spider casting is bolted. The rear írames and the 
pedestal binders are of mild steel. The main frames are spaced 
3914 in. between centers and the rear frames 74% in. between 
centers. 
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Cross Sections of Boiler of Engine 2900 


and is lipped under the mud ring to serve the double purpose 
of wall support and firebox support. The expansion sheets are 
double, each being made of two j$-in. plates separated at the 
top and bottom by Y4-in. liners. They fit against shoulders at 
the top and bottom, thus relieving the bolting from shearing 


stresses. 

The tubes in the boiler of engine 2901, which are 25 ft. 414 
in. long, were beaded into place before the boiler was applied to 
The center 


the frames, with the boiler turned upside down. 
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Longitudinal Section of the Boller of Engine 2900 


sag of the tubes was then toward the top of the boiler and 
when it was righted the tubes tended to straighten out. A test 
showed that they were practically straight and up to the present 
time they have given no more trouble than the shorter tubes 
in engine 2900. 

FRAMES 


The main frames of both engines are of vanadium cast steel, 
the upper rails having a section 5 in. wide by 614 in. deep and 
the lower rail a section 5 in. wide by 334 in. deep. The single 
rail front frames are cast integral with the main frames. They 
have a section 312 in. wide by 12 in. deep under the cylinders 


CYLINDERS 
The cylinders are of cast iron and are the same as those used 
on the Canadian Pacific standard Mikado and ten wheel type 
hump switch engines with the center line of the steam chest Y 


in. inside of the center line of the cylinder. In designing these 
cylinders particular attention was given to the steam and exhaust 
passages, which are unusually direct and of liberal cross sec 
tional area. The cylinders and steam chests are fitted. with gray 
iron bushings the walls of which are one inch thick. Canadian 
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Pacific standard 12-in. piston valves are used and both the pis 
tons and valves are fitted with gray iron snap rings. Each cyl- 
inder is bolted to its respective frame with 10 bolts, each 1 
in. in diameter and the cylinders are bolted together at both front 
and back with single rows of nine 1%-in. bolts. There is also 
a bottom bolting flange containing four 1%4-in. bolts. 
ENGINE TRUCK 

The equalizing system between the engine truck and driving 
wheels is that patented by H. A. Hoke, assistant €T 
gineer, Pennsylvania Railroad, and in use on a number of Penn- 
sylvania locomotives with four-wheel engine trucks. [ts appli- 
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cation to the Pennsylvania class E6s Atlantic type was de- 
scribed in detail in the Ratlway Age Gazette, Mechanical Edition 
for February, 1914, page 66. The weight on the engine truck 
is equalized with the weight on the first and second pair of 
driving wheels, while the third and fourth pair of driving wheels 
are equalized with the trailer truck. The main equalizer is of 
wrought iron of the fish belly type. It 1s 6 ft. 9 in. long over all 
and at the point where the fulcrum pin is applied has a cross sec- 


Arrangement of Details 
tion 4 in. wide by 12 in. deep. The back end is supported by a 
hanger from the cross equalizer. The front end is supported 
in a specially designed casting which forms a part of the engine 
truck. The fulcrum pin is supported in two steel castings fitted 
and bolted together directly beneath the cylinders. Each cast- 
ing is bolted to a main frame with eight of the 1%-1n. bolts 
which are used to secure the cylinder castings to the frame, 
and is also bolted to the bottom of the cylinder casting with six 
1%4-in. bolts. The castings are bolted together at the center 
with four 1%4-in. and two 1%-in. bolts. The 175-in. bolts pass 
through the bottom bolting flanges of the cylinder castings. The 
castings are carefully fitted and bolted into place and serve also 


Leading Truck for Canadian Pacific Mountain Type Locomotives 


as a front frame cross tie, engine truck center casting guide and 
support for the engine truck safety hanger. 

To form a guide for the truck center casting, each of the 
fulcrum castings is so cored that when both are in final position 
the center portion forms a circular vertical guide 1577 in. in 
diameter with walls 34 in. thick. In the back of this guide is 
a vertical opening 7% in. wide Into the guide thus formed is 
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bolted a cast iron bushing with walls 34 in. thick, which forms the 
wearing surface for the center casting. This bushing has an 
opening at the back 774 in. wide which extends the full depth 
of the casting, and is provided with a collar at the bottom, which 
fits against the bottom edge of the vertical guide. 

The engine truck center casting is made of cast steel. Its 
upper portion, which fits into the vertical guide, is made in the 
form of a hollow cylinder with walls one inch thick, in the 
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back of which is a full depth opening 7% in. wide through which 
the front end of the main equalizer passes. The bearing surface 
on the end of the equalizer is convex with a radius of 3274 in, 
and rests upon a concave cast steel equalizer seat supported 
by the engine truck center casting. The equalizer seat is 1134 
in. in diameter and is provided with guiding ribs which engage 
the sides of the equalizer to prevent the seat from turning 
under the latter. The lower part of the casting is rectangular 
in form and fits between transverse vertical walls on the cast steel 
truck frame cross tie, which forms the guiding surfaces for the 
lateral swing of the truck in curving. 

The truck is centered by double-faced wedges, the wearing 
faces of which are inclined 1 in. in 27 in. The top pair of 
wedges are bolted to the under side of the center casting and 
the bottom pair to the floor of the truck frame cross tie. The 
vertical guiding walls of the latter are joined at the ends to 
longitudinal vertical walls 414 in. high, thus forming a rectangu- 
lar reservoir open at the top, which is kept partly filled with 
oil for the lubrication of the centering wedges. Oil pipes readily 
accessible from the front of the engine lead to this reservoir. 
Wrought iron wearing strips are riveted to the inside of the 
front and back guiding walls. . 

Through a reinforced extension on the front of the cross tie 
casting is a slot 2% in. wide and 16 in. long formed on a radius 
of 2 ft. 8 in. Through this slot is passed the engine truck 
safety hanger, a wrought iron eye bolt 134 in. in diameter with 
a tee head on the bottom end. This safety hanger is hung 
on a 134-in. wrought iron pin supported by the equalizer fulcrum 
castings. 

The engine truck side frames are of steel cast integral with the 
journal box pedestals, which are spaced 6 ft. 10 in. between cen- 
ters. They are of channel section with side walls % in. thick 
and are spaced 3934 in. apart from center to center. In the cen- 
ter of each side frame is cast a spring seat in which rests a semi- 
elliptic spring made up of 13 7/16-in. by 5-in. plates. The springs 


are supported at the ends on cast iron spring seats which are 
secured to the inner ends of inverted U-shaped equalizers. The 
middle point of these equalizers rests on the truck boxes and the 
outer ends carry the lower seats for coil springs, the upper ends 
of which bear against the side frames. With 3l-in. wheels 
mounted on axles with 6-in. by 12-in. journals, the truck, com- 
plete in working order, weighs 11,250 lb. Actual service has dem- 
onstrated that this truck equalized with the drivers makes a 
very easy riding engine. 
REVERSE GEAR 

The engines are both equipped with a screw reverse gear of 

the type shown in one of the drawings. The screw mechanism 
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running board; on engine 2901 it is fastened to the barrel of 
the boiler. The front and back sections of the reach rod are 
fitted with cast steel jaws screwed into place and held with jam 
nuts, while the intermediate rod is fitted with eye ends, 154-in. 
mild steel pins being used to connect the front and back to the 
intermediate section. The reach rod enters the cab practically 
parallel with the running board. 

Both engines are equipped with Cole driving boxes on the 
main journals. These journals are 11 in. by 21 in. while the 
others are all 10 in. by 14 in. The trailing truck journals are 
7 in. by 14 in. Canadian Pacific standard vestibule cabs are 
provided on both engines. On account of the screw reverse 
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Screw Reverse Gear Used on Canadlan Pacific Mountain Type Locomotives 


is supported by a cast steel bracket fastened to the side of the 
firebox with 7$-in. studs. A wrought iron reverse lever, which 
transmits the motion from the screw to the reach rod, is also 
supported from the bracket by a wrought iron, case hardened 
pin 214 in. in diameter. Below the fulcrum pin the lever has a 
section approximately 174 in. thick by 4 in. wide. The upper end 
of the lever is made with jaws which engage swivel guides 
supported by the screw block. The main jaw straddles the 
screw block and the secondary jaws each straddle a swivel 
guide filler blocks held in place by 3j-in. bolts closing the top 
of the secondary jaws. These jaws are faced with 3/16-in. 
case hardened steel liners, held in place with 5/16-in. counter- 
sunk rivets. 

The screw rod is 23$ in. in diameter and is provided with 
threads of 1%4-in. pitch. When the gear is in forward position 
the link block is in the lower half of the link. In order to 
maintain the standard direction of movement for the top of the 
hand wheel, which is from left to right toward forward motion 
and from right to left to reverse, the threads on the screw are 
made left hand. To move the gear from center to forward mo- 
tion the screw block moves forward. The lever reverses this 
motion causing the reach rod to move backward. The forward 
end of the reach rod is connected to the top arm of a bell crank, 
the horizontal arm of which extends backward, thus lowering the 
link blocks when the reach rod moves backward. The hand 
wheel, screw bearings, locking latch and position indicator are 
the same as those of the standard screw reverse gear used on 
Pacific and Mikado type locomotives. 

The reach rod, which is very long on both engines, is made 
in three sections of extra heavy wrought iron pipe. The inter- 
mediate section works in a cast iron guide with bushed bearing 
surfaces. On engine 2900 this guide is bolted to the right side 
of the firebox close to the throat sheet and slightly above the 


gear occupying practically the entire space between the boiler 
and side of the cab, a non-lifting injector is applied on the right 
side of the engine, a lifting injector being placed on the leít 
side. 

The tenders have a coal capacity of 12 tons, and a water ca- 
pacity of 6,000 Imperial gallons and are equipped with air 
operated coal pushers. They are Canadian Pacific standard. 


Wheel 
irebox 


View at the Rear End of Engine 2900, Showing the Drivin 
Extending into the Combustion Chamber Portion of the 


known as the combination tvpe in which the underframe forms 
a part of the tank structure. 

In addition to its use in the main frame, Vanadium steel is 
used in the main crank pins. 
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The principal data and dimensions are given in the following 
table: 


General Data 


2900—Class H-l-a 2901—Class H-1-b 


GARG CEP 4 ft. 8% in. 4 ft. 8% in. 
SEPVIOEC 2 unu n RR E eade E Passenger Passenger 
POC! iex RR deep Re E been s Bituminous Bituminous 
Tractivé CRO. cecus e ew ENTE 42,900 Ib. 42,900 lb. 
Weight im working order............. 236,000 Ib. 286,000 lb. 
Weight on drivers........... leen 192,000 lb. 192,000 Ib. 
Weight on leading truck.............. 53,000 Ib. 52,000 Ib. 
Weight on trailing truck.............. 41,000 Ib. 42,000 lb. 
Weight of engine and tender in work- -> 
Ing Order uo voa oS FPES eed 443,000 Jb. 443,000 1b. 
Wheel base, driving............... e. 18 ft. 3 in. 18 ft. 3 in. 
Wheel base, total................. es. 39 ft. 6 in 39 ft. 6 in. 
Wheel base, engine and tender....... 66 ft. 6 in 66 ft. 6 in 
Ratios 
Weight on drivers ~ tractive effort........ 4.48 4.48 
Total weight 7+ tractive effort............. 6.665 6.665 
Tractive effort X diam. drivers — equiva- 
lent heating surface*........... cc eee eee 625 539 
Equivalent heating surface* — grate area....80.7 93.4 
Firebox heating surface — equivalent heat- 
ing surface,* per cent........ leere esee ees 5.5 3.92 
Weight on drivers + equivalent heating 
Dust d 2 3 oad cache ae Aes ore Cee wet wean 39.9 34.5 
Total weight — equivalent heating surface”. .59.5 51.4 
Volume both cylinders. .............. 16.08 cu. ft. 16.08 cu. ft. 
Equivalent heating surface* -- vol. cylinders. .299 346 
Grate area — vol. cylinders................ 3.71 3.71 
Cylinders 
Kind TT Simple Simple 
Diameter and stroke............ 2314 in. by 32 in. 234 in. by 32 in. 
Valves 
Kind vetu EE a iet Piston valve Piston valve 
Diametë r ies qoe atte eae re VES cR NUS eles Ss 12 in 12 1n. 
Greatest travel uunc exi ET erra es 61 in 6V4 in. 
Outside Jabes-uoe ces Geel nCRRER LC 15/106 in. 15/16 tn. 
Clearance (exhaust).............. eee eee. 3/16 1n. 3/16 in. 
Lead in full gedt.i-- cR prm RR ees 5/106 in. 5/16 in. 
Wheels 
Driving, diameter over tires.......... sess. 70 in. 70 in. 
Driving, thickness of tires................ 314 in. 314 in. 
Driving journals, main, diameter and . 
ieneth ud wie anh eas We Be wie ee 11 in. by 21 in. 11 in. by 21 in. 
Driving journals, others, diameter and 
ent ae uns dee en Ben aa aes 10 in. by 14 in. 10 in. by 14 in. 
Engine truck wheels, diameter............. 31 in. 31 in. 
Engine truck, journals. ............ 6 in. by 12 in. 6 in. by 12 in. 
Trailing truck wheels, diameter............ 45 1n. 45 in. 
Trailing truck, journals............ 7 in. by 14 in. 7 in. by 14 in. 
Boiler 
SU le deos tape ER Mee LE ete Extended wagon top Wagon top 
Working pressure.......... lees 200 lb. per sq. in. 200 Ib. per sq. in. 
Outside diameter of first ring.............. 72 in. 72 in. 


Firebox, length and width....1615$ in. by 8873 in. 


9634 in. by 887% in. 
Firebox plates, thickness....'/ in., 4 in., 5/16 in. 


Vj in., 9$ in., 5/16 in. 


Firebox, water space......... 6 in., 414 in., 31% in. 5 in., 444 in., 3V; in. 
Tubes, number and outside diameter. .210—2% in. 43—214 in., 136—214 in. 
Flues, number and outside diameter. . . 30—514 in. 30—5% in. 
Tubes and flues, length.............20 ft. 73% in. 25 ft. 39$ in. 
Heating surface, tubes.............. 2,552 sq. ft. 2,887 sq. ft. 
Heating surface, flues............0000- 850 sq. ft. 1,042 sq. ft. 
Heating surface, firebox...............265 sq. ft. 221 sq. ft. 
Heating surface, total.............005 3,667 sq. ft. 4,150 sq. ft. 
Superheater heating surface............ 760 sq. ft. 943 sq. ft. 
Equivalent heating surface*.......... 4,807 sq. ft. 5,564 sq. ft. 
Grate MEO: Scaled tno Vosa EQ E es 59.6 sq. ft. 59.6 sq. ft. 
Smokestack, diameter............. sees 16% in. 1614 in. 
Smokestack, height above rail..... 15 ft. 3 7/16 in. 15 ft. 3 7/16 in. 
Center of boiler above rail............ 9 ft. 84 in. 9 ft. 81; in. 
Tender 

pr nc ——————— Water bottom Water bottom 
Frame SUE Een p sra util cg une Combined tank and frame Combined tank and frame 
NGIRBE EE dani Ded ire enti 157,000 Ib. 157,000 Ib. 
Wheels, diameter...........0ccece ee eees 36% in. 30% in. 
Journals, diameter and length...... 6 in. by 11 in. 6 in. hy 11 in. 
Water Capacity. usus cei e eau 6,000 Imp. gals. 6,000 Imp. gals. 
Coal capacity... 0. eese eere 12 tons 12 tons 

* Equivalent heating surface = total evaporative heating surface + 1.5 


times the superheating surface. 


- — —— —— 


THE PYROMETER IN STEEL MakiNG.—In the experiments on rail 
manufacture which the U. S. Bureau of Standards is conducting 
at the plant of the Maryland Steel Company, Sparrows Point, 
Md, particularly with reference to a comparison of Hadfield 
and domestic ingots, attempts are being made to determine 
Whether it is possible to control the operation of the Bessemer. 


open-hearth and other processes bv the aid of the pyrometer.— 
The Iron Age. 
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SMOKELESS LOCOMOTIVE OPERATION WITH- 
OUT SPECIAL APPARATUS* 


BY H. H. MAXFIELD 
Master Mechanic, Pennsylvania Railroad, Pittsburgh, Pa. 


The problem of eliminating objectionable smoke from steam 
locomotives is naturally divided into two parts, first, terminal, 
or engine house operation, and second, road operation. If the 
elimination of objectionable smoke can be accomplished at engine 
terminals, and the locomotives turned over to the crews with 
fires in such a condition that it is not necessary to do much in the 
way of heavy firing while passing through the restricted area, 
the problem is more than half solved. 

The Terminal Problem.—The first essential is that the locomo- 
tive be delivered by the crew at the ashpit with the fire in good 
condition, 1. e., not badly burnt out nor yet full of green coal, but 
having a medium-sized, bright fire. This permits cleaning and 
banking the fire with a minimum of smoke. 

The second essential is the careful cleaning and rebuilding of 
the fires and banking them in case the locomotive is to remain at 
the terminal for any length of time. These operations being 
completed, the locomotive is moved to the engine house or storage 
yard, and from then on until the crew assumes charge, the burden 
is on the engine watcher, who must see that the fire is properly 
maintained until the crew assumes charge. If the fire is properly 
cleaned, rebuilt and banked, the engine watcher has a compara- 
tively simple problem confronting him. 

The third essential is the proper preparation of the fire for 
service by the fireman upon taking charge of the locomotive. The 
first and second essential having been properly taken care ot, 
here again the problem is not dithcult. 

The methods of cleaning, building up, banking and the building 
of new fires as practiced at our engine terminals located within 
the limits of the City of Pittsburgh, are well illustrated by the 
following instructions: 


RULES AND REGULATIONS FOR CLEANING AND BUILDING FIRES IN LOCOMOTIVES 


Black smoke shall not be made. 

Cleaning Fares.—When cleaning fires at the ashpits, the blower shall be 
used with sufficient strength to keep down black smoke. One-half of the 
fire shall be cleaned at a time. After the ashes are knocked out over one- 
half of the grate surface, this grate surface should then be covered with 
gas coal, and a layer of low volatile coal placed over this. The good fire 
should then be thrown over this coal to allow cleaning the other half of 
the grate. After this half of the grate has been cleaned, it should be covered 
with a similar amount of gas aud low volatile coal, and the burning fuel on 
the opposite side pulled over it until an even depth of fire is obtained over 
the entire grate surface. If more coal is then needed to build up the fire 
the hostler shall use only low volatile coal, which has been thoroughly wet 
with water. 

Banking Fires.—All coal used for this purpose shall be low volatile coal, 
and shall be thoroughly wet with water. Banking shall be started at the 
rear end of the firebox and built forward until the fire has been covered 
within two or three feet of the front flue sheet. The fire shall be heaviest 
along the side sheets and of minimum depth in the center. In case a 
banked fire needs more coal supphed, low volatile coal shall be used exclu- 
sively. If there is no low volatile coal on the tender the hostler shall report 
this condition to the engine house foreman and receive instructions. 

Busiding Fires.—The entire surface of the grate shall be covered with 3 in. 
of gas coal spread over evenly, and upon this an even layer of 4 or 5 in. 
of low volatile coal thoroughly wet shall be placed. Extreme care shall be 
used to see that the coal is spread evenly so as to cover the entire grate 
surface, and no holes should be left in it. Dry shavings shall be distributed 
over the entire surface of the coal, care being taken that the shavings shall 
be placed along the side sheets of the firebox. One bucket of shavings, 
which has been mixed with one quart of fuel oil, shall be evenly distributed 
on top of the dry shavings. When this has been done, the shavings should 
then be ignited by a small piece of waste thrown into the middle of the 
fircbox. ‘he blower should then be operated very lightly unti] the coal 
shall have become ignited, when the strength of the blower should be in- 
creased gradually. 

The door shall be kept wide open when fire is started, but after the coal 
has become thoroughly ignited the door may be closed, depending upon the 
smoke conditions at the stack. Under no circumstances shall the fire be 
hooked. If more coal should be needed, wet low volatile coal shall be sup- 
lied, but in small quantities. The house blower shall not be used if the 
locomotive in which fire is being built has 50 Ib. steam pressure. When the 
steam pressure reaches 50 1b. on the locomotive in which a fire is being 
built, the house blower shall be disconnected. 


The use of low volatile coal is to be noted. This coal contains 
approximately from 20 to 22 per cent of volatile matter. The 
use of this coal, while not essential to the operation of locomo- 
tives at a terminal without objectionable smoke, is unquestionably 
a great aid, especially at congested points where it is necessary 


* Abstract of paper presented at the tenth annual convention of the 
International Association for the Prevention of Smoke. 
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to handle a large amount of power in a minimum of time. The 
placing of a layer of gas coal on the grate under the low volatile 
coal, when building new fires, as well as when cleaning fires, is 
an expedient for preventing the low volatile coal, due to its 
fineness, dropping into the ashpans, thus avoiding the necessity 
for a second cleaning. As the fire ignites from the top down, 
the volatile matter from the gas coal is ignited and consumed 
before passing out of the firebox. The wetting of the coal is an 
expedient that has given excellent results from a smoke preven- 
tion standpoint and has not produced any injurious results. In 
order to place low volatile coal on the tender, so that it will be 
accessible, special chutes were installed on the coal wharf, and 
in order that a limited supply may be accessible when needed, 
“small platform bins have been erected at convenient points so 
that the hostler can obtain it practically without getting off the 
locomotive. The low volatile chutes on the wharf have been 
equipped with sprinkler pipes, so that the coal is wet as it flows 
into the tenders. 

Our method of banking fires not only eliminates, to a large 
extent, objectionable smoke, but it also enables us to turn the 
locomotive over to the engine crew with a heavy, bright fire, 
which requires very little working on the part of the fireman, 
and this enables him to avoid objectionable smoke. Our 28th 
Street, Pittsburgh, engine terminal handles, on an average, 175 
locomotives in 24 hours. Approximately 35 fires are built daily, 
about 75 per cent of them being built out of doors. An average 
of 100 engines per day have fires cleaned or built at this point. 

The Road Problem.—The topography of the country in which 
Pittsburgh is situated seriously complicates the problem of smoke 
regulation. The problem is a still more complicated one by the 
movement of heavy tonnage trains originating miles outside of 
the city limits, then running as high as sixteen or more miles 
through the city, over comparatively heavy grades, through resi- 
dential sections, and either through or alongside of important 
city parks. i | 

Each division handles all smoke regulation matters arising 
within its own operating territory. A large number of special 
observers are stationed at the various strategic points for several 
days at a time, to obtain exact data on the smoke situation. The 
railroads co-operate in every way with the Bureau of Smoke 
Regulation of Pittsburgh through its representatives and chief, 
Mr. Henderson. Copies of daily reports of smoke inspectors 
are forwarded to the bureau. The railroad takes prompt action 
on all complaints of objectionable smoke received from the 
bureau and the bureau is advised as to the result of the inves- 
tigation of the complaint and what action is taken in order to 
prevent repetition. All enginemen and firemen have been given 
printed instructions covering the proper method of firing and 
operating locomotives in order to obtain efficient and smokeless 
operation. The essentials of these instructions follow: 


The burning of bituminous coal in a locomotive requires air, which 
must be admitted through the grates and throuch the fire door. 

Smoke means waste of coal and must be avoided. 

Large quantities of coal placed in the firebox at one time cool down the 
fire, cause smoke and waste coal; small quantities at regular intervals will 
keep the fire bright, prevent smoke and take less coal to keep up steam 
pressure. 

Lumps of coal should be broken in pieces not larger than 3 in. 

A bright and level fire over the whole grate must be carried whenever 
possible. When a sloping fire is used no more coal should be banked at 
the door than is necessary. 

To prevent smoke and save coal the fire door must be placed on or against 
the latch after firing coal or using the scraper, slash bar or hook, and 
when on sidings, in yards, at terminals or before starting. 

Before the throttle is closed the blower must be used and the door placed 
on the latch. Fireman must stop firing long enough before steam is shut 
off to prevent smoke and waste of coal. 

The grates must be shaken as often as necessary to clear the fire of ash 
and clinker in order to admit sufficient air, and in such a manner as to 
avoid the loss of good fire. Care should be taken to place the grates level 
after each operation. * 

Coal can be saved by the proper use of the injector in pumping the loco- 
motive regularly, and by taking advantage of every opportunity to fill the 
boiler when not working the locomotive to full capacity; also by using the 
injector to avoid the safety valve's blowing off. 

Coal will be saved by always working the locomotive (except when 
starting) with a full throttle when the cut-off is one-quarter of the stroke 
or greater, but if one-quarter cut-off with full throttle gives more power or 
speed than is needcd the reverse lever should be left at one-quarter cut-off 
and the throttle partially closed as needed. 


The railroad feels that considerable progress has been made 
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in the effort to eliminate objectionable smoke, the best proof of 
this being the fact that during the first six months of 1915 there 
was a reduction of over 78 per cent in the number of complaints 
of objectionable smoke received from the Bureau oí Smoke 
Regulation as compared with the last six months of 1914. In 
conclusion, it can be said that the spirit of co-operation which 
exists between the Bureau of Smoke Regulation of the City of 
Pittsburgh and the railroad officers has been responsible, in the 
greatest measure, for the results obtained. 


FIRE HAZARDS AT COALING STATIONS 


At the second annual meeting of the Railway Fire Protection 
Association, held in Chicago, October 5-7, an interesting report 
was read on the fire hazards at coaling stations. The follow- 
ing, which concerns the maintenance of coaling stations, is taken 
from it: 

The hazards encountered in the care of coaling stations con- 
sist of open lights, poor housekeeping and spontaneous com- 
bustion, all of which may be eliminated by the exercise of ordi- 
nary care and attention. Open lights, such as torches, lighted 
matches and lamps, should never be permitted within the build- 
ing. Bonfires should not be allowed within 50 ft. of the struc- 
Poor housekeeping is, broadly speaking, a lack of tidiness 
and order. Oily waste should be deposited in metal cans, which 
should be emptied daily, and the premises should be. kept free 
of any accumulation of rubbish. All oily clothes should be hung 
up in standard metal lockers. Oil for lubrication or fuel 
should be stored in a small metal-clad house located not less 
than 30 ft. from the main building. Gasoline should be stored 
in a standard concrete or brick pit located at the same distance. 

The danger from locomotive sparks may be reduced to a 
minimum by destroying birds’ nests built on the outside tim- 
bers and by keeping the structure in good repair so that there 
will be no crevices or decayed parts where a spark may lodge. 
All highly inflammable substances which collect in concealed 
places and absorb moisture are subject to spontaneous heat- 
ing and particular attention should be given to preventing accu- 
mulations of refuse, oily clothes or waste and coal dust in any 
part of the station. Spontaneous heating is also due to wet 
coal being unloaded into the pockets, where it sticks to the 
sides or bottom and becomes packed, causing it to heat. 

It was recommended that the following rules be posted in 
some conspicuous place at each coaling station: 

Bins must be cleaned of all accumulation of coal and coal 
dust at least once each week, and oftener if thought necessary. 
At the time the chute is cleaned special attention should be 
given to the removal of coal dust on all beams. 

The engineer must make a careful inspection each day of all 
bearings and observe the condition of the coal. He shall keep 
a daily record of these inspections and report them weekly to 
his superior officer. 

Water must not be applied to coal in the cars or in the chute 
for the purpose of laying the dust. 

Greasy clothing and oily waste must not be left in any 
part of the coaling station. 

Smoking in and around the coaling station is forbidden. 

Open lights of any description are prohibited, except in case 
of emergency. 

A book will be furnished the operator by the proper division 
official for the purpose of keeping a record, giving the date of 
cleaning and describing in detail the manner. in which the 
chute was cleaned. This record must be reported each week 
by the operator to his superior officer, who will transmit the 
report monthly to the superintendent. 

Fire apparatus of all description must be examined at the 
time the coal chute is cleaned and defects reported immediately. 

Blowers on locomotives or ash pans should not be opened in 
the vicinity of coaling plants. 
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INDICATOR REDUCING MOTION 


BY HUGH G. BOUTELL 


The accompanying sketches show the general arrangement and 
details of an indicator reducing motion used by one of the 
southern railroads. It was gotten up by the men in charge of 
the dynamometer car and has proved very successful in actual 
service. 

The arrangement consists of a wooden arm suspended from 
a bracket on the running board or guide yoke and connected to 
the cross-head by a short wooden link. At its upper end the 
arm is securely attached to a drum, also made of wood and 
turned with a U-shaped groove on its circumference. To this 
drum is attached a stout piece of fish line, which runs up through 
a hole in the running board and over a small sheave supported 
by a bracket on the running board, to a long coil spring of a 
type similar to those used for screen doors. The other end of 
this spring is made fast to the indicator pipe from the cylinders, 
though, of course, any convenient point of attachment would 
serve equally as well. Where the fish line joins the spring there 
is a loop made of iron wire, and into this the cord from the 


` Indicator 


(2 ) 


Brass 
Bush 1% 


Reducing Motion in Place. 


Steel Pin 


Brass 


Detail of Nut on 
Crosshead. 
Detail of Bracket. 


Detail of Arm. 
Simple indicator Reducing Motion 


indicator may be hooked. The appearance of the rigging when 
in place is clearly shown in the sketch. 

The arm and drum are made of oak and have an advantage 
over similar parts made of metal, as they are much lighter and 
possess very little inertia. Brass bushings are inserted as shown 
and held in place by screws through flanges on one end of the 
bushings. The upper bushing is provided with a %-in. oil pipe 
which passes through a hole in the arm and may be kept filled 
with waste soaked in oil. The drum and arm are held together 
by large countersunk screws. The link is merely a straight piece 
of oak, with a suitable brass bushing at the cross-head end and 
a pin at the other. For connection to the cross-head a special 
nut, with a pin on one end, was made to take the place of one 
of the ordinary nuts. The brackets are simple brass castings, 
and as the base of the bracket which supports the arm is the 
same as that of the one for the sheave, only two bolts through 
the running board are necessary, one additional hole being neces- 
sary for the cord to work through. Of course, the design of 
these brackets can be varied to suit the particular requirements 
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of the engine, and on some locomotives it will be found more 
convenient to support the arm from the guide yoke, or perhaps 
some portion of the valve gear. ; 

By suitably proportioning the length of the arm afd the radius 
of the drum any desired reduction may be obtained, and unlike 
some forms of reducing motion in common use, this arrange- 
ment gives a motion to the indicator drum, which is practically 
a true reproduction of that described by the cross-head. Where 
quite a number of tests are being run, covering a comparatively 
long period of time, the engine may be safely sent out between 
test runs with the reducing motion in place, as it is very sub- 
stantial and will require no attention beyond occasional oiling, 
the same as any of the other moving parts. 


CALIBRATION CHARTS FOR VANDERBILT 
TENDERS 


BY TOWSON PRICE 


It is generally desirable to have calibration charts, or curves 
showing the amount of water contained for all depths of water, 
for all classes of tenders. These charts are very useful in mak- 
ing engine tests where a record is kept of the amount of water 
used, as it is much easier to measure the depth of water and read 
the amount from a chart than to weigh the tender repeatedly. 

The data for constructing a calibration chart may be obtained 
by weighing the tender empty and with various heights of water 
in the tank and drawing the curve through the points so found, 
or by calculating the tank capacity for various heights of water 
and so obtaining points on the required curve. If no drawing 
of the tender is available the first method is the simpler, but 
care should be taken to have the tender nearly level and water 
heights should be taken at opposite corners and averaged. If 
a drawing of the tender is available or can be readily made and 
it is not convenient to keep the tender out of service while the 
weights are obtained, it will be necessary to obtain the calibra- 
tion curve by calculating the tank capacity for various heights 
of water. 

The Vanderbilt tender presents the greatest difficulties to the 
calculation of capacity for various depths of water, and that 
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Fig. 1—Water Space Dimensions for a Vanderbilt Tank 


type of tank will be considered in this article. The necessary 
dimensions of one of these tanks are given in Fig. 1. If a draft- 
ing room is available, this tank may be laid out to large scale, 
cut up into horizontal strips, the average length of these strips 
being obtained by scale and the cross sectional area determined 
with a planimeter or by multiplying the height by the average 
width. But if a drawing board is not available or it is desired 
to make the curves for a number of similar tanks the work may 
be done by calculation, using a slide rule and a table of areas 
of circular segments. 

For convenience and in order that the two points will 
be located where a break in the smoothness of the curve 
takes place, the height will be divided into 20 parts, the height 
of the coal space slope being divided into 10 equal parts. The 
39 in. below the coal space slope is divided into eight parts, and 
the 12 in. above is divided into three parts. The spherical rear 
end is treated separately and added. The problem now is to get 
the area of the circular segmental strips and muktiply them by 
their average lengths. From a table of areas of circular seg- 
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ments (see Kent, pages 121 and 122), the curve in Fig. 2 may spherical segment cut off by a plane at right angles to the base 
be plotted. Only one-half of the complete curve is plotted, of the segment the writer is indebted to Professor Charles 0. 
but by the use of two scales this may be made to serve for the Gunther, of Stevens Institute. The formula is: 


complete circle. The scales at the left and bottom serve for ab 
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segments less than a semi-circle, while those at the top and right sug AS ee ee OPE O ou ccpit, Nn 
are for those larger than a semi-circle. The areas read from 28 201) h LN Tcr m 

: E ; 3 o (23) sim ST oe tad ————— ——— 
this curve must be multiplied by the square of the diameter in Vr—a ah 
inches, and the average length (in inches) of the portion of where 
the tank considered. For the first eight points both the diame- a = the perpendicular distance from the center of sphere to the base 
ter and length are constants, the length being variable for the b = MU T distance from the center of the sphere to the 
next 10 points. If the results are to be in gallons the above cutting plane at right angles to the base of the sphere; 

s A V = VW volume of the portion of the sphere cut off by the two planes. 

product must be divided by 231. The total segmental area is 
read from the curve in Fig. 2, and may be used direct for the To construct curves for general use, the tables shown for 


first eight points since the other factors in the calculation are values of V r^ — b, V r — a’, and V r” — a! — b’ for r = 10, 
constant. For the remaining points, however, it is necessary to will be found very helpful. 
use the difference in the areas for successive points and calcu- 
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? It will be noted that for use in figuring spherical end capacity 
E for either Vanderbilt tenders or oil car tanks, a will rarely have 
v values outside of 8r to 9r, whereas, b will vary between 0 and 
N 


V r — d. A curve may be plotted between these limits and 
intermediate values may be interpolated. To convert results to 
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For a formula to determine the volume of the portion of a and plotted in Fig. 3. 
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The third column of this table shows the results of the calcu- 
lations indicated in Table I, and the last column gives the total 


TaBLF IV—CaAPACITY OF VANDERBILT TANK 


Total tank 
Point Capacity Cylindrical Capacity of capacity, 
No. Differences capacity spherical end gals 
luni he chs erete ET 162 2 164 
Dengue uns Vd "T 450 6 456 
den ud acu ee eee ES 813 12 825 
r PP ee re een Hos 1,224 21 1,245 
Bola a Ari eee ud 1,690 33 1,723 
c co nant tud edu pus 2,180 46 2,226 
Diao ick tape ue a diea. ids 2,696 58 2,754 
Bcc tee eee Qa os TE 3,296 72 3,368 
r EE 436 3,732 84 3,816 
lO dia aan edv as 420 4,152 97 4,249 
Dl E EET EEE 403 ,555 109 4,664 
DD eee ha hae aca ee xls 383 4,938 121 5,059 
I$. xdv ec aes 360 5,290 133 5,423 
Dig ethene id esce ode 327 5,617 145 5,762 
US ces ore E 301 5,918 157 6,075 
l6 pensus amisna k eis 258 6,176 168 6.344 
UD AEE EE eu 236 6,412 178 6,590 
IB adie ad Sees aes 199 6,611 184 6,795 
I9 dca n Edd eae 89 6.700 187 6,887 
Dec el ote otras okies 156 6,856 191 7,047 
r4 PENNE 85 6,941 193 7,134 


capacity for each increment in depth of water, from which the 
total tank capacity curve in Fig. 3 is plotted. 

These values, of course, are for a theoretical tank, as shown 
in Fig. l, and make no allowance for baffle plates or for a 
rear end pocket to accommodate the draft gear. The baffle 
plates may be neglected, and if there is a draft gear pocket, it 
will have no effect on the net water readings unless the water 
in the tender is allowed to get extremely low. 


RESULTS OF THE MASTER MECHANICS’ 
ASSOCIATION LETTER BALLOT 


Fifty-four subjects were submitted to the members of the 
American Railway Master Mechanics’ Association for action by 
letter ballot, and of these only one was unfavorably acted on, 
that being the engineer's torch made of steel tubing and shown 
in the report of the Committee on Standardization of Tinware 
as Fig. 1. The entire 14 recommendations of the Committee on 
Standards and Recommended Practice were adopted, these in- 
cluding specifications for steel axles, firebox steel, forgings, 
Cylinder castings, etc., and steel castings. The changes made in 
the specifications for inspection and testing of locomotive boilers 
to have them conform to the Federal regulations were adopted, 
as were the regulations covering the operation of brakes on 
engines and tenders handled dead in trains and offered in inter- 
change. 

The methods of photometering locomotive headlights, as pro- 
posed by the Committee on Locomotive Headlights, and the 
rules for determining stresses in longitudinal barrel seams and 
patches, longitudinal gusset braces and flat surfaces, and stay- 
bolts, radial stays and crown bar bolts in locomotive boilers as 
Presented by the Committee on Design, Construction and In- 
spection of Locomotive Boilers, were also adopted. 

Thirty-nine of the 40 examples of tinware presented by the 
Committee on Standardization of Tinware were adopted, which 
should prove of material assistance to the manufacturers and 
users of these articles. The instructions in fuel economy on 
locomotives, prepared by the Committee on Fuel Economy for 
the instruction of the enginemen and firemen were adopted, the 
vote lacking one of being unanimous. These instructions, it is 
understood, will be printed in pamphlet form and sold at a 
nominal cost by the association. 

The three recommendations of the Committee on Forging Spe- 
cifications covering the fiber stresses for heat treated and alloy- 
steel materials, and the specifications -for-quenched"and tempered 
carbon steel axles and alloy-steel forgings (separate specifica- 
tions) were adopted by a large majority. The rules outlined by 
the Committee on Boiler Washing for washing boilers were also 
adopted. 
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HOT TRAILER BEARINGS 


BY G. W. A. 


Hot trailer bearings are a source of much trouble to most 
motive power officials, as too frequently they occur on fast 
passenger trains, resulting in engine failures and annoying de- 
lays. The causes of hot boxes are either defective lubrication 
or excessive bearing pressure. Defective lubrication is induced 
by the following defects: (1) Waste improperly applied, (2) 
insufficient oil or oil of poor quality, and (3) too little waste 
or a poor quality of waste. Excessive bearing pressure may 
be due to (1) poor design, (2) improper application of the 
brass or (3) broken spring rigging. 

Eternal vigilance is the only complete safeguard. In apply- 
ing waste to the cellar care should be taken to see that it is 
lohg fibered, well saturated with oil, preferably coach oil, and 
so worked into the cellar as to present a uniform mass of 
intertwined fibers. If the axle has a collar, the waste should 
be packed so that it will not be tight against the collar, as the 
latter acts as a wiper, glazing the surface and forming a pro- 
ductive source of future overheating. On one large system in 
an effort to eliminate hot trailer bearings a very rigid system 
of inspection is practiced in the roundhouse. A record is kept 
of each engine and every four days the cellar is taken down, 
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Ends of Trailer Brases in Contact with Shoulders When Curving 


the waste worked over, a slight amount of fresh dope added 
and the box oiled, or the whole renewed as the case may be. 
Notwithstanding this care, however, hot trailer bearings are of 
too frequent occurrence, which leads to the belief that they 
arise from other causes. 

The sketch shows the type of journal and brass on a class 
of Pacific type locomotive used in both passenger and fast 
freight service. This trailer is of the radial type, using a roller 
bearing plate for the spring seat. The total wheel load carried 
is 40,500 Ib., of which about 4,500 Ib. represents the weight of 
the wheels and axle, leaving 36,000 Ib. to be distributed between 
the two journals. This gives a bearing pressure of 191 lb. per 
sq. in. of projected area, well within the limit of safe practice. 
The axle used is of the collar type, and to this it is believed 
can be attributed in many cases the beginning of heating. It 
has been noted in a number of instances that heating is first 
observed about the collar, and wlien discovered in time may 
be checked. While not accessible, it is also believed that the 
shoulder adjoining the wheel seat acts in the same manner, but 
owing to the larger body of metal in close proximity, more 
heat is conducted away, and the bearing is therefore heated 
less rapidly. Signs of heating and of cutting are in practi- 
cally all cases found on both the fillet of the collar and the 
shoulder at the rear end where bearings have been overheated. 
The distance between the collar and shoulder of the axle is 
14 in, and the length of the brass is 1334 in. giving a clear- 
ance of Vj in. When in the shop, or when new hub liners 
are applied, the trailer is fitted up with a total lateral motion 
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of Vj in. Assume now, that the engine is rounding a curve as 
shown in the sketch. Pressure is exerted against the wheel flange, 
tending to throw the hub face B in contact with the liner on 
the truck box. With % in. total side play, this motion will 
only amount to Y$ in, stil giving % in. clearance between 
collar or shoulder and the end of the brass. When, however, 
the lateral has worn to a total of !7 in, the side movement 
induced in rounding the curve will not only cause contact with 
the box and hub at B, but also between the journals and biasses 
at E and C. From this time on, as side play develops the 
box and brass will both wear. If now, the lubrication at any 
time is momentarily impaired, or the waste around the collar 
has become glazed, the fillets will tend to cut and heat the 
ends of the brasses against which they are thrown in rounding 
curves. Should the brass for any reason be renewed after a 
total side play of more than % in. has developed, the above 
condition is greatly aggravated. In this case the side play for 
the brass is only % in, and the thrust in turning the trailer 
must be carried by the small fillet bearing on the end of the 
brass instead of by the liner. | 

The force exerted on a trailer in rounding a curve may be 
considered as the centrifugal force acting on the load carried 
by the truck and the frictional resistance between the wheel 
and the rail. The centrifugal force is resisted by the hub face 
on the low side of the curve, by the frictional resistance in 
the spring roller plates or step bearings and by the centering 
springs. For purpose of illustration let us assume that the 
engine is rounding a 2 deg. curve at 50 miles per hour, and 
consider only the centrifugal force acting on the truck: 
40,500 X 73.4 — 2,364 lb. 
32.16 x 2,865 


The area of the hub plate is 148.814 sq. in., while the pro- 
jected area on the end of brass is 6.872 sq. in. The bearing 


2,364 
assi 15.92 1b. per 


sq. in., while that produced on the ends of the two brasses is 
2,364 
2 x 6872 
It wil thus be seen that it is entirely possible to have an 
excessive collar bearing pressure, which in conjunction with 
defective lubrication at this point, may be a source of overheat- 
ing. It is the writer's belief that the collars should be aban- 
doned and the shoulders so located as to insure ample clear- 
ance between them and the ends of the brasses at all times. 


Centrifugal force — 


pressure produced on the hub plate is 


= 172 lb. per sq. in. 


ABATEMENT OF LOCOMOTIVE SMOKE IN 
CINCINNATI* 


BY G. H. FUNK 
G eneral Smoke Inspector, Cincinnati Railway Smoke Inspection Bureau 


The elimination of smoke in the city of Cincinnati is an es- 
pecially difficult proposition, as that part of the city where many 
of the yards are located and the greatest congestion occurs lays 
in a valley; climatic conditions are also such that the smoke 
nuisance is considerably aggravated. In several instances there 
are heavy grades just outside the depot or yards, which re- 
quire the locomotives to be operated to their full capacity. One 
road has an ascending grade of 34% per cent for 1% miles 
from the start. In order successfully to combat the smoke 
under these conditions it is necessary that the locomotives be 
in good condition, properly equipped with adequate smoke con- 
suming devices, and most of all, that the engine crews be well 
trained in their respective duties. 

In July, 1913, the railroads took concerted action to combat 
the smoke problem and organized the Railway Smoke Inspection 
Bureau. The inspectors attached to this bureau are responsible 


*Abstract of a paper presented before the tenth annual convention of the 
International Association for the Prevention of Smoke. 
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only to the bureau, and make impartial observations of all loco- 
motives coming within their notice, reporting the results to the 
general inspectors. All violations are reported daily to the officer 
of the road on which they are made, and weekly reports are 
made to each road showing the total number of engines ob- 
served, the number of violations and the comparison with the 
previous week. The inspectors do not confine tliemselves to 
making observations, but make it a point to ride with the offend- 
ing engine crews at the first opportunity to find out what is 
wrong. They are able as practical engine men to instruct the 
crews in the proper method of handling the locomotives. Where 
the engine is found at fault a report is made to the proper off 
cial at once. At certain intervals the inspectors ride every engine 
and with every crew at the terminal, and repeat the instructions, 
demonstrating by actual operation what can be accomplished. 

By reporting the condition of the engine, as well as the smoke 
violation, there has been a noticeable improvement in the con- 
dition of the locomotives. Monthly meetings are held with the 
master mechanic, general foreman, road foreman of engines and 
others interested. The subjects discussed are diversified, extend- 
ing from drafting of engines to the chemistry of combustion. 
The meetings have been found to be of great value. 

Some roads have distributed instruction books to their men 
on the elements of combustion of fuel, covering the ground 
sufficiently to show how smokeless firing may be obtained, and 
the economy in fuel that will result. The engineers are not 
neglected. They are instructed as to the proper methods of 
operating the locomotives and are required promptly to report 
all defects, such as blows, plugged flues, leaky joints, or any 
other cause that may make the engine steam badly. As most 
of the roads use a high volatile bituminous coal, it was found 
necessary to equip the locomotives with some device to assist 
in the abatement of the smoke. The induction air tubes, brick 
arches, double or multiple tip blowers, and openings in the fire- 
box have been adopted as standard, producing excellent results. 
Attention has been given to the admission of the air through the 
ash pans and grates, and on many engines that formerly had 
tight ash pans, the pans have been dropped from 3 in. to 5 in. 
from the mud ring, the openings being covered with screens. 
Most of the roads have found it possible to enlarge the nozzles 
without effecting the steaming of the engine. Bv doing this the 
back pressure in the cylinder has been reduced and a milder 
draft is obtained, which permits the fireman to keep the fire 
thinner; the tendency towards the formation of holes, due to 
excessive draft, has also been reduced. One road has increased 
the size of nozzles from 4% in. to 534 in, resulting in a fuel 
saving of 17 lb. per engine mile. 

Before the locomotive leaves the engine house territory the 
fire is supplied with sufficient fuel, admitted in small quantities 
to avoid smoke, until there is a moderately heavy bed of coked 
coal over the entire grate surface. In switching service not 
more than two scoops can be fired at a time. In freight pusher 
service the charges are limited to three scoops at a time; in 
light passenger service two scoops is the limit, and in heavy 
service, three scoops. The engine crews are instructed to bring 
their engines to the ash pit with no green coal in the fire- 
box and with a well-burned fire. 

The Railway Inspection Bureau averages from 750 to 800 
observations per week. The average smoke density has been 
decreased from 30.8 per cent in November, 1913, to 15.4 per cent 
in August, 1915. In addition to the excellent results from re- 
ducing the smoke there has been found to be an improvement 
in the fuel economy. One road with the side induction tubes, 
the long arch and the larger nozzles on its locomotives, has been 
able to show a saving of 102 lb. of coal per engine hour, and 
a superintendent on another road claims a saving of 13 per cent 
in fuel. The greatest factor, however, in any smoke abatement 
campaign is the engine crew, and it will be found that a good 
fireman on a. poorly equipped locomotive will produce less smoke 
than a poor fireman with all the latest appliances. 
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CLEANING CARPETS AT TERMINALS 


The method of cleaning carpets at the car yards of the Chicago 
& Western Indiana, a terminal company at Chicago, is shown in 
the illustration. Compressed air is used. The arrangement 
shown at the left is for cleaning or blowing the dirt out of the 
aisle strips. It consists of two guide rods and a pipe with per- 
forations on its under side. ' 
rod, under the perforated pipe and out over the other guide rod. 
The arrangement is simple and cleans the aisle strips thoroughly. 
The method of cleaning the larger pieces of carpet is shown at 
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The carpet is passed over one guide 
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formulated by the Committee on Car Construction was adopted 
with a large majority, and, if carefully followed, will be 
of material benefit to the railroads. The entire recommendations 
of the Committee on Specifications and Tests for Materials were 
adopted... The work of the Committee on Train Lighting was 
approved, with the. exception of. the recommendation regarding 
the. use of emergency fuses between the dynamo and field on 
wooden cars equipped with axle dynamos. The Committee on 
Car Trucks, acting on the suggestion of those roads which voted 
negatively on the subjects submitted to letter ballot at the 1914 
convention, has succeeded in reconstructing its recommendations 
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Apparatus Used for Cieaning Carpets by Compressed Air on the Chicago & Western Indiana 


the right. Air from the short line is used in both cases, the 
water being thoroughly blown out of the apparatus and pipes 
before using. 


RESULT OF M. C. B. LETTER BALLOT 


Of the 91 subjects submitted to the members of the M. C. B. 
Association for adoption by letter ballot only five were rejected. 
Of those rejected the specification describing the door of wooden 
construction and the question as to whether or not standards 
should be established for limiting dimensions for the cast steel 
design of truck side frames, with pedestal jaws and designs of 
Journal boxes for them, were the most notable. The Committee 
9n Brake Beams succeeded this year in providing a specification 
for testing all classes of brake beams that was adopted by a 
large majority. The adoption of the recommendation of the 
Committee on Train Brake and Signal Equipment, that truck 
clasp brakes be applied to all four-wheel truck passenger cars 
weighing 96,000 lb., or over, and to all six-wheel truck passenger 
‘Cars weighing over 136,000 Ib., is indicative of the success of this 
type of brake. ) 

The rules governing the minimum strength requirements for 
Telnforcement of the draft gear of existing wooden cars, as 
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so that 17 of the 18 subjects presented this year were approved. 
Following is a list of the subjects voted on: 


Standards and Recommended Practice: . 
Hole in wedges for removal by use of packing hook. (Standard) .. Adopted 


Lining for outside framed cars... 1.0.0.0... ce eee cece eene Adopte 
Springs and spring caps for trucks. (Standard)................ Adopted 
Classification of Cars... cc cece ccc eee e cette e enna te nese eneece Adopted 
Height of platform buffer for passenger cars............eee ees Rejected 
Postal car specifications and floor plans............. sees Adopted 
Insülatot; tèsts usa vd Cao HC SDR SS SET CER RERO De aa ds Ca C Adopted 
Uncoupling arrangements for passenger car couplers............ Adopted 
Omission of arc recess in Wedges......... cece cece cere eee enn Adopted 
Train Brake and Signal Equipment: f 
Cóndüctor s valve d aac o Inc abo ea s caca Ean Rejectéc 
Truck clasp brakes... icis Vide sine pee WE wx a xh Re ADR Adopted 
Hose coup ing Ret gage 2:3 ACER Abb RE A Rae WE UCase NAN a are tae Adopted 
Brake Shoe an rake Beam Equipment: 
Specifications and tests for brake beams.............0-. eee eens Adopted 
Loading Rules: 
Rules 4, 12C, 15A, 15B, 15F, 24, 93, 98, 98B, 120, 121B, 124, 
124A, 126, and digi er cune att Bed heh ct UE Adopted 


Car Construction: . 
Specifications for side doors for new cars. 


l l ) Paragraph 4a)....Rejected 
Specifications for side doors for new cars. 


(Par. 4b to 4n, in- 


Clüsi Ve). 7. vaa rs £e x mansum AINE oes PS Adopted 
Draft gear. Par. 6a to 6d, inclusive)......... cece ec eee cee econ Adopted 
Shearing value of steel... cea deese o rr na ra ean Adopted 

Specifications for Tests of Materials: 
Changes in chain specificationS......cccc cece cece cece hn Adopted 
Changes in coupler specifications. ...... lessen Adopted 
Changes in steam heat hose specifications...............-..564- Adopted 
Cdankes in air brake hose specifications. ............0.00ce reese Adopted 
Specifications for structural steel, etc. (passenger cars).......... Adopted 
Specifications for structural steel, etc. (freight cars)........... Adopted 
Specifications for malleable iron..... 0.00... ce cee cee eee eee eee Adopted 
Specifications for miscellaneous steel castings............. p Adopted 
Specifications for journal bearings.............. eee Adopted 
Specifications for mild steel bars. ........... eee eene Adopted 
Specifications for rivet steel and rivets........... ccc ccc eeneee Adopted 
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Specifications for galvanized sheets. ..........0 eee ee eee eter ees Adopted 
Train Lighting: f 

Meee fuses On wooden Cars. .6666 bn as Wee ee eee ees Rejected 

inimum dimensions for battery boxes............ esee Adopted 
Armature: Pulley 4.6 was esitin oe Shee One eda d eK add Adopted 
Armature shaft -énd. noc ESRE AR OS DAUERN Qe Tr ues Adopted 
Pulley taper Dto -ssoeiresh o b Ee em Rr Um Wee miss ODRUACIO TE ones Adopted 
Ball bearing Size. i-is vo rre eC ar EIOS QUEE wie Roe Y ees Adopted 
Conduit. ch 6G PIQUE CERA Ea EROR RE S XU Rad quK doe Adopted 
Solid face generator pulley. ...... 0... ccc eee ce eee eee eee Adopted 

Car Trucks: 

Specifications and tests for cast steel truck sides.,.............. Adopted 
Specifications and tests for pressed steel bolsters................ Adopted 

ariations in weights of truck sides............ cece eee eee Adopted 
Rejection of cast steel truck sides........... ror ee rn Adopted 
Design of cast steel bolsters. (Exhibits C to H. inclusive)...... Adopted 
Design of pressed steel bolsters. (Exhibits I, J, and K)........ Adopted 
Limiting weights for cast steel bolsters................ esses. Adopted 
Limiting NERO. for pressed steel bolsters................ sues. Adopted 
Spread of side bearings............ cess cence een nnn Adopted 
Center plates 2.0... csc ccc cen cence cre ceeneessassassseressnees Adopted 
Truck sides with pedestal type jaws. ........... eee een Rejected 


A more detailed account of the propositions submitted to the 
members in this letter ballot may be found under the reports of 
the respective committees which were abstracted in the Daily 
Railway Age Gazette of June 10, 11, and 12, 1915. 


CLEANING TRIPLE VALVES 


A convenient arrangement for cleaning triple valves is shown 
in the photograph, which illustrates a bench used for this pur- 
pose at the Chicago, Burlington & Quincy shops, Lincoln, Neb. 
The work is done on a piece-work basis and the arrangement was 


Arrangement of Bench for 


planned by the men doing the work. The valve, which in this 
case is a Westinghouse H triple, is first placed in the holder as 
shown. The cylinder cap nuts are touched up with kerosene oil 
with the brush shown at A, the oil being contained in the can, 
and the nuts are removed with the brace B. The cylinder cap 
is then removed and blown out with the air hose C. The main 
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piston and slide valve are removed and the piston dipped in kero- 
sene oil in the can A and allowed to drain. The check case is 
then removed, the brace D being used for this purpose. The 
emergency valve is removed and placed in the basket K. The 
valve body is then blown out with the air hose C. The gasket 
is removed and the seat scraped. The body is swabbed out with 
kerosene and wiped dry. The emergency piston is blown out and 
carefully wiped, its seat being slightly ground on the sandpaper 
at G. The emergency piston and valves are then replaced after 
the rubber seat of the valve has been smoothed off by sandpaper 
and replaced. The check valve case is then placed in the rest F and 
the check valve is ground to a seat with the brace E, the pumice 
and oil mixture being already prepared at /. It is then care- 
fully wiped out with a cloth. The check case is placed over the 
nozzle H, the pipe opening being inserted in the pipe there shown 
and blown out. Air for this purpose is controlled by a pedal 
valve under the bench. The check case with the check valve is 
then replaced. 

The main piston which has been draining at the can Z is then 
cleaned, the oil being blown out from under the packing ring, 
the ring loosened up and wiped dry. Anti-friction triple valve 
oil is lightly applied to the slide valve seat, the cylinder and the 
head of the cylinder cap by the finger. The slide valve and the 
piston are moved backward and forward several times to insure 
smooth working and a thorough distribution of the oil. The 
cylinder cap is then applied and the valve is ready for testing. 


Cleaning Triple Valves 


With these conveniences it is possible to clean a triple valve in 
from six to seven minutes. 


SwrpnisH Iron IMports.—Swedish imports of pig iron were 
only 35,660 tons for the first six months of 1915, compared with 
47,894 tons in the same period in 1914.—The Iron Age. 


FouR WHEEL TRUCKS Fon PASSENGER CARS* 


Discussion of Fundamental Factors of Design and 
the Ability of This Type of Truck to Meet Them 


BY ROY V. WRIGHT 


The Pennsylvania Railroad uses four-wheel trucks under all 
of its passenger coaches, although the P 70 class, 70 ft. in length 
and having a seating capacity of 88, weigh light from 118,000 to 
122,000 lb. Loaded with passengers they weigh about 135,000 
lb., and never more than 140,000 Ib. It is the standard practice 
on that system to use such trucks under all passenger equipment 
cars weighing less than 120,000 to 125,000 lb., except for so- 
called load-carrying cars, including baggage-express, mail, bag- 
gage-mail, etc., which are designed to weigh over 140,000 Ib. 
when loaded. The light weight of the bodies of the Pennsylvania 
P 70 coaches—and these are now standard on that system— 
varies from 93,000 to 96,000 Ib. It is assumed that these cars reg- 
ularly carry as much weight in passengers and hand baggage as 
coaches on other roads, inasmuch as they seat 88 persons, or 
several more than the maximum provided for in the standard 
coaches of most roads. It is the practice on the great majority 
of railroads to use six-wheel trucks under coach bodies weigh- 
ing much less than this, comparatively few roads using four- 
wheel trucks under bodies weighing more than 85,000 lb. and 
many of them using six-wheel trucks under bodies weighing even 
less than this. 


FACTORS IN DESIGN 


In designing the trucks for a passenger coach four features 
must be kept in mind and generally in the following order as 
to importance, although there may be some question as to the 
relative value of the last two: 

(1) They must be designed for safety. 

(2) They must ride smoothly, for travelers are particular as 
to this in these days and will desert a road with rough-riding 
cars if a competitor furnishes better service. With heavy steel 
cars operated in long trains at high speed and with the locomo- 
tives taxed to the limit of their capacity it is difficult to operate 
and brake the trains without occasional roughness and jolts, 
and a factor such as truck design cannot be allowed to contribute 
further to the rough riding. 

(3) The weight of the truck must be kept to a minimum if 
for no other reason than the effect on the cost of conducting 
transportation. 

(4) The truck should be designed with a view to keeping the 
cost of maintenance as low as possible. Here, as in the re- 
quirement for safety, it is desirable to have as few parts as 
possible and of simple construction. 


DOES THE FOUR-WHEEL TRUCK MEET THESE REQUIREMENTS ? 


How does the four-wheel truck meet these requirements under 
the heavy passenger equipment in service on the Pennsylvania 
Railroad ? 

(1) The four-wheel truck of modern steel construction which 
has been in use on that system for a number of years has given 
splendid satisfaction so far as safety is concerned. As on other 
roads some trouble has been experienced with hot boxes, and 
t was at first thought that the journal-bearing area was too 
small. The use of larger bearing areas does not seem to have 
materially improved conditions, and it is now believed that the 
difficulty is entirely due to dirt or gritty matter entering the 
Journal boxes. The problem then becomes one of improving 
the journal box lid and dust guard to prevent this, rather than to 
Increase the diameter or length of the journals. 

There has been no breakage of axles except for three cases 
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s paper to be presented before the December, 1915, meeting of the 
Merican Society of Mechanical Engineers, New York. 
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due to defective material when the first steel trucks were intro- 
duced many years ago. No physical weakness has developed in 
any of the parts in the ten years the trucks have been in service, 
so that as far as safety is concerned there can be no question. 
The possibility of accident would seem to be less with the four- 
wheel truck because of the smaller number of parts that are 
required. 
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Fig. 1—One End of Original Four- Wheel Steel Passenger Car Truck 
Before the Application of the Clasp Brakes; Pennsylvania Railroad 

(2) There seems to be a feeling on the part of some me- 
chanical engineers that the four-wheel truck, with its shorter 
wheel base (7 or 8 ft. as compared with 10 to 11 ft. for the 
six-wheel truck) will ride less easily than the six-wheel truck. 
With coil springs over the journals, elliptieal springs under the 
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Fig. 2—Original Four-Wheel Steel Passenger Car Truck with Clasp Brakes Applied; Pennsylvania Rallroad 
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bolster, and provision for lateral motion of the bolster, it would ing the top of the dead lever to the truck frame. The unbalanced 

seem that there ought not to be much difference in this respect. forces in the truck when the brakes are applied tend to tilt 

Experiments show that much of the rough riding or jolting the truck frame out of horizontal alinement, thus causing a 

on passenger coaches has been due to the method of anchor- "jerky" action. By anchoring the dead lever to the body under- 
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frame this is eliminated. This development is comparatively (3) There is a wide variation in the weights of different 
recent and affects the six-wheel as well as the four-wheel truck. — types of steel passenger car trucks, but it is probably fair to 
The effect of anchoring the dead lever to the truck frame has state that a pair of four-wheel trucks will weigh from 10,000 
possibly been more noticeable on the four-wheel truck, because to 15,000 Ib., or more, less than a pair of six-wheel trucks having 
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Fig. 3—Present Standard Four-Wheel Steel Passenger Car Truck; Pennsylvania Railroad 
one to one dead levers are used, resulting in a greater pull on In other words, for the same total 
the frame than in the case of the six-wheel truck; then, too, weight of car the one with four-wheel trucks will carry ten to 
the resisting moment is less because of the shorter wheel base fifteen thousand pounds more lading or body weight, or with 
of the four-wheel truck. This improvement has been patented. 


the same weight of body the total weight of the car with four- 
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wheel trucks will be from 10,000 to 15,000 Ib. less than the one 
with six-wheel trucks. For a car weighing 120,000 lb. and 
equipped with four-wheel trucks this means a saving of from 
8 to 11 per cent in total weight as compared with what it would 
be if six-wheel trucks were used. On most roads it is the prac- 
tice to carry car bodies weighing more than 85,000 Ib. on six- 
wheel trucks, which weigh fuly 15,000 Ib. per car more than 
four-wheel trucks. A locomotive that can haul eight cars equipped 
with such six-wheel trucks over a given division will haul 
nine cars of the same seating capacity having four-wheel trucks 
—a saving much to be desired. 

(4) Roughly speaking, the cost of maintenance of a steel pas- 
senger car truck. may be said to be very nearly in proportion to 
the number of its wheels and axles, these with the brake shoes 
being the parts subjected to the greatest wear and requiring 
frequent repairs and renewals. While no exhaustive data is 
available as to the comparative cost of repairs and maintenance 
of six-wheel and four-wheel trucks of the same carrying capa- 
city, they are said by those who have checked these costs to be 
at least 50 per cent greater for the six-wheel truck than for 
the four-wheel truck. 


DEVELOPMENT OF PENNSYLVANIA FOUR-WHEEL TRUCK 


As a partial check on these conclusions, it is proposed to 
briefly review the development of the four-wheel steel truck 
for passenger cars on the Pennsylvania Railroad. From the out- 
set and throughout this development the aim has been to re- 
duce the number of parts to a minimum and make the construc- 
tion as simple as possible. The problem has been complicated 
somewhat by the necessity of providing for the application of 
motors to the trucks used under motor cars in electrified dis- 
tricts and also by the application within the past few years of 
the clasp brakes, which are now standard on the Pennsylvania 
for all four-wheel trucks and for all new passenger equipment 
trucks. 

In designing the first four-wheel steel trucks in the early part 
of 1905 it was aimed to use them under the largest coach pos- 
sible and keep within the M. C. B load limits for 5-in. x 9-in. 
axles. Shortly after the trucks had been placed in service three 
of the axles broke in the wheel seat, where the stress is least. 
Investigation finally showed that the breakage was due to de- 
fects in manufacturing caused by a faulty furnace which had 
been discarded shortly after these axles were made. In the 
meantime, however, as a measure of absolute safety, it was de- 
cided to increase the axles on existing cars V2 in. in diameter 
and on new cars go to the next larger size standard M. C. B. 
axle, the 5%-in. x 10-in. Because of hot box troubles the 
length of journal was afterward increased in 11 in. although 
experience has since indicated, as previously noted, that the 
trouble was probably due more to dirt getting into the journal 
box than the lack of journal bearing area. The 575-in. x ll-in. 
journal is now standard for all four-wheel as well as six- 
wheel trucks. 

In going from the wood to the stecl construction spring planks, 
axle guards and brake beams were done away with, the brake 
levers being attached directly to the brake heads. Each side 
frame was formed of two 10-in. 20-Ib. channels, with the flanges 
turned inward and forming a box girder construction. The 
channels were spaced so as to measure 9 in. over-all. This 
was done to provide sufficient strength for resisting the lateral 
stresses, a requirement which has been overlooked in some de- 
signs. To check or limit the lateral motion or swaying of the 
bolster a spring arrangement was used, as shown in the draw- 
ing. 

The subsequent use of clasp brakes made it necessary to mod- 
ify this design somewhat. Fig. 2 shows the details of this 
modified design, which in general is practically. the same as 
the original design, other than the braking arrangement, except 
for changes in the end construction of the frame to provide 
for the outside brakes. The detail of the original end con- 
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struction is shown in Fig. 1. The end rail in the original 
design, which was formed of a jí$á-in. plate pressed in the form 
of an inverted U, 6 in. in width, was changed to make room 
for the brake levers. The outside brakeheads in the case of 
the clasp brakes are attached to the lower ends of the brake 
levers, which are anchored at the top to castings riveted to the 
ends of the side frames. A 6-in. channel with flanges turned 
downward connects these castings and forms the end rail It 
was also necessary to add brakehead tie bars because of the 
impossibility of connecting the tension rods for the outer brake- 
heads direct to the brake lever. It should be noted, however, 
that this brakehead tie bar is a simple rectangular bar and 
that the brake tension rod connects to it as close to the 
brakehead as possible. Obviously the weight and the cost of 
maintenance of this tie bar is much less than for a breakbeam 
where the force is applied at the middle. All of the brake 
levers, including both. the dead and live levers, are made 
the same size and are interchangeable except for the drill- 
ing. i 

The peculiar form of the outer brakehead is noticeable. In 
the first application of the clasp brakes the ordinary type of 
brakehead was used with springs to hold it balanced when 
hanging loose. These springs were difficult to maintain and 
were done away with by redesigning the brakehead and adding 
the tail piece. When the brakehead hangs loose this tail piece 
rests against a casting which is riveted to the underside of the 
end rail. When the brake is applied there is a clearance of 1 in. 
between the brakehead tail piece and the rest. This device 
has given most satisfactory results. 

The next development was a modification of this design to 
provide for the application of a motor for use under motor 
cars on electrified divisions. To do this it was found necessary 
to increase the wheel base from 7 ft. to 8 ft. 6 in. Transoms 
were also added to support the lip of the motor and the 
bolster design was modified slightly; otherwise the same parts 
were used ás in the original design. 

The next development was a radical one, the box girder 
sideframe being replaced by a Bethlehem 10-in. 54-lb. H-beam, 
thus simplifying the design as to construction by reducing the 
number of parts and still providing sufficient moment to resist 
the side stresses. As shown in Fig. 3, the journal box pedestal 
casting has a projection to which the top of the lever for the 
outside brake is anchored and which also supports the end 
rail, a 6-in. H-beam. The H-beam which forms the side frame 
has its lower flange and web cut away over part of the journal 
box pedestal casting and is strongly riveted to it through both 
the upper and lower flanges. The casting which was formerly 
used on the end rail to balance the brakehead was replaced 
by a steel clip which is sprung over and welded to the lower 
flanges of the end rail. 

Another noticeable change was the shortening of the bolster 
hangers, thus limiting the amount of side swing and making 
it possible to do away with the complicated spring mechanism 
which was formerly used to check and limit the lateral motion 
of the bolster with the longer hangers. Before making this 
change the springs were gradua!ly blocked and finally wedged 
solid on a number of the cars. As this had no noticeable 
effect on the smooth riding, it was decided to discard the springs 
entirely. 

The more important of these changes, that is, the side frame 
construction. and the change in the hanging of the bolster, 
were first made on four-wheel trucks for suburban cars, several 
hundred of which were built. These trucks, however, were of 
lighter construction than those used under the standard coaches 
and will not be considered in this discussion. The details of 
this improved truck as designed for use under standard coaches 
are shown in Fig. 3. 

A modification of this standard truck was made necessary by 
the Philadelphia-Paoli electrification and is shown in Fig. 4. 
The most powerful motors thus far used under passenger 
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coaches are required in this service, 225 horsepower each. To 
provide for them it was necessary to extend the wheel base of 
the truck from 8 ft. to 8 ft. 8 in. Because of the great amount 
of room required by the motors, blower apparatus, etc., it was 
necessary to do away with the brakehead tie-bars, or brakebeams, 
and to arrange the tension rods for the outside brakeheads to 
straddle the wheel as shown in the drawing. This application 
also made it possible to change the construction at the ends 


UE SE . 
j ~ 
f Em- 
|] P a 
i 


f 
=] 
| 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 573 


and the gear wheel, which meshes with the motor pinion, is 
now fastened to the axle rather than on the projection of 
the wheel hub. 

It is necessary to provide a blower apparatus to cool the 
large motors which are used. The blowers are fastened to the 
underframe of the body of the car near the center and the 
draft is carried through a duct formed by the box-shaped 
center girder of the car between this point and the bolster. 
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Section A-A 


of the side frames and the end rail. The details of this design 
are presented in order to show how the four-wheel standard 
truck for use under heavy coaches could be preserved in its 
general features and be arranged for use under the heavy 
modern electric motor cars. The drawing shows the use of 
spoke wheels. Recent practice has changed these to plate wheels, 
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Fig. 4—Standard Four-Wheel Steei Passenger Car Truck Modified for Use Under Motor Cars on Electrified District of Pennsyivania 
Rallroad at Philadelphia 


From the latter point a duct extends laterally from each side 
of the center girder, delivering the air where it is needed. The 
motor leads pass through holes in the truck bolster close to 
the center plate so that the curving of the truck creates the 
least possible amount of distortion in the leads. Fortunately 
the necessity for making some such provision was foreseen a 
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number of years ago and it has not been necessary to make 
any important modifications in the design of tle truck 
bolster. 


THAWING OUT FROZEN CARS 


The illustration shows the interior of the thawing-out house 
of the Chicago & Western Indiana at Chicago, used for thawing 
out the cars. The house is about 175 ft. long and 34 ft. wide, and 
contains two pits in which heating pipes are located. About 2,400 
sq. ft. of heating surface is provided, which with a steam pressure 
of 50 lb. will, in about three hours, give a temperature of 110 
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sitions show both, and it is difficult for the person doing the 
purchasing to know what to obtain. 

Don't forget to state in all cases where surface lumber is 
ordered, just what sides and edges are to be surfaced. Calling 
for it as dressed, finished or surfaced, without stating how this 
is required, is like calling for boards and giving no dimensions. 

Where grades are not known by those ordering the lumber 
the purpose for which the lumber is to be used should be stated 
on the requisition, as this will give the purchasing department 
an opportunity to determine the grade desired. This point 
should be given careful consideration as it may save unneces- 
sary expense to the company in the course of a year. 

The following methods will prove satisfactory for storing 


Interior of Thawing House, 


deg. Fahr. during the coldest weather. For cars that are gen- 
erally frozen up this house has proved invaluable, especially 
during the severe winter of 1911-1912. 


ORDERING AND HANDLING LUMBER 


At a meeting of the storekeepers, mechanical and operating 
ofücers of the Atchison, Topeka & Santa Fe, at Albuquerque, 
N. Mex., September 26, 27 and 28, a number of interesting papers 
were read on the general subject of storekeeping. The fol- 
lowing is taken from a paper presented by T. O. Wood, pur- 
chasing agent of the Gulf, Colorado & Santa Fe, at Cleburne, 
Tex., on the subject of "Suggestions as to the Proper Manner 
of Ordering Lumber": 

Don't order all lumber 16 ft. long. About seven-eighths of 
the orders on the mills call for 16-ft. lumber, and if the re- 
quirements are made in lengths of 12, 14, 16, 18 and 20 ft, 
they could be filled by the mills in less than half the time than 
if the entire order was for only 16-ft. lumber. 

Don't order any length longer than 20 ft. if two shorter 
lengths will do, as all lengths over 20 ft. cost additional, the 
cost varying about $1 per thousand for every 2 ft. over 20 ft. 

Don't order boards 12 in. wide if smaller widths will do, as 
the price increases above 8 in. in width. In ordering surface 
lumber for building, if possible order all lumber in rough sizes, 
or all in finished sizes, the latter much preferred. Some requi- 
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lumber: All stacks should be from 2 ft. to 3 ft. above the 
ground to allow free circulation of air and they should be 
pitched one inch per lineal foot. Each piece should be exactly 
over the piece underneath it, and from 1 in. to 1!4 in. apart 
from the pieces on each side for 4 in. lumber. This space 
should be increased up to 3 in. or 4 in. for lumber up to 12 
in. wide. The cross pieces should be the same as the material 
to be stored when lumber and timber 1 in. to 4 in. thick is 
used. For 6 in. timber, and over, this plan would run the 
stack too high, and 1 in. or 2 in. strips of waste lumber can 
be used. These cross pieces should be placed on every layer, 
about 4 ft. apart, and the front pieces should project % to 4 
in. over the ends to protect the stack from the sun and rain. 
When the stack is completed one piece of the material used 
in the stack should be placed over the space between each tier. 
Some saw mills put an air space 12 in. wide in the center of 
the stack, which they call a flue. Others do not. Probably 
this is a matter which should be regulated according to the 
climate. 

However one may vary from the above directions, the fol- 
lowing rules should be ironclad: Be sure that the center bearings 
of each stack are not lower than the end bearings. The line 
should be straight to avoid sagging and the consequent accumu- 
lation of dampness. Be sure that the cross pieces are exactly 
over each other, else the lumber will become crooked, and be 
sure that decayed or rotten lumber is not used for cross pieces 
or foundations, as it will contaminate the good lumber. 


THE MAKING OF GOOD CAR INSPECTORS 


It Is Evident that More Attention Must Be 
Given to the Selection and Training of These Men 


Among the many papers submitted in the competition on the 
training and developing of car inspectors, that by A. M. Orr, 
Bessemer & Lake Erie, Greenville, Pa, was awarded the first 
place. Several others, however, were in the same class as 
Mr. Orr's although differing greatly in the method of treat- 
ment and the facts which are developed. These will be pub- 
lished in future issues. Mr. Orr's article and one other 
follow: 


FIRST PRIZE ARTICLE 


BY A. M. ORR 
Bessemer & Lake Erie, Greenville, Pa. 

First, what are the qualifications of a good car inspector? They 
would seem to be good health, good eyesight, experience in re- 
pairing cars, sufficient knowledge of English to make out reports, 
and knowledge of the M. C B. rules. 


SELECTION 


So far as the railroad is concerned, the most important moment 
of the life of the car inspector is when he is employed or trans- 
ferred to a job which puts him in line for promotion to the 
position of inspector: and a majority of the troubles with car 
inspection forces could be avoided by an intelligent choosing of 
the men who are later to be promoted to be inspectors. It re- 
quires as good a man for the position of car inspector as is re- 
quired for the position of foreman, with the exception that the 
inspector does not need as much ability to handle men. Yet 
the inspector is ordinarily advanced as a matter of regular 
routine, without any choice whatever being exercised in his 
selection. 

There should be some definite point in repair yard work, where 
the line of promotion to car inspector separates from the ordinary 
line of repair work; and at that point a selection should be made 
from among the men who desire to qualify as inspectors. This 
selection should be made by means of physical and mental ex- 
aminations, the mental examination being confined to an in- 
vestigation to determine whether the man has a competent con- 
trol of English for practical purposes and a working knowledge 
of the M. C. B. rules. No attention should be paid to errors of 
spelling or grammar unless they are of such a nature as to in- 
dicate that the man cannot understand clearly or make himself 
understood in English. This may appear to work a hardship 
where foreigners are used for repairmen, but if we expect har- 
monious action between the units of the transportation, the main- 
tenance of way and the mechanical departments in a terminal 
vard, it will be necessary for all the responsible men to under- 
stand each other clearly, and that means of necessity a common 
language. 

The physical examination should be intended to disclose or- 
ganic defects rather than temporary ailments. It should include 
also a complete optical examination, especially for color blind- 
ness. It is not as necessary for inspectors to be correct in their 

optical judgment of colors as it 1s for a man in the transporta- 
tion service, but in such a preliminary examination, where no 
hardship will be done by turning the man down, it is best to take 
the safe side. The results of the physical examination, as well 
as of the mental examination, should be retained for future com- 
parisons. 

Objection may be made that mental examinations at this time 
are useless, and that it is not of value to examine a man physically 
when he is not to be an inspector for years, if ever. There is a 
certain amount of truth in this, but if the men with organic 
troubles or with chronic disease, and the men whose knowledge 


57 


Ji 


of English is so slight that they cannot express themselves are 
eliminated in the beginning, then it will not be necessary to 
spend several years giving them special training. 


IRKAINING AND DEVELOPMENT 


After having passed such an examination, the man should be 
given a training somewhat along the following lines: 


months at truck work. 

months at heavy stcel car work. 

months at heavy wood car work. 

year in a light repair yard where foreign cars are repaired. 
year oiling. 
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Following this, he should either be retained as an oiler or be 
used as a light repairman in the vard where he will most likely 
be an inspector when the time comes for promotion. It hardly 
seems necessary to attempt to go into detail as to the exact 
things the man should learn in each position. These will come 
to him step by step, with the aid of his associates and of his 
different foremen. 

A more complete examination in English and on the M. C. B. 
rules should be given when the man is ready for promotion. 
There should be an improvement in the use of English in the 
years which have elapsed since the first examination. It will be 
noted that the phrase used is “ the use of English”; it is essential 
to remember that a man may be able to convey his thoughts 
clearlv, even though his language is not grammatically correct. 
He should have a fairly complete knowledge of the M. C. B. 
rules at this stage, particularly for inspectors who are likely to 
be assigned to interchange work. | 

Last comes the question of the development of the inspector 
after he is in service as a full-fledged inspector. It is probable 
that the average car inspector could be made at least 50 per cent 
more effective on interchange work by consistent instruction, 
either by the correspondence school methods or by personal. in- 
struction from a man sent from headquarters who is fully posted 
on the application of the M. C. B rules, as modified by the arbi- 
tration committee decisions. Whether the gain is worth while 
or not is a question. It is possible that the added efficiency 
will not be sufficient to justify the additional cost and 
trouble. 

On the subject of safety inspection, however, there can be no 
question, and the highest possible efficiency must be obtained, 
whether in interchange or in terminal inspection. An effective 
method for developing the inspectors is simply to assume that 
their education was complete when they were placed under the 
inspector rating, and to make no definite attempt to give instruc- 
tion after that time. This naturally involves a study of the 
record of the results obtained by each inspector, which tends in 
itself to develop the inspectors, as a knowledge that a superior 
has a permanent record of one's failures tends to sober down even 
the most reckless. 


INDIVIDUAL EFFICIENCY 


To establish this record defects should be divided into two 
classes, one to include cars which had defects that caused wrecks, 
or which made it necessary for cars to be set out en route. This 
is an arbitrary division; it may be modified in any way, but the 
principle involved is that there is no real difference between miss- 
ing a defect which causes a wreck and missing the same defect 
when "luck" lets the car run safely to the next terminal, to be 
caught bv an inspector there. As the division must be arbitrary, 
any division of very serious cases from ordinary cases may be 
made. As suggested above, let one class include perhaps all de- 
fects which have caused wrecks or derailments. Let the second 
class include all other cases where defects involving safety are 
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discovered and where the conditions seem to prove clearly that 
the defect was missed by an inspector. 

Make it established practice to investigate officially every case 
of the first class and inflict discipline where it is found that an 
inspector is responsible, even if it be onlv a letter which is un- 
known except to the inspector and his foreman. 

Pay no attention to the errors of the second class beyond as- 
certaining the name of the inspector who last passed the car and 
calling his attention to the defect in a routine way through his 
foreman. Use the record only when discussing discipline or pro- 
motion, with the exception that at intervals of a year or more an 
abstract should be made of all errors reported during the year. 
The record of any single error is as near being absolutely value- 
less as can be, but a general abstract will call attention at once 
to the man who has to inspect cars too close to a wall which 
shuts off the light from the under part of the cars, the man who 
is suffering from illness to an extent which makes him careless, 
the man whose eyes are going wrong, the man who is dissipating 
or who has family troubles which have "got on his nerves"; in 
general, every man who is not doing his best. Knowing which 
men are not doing their best, it is a simple matter to pay special 
attention to them and find whether the causes of their troubles 
can be removed or whether they need to be shifted to some other 
line of work. All this information will come automatically 
from the continual vestigations and the records of the in- 
vestigations. 


If, at the end of the year or other period of time, we find that 
the average inspector has three errors charged to him, and some 
one inspector has 30 errors in the same time, we have an auto- 
matic warning that the work of that inspector needs attention. 
The trouble may be due to conditions beyond the control of the 
inspector, and even if under his control, there may be a reason- 
able excuse, but the fact that such cases come up and are in- 
vestigated and that a useful record is made of them is probably 
the greatest thing which can be done toward developing the in- 
spector into a conscientious workman. 


PERIODICAL EXAMINATIONS 


At intervals of perhaps three or five years examination sheets 
should be made up covering the M. C. B. rules as they apply 
to foreign cars, and also covering any special local regulations 
desired. This should be handled from the standpoint of the cor- 
respondence schools, whose motto is that a man iearns a thing 
thoroughly when he lays it out in his mind and puts it down on 
paper. The examiner should pay no attention to the form of the 
English; anything should go which shows clearly that the man 
could handle the situation on interchange, and no restrictions 
should be put upon reference to the M. C. B. rules, the M. C. B. 
arbitration decisions, or other sources of information. 

The following is a sample of an examination sheet for car 
inspectors: 


EXAMINATION SuFET FOR Can INSPECTORS 


What is the object of the M. C. B. rules? 

When is a company, operating the cars of another company, responsible 
for the defects on such cars? 

Who is the judge as to whether a car offered in interchange is 
serviceable”? 

What is done with a defect card and its stubs after the card is made out? 

What should be done if an inspector of a connecting road asks for a copy 
of a defect card? 

When would you refuse to give a defect card for defects on a car? 

Under what conditions would you receive a car having defects for which 
the owner was not responsible? 

What are the defects of wheels for which an owner is responsible? 

What is the defect of wheels for which they should be most closely in- 
spected? 

For what defects of the axles are the owners responsible? 

How can you tell if a car is loaded too heavy for its axle capacity? 

For what defects of the trucks are the owners responsible? 

For what defects of the brakes are the owners responsible? 

Why are the interior parts of the cylinder and triple exempted from the 
gencral rule that the delivering company is responsible for missing air brake 
material? 
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If a car is equipped with air-signal pipes, who would be responsible if the 
signal hose and angle cocks should be missing when the car was offered in 
interchange? 

For what defects of the body are the owners responsible? 

What does the rule regarding the standard height of couplers mean? 

What are the requirements for grab irons and handholds? 

If a company makes wrong repairs to a foreign car, to whom is it re 
sponsible ? 

What is the meaning of the phrase “unfair usage”? 

What defects of a car should be repaired ? 

What do you consider the most important principles covered by the M. C. 
B. rules, so far as the repairing of foreign cars is concerned? 

If you could not obtain the proper material for making repairs to a foreign 
car promptly, what would you do? 

Are you allowed to use second-hand material in repairing foreign cars? 

When must you show on your stub that material applied. was second-hand? 

When a foreign car is found with the coupler above or below the limits of 
standard height, what should be done? 

May draft timbers be spliced? 

Give a rough sketch of the proper method of splicing sills, and give your 
idea of the rules governing the splicing of sills. 

What do the M. C. B. rules say as to the application of air hose? 

What arc the rules regarding the giving of joint evidence cards? 

What special information must be shown on repair cards, as, for example, 
in the case of brasses and similar material? 

If you make only a part of the repairs on a car which are covered by a 
foreign defect card, what should you do with the card? 

In what case is it necessary to show on your repair card whether the car 
had a stem or pocket coupler? 

How do you check your car numbers and initials so as to avoid as much 
correspondence as possible over correction of stubs? 

If a car was offered to you in interchange with a part missing from its 
place, and a defect card on the car for the part "loaded in the car," what 
would you do? 

How could you tell if a carload of long material was not too large to pass 
through to its destination without being transferred on account of being 
too large to go through a tunnel? 

If you were sent out to inspect a load of telegraph poles, loaded on two 
cars, what things do you consider it necessary for you to specially inspect 
about the cars and their lading? 

What are the fegurtemente for DOORS etc., on a flat car loaded with 
large stone? 

How many brakes must be effective on three cars chained together and 
loaded with long steel? - 

What are the requirements for side stakes on loads of telegraph poles? 

Describe the testing of the air brakes on a train. 

What are the gencral duties of an inspector as regards the air brake 
apparatus? 

What are the air brake defects for which you should be most particular 
to inspect? 

What is the requirement as to piston travel? 

If you found an air hrake defect which could not be repaired at your 
station; or if for any other reason it was desired to “cut out” the brake, 
describe fully what you would do. 

Why is it necessary to test the air on a train when it is first made up. and 
thereafter whenever it has had its cars changed around? 


Beyond this, it does not seem necessary or profitable to go. 
It would be much nicer to have a nice lot of inspectors, all in- 
telligent users of English, all in perfect health and with good 
judgment, but heaven has not yet come to the railroads, despite 
the earnest endeavors of the interstate and the various state 
commissions, and it is necessary that we be satisfied with a 
good average. 


MAKING A CAR INSPECTOR 


BY E. C. 


In order intelligently to discuss how car inspectors should be 
trained and developed and what are their qualifications, it would 
be well to consider their duties and the conditions under which 
thev work. 

The object to be attained in the inspection of cars is primarily 
the discovering of defects that are liable to cause disablement 
of the cars during transit, with resultant delay to traffic, wrecks 
and possible loss of life; the same applies to the lading in the 
cars, particularly in open cars. 

In making his inspection of a car, the car inspector must be 
alert to discover, first, the parts that have actually broken down; 
second, the defects which may develop into subsequent failures, 
and third, those defects which, while of a minor nature, must be 
considered and judgment exercised in deciding whether they 
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should be remedied at the time or the car be permitted to proceed. 


THREE CLASSES OF INSPECTORS 


There are three phases of inspecting: initial, interchange and 
intermediate. The initial inspector, who inspects cars before and 
after loading, has probably the most varied duties of any; he 
bears the responsibility of deciding whether or not cars are in 
fit condition for carrying a variety of commodities; he must in- 
spect box cars inside as well as outside. 

Some cars are fit for certain shipments and unfit for others; 
some he may take a chance on if the weather appears to be 
settled, but not otherwise. Some cars he does take long chances 
on and is commended as being a "good" inspector by the agent 
or yard master, who at the time are hard pressed to supply the 
shippers with cars. The initial car inspector must know that the 
loading is done in conformance with the rules; he must also know 
that the dimensions of cars and lading are within the clearance 
limits for the routes over which they are to travel, and must 
never forget the safety appliance law. In short, this man bears 
the responsibility of seeing that cars and lading are both in the 
proper condition to reach their destination in safety. Should he 
fail in the discharge of his duties he may cause his employer un- 
limited expense by reason of transfer, delavs in transit, claims for 
damaged lading, additional cost for repairs and possibly thou- 
sands of dollars on account of a single wreck. 

After the initial car inspector comes the inspector at points of 
interchange. His duties are similar as to hunting for defects in 
running gear, sub- and superstructure, testing of handholds, steps 
and ladders; examining running boards, box car doors and the 
seals, and also the loads to see that they have not shifted. He 
must also think about dimensions of cars and lading and not let 
any slip by that exceed the limit of routing. While all car in- 
spectors must be familiar with the M. C. B. Rules, the inter- 
change man has to apply them more frequently than the others. 
The intermediate man or the inspector who is stationed between 
the point of loading or interchange and destination has all the 
duties of the latter, with the exception of applying the rules of 
interchange, but he must be familiar with the M. C. B. Rules that 
apply to any repairs that he may make. 


GENERAL REQUIREMENTS 


In addition to the inspection mentioned, all inspectors are re- 
quired to keep accurate record of defects found, repairs made, 
and cars marked for the repair tracks. Some of these records 
must be so-called "original" records, i.e., the first record made, 
which must be filed for future reference. M. C. B. billing repair 
cards have to be made out by the car inspectors for repairs 
made by them. 

So much in a very general way for the duties of the car in- 
spector, now let us consider the conditions under which he must 
períorm those duties. No matter what the weather—rain, bliz- 
zar, bitter cold or sunshine—he must be on the job, over the tops 
of cars, along bv the sides and frequently underneath, intently 
looking for the least as well as major defects. In yards and at 
transfer and freight stations the tracks and platforms are usually 
so close to one another and the cars that the light during davtime, 
particularly on cloudy days, is not sufficient to reveal such defects 
às seams in throats of flanges, cracked arch bars and similar 
defects. A lantern, unless it is very dark, is of little assistance; 
rain also hides some defects, and it need hardly be said that snow 
and ice cover up many others. Nevertheless, the car inspector 
must not be guilty of failing to detect any defects that reveal 
themselves by some disaster later on. 


RELATION TO OPERATING DEPARTMENT 


Then, in classification vards in particular, there is the yard 
force, headed by the yard master, who never by any chance 
makes the car inspectors' work easier, but rather the reverse! 
The time allowed in which to inspect a train, whether the latter 
consists of 20 or 100 cars, is usually 30 minutes, which by cajolery 
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or otherwise, depending upon the man, the yard master, or one 
of his numerous assistants, frequently tries to have shortened to 
enable the quicker movement of the train through the vard. 

The car inspector is at the "beck and call" of everyone and is 
the most cussed man on a railroad. Should a trainman discover 
some little defect when making up a train he wants to know 
where "that car inspector is," or if the latter puts the 
former to the trouble of cutting out a car from a train that is 
made up, the same gentleman invites the poor car inspector to 
go to a very warm place. 

It probably is a fact that our friends, the yard people, would 
rejoice if every car inspector were discharged offhand, for their 
immediate troubles, for which they hold the car inspectors re- 
sponsible, so overpower their reason that they fail to appreciate 
the immeasurably greater trouble that is saved them every day 
bv the work done by these much-abused men. 


TRAINING AND DEVELOPING INSPECTORS 


I think it is not exaggeration to say that car inspectors as a 
class and by their unassisted actions prevent more accidents on 
the railroads of the country to-day than any other single class of 
railroad employees. 

What manner of man, then, must the car inspector be, and 
how should he be trained and developed? As it is not ordinarily 
practicable to select the future car inspector from applicants for 
“jobs,” no more than the usual care can be exercised when em- 
ploving men. Depending on circumstances, car inspectors are 
usually developed from car repairmen. Without question, they 
should always be car repairmen on regular repair tracks before 
promotion to inspectors. By working on repairs the men become 
familiar with the various parts of cars, how to make repairs, the 
character of defects found by the inspectors, and this is done 
directly under the eye of the foreman, who thus has opportunity 
to become thoroughly familiar with the varied characteristics 
of his men. 

At this stage in the development of a man a great deal depends 
on the foreman. If he is not what he should be, good car in- 
spectors will not be developed under his tutelage, but as this 
article is not on the qualification of the foreman, that phase of 
the subject will not be discussed, and we will assume that the 
foreman is the right kind of man. After a few months on the 
repair track—in speaking of the repair track I do not mean at the 
main shop, but the tracks set apart for heavy running repairs, 
light running repairs being made in the receiving or classifica- 
tion yards—during which time our man should be given every 
kind of repairs to make, he may then be sent out into the vard 
to oil and sponge journal boxes or make the minor repairs which 
will prevent cars from being cut out for the repair track. 

Only those who have exhibited an interest in the work of the 
repair track, and on whom dependence can be placed, should be 
selected for this work. The man who has been lazv, unobservant 
and indifferent should never be sent out, for he will now be away 
from under the eve of the foreman and will be placed more or 
less on his honor for the faithful and diligent performance of 
his duties. 

After filling the places of oilers or repairmen, who are off sick 
or otherwise absent, the prospective inspector will be given a 
regular place, probably at night; first, as oiler, if possible, or as 
repairman, from which he will work in his turn to a similar day 
position. In possibly two, three or four vears the opportunity 
comes for his advancement to the position of inspector. Prior 
to that time, however, he will have filled temporary vacancies 
as inspector, and in this way have obtained actual experience. 
although his opportunities while repairman in the vard were 
ample to develop his faculties of observation. 

As inspector, his first duties should be overhead inspection, 
since the more important end is that of running gear, couplers 
and parts near the ground; in course of time, and as opportunity 
affords, he should be promoted to the ground. I use the word 
promoted advisedly, as I believe that the ground man should 
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receive a higher rate of pay than the roof, or overhead, man, 
since the former position requires more concentration of thought, 
a keener eye, more frequent exercise of judgment and a greater 
variety of parts to be inspected, and in every way demands higher 
qualifications on the part of the inspector. 

For inspectors who are required to supervise loading of cars, 
in particular of explosives, structural iron and other long ma- 
terial, only those who exhibit good judgment, coupled with a 
fair knowledge of the various rules and regulations, or are known 
to be capable of acquiring and applying that knowledge readily, 
should be selected. Likewise only the best-equipped men should 
be used where interchange work is involved. 

The training of men does not cease when they become in- 
spectors, as the least of them will slack off more or less unless 
the foreman follows them up in their work, not in a nagging, 
but rather in an educational way, encouraging them to overcome 
the difficulties that beset their path and perfect themselves in their 
duties, imparting all the knowledge of which he himself is 
possessed and guiding their judgment in the right direction. 

It would seem that the prevailing idea in circles other than 
that of the car department is that a car inspector can be made 
overnight out of any old kind of material; such is far from 
being the case. Very few of the men offering themselves for this 
work or remaining in the occupation are naturally good in- 
spectors; such men do not find the rate of wages sufficiently 
attractive. It takes years of persistent, concentrated effort to 
make a proficient car inspector and continued years of similar 
effort to keep him up to the mark. 

The opportunities for advancement open to a car inspector may 
truly be said to be unlimited, for they depend upon the man 
himself, as in all other occupations. Of course, within the im- 
mediate horizon of the somewhat better than average man it must 
be regretfully admitted that the opportunities are not numerous. 
First there is gang leadership at a small advance in wages, and 
then the position of foreman, at which he is apt to stop unless 
possessed of qualifications not ordinarily found among car in- 
spectors. 

CONCLUSION 


In conclusion, a car inspector should be: 

(1) Faithful in his duties, even under the most adverse cir- 
cumstances, loyal to his employer. 

(2) He should be alert, keen of eye and observant, possessed 
of good judgment and a desire to improve. 

(3) He should have a thorough knowledge of the various 
rules pertaining to his work and be capable of applying them 
intelligently. 

(4) Last and not least, he should be possessed of an equitable 
temperament. 

The question of development and training of the car inspector 
may be summed up in a very few words. Given the right kind 
of man, the rest depends almost entirely on the foreman and the 
way in which he handles the man. 

The average man in all walks of life requires a lot of en- 
couragement to keep him up to his best efforts, and the car in- 
spector perhaps requires a lot more than the average and needs 
more judicious sympathy than usually comes his way. 


CHEMICALLY REMOVING Rust.—The chemical removal of rust 
from iron was treated in a paper recently presented to the Iron 
and Steel Institute in London. Dilute solutions of sodium ci- 
trate have been usually recommended as suitable media for 
loosening rust without dissolving any iron, but the authors of 
this paper point out that these solutions are unsuitable for in- 
vestigations involving the quantitative removal of rust and that 
they are also extremely slow in their action. Various other 
chemical reagents were tried, none of which proved as useful 
as boric acid. It did not appear possible to find a reagent which 
would remove rust quantitatively without also dissolving some 
of the iron. 
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CHILLED IRON WHEELS 


The Association of Manufacturers of Chilled Iron Wheels 
met in New York on October 12. All of the officers were ie 
elected. They are as follows: President and treasurer, George 
W. Lyndon; vice-presidents, E. F. Carry and J. A. Kilpatrick; 
secretary, George F. Griftin; consulting engineer, F. K. Vial 
The board of directors consists of E. F. Carry, J. A. Kilpatrick, 
W. S. Atwood, Charles A. Lindstrom, F. K. Vial, A. G. Welling- 
ton, W. C. Arthurs, J. D. Rhodes, F. B. Cooley, A. J. Miller 
and William F. Cutler. In addressing the meeting President 
George W. Lyndon said, in part: 

It is gratifving to know that the chilled iron wheel has not 
only been able to maintain itself as the wheel standard of the 
United States and Canada, but it is beginning to supplant the 
European standards, as evidenced by the fact that several manu 
facturers of this association are supplying chilled iron wheels 
in large quantities to the French and Russian governments. 

That our flange recommendations are in the line of improve 
ment is fully demonstrated by the fact that we have at the 
present time over one-half million wheels running that are find- 
ing their way- through the present track construction without 
any complaints. The flange used on special wheels is 3/32 in. 
thicker than the M. C. B. flange, and the flange as shown in our 
final argument is 3/16 in. thicker at the gaging point than the 
M. C. B. flange. 

It is our purpose to have a sufficient amount of metal in re- 
serve in order to enable us to design a chilled iron wheel of 
950 1b., or heavier; in other words, we are building for the 
future. We do not want the limits of the possibilities of the 
chilled iron wheel confined by the limitations of flange design. 
We want no unreasonable restrictions in the use of the chilled 
iron wheel. 

In March of this ycar we submitted to the chairman of the 
wheel committee of the M. C. B. Association a new set of 
standard specifications, recommending the following: 


650 lb. wheel—brake pressure....... ccce eses 19,000 Ib. 
750 Ib. wheel—brake pressure........ ecce nnn 32.200 Ib. 
850 Ib. wheel—brake pressure... ...... eee 40,000 Ib. 


and detailed drawings of M. C. B. tvpes of wheels and arch 
plate type of wheels. 

There is ahsolutely no limit of weight in the case of steel 
wheels, but when it comes to a design of chilled iron wheels, 
all sorts of restrictions follow. We all know what an additional 
25 lb. of iron will do to any of the standard M. C. B. wheels 
in the matter of drop and thermal test, and the proof of this 1s 
manifest in our 625-Ib. M. C. B. pattern, which we were enabled 
to redesign in the year of 1909 by the additional allowance of 
only 10 Ib. of metal. 

There are some tests which would establish the chilled iron 
wheel on a much firmer basis, and I believe would be advan- 
tagcous to all manufacturers. The tests that I refer to are 
comparative tests of the chilled iron wheel and the steel wheel. 

1—Relative wearing values when rotating on a steel rail 
under various loads, the tread wear and flange wear to be 
Observed separately. 

2—Abrasion of rail under various conditions of loading. 

3—Determination of the intensity of heating stresses in all 
parts of the chilled iron wheel, namely, single plate, intersection 
of plates, front plate, back plate, brackets, etc. 

4—Analvsis of the thermal test. Intensity of stresses m 
various parts of the wheel, and effect of thickening the thermal 
ring, increasing and decreasing the temperature of the iron. etc. 
The thermal test should be made an intelligent one instead of 
the present crude affair that is supposedly alike for all weights 
of wheels. 

5— Determination of stresses in the hub and plates of the 
chilled iren wheel due to pressing on axles. Variation in stresses 
due to various classes of machining. 
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DRILL MOTOR EXTENSIONS 


BY V. T. KROPIDLOWSKI 
A convenient set of telescoping extensions is shown herewith, 
which has been developed for use with air motors in all drilling 
operations about a locomotive. These tools are in constant de- 
mand by the floor hands, and are rapidly replacing the “old man,” 
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Fig. 1—Construction of the Motor Feed and Drill Extensions 


the reason for their preference being their lightness and ease of 
application and adjustment. 

Fig. 1 shows the construction of the extensions for both the 
feed end and the drill end of the motor. As is seen, the tools 
are made out of 1%-in. single-strength pipe and l-in. double- 
strength pipe. The feed extension has a plug welded into the 


Fig. 2—Sizes Used for a Set of Drill Motor Extensions 


end of the l-in. pipe, which is pointed and serves as a center. 
In one end of the 114-in. pipe is riveted a machined piece which 
is bored out and threaded on the inside and turned on the outside 
to fit the feed sleeve of the air motor. The drill extension has a 
Morse taper shank welded into the end of the 10-in. pipe, and 
Morse taper socket in one end of the 114 in. pipe. Through the 
inner, or l-in. pipes of both extensions are drilled holes D. These 
are spaced 2 in. apart and are 7/16 in. in diameter. By means of 
them the tool can be extended or shortened, being held in the de- 
sired position by the insertion of a 3$-in. pin through a hole in 
the outside pipe and one of the holes in the inside pipe. The holes 
in the outside pipes of the feed and drill extensions are shown at 
Á and B respectively. 

A set of three of each of these tools, or six in all, fills all the 
requirements of drilling operations about a locomotive. The 
lengths to be used are shown in Fig. 2, but one length being 
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position. 
with the feed by turning on the pin A’. 


shown for the drill end. The other two should be made of such 
lengths that they will have the same ratio to the full-length ex- 
tension shown as the shorter motor feed extensions have to their 
full length tool. 

Fig. 3 shows the method of using the extension tool for the 
feed end of the motor in drilling a running-board bracket. All 


Fig. 3—Method of Using the Feed Extension 


that is necessary is to remove the star feed from the motor and 
screw on the extension, pull out the inner pipe until it has the re- 
quired length to suit the distance from floor to running-board, 
then insert the pin or eye bolt to keep the tool in the extended 


Fig. 4—Using the Drill Extension in Driiling a Pilot Heel Plate 


The motor is then set up and final adjustment made 


Fig. 4 shows one example of the use of the drill extension in 


the operation of drilling the heel of a pilot, which is self explana- 
tory. 


This set of tools greatlv facilitates the work of many drilling 


operations. Among these may be mentioned: Drilling across the 
frames; all inside fire box drilling; bumper beam plates; drilling 
running boards in place; stay bolts in throat sheets and holes in 
heels of pilots for pilot braces. 


PROTECTION OF IRON AND STEEL 


BY J. W. GIBBONS 
General Foreman Locomotive Painters, Atchison, Topeka & Santa Fe, 
Topeka, Kan. 
We must have some knowledge of the composition of a ma- 
terial and of the agencies that commonly enter into its destruction 
in order properly to protect it. Thorpe, in his Dictionary of 


Applied Chemistry, quotes a number of authorities to prove 
that the corrosion of iron and steel is caused by an electrolytic 
action which takes place between the metal and its impurities 
when moisture is present. 
nese, etc. 


The impurities are carbon, manga- 
These constitute an electro negative, the metal an 
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mixed with the pigments will be the most impervious to water. 

When we consider that uric acid and ammonia are deposited 
on stock carrying equipment, and sulphuric acids on coal carry- 
ing vehicles, and that sulphur fumes from coal-burning loco- 
motives are present on all railway equipment, it is apparent that 
an oil which will absorb a high percentage of moisture will 
carry these destructive acids into the paint next to the metal 
and accelerate its destruction. 

To determine what would make the 
vehicle,* I made the following tests: 

Exhibit A was composed of films of treated and non-treated 
linseed and other oils. Each film was submerged in water for 
72 hours and the films have been marked, showing the per- 
centage of increase in weight, or in other words the amount oi 
water absorbed. This test also brings out the fact that the 
accelerated method of testing the ełasticity of paint films em- 
ployed by paint chemists is of no value unless a test of con- 
traction is also made. To illustrate this films 7, 13 and 14, which 


most impermeable 


ANA 

2 33 CARBON 
Sublimed Blue. Lead Ux 
Carbon over coat 


Exhibit A—Exposure Test of Films of Treated and Non-Treated Linseed and Other Oils 


electro positive and the moisture the electrolyte which starts the 
electrolytical action, precipitating the metal into a solution. Air 
entering through the water causes a reaction which returns the 
metal to its original state, oxide of iron, commonly called rust. 
Acids augment and aid this electrolytical action and when thev 
are present in the water accelerate the destruction of the metal. 

Thorpe also states that some acids will neutralize the effect 
of others and that a combination of certain acids will stop all 
corrosion. It is also proved that in the absence of moisture, 
or in other words, the electrolvte, there can be no electrolytical 
action, hence no corrosion. Therefore in selecting pigments to 
make a paint, we should select "inhibitive" pigments which neu- 
tralize the acids. Carbon, being a stimulative pigment (electro 


negative), should never be applied next to metal. 
It is generally accepted as a fact that a paint composed of 


will stretch more than their own length without breaking, are 
as brittle as glass at 8 deg. F., and have no value as a paint 
vehicle when exposed to a low temperature. 

Those films marked with the letter "B" were baked at 135 
deg. F., which, of course, properly speaking, is not baking, but 
accelerated drying. 

The films numbered from 0 to 3 were made from the same 
grade of red lead, ground in the same mill and baked at 250 
deg. F. The one marked 0 was mixed with raw linseed oil and 
increased four per cent in weight. Nos. 1, 2 and 3 were all heat 
treated oils, heated to different degrees of temperature. No. 3 
was the only one held at a high degree of heat long enough to 
make a heavy viscous oil; it required a small percentage oí 
volatile oil to thin it to a working consistency, but the film is as 
thick as any of the others made from the same number of coats, 


Exhibit B—Exposure Test of Sandblasted Steel Plates Which Were Given Two Coats of Paint and Bolted to Underframe of Locomotive 


Tender. 


a combination of several pigments gives better protection than 
a single pigment paint, providing, of course, that the pigments 
so combined are of different degree of fineness, thus complying 
with what Perry calls the "law of minimum voids.” I believe 
that the several pigments also have the same tendency that a 
mixture of certain acids has, as explained by Thorpe, namely, 
to neutralize the electrolytical action. 

As all authorities agree that in the absence of moisture there 
can be no electrolytic action, or corrosion, in selecting a vehicle 
for the pigments it is essential that an oit be used which when 


Nos. 7 to 12 Inclusive Were so Placed that Water from the Tank Dripped on Them 


in fact, the raw linseed oil film is thinner and more fragile than 
any other in the same group. This demonstrates that in addition 
to giving protection against the absorbtion of water, the heat 
treated oils, if not thinned out excessively, will also give more 
protection against attrition than the raw or "bung" boiled lin- 
seed oil paints. As the air dried films absorbed more moisture 
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* See test committee's report, Master Car and Locomotive Painters’ Ass- 
ciation, 1915. This report was abstracted in The Railway Age Gazette. 
Mechanical Edition, October, 1915, page 538. : 
+ By "bung" boiled linseed oil we mean oil to which driers have been 
added; it is then sold as boiled linseed oil, although as a matter of fact 
the oil was never boiled. 
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than the baked films and the films baked at 250 deg. less than 
those dried at 135 deg., it is evident that the accelerated drying 
of paints by artificial heat is desirable. Practical tests exposed 
at five different points on the Santa Fe Lines in 1913 and 1914 
substantiate this conclusion. 

Exhibit B was composed of steel plates which were sand- 
blasted and given two coats of paint, a different mixture being 
applied on each plate. The plates were bolted on the interior 
of a steel underframe of a coal-carrving locomotive tender. Nos. 


] to 6 were in a position where comparatively little moisture 
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As carbons are inert and not subject to change by the action 
cf acids or alkali, a combination paint with a carbon base, ground 
in heat-treated linseed oil, will make a good over or finishing 
coat. Where three coats are necessary or desired, the primer 
and finishing coats should be mixed together in equal parts and 
used as a second coat. These paints can be purchased for less 
than the single pigment red lead paints can be made by hand. 

As the value of a protective paint may be destroyed by ex 
cessive use of thinners or by improper application, and as the 
average journeyman painter knows or cares but little about the 


Exhibit C—Plates Which Were Treated the Same as Those in Exhibit B, and Were then Fastened to Roof of Passenger Coach 


came in contact with them. Nos. 7 to 12 were under a cistern 
which leaked; they became thoroughly saturated with water 
and deposits washed from the coal. 


Exhibit C has the same paints as Exhibit B, but the plates 
were fastened on the roof of a passenger car, which was used 
every day for 10 months behind a coal-burning locomotive. The 
effects of the cinders, snow, rain, ice, etc., are apparent as the 
results of the test of Exhibit B and' Exhibit C are compara- 
tively the same; the only paints which have protected the steel 
to any considerable extent are those mixed with a heat-treated 
oil. | 

The service tests confirm the conclusions drawn from the film 
tests and prove the value of the film method of testing paints. 
Note the conditions of plate 7, which is recorded as a total 
failure. This is a single pigment paint (red lead) mixed by 
hand with raw linseed oil. The film made with the same grade 
of red lead and mixed by hand with "bung" boiled linseed oil 
absorbed '4 per cent more moisture than the same material 
ground in a modern paint mill. It proves the theory that a paint 
properly ground will give better service and will be more im- 
pervious to water than the hand mixed paints. 

As red lead is worth at present 6% cents per pound, and raw 
linseed oil 48 cents per gallon, and as 25 pounds of red lead mixed 
with one gallon linseed oil will make approximately 114 gallons 
of paint, this mixture will cost $1.57% per gallon, not counting 
the labor necessary to mix it. As the particles of pigment are 
comparatively large and coarse when mixed by hand, they con- 
tain a number of "voids" which increase the porosity of the paint 
fim and expose it to the action of the destructive acids which 
may be present in the water. 


Steel plate 11 primed with a combination of red lead silica 
silicates (Asbestine) and calcium carbonate ground in heat- 
treated oil, and second coated with a combination.of carbon and 
basic carbonate of lead, ground in heat-treated oil, has given 
remarkable service under very severe conditions in three different 


tests, thus proving that it has elements of great value as a 


Paint. I attribute its preservative qualities to two things, the 
impermeability of the oil obtained by the heat treatment, and 
the "minimum voids" in the mixture obtained by the different 
degrees of fineness of the pigments used. | 

In connection with this it is not out of place to mention that 
the Atlantic City fence test, conducted by the American Society 
for Testing Materials, proved to its satisfaction that sublimed 
blue lead was the best practical paint pigment for the protection 


of steel and as this pigment is exceedingly fine and will enter 


into the pores of the oil, I have no hesitancy in recommending 
as a primer for iron and steel a combination paint with a red 
lead or sublimed blue lead base ground in an oil which has been 
heat-treated. 


composition of the material he is emploved to apply, it becomes 
absolutely necessary, in order to secure good results, to have 
intelligent and efficient supervision. 


DEVICE FOR PLACING AIR PUMPS 


BY W. S. WHITFORD 
General Foreman, Chicago & North Western, Milwaukee, Wisc. 

The device shown in the accompany illustrations is in use at 
the Chicago & North Western shops at Milwaukee for hoisting 
air pumps into place on the locomotives. The device consists 
of a pole to which are attached two long chains, and a special 


Alr Pump Being Piaced In Position on the Locomotive 
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chain sling which is attached to the air pump. The pole is 
made of 2-in. pipe, the lower end being forged and welded to 
fit over the hand-rail and the upper end provided with a means 
for attaching the chains and a link to receive the hook of the 
upper chain block. The chains are long enough to be extended 
over the boiler and are attached to the hand rail on the other 


Detalis of Chain Sling and Pole with Supporting Chains 


side of the engine thus securing the pole in the desired position 
over the air pump bracket. The air pump sling is shown in one 
of the illustrations and consists of a belt which is fastened 
around the central part of the pump and to which are secured 
the lower ends of two double lifting chains. The upper ends 
of these chains terminate in links which hook into the lower 
chain block. 


HELPING THE APPRENTICE* 


BY H. E. BLACKBURN 
Apprentice Instructor, Erie Railroad, Dunmore, Pa. 


In the majority of shops the hiring and firing of boys is left 
to some foreman who has no interest in the apprentice school, 
and right here is where the first mistake is made, for the judg- 
ment of a Solomon is needed to select the right boy for a cer- 
tain trade and unless some one person who has the school's 
interest at heart is held accountable for results the value of the 
instructor is lost. 

If the instructor wishes to win out with boys worth while, he 
will have to find some way of keeping them interested in a line 
of practical work in connection with the shop problem work. 
To do this he will have to have a strong personality so as to 
resort to tact, for mother wit and common sense is the only 
"dad" to whip boys into line for mechanics. 

A boy may like you personally, but he may hate your methods 
of discipline—it is fatal to force a boy to do a thing against his 
own limitations. It is far better to try him out on something 
more to his liking until you can get him to see things in the 
proper light. To do this you will have to overlook his many 
shortcomings and become his only aid when he is up against a 
hard proposition. The primary aim of the instructor should be 
to teach the boy by actual example because the eye is the great- 
est educator, and objects and not books are the prime factors 
for a lasting impression as to how the work should be done. 
Books and theories have their place, but not with a first year 
apprentice, for the average boy who "sees" the wheels go around 
will immediately want to know why they turn, and what makes 
them go; that is, if he is the right kind of a boy to learn the 
trade. 

Instead of giving all the boys a general lecture, which is liable 


Trained and Developed, and What are Their Qualifications?" which closed 
October 1. 
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to lead to “heave ho" methods, have a heart to heart talk with 
each boy relating to the work he is doing in the shop; give him 
some problems that specially cover his work, but do not tell him 
all that you know about the subject. It is better to make him 
work out his own salvation from the study of models and 
charts. 

Another fatal mistake is that the average instructor does not 
know what is going on in the shop between the foreman, me- 
chanics and the boy, for while the instructor is trying to show 
the boy some up-to-date method of working, the shop force may 
be coaching him to do the work twenty years behind the times; 
this keeps the school and shop efficiency down, simply because 
the boy does not know where he is at. If the boy is to become 
proficient he must know why he does the work a certain way, so 
as to use as few tools and movements as possible. 

If the boy spoils a piece of work after you have been careful 
to show him how it should be done, don't "flare up," but find 
him more material and keep him at it until he makes good; then 
compliment him on the results and move him on to some better 
work. If he continues to improve make him a teacher, to show 
the next boy in line for the work how it should be done. It 
will please the boy and help the instructor, to say nothing of 
making him one of the "props" of the school. He will soon learn 
to pull for himself and try to pass the boy ahead of him. And 
if you can teach him that skill is only a matter of intelligent 
labor, and that higher mathematics are not needed to work out 
his daily problems, you will soon have a boy for the trade worth 
while, for first hand knowledge is the lasting knowledge that 
counts. 

Avoid going over the same subject again, but compare any 
new subject to the past studies, if possible. As every boy has 
a natural dislike for some part of the trade, it is well to en- 
courage them to become proficient in that part that they like 
best, so that their ability as mechanics may be recognized long 
before they are out of their time. 


In order to help the apprentice so that he can help himself, 
build a small shop and equip it with machines, benches and tools 
(not junk), or set apart some machines and benches for the 
boy's use in the shop, so that he can work on regular shop out- 
put work. Next give him a living wage, so that he can support 
himself, and you will get more man and less "kid" for the money 
expended. As soon as he can do a good job on a day work 
scale, let him have all that he can make at piecework. Don't 
merely give him a certain per cent of it, if he does the work 
correctly. 


Place the larger boys in the erecting shop, and the smaller 
boys on machines until they are able to cope with the heavy work. 
While in the shop, if the boy likes to draw, give him a set of 
drawing instruments and let him handle the shop drawing. 
Later on let him try to design some tool to help the shop output 
along. Advance the boy who does not like to draw as fast as he 
understands how to clamp and chuck work on the machines. Be 
sure that he understands how to grind cutting tools and how 
to use the proper feeds and speeds to get results. Make him 
watch you file and chip, not some “hunkie” who is “choking the 
hammer to death." 


If you find a boy who thinks he knows it all let him build a 
model locomotive; it may change his mind. If you have a boy 
who does not realize his capability draw him out by having him 
help the boy who knows it all, and then remove the boy who 
talks and does nothing. It will shame one and encourage the 
other. It is good practice to let one boy criticize the other boy's 
work at any time. 


While he is in school teach him the names of the various 
tools and their uses in the shop; in fact keep a model tool room 
in the school. Next start him out on lettering and straight line 
drawing. Also explain the three views of an object that are 
required in a drawing. Then let him make a free hand sketch. 
If he does not like to draw, do not waste any more time or 
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paper trying to teach him after he can make and read a fair 
looking print. 

It is good practice to have the boys debate on subjects such 
as the standard ways of doing work. If the boy is encouraged 
to read railroad magazines and talk in school he will (if you 
have the right kind of a boy) see new things in the journals 
that will start him to figuring. Keep the school open at night. 
Organize a band or an orchestra. A wireless club will be the 
means of bringing in boys who like to fool with wire and bat- 
teries, and so you may find good material for an electrician; in 
fact, do anything to keep the boy off the street, for one season 
on the street has ruined more boys' chances than any other cause. 
Later on you will have an organization whose team work in 
baseball and football will give the school a good advertisement 
wherever they go. 

As regards the future, much depends on the railroads and the 
class of instructors they employ to educate the apprentices. 
Germany has proved beyond doubt that it pays to educate and 
develop the mechanical genius that is going to waste in 
America. 


PISTON VALVE PACKING RINGS* 


(PRIZE ARTICLE) 


BY W. F. LAUER 
General Foreman, Illinois Central, Memphis, Tenn. 

A successful steam locomotive depends largely on a perfect 
valve. It matters not how good a locomotive may be other- 
wise, if an inferior valve is used, or if the valve is not properly 
taken care of, the locomotive is a poor revenue earner. There 
are three vital points to be considered, and each is essential to 
the efficiency of the locomotive; these three points are: Kind 
of valve; its construction, and its maintenance. 

The best valve is the piston valve, as it is the most equally 
balanced. The best constructed valve, considering the work that 
is done on it in the shop and the roundhouse as well as its 
service, is what is known as the “built-up valve." This consists 
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Fig. 1—Application of the Z-Ring Packing to Piston Valves 


of two spiders made of cast steel, one spool or body made of 
grey iron, two bull rings and four packing rings. The bull rings 
should be of good material, sufficiently hard to avoid excessive 
wear. The packing rings should be of a high grade cast iron, 
that will retain its life or spring under the use of superheated 
Steam, (There is an iron on the market today that fulfills this 
requirement.) The ring should be of the Z-shape type. This 
type is better than the rectangular, L or T-shaped rings, for the 
Teason that it is so constructed that in case of breakage the parts 
of the ring will not work out of the groove (see Fig. 1), thus 
eliminating the possibility of the broken parts of the ring knock- 
Ing Out a cylinder head or breaking the valve bushing and caus- 
ng an engine failure. When this type of ring breaks, the only 
result will be a “blow” in the valve, and the engine will be able 
to take the train to its destination with the broken parts of 
the ring in place. 


*. 


Entered i : r : . ote : 
October jones Piston Valve Packing Ring Competition, which closed 
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castings large enough to produce 10 to 20 rings each. Both 
heads of the boring mill should be used, one for turning and the 
other for boring, both operations being done at the same time. 
The casting should be finished on the inside and on the outside 
before the forming or cutting-off takes place. Our method of 
cutting off these rings is shown in Fig. 2. The tool in the right 
head cuts into the inside of the tub the same as though an 
L-shaped ring were being made. The tool in the left head cuts 
off the ring from the outside and is so placed that it runs a 
trifle off the line of the inside tool, thus separating the ring 
from the tub and forming the "Z" section at the same time. No 
broken edges are caused by the tools going through and tearing 
the iron; all the corners are absolutely square. This operation 
is continued until all of the rings are cut from the casting. Snap 
gages are used to gage all of the rings while they are being 
made on the mill. There is no second machining. The cost of 
machining, as described, is 6 cents each. Either the Z, L or 
T-shaped rings may be made with gang tools cheaper than by 
the method described, but by so doing, the rings cannot be as 


Left Head 
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Fig. 2—Method of Cutting On read Packing Rings for Piston 
alves 


carefully machined and the saving in engine failures more than 
makes up for the extra cost of machining the rings one at a 
time. 

We are operating passenger engines 65 miles per pint of super- 
heater valve oil and we have a test engine that has made over 
300,000 miles with one set of valve and cylinder packing rings. . 
We average 125,000 miles for valve packing, or in other words, 
our engines usually run from shopping to shopping. When you 
consider the expense in the roundhouse for removing and apply- 
ing valves due to their having been reported blowing, etc., it is 
well to look into the following suggestions for maintaining 
valves. The valve rings should not be turned over 1/16 in. 
larger than the valve chamber, preferably 1/32 in. if the rings 
are madc from good iron and the valve chamber and packing is 
smooth. If the rings are turned too large for the valve chamber 
the ring is oval when it is placed in the chamber and bears heavy 
on two points, causing the locomotive to "blow" slightly; this 
blow means more lubrication and the burning of unnecessary 
fuel. In addition to this the ring will cut a shoulder on the valve 
bushing. 

Valve chamber bushings should be bored every time the engine 
receives general repairs. If it is necessary to renew valve bush- 
ings, they should be left small enough so that they can be re- 
bored after they have been placed in position. It is a hard mat- 
ter on our present two bushing type cylinders to draw them into 
the chamber exactly parallel, and unless they are parallel the 
valve will not work freely and this is the cause, in most cases. 
of so many valve rings being broken. The reason for re-boring 
all valve chambers at general repairs is that they are always 
worn at the port ribs and even if it is only slight, so it can hardly 
be noticed, it will cause trouble. On high speed engines, when 
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valves travel very fast, these worn places cause the rings and 
the valve to jump, which is the cause of most of the valve trouble. 
If this were followed up more closely a greater saving could 
be made in locomotive operation. 


FOR PLANING SHOES AND 
WEDGES 


BY E. A. MURRAY 
Master Mechanic, Chesapeake & Ohio, Clifton Forge, Va. 


QUADRUPLE TOOL 


The: methods used in machining shoes and wedges at the 
Chesapeake & Ohio shops at this point differ somewhat from 
Special planer tool holders are used 


ordinary shop practice. 
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the inside tools to be raised when finishing wedges. The ad- 
justment of the main head for both shoes and wedges is 
clearly shown in one of the illustrations, which shows both 
classes of work set up on one machine. 

It will be noted that the tool post studs extend considerably 
beyond the face of the special tool. This extension is used to 
provide a holder for the tool which is used for the purpose of 
finishing the bottom of the frame fit after the flanges have 
been finished. 

The chucks on which the shoes and wedges are set are box 
castings on the upper faces of which are placed a number of 
T-head bolts. These bolts are tightened from the bottom, and 
the heads are roughened to prevent the ends of the castings 
which bear against them from slipping when clamped in place 


Detaiis of the Quadrupie Tooi Hoider 


which permit the finishing of the two flanges both inside and 
outside at the same time, and both shoes and wedges are set 
up on a chuck which securely holds them and requires very 
little work in setting and clamping. 

The main head, which fastens on the tool post proper, con- 
tains four auxiliary tool posts and four cutting tools. The 
construction of this head, as shown in detail in the drawing, is 


` Method of Setting Up Shoes and Wedges on the Pianer 


in two parts. The part containing the outside cutting tools is 
secured directly to the tool post of the machine, and above 
this is placed the part containing the inside tools. The bolt 
holes in this are slotted for vertical adjustment, thus allowing 


by the set screws at the end of the chuck. 

This device was developed by a machinist in the shops at 
this point, and has made it possible to finish cast-iron shoes 
and wedges at a cost of from six to seven cents each. The 
work is done on an old Niles planer with a 60 in. by 20 ft 


Method of Adjusting Tools for Finishing Shoes and Wedges 


bed, and only one setting is required to finish all but the 
driving box faces of the castings. 
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STANDARDIZATION OF CRANE MOTORS 


^ At the eighth annual convention of the Association of Railway 
Electrical Engineers, held at Chicago, October 18-22, a report 
was made on the standardization of crane motors. The com- 
mittee, of which H. C. Meloy, New York Central West, was 
chairman, made a study of the existing conditions of traveling 
crane equipment in railway shops and found matters in a rather 
chaotic condition, so far as any attempt at the standardization 
or uniformity of a motor sizes is concerned. The capacities of 
the cranes vary from 1 ton. to 150 tons, and between these 
limits there are 25 different sizes. The motor horsepower for 
the main hoist, bridge and trolley movement for the cranes of 
definite capacities also showed a great variation. 

After carefully analyzing the problem with a view to fully 
meeting the needs of the modern locomotive repair shops and 
at the same time reducing the number of different crane capaci- 
ties to a minimum, the committee suggested the following nine 
crane sizes, the capacities being in tons: 2, 5, 10, 15, 30 (single 
and double trolley), 60, 75, 120 (double trolley), 150 (double 
trolley). The 30-ton, 50-ton and 120-ton cranes each having 
the double trolley hoist, will actually reduce the number of sizes 
to the following: 2, 5, 10, 15, 30, 60 and 75. The committee 
also states: "There may be individual preferences on the part of 
many engineers for odd sizes of cranes, but it is no trade secret 
that odd crane sizes specified by railroad engineers usually are 
made up as a compromise equipment from a few standard sizes, 
and not always with the best results for either the crane manu- 
facturer or the railroad company." 

It would seem that the crane sizes recommended will readily 
take care of practically all conditions of shop operation, as 
follows : 

2-ton crane for machine bays. 

S-ton crane for machine or erection bays, material yard, etc. 

10-ton crane for machine or locomotive bays, blacksmith shop, yards, etc. 

15-ton crane for the boiler shop. 


30-ton crane for the boiler atop: . . 
120 and 15U-ton cranes (60 and 75-ton hoist) for locomotive erecting bays. 


The committee also made a study of the operating speed of 
the main hoist, bridge and trolley movements of the various 
sizes of cranes. From the data obtained from the manufacturers 
of cranes, the average hoisting speed for the different sizes was 
found to be as follows: 


2 COT o oae tok Aeg desi yo cv ROSES M P VER NAR 35 ft. per minute 

S XOTb o bre ele dee xa e ks pev erre Porc ity sper minute 
10 AOR ee kore ee ax DA ex xke ee nove ft, per minute 
IS RON 2 od waeers 1d Uu Laat D RO wees Spade RAS WO 20 ft. per minute 
30 HOW cuc wii Awd mE Ps Arne Cm ate WR ole Bee pone AO 20 ft. per minute 
OU OW Leon rer bMS So USOS OARS Sh tee es 8 ft. per minute 
FS: TOTIS wa 3 oe Scien late RE Wee LRL. Ga Ia ts 7 ft. per minute 
120: TOTIS Socr ey OR oi oat EO a ri P RR VU Wa eee 8 ft. per minute 
130^ 301515 34094199 XR I UR eT Sot CR M aces es. 7 ft. per minute 


Regarding the bridge travel speed, the manufacturers com- 
monly employ a formula of 60 lb. tractive effort per ton of 
weight; this is liberal to allow for inaccuracies in the runway 
gage, excessive friction, etc. Although the information received 
by the committee was not complete, the data furnished for 
bridge traveling speed is approximately as follows: 


2tON CRANE civic deb Awd oe aas pae ee Siw ae 150 to 300 ft. per minute 


SHON Cranes a oii 6o sci ACE POR SQUE ees 300 to 350 ft. per minute 
POCORN Cranes uo cele Ba ce Meee he wae AUC EA 250 to 300 ft. per minute 
US-ton crane... ccc ccc cee cece eet n nn n. 290 to 300 ft. per minute 
Jiton Caie. seise werda eo aceon EEE Rol aca 21) to 250 ft. per minute 
CU ON CE Beo vo derra Eie e E s EG a E EEE 150 to 200 ft. per minute 
LIRON rfi. «der icky ese ag DERE CCS Hee oes 150 to 200 ft. per minute 
120 (On Cran rie ciao mol ect de ex e ED oec 150 to 200 ft. per minute 
I30-ton-Gfane. isses er wd be SOE Ra Ed ota cu ied 150 to 200 ft. per minute 


Trolley or cross trolley speed; 5 and 10-ton cranes, 125 to 150 ft. per 
minute; 15-30, 100 ft. per minute; 60-75 and 120-150, 80 ft. per minute. 

The data for the sizes of the main hoist motors is also tabu- 
lated below, but the committee pointed out that it was not to be 
Considered as a recommendation, as further investigation should 
be made: 


Ston Crates. aenn iud" EU RR es E a Sede 14 horsepower 
l0-ton crane... ccc cece eee RR ss223 horsepower 
l5-ton crane... ccc ce eee ce eee ee I s ss.25 horsepower 
20-tón- Chane ood vocor caja cede y ard etdva ee wa Wee 31 horsepower 
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2S-DH- CLAMOR oca von Eo e V eR AUR PA Bats 35 horsepower 
SOCOM: “CERAMIC. riis i RR RIEN RECEN RC ER s 38 horsepower 
SU 1OW «Orale s veran hd ala wes KES CaS Pee OE 45 horsepower 
DU UO: CORDES vues redes db PRA A e Fi S ataca ens ath 57 horsepower 
L9-tOIT Crane vus COLS aestu Pac E A IRE Ie epe tee Ra 60 horsepower 


The committee did not feel justified in making any definite 
recommendations, but it is the desire to standardize not only 
the motor sizes, but the motor outlines, phase templets, motor 
shafts and key weights. The great advantage of such standardi- 
zation in crane motors would be the reduction in the number of 
spare parts to be carried in stock and the greater ease in making 
repairs or replacements. 


START THE APPRENTICE RIGHT* 


BY AN OLD-TIMER 


Of late years the average apprentice boy who starts an appren- 
ticeship does not do so from the desire to become a good me- 
chanic in his chosen trade, but takes it up simply because it is a 
"job." Most persons are misplaced because they choose their 
work in a haphazard way when they start out in life. They and 
their employers waste years in the “trying-out” process. Start- 
ing right is the root of the whole matter. The average appren- 
tice boy is incapable of self-analysis and the best way to help 
him is to try him out to see if he is really interested, or will 
become interested as he advances. It is a fact that the first six 
months of his shop experience is a good criterion of what his 
conduct will be during his apprenticeship. 

There are many ways of stirring up the necessary interest in 
a boy, chief of which is the extensive apprentice instruction 
schools, but in a shop which has no special instruction for ap- 
prentices I believe the best way to help them succeed is to start 
them right. By this I mean that some certain good, honest 
mechanics should be selected to handle every apprentice when 
he first starts his trade. 

Take a young man who starts to work the first morning with 
a new pair of gloves on his hands and let him work with a good 
mechanic who has been through the mill and has found out that 
gloves are not necessary—in fact are a hindrance to accurate 
work—and it won't be long before the boy will throw his gloves 
away. This training is invaluable, for once a boy finds he can 
work without gloves he will never buy another pair. I speak 
of this one item for I notice that boys to-day are too anxious 
to keep their hands soft and white, and will sacrifice their repu- 
tation for quantity and quality of work to protect their hands. 
One of the very first things that an apprentice should learn is 
that he is engaged in labor that will toughen his hands and that 
a good mechanic can be picked by the condition of his hands. 

Another great help to an apprentice boy is to teach him prompt- 
ness. Take a boy that gets to work at the last minute and gets 
ready to go home five minutes before the whistle blows at noon 
or night, and you will find he isn't one of the best mechanics 
in the shop. I believe an apprentice should be taught to be on 
time in the morning and do a faithful day's work. Very often 
we hear the argument that an apprentice gets such small pay 
that he shouldn't work very hard. When you hear an appren- 
tice talk like that you can safely say that he is not interested in 
his work. 

When I was an apprentice I liked some jobs so well that I 
could hardly wait for the night to pass to start at the work 
again. I worked for a foreman who was interested in his work 
and he seemed to instill interest in me also. Very often we had 
disagreeable jobs to do, but the foreman would come around 
with a smile and tell us the quicker we completed the hard job 
the quicker we would get a better one. By these methods our 
foreman was known as a “real” man, for he had a kind word 
for everyone. 

This suggests the thought as to how an apprentice should be 


*Entered in the prize Sem anon on “How Should Car Inspectors Be 
Trained and Developed, and What are Their Qualifications?" which closed 
October 1. 
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treated by his superior officers. The best way to help and en- 
courage a boy is for the general foreman or shop superintendent 
to occasionally speak to him in the shop and question him about 
his work. Boys look on their superior officers as the "great" 
men of the shop and when the boy finds out that he is noticed 
he will try all the harder to support his officers. Take, for in- 
stance, the study of shop accidents. Many serious accidents 
can be traced directly to some careless workman, so why neglect 
your young coming mechanic and let him get into careless habits? 
I say that the time of a general foreman or shop superintendent 
cannot be put to any better advantage than by giving the young 
apprentice a short talk on safety ideas. We would be very 
proud to have the President of the United States stop us on the 
street and converse for a few minutes, and the average appren- 
tice holds his shop superintendent in the same esteem as we do 
the President. 

Another great help is to change the boy frequently from one 
class of work to another so that he will not go “stale.” A young 
man who is very active picks up ideas rapidly, in fact, quicker 
than we realize, and in order that he will not lose his interest, I 
believe he should be changed from one department to another 
frequently. The benefits from this system are many, for if the 
boy does not catch on quickly, he is not interested, and if not 
interested, will make only an ordinary mechanic. 

Another benefit of this system is that the boy will cover the 
ground long before he has completed the required time of his 
apprenticeship, and can be tried out alone on a job. The real 
test of a good mechanic is the way he handles his work and 
while a boy may be a perfect apprentice, he may be a failure as 
a mechanic when he is placed on his own resources. The best 
way to help the older apprentice is to let him work alone, or give 
him a helper and try him out on regular mechanic's work. An 
apprentice will not have some experience on every class of 
mechanical work while serving his time; as an apprentice he is 
taught only the simple rules of his trade. To be a successful 
mechanic he must learn to use his head and to keep his eyes open. 

In summing up, if the boy is started right and is taught to 
observe things and is treated like a man, it is the best and only 
way to help him become successful in his chosen trade. 


EXHAUST PASSAGE DRAIN VALVE 


The illustration shows a simple automatic drain valve for 
use in cylinder exhaust passages which was developed by A. L. 
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Automatic Drain Vaive for Cylinder Exhaust Passages 


Graburn, mechanical engineer of the Canadian Northern, Tor- 
onto, Ontario. The body of the valve consists of two sections 
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the upper one of which is attached either to the wall of the 
cylinder casting or to a pipe connecting it with the exhaust 
passage. Into this is threaded the other section which contains 
the outlet from the valve and a coil spring of light brass wire 
just strong enough to lift the check valve from its seat but 
permitting it to close positively under steam pressure. The 
valve has a lift of about % in., which is limited by lugs cast in 
the upper part of the top section of the casing. The valve is 
guided by a 4-in. stem passing through the lower part of the 
casing and also by four wings just under the valve disc. 


PNEUMATIC HAMMER 


An ingenious and serviceable air hammer has been devised by 
William Baird, shop superintendent of the Plattsmouth, Neb, 
car shops of the Chicago, Burlington & Quincy, for welding 
bolts and for hammering out scrapped rods to rods of smaller 
diameter. The photograph shows one of these hammers located 
adjacent to a furnace and used for welding bolts. At the base 
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Pneumatic Hammer Assembled 


of the hammer, resting against a pillar block, may be seen the 
two pieces of a bolt before it is welded and a finished bolt. The 
iron is scarfed in the cutting and the heads are heated in one side 
of the furnace and the ends in the other. They are simultane- 
ously removed by the operator and his helper, placed in the 
proper position under the hammer and welded. The hammer 
operates at a speed of 250 strokes per minute and 650 bolts are 
welded in an eight-hour day. Bolts from 7$ in. to 114 in. are 
handled in this machine. 

The construction of the machine is shown in the drawing. 
The cylinder is supported on four columns, 2% in. in diameter. 
These columns are bolted to an anvil block 18 in. by 28 in. by 
3 in. thick, which is reinforced with a 3-in. rib. running length- 
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wise of the block. This block rests on a cast-iron frame, which 
in turn is bolted to two pillar blocks, 8 in. by 10 in. These blocks 
are again bolted to a base 6 ft. square made up of two courses 
of 2-in. planks. 

The cylinder has a bore of 6 in. and provides for a stroke of 
about 10 in. The piston is 2% in. thick, being designed for three 


s 


Pneumatic Hammer for Welding Bolts 


packing rings 3$ in. thick. The piston rod is 277 in. in diameter 
and has a taper fit in the hammer. The air supply to the cylinder 
is regulated by a rotary valve, operated by the link motion shown 
in the side view of the hammer. The valve itself is also shown 
among the details of the machine. It has one blind and one open 
chamber which alternately cover the ports A and B, shown in 
the side view of the cylinder. The port C is the exhaust and is 
constantly under the blind chamber of the rotary valve. Air is 
admitted to the cylinder from the valve chest through the open 
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Rotary Valve. 


Cylinder and Rotary Vaive for Pneumatic Hammer 


chamber and the ports A and B. The exhaust pipe is provided 
with a globe valve for the purpose of restricting the exhaust 
sufficiently to give a cushioning effect to the piston at the end 
of the stroke. The air to the valve chest is controlled by a pedal 
valve at the base of the machine. This valve is by-passed for 
the purpose of keeping a constant pressure under the hammer, 
thus holding it in its "up" position when it is not working. 


EFFICIENCY OF SMALL TuRBINES.—The highest commercial 
efficiency of small steam turbines is said to be about 40 per cent. 
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ENGINE FAILURES, THEIR CAUSES AND CURE 


BY J. E. ANDERSON 
General Foreman, Erie Railroad, Susquehanna, Pa. 


I have read with much care and interest the report on round 
house efficiency presented at the General Foremen’s Convention 
recently held in Chicago, which concludes by stating that, “per- 
fect organization in a round house is the cure for engine fail- 
ures.” A great many exhaustive articles on the prevention of 
engine failures have been written and it has always been standard 
practice to place the entire blame for all failures on the engine 
house foreman; and many a man holding this position and pos- 
sessing exceptional ability has been retired, due to his 
inability to overcome engine failures which he was in no 
way responsible for and which continued with uninterrupted regu- 
larity long after he ceased to exist as a foreman. The reason 
for placing the blame on the engine house foreman is perfectly 
natural from a transportation department standpoint, due to 
excessive delays to trains on the road, caused by engine failures, 
which result in endless confusion and expense to that depart- 
ment and for which there is no apparent excuse whatever. 

Visualize for a moment a busy division on a trunk line 
handling heavy traffic, and consider what it means when the 
road is lined with trains to have an engine break down at a 
point where it is liable to tie up trafic for hours. The effect 
is demoralizing and the loss to the company heavy, due to large 
amounts paid for overtime to the engine and train crews af- 
fected. Where passenger trains are seriously delayed and im- 
portant connections missed, there is a loss in business that can- 
not be computed. A passenger who has suffered on account of 
delays of this nature will not only refuse to take a chance on 
that line again, but is apt to advertise his experience to others 
and this is bound to affect the ticket sales; The failure is known 
to everyone from the president down, and since the engine is 
supposed to be maintained in the round house, it was evidently 
dispatched in an unserviceable condition by the engine house 
foreman; he is therefore naturally looked upon as the guilty 
man. While we are prepared to admit that a clear engine fail- 
ure board means that there is a perfect round house organiza- 
tion behind it, a perfect round house organization does not 
necessarily mean a clear engine failure record. As a matter of 
fact, it is possible to have a thoroughly efficient engine house 
organization, and yet be constantly confronted with numerous 
engine failures, and if the master mechanic referred to in a 
recent editorial in the Afechanical Edition,* who stated that 
99 per cent. of the failures on his road were due to his round 
house organization, was literally stating a fact it must be as- 
sumed that the many other conditions which usually contribute 
to failures, over which the round house has no control, do not 
exist on his road, and if this is the case, he ought to recognize 
the importance of applying a remedy, as he alone is responsible. 
He is in supreme command of his engine houses, and tolerating 
an imperfect organization is equivalent to admitting his own 
inability to perfect it. 

One of the causes leading up to engine failures, which exist 
to a greater or less extent on most of the railroads, for which 
the engine house foreman should pot be held responsible, is the 
pooling of power, and running engines first in, first out with- 
out an assigned engine crew; compelling the foreman to keep 
them going and criticizing him for not turning engines promptly 
on arrival This is extensively practised on many roads, and 
some of them have fixed a time limit of two and one-half 
hours from the time engines arrive on the ash pit until again 
attached to a train. Oftentimes, when an engine has made a 
successful run over the division and the despatcher sees that it 
will arrive at about a certain time, he will notify the engine 
house of the fact, and instruct that a fresh crew be called to 


* Editor's Note: The editorial referred to appeared on page 395 of the 
August, 1915, Railway Age Gazette, Mechanical Edition. 


take the engine back immediately on arrival. If the foreman 
hesitates, the case is explained to the master mechanic, who 
advises the foreman to get busy and hurry the engine out. It 
is difficult to see how any round house organization can exer- 
cise a restraining influence on engine failures when methods 
of this kind are followed. Again, it is a common practice on 
many roads for train masters and general yard masters, when 
ordering power of the engine house and not getting it at just 
the hour demanded, due to important repairs that the foreman 
deems advisable, to wire the superintendent the numbers of the 
engines held which are refused by the foreman, omitting, how- 
ever, to give the reason for holding them. The result is that 
the master mechanic’s office is advised of the dilatory conduct 
of the foreman, who is immediately wired by his department 
that the orders for power must be filled at once. The 100 per 
cent round house organization will not act as an engine failure 
deterrent under such conditions. 

Another prolific case for non-performance of engines is trace- 
able to the back shop. The enterprising shop superintendent 
being saturated with a desire to boost his shop output and inci- 
dentally beat his predecessor’s record for engines overhauled, 
engines are taken into the shop, hurriedly gone over, given a 
part set of flues, the rods, motion work, and driving boxes re- 
fitted, the tires turned, the engine painted and returned to ser- 
vice to start new mileage. No attention is given to truing up 
the journals or crank pins, valve chambers or cylinders. The 
frames are not touched and a score of important operations that 
should never be ignored are allowed to go undone. The round 
house getting these engines has its work cut out for it in keeping 
them off the failure board. 

Lack of co-operation on the part of the road foreman is an- 
other cause for a class of failures that never would occur with 
the right man on the job. By keeping the engine house foreman 
posted on engine performance and by educating the younger 
men to get over the road under adverse conditions many failures 
may be avoided. 

Nothing is more conducive to engine failures than the loss 
of the engineers’ support, brought about usually by persistent 
nagging over trivial offenses. Disciplining a man for an error 
in judgment, or omitting to perform some duty of an unimpor- 
tant character, is sowing the seed of discontent among a class 
of men that can work more harm to the mechanical department 
of a railroad than any other one cause. The writer distinctly 
recalls a case of an engineer who had some grates burned out, 
and seeing a chance to get some fish plates from a section house, 
secured the material required, made temporary repairs and 
brought in his train without a failure. The case was reported 
by the road department, investigated and the engineer suspended 
for ten days. I never heard of any further effort on his part 
to prevent failures, but I did hear him boast of one he had 
which tied up his road for hours, and which there is reason to 
believe he could have avoided. The engineer is master of the 
situation after leaving the terminal, and the better satisfied he 
is with his working conditions the greater exertion he will make 
to keep down failures. 

Another frequent cause for charging failures is due to the 
overloading of engines on long and hard divisions under bad 
weather conditions by the transportation department, the fail- 
ure being charged to avoid a violation of the sixteen-hour law. 
The use of material of a poor grade is often the cause of 
failures of a disastrous nature. Weakness in the design of parts 
is another cause of numerous failures for which the foreman 
is more or less criticized. 

Possibly no one thing has a more disastrous effect on round 
house organization than a lack of harmony between the master 
mechanic and the engine house foreman. The master mechanic 
who has not served as engine house foreman himself cannot 
appreciate what it means to hold that position, and is apt to have 
a pessimistic view of things in general in the round house. Con- 
ditions in the round house often change within a remarkably 
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short space of time from perfect order to a complete state of 
chaos, due to any one of a score of unexpected occurrences 
which the engine house foreman must be big enough to meet, 
Such conditions are unknown in a back shop, and the man who 
receives his training in the back shop naturally has but little 
sympathy for the irregular operations in the round house. 

Remarkable results have been obtained on the Erie Railroad 
in eliminating engine failures. These results are due, in the 
first place, to a total absence of the conditions above noted 
which the formean cannot control, and to a policy of rigid 
inspection and thorough maintenance which is carried out at 
all times. Unlike some roads where heavy traffic conditions 
are not constant, which permits the mechanical department to 
prepare for the heavy business during slack periods, the Erie 
handles a heavy volume of traffic at all times, and it is impera- 
tive that power be maintained constantly at the highest point 
of efficiency. The Susquehanna division, 140 miles long and 
handling the heaviest traffic on the road, has a record of 75 
days without a passenger engine failure, during which time ap- 
proximately 200,000 miles were made. During the same period, 
a record of 38 days with but one freight engine failure was 
made, representing 250,000 miles. These results have an added 
significance when it is understood that the rules governing what 
constitutes an engine failure are much more rigid than those 
laid down by the various state and federal governments. When 
an engine arrives at the round house, it is carefully inspected, 
and repairs made before it is returned to service. The engine 
house foreman is the man who decides when the engine can 
go, and as he is held wholly responsible for its performance it 
is of vital importance to him to know that it is in serviceable 
condition before allowing it to go. All engines are assigned 
to regular crews; if at times it is impossible to hold an engine 
until the crew have had their rest, they are deadheaded to the 
other end of the division for the engine. In each roundhouse 
there is a framed list of instructions, consisting of 53 operations 
which are performed at boiler wash periods. These are ex- 
traordinary inspections such as crosshead fits, valve and cylin- 
der packing, removal of all trailer and tank wheel bearings, 
removal of drawbars and pins, testing superheat units, etc. In 
addition, a special inspector goes over the engine and reports 
in detail his findings. Each class of the work is handled by 
specialists. Each operation is recorded in a book for the pur- 
pose by the man in charge of the work. This enables the fore- 
man to keep in touch with what is being done at all times, and 
gives him a line on what material is being used and if exces- 
sive amounts, it is seen at a glance and steps taken to correct 
the bad condition. 

Engineers know that their engines will be held at these 
periods, and figure accordingly on the work they want done. 
When repairs are completed, the engine under ordinary circum- 
stances can be relied upon for the rest of the month, and can 
be turned, usually, as promptly as required. As all engines 
taken in the back shop are given a thorough overhauling down 
to the smallest detail it is possible to obtain exceptionally high 
mileage between shoppings. 


STORING STEAM AT THE ENGINE.—Storing steam at the engine 
instead of at the boiler was accomplished by placing large re- 
ceivers and separators near the throttles of reciprocating engines 
recently installed in the power house of a western mining 
company. At the same time the boiler drums installed at the 
plant were made unusually small, as the company's engineer 
declared that the proper place to store steam is at the engine 
throttle and not in the boilers. The receiver capacity at each 
engine is practically four times the cylinder capacity, and this 
steam reservoir permits the use of smaller steam piping, thereby 
reducing heat losses and establishing at the same time a reserve 
supply of dry steam immediately at the engine throttle, where 
it is most needed under the condition of an engine engaged 
in mine hoisting.—Electrical World. 
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CHUCK FOR FINISHING AIR PUMP PACKING 


RINGS 


BY F. R. STEWART 


There are a variety of opinions as to the best method of 
Some consider grinding on a magnetic 


finishing packing rings. 
chuck to be the only proper way to insure a true face, others 
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this jig from 200 to 250 rings can be faced in 10 hours, and 
every one will gage perfectly at any position. 


MACHINE TOOL LUBRICANT PUMP 


An interesting arrangement in use at the Sedalia (Mo.) shops 
of the Missouri, Kansas & Texas for pumping lubricant to the 
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Chuck for Finishing Both Sides of Packing Ring at the Same Time 


claim that facing one side at a time in a split bushing gives 
the best results. From a close observation of both methods 
it will be found that the chucking of the casting from which 
the rings are cut necessarily distorts it, and after the rings 
are cut off, with a fraction of an inch of stock for finishing, 
the chucking strain is relieved and the result is a warped ring. 
If this ring be drawn down and faced on a magnetic chuck 
the same warp will appear when the influence of the chuck 
is removed. The principle is exactly the same if the ring is 
crowded into a split bushing and faced. When the holding 
force of the bushing is relieved the ring will be more or less 
warped and will rock on a face plate. 

The drawing shows a device which overcomes these diffi- 
culties by facing both sides of the ring at the same time, and 
any irregularities in the ring are faced off without chucking 
strains. Referring to the sectional view of the assembled jig, 
plate A fits the spindle of the lathe, and to it the parts B, C 
and D are bolted by means of the fitted bolts R. Segments C 
are free to move on the steel ferules €. 

The operations necessary to chuck a ring are as follows: 
Revolve face plate H on disc B to square up the packing ring, 
which is placed over the four segments C. Tighten the ring 
by turning the wheel F clockwise. When the packing ring is 
sufficiently tight, start the lathe, and back the face plate toward 
the head stock of the machine; this will allow both inside and 
outside faces of packing ring to be cut at the same time by 
means of a forked tool The segments are so constructed 
that their width is 1/16 in. less than the finished width of the 
packing ring. 

The face plate can be made large enough to include the 


largest size ring, it being only necessary to have a set of seg-- 


ments for each inch increase in packing ring diameter. On 


various machine tools for use in cutting operations is shown 
in the photograph. The pump consists of two air brake cylinders 


Pump for Machine Tool Lubricant 


placed back to back. They are actuated from the shop air line 
system, which delivers the air through a three-way cock to the 
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upper part of the cylinders. As the pressure is applied the piston 
descends, forcing the lubricant through the lubricating system. 
The piston in the other cylinder being connected by a chain 
over a sheave to the descending piston rod is drawn to its upper 
position and at the same time draws in a charge of lubricant. 
The air valve is actuated by a rocker on which a revolving 
weight travels, which, as the arm is raised, by a contact on the 
sheave, throws the valve over to either extreme position, ad- 
mitting the air to one cylinder and releasing it from the other. 
The system is entirely automatic, inexpensive to make, and has 
given good results. 


HIGH SPEED STEEL TIPPED TOOLS 


At the recent convention of the Tool Foremen’s Association, 
J. W. Pike, tool foreman of the Chicago, Rock Island & Pacific, 
at Silvis, Ill, spoke of the success that had been attained at 
Silvis by welding high speed steel tips on shanks or holders 
made of axle or tire steel and sometimes old taps and dies. In 
the latter case the twisted portion of the drills and the threaded 
portion of the taps are heated and hammered to the proper 
size and shape. The tools 5 and 6 in the accompanying illus- 
tration are made from drills, and tools 12 and 13 are made 
from old taps; in both cases these tools are not finished. The 
drills and taps 1, 2, 3 and 4 are to be made over into high 
speed steel tipped tools. 

The high speed steel tip is shown at 7 A. The tips are made 
in the dies 8 and 9. The impression in the dies is stamped un- 
der the hammer with a piece of steel shaped to the required 
size, the die blocks being heated sufficiently to be easily de- 
pressed under the force of the hammer. The body of the tool 
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the parting, threading and turret lathe tools in this way. By 
following this method the cost of tools has been materiallv 
decreased. 


TEMPERING TOOLS WITH THE ELECTRIC 
FURNACE 


The committee on Shop Practice of the Association of Rail. 
way Electrical Engineers, in its report at the last annual con- 
vention, strongly favored the use of the electric furnace in tem- 
pering tools, claiming that the life of the metal would be in- 
creased because of the ease with which it is possible to control 
and determine the temperature of the electric furnace. Regard- 
ing the cost of tempering by this means the committee reported 
as follows: 

These costs are an average obtained from several different 
shops taken independently of each other and then compiled; 
although an average is used, in no cases were the limits of high 
and low costs greater or less than 10 per cent from each other. 
It will also be understood that costs of air are based on an 
electric-driven blower, current costing two cents per kilowatt 
hour and on such tools as require more than one heat to work 
them this is taken into account in determining the unit price. 


DIES 
Labor to Retem- 

Size Softening increase size — pering Total 
% inch to 5$ inch......... .0383 .10 .041 $.1793 
$$ inch to 34 inch......... .0378 112 .04 - 1898 
34 inch to 7$ inch......... .0371 121 04 .1981 
7$ inch to 1 inch......... .0365 .142 .038 -216) 
1 inch to 1% inch......... .031 .161 .038 -23 
1% inch to 1% inch......... .031 .164 .038 .233 


In making these nates: machinists’ labor costs are assumed to be 4) 
cents per hr. and the blacksmiths’ labor at 39 cents per hr. 
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Group of High Speed Steel Tipped Toois with Dies for the Tips and the Tooi Shanks 


ready to receive the tip is shown at 7. A lip is prepared, as 
shown, to hold the tip in place while the welding heat is being 
taken, which is about 2,200 deg. The tip and the tool body are 
then pressed together until they are thoroughly welded. A 
1,500-Ib. hammer, a bulldozer, a forging machine, or a hydraulic 
press can be used, or any other means that will quickly give 
sufficient pressure to hold the tip firmly onto the body of the 
tool until fusion has taken place. It is found necessary to use 
a flux, and the E-Z welding compound has proven satisfactory. 
The finished tool, after being ground, is shown at 14. Nearly 
all kinds of machine tools can be made in this manner, such 
as tools for lathes, planers, boring mills, etc., from 1 in. by 4 
in. to 2 in. by 3 in., but it has not been found practical to make 


TAPS um ; 
abor o | 
Size Softening dressing Aetempering eos 
114 inch to 1 inch........ .0423 .123 .0542 $-214 
1 inch to M inch........ .041 .119 .0540 a 
MACHINE TOOLS eal 
Size Labor of dressing Tempering 107 
Small. ox pve Gia DE eaten s 0633 .043 $-1345 
Large ueque yn t ER .0825 .052 . 
Very little information was obtainable on these. 
CHISELS zal 
Size Labor of dressing Tempering 133 
Small: scuoeetcamsiaiaaelaeeies 041 032 $-104 
Large desae & pir det HUS CU a .063 .052 à 


The last two items are usually of the best steel, and it 12 
necessary often to make more than one heat to work the™> 
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some of the costs collected under the head of “Chisels” are 
considerably higher than those given. 


REMOVABLE WEDGE BOLT 


BY H. E. OPLINGER 
General Foreman, Atlantic Coast Line, Brunswick, Ga. 


A simple removable wedge bolt designed by the writer and 
intended to permit the removal of the wedge bolt without tak- 
ing down the pedestal binders, is shown in the drawing. The 
device consists of the bolt and two nuts, and requires a binder 
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Wedge Bolt Which May Be Removed with Binders in Place 


on the upper side of which are two shoulders, one on either 
side of the slot through which the bolt passes. The bolt en- 
gages the wedge in the usual manner and is secured in place 
by means of a special square nut which sets between the shoul- 
ders on the binder and an ordinary nut below the binder. The 
wedge is adjusted by slacking off the lower nut, when the 
bolt may be raised or lowered by turning it through the upper 
nut and is again locked in place by tightening up the lower nut. 
The bolt may be removed by sliding it out of the wedge and 
then screwing it out of the upper nut, the body of the bolt 
being threaded throughout its entire length. 


SHOE AND ,WEDGE CHUCK FOR MILLING 
MACHINE TABLE 


BY R. E. BROWN 
Machine Shop Foreman, Atlantic Coast Line, Waycross, Ga. 


The drawing shows a set of jaws in use on the milling machine 
table for clamping driving box shoes and wedges. The set con- 
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of intermediate pieces, however, the set could be made to take 
any number of castings. 

The intermediate piece is bolted to the table and securely 
clamped, the end jaws being adjusted to suit the length of the 
shoes or wedges. The ends or angle pieces are placed close to 
the end jaws and are clamped to the table as tightly as possible 
and further secured by placing stop pins behind them. Set 
screws passing through the vertical walls of these pieces bear 
against the back of the end jaws and press the tool steel jaws 
into the ends of the castings. 

Owing to the fact that this work is done on a light machine 
in the Waycross shops, but two castings are set up at one 
time, our experience having shown that we can do the work 
quicker in this way than by setting up six castings at once. On 
a heavy milling machine, however, if two rows of these chucks 
are used shoes and wedges may be finished from 3 to 4 cents 
each at a machinist rate of 41 cents an hour. In milling wedges 
one end of each wedge is raised by placing a block under it. 


GAS BRAZING FURNACE 


The drawing shows a neat home-made brazing furnace used 
by the Chicago & North Western at the Clinton shops, in 
which commercial gas is used as the heating agent. The fur- 
nace is 32 in. high, being made of 117-in. angle iron with a sheet 


a 
12 Irori. Hoop tilled with 
Silicate of Soda and 
Carborumdum Fire 
Sand. 


Brazing Furnace Using Commercial Gas 


iron top and a sheet iron shelf 12 in. from the bottom. The 
gas is fed to the furnace through a 34-in. gas pipe, the flow 


2A 


Tool Steel-Faced Jaws for Clamping Shoes and Wedges on Milling Machine Table 


sists of five pieces and is designed to secure two shoes or wedges 
on the table for finishing at one time. By increasing the number 


being regulated by a needle valve. The air used for mixing 
with the gas is taken from the shop line through a %-in. 
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pipe, and is admitted to the gas line through a nozzle in a 34-in. 
tee, shown in the top view of the furnace. The blast which, 
as shown, comes from both sides of the furnace, is directed 
on to a bed of a mixture of silicate of soda and carborundum 
fire sand. A v$-in. curved iron plate forms the hood of the 
furnace, the ends being left open. The furnace is inexpensive 
to build, and has been found to work very satisfactorily where 
city gas is used in the shops. 


HANDLING COUPLER YOKES 


The photographs show three machines used for coupler yoke 
work at the Plattsmouth, Neb., shops of the Chicago, Burling- 
ton & Quincy. They are noteworthy because of the fact that 
but for their present use they would have been scrapped. An 


Fig. 1—Hydraulic Press for Removing Coupler Yokes 


old hydraulic wheel press that has outlived its usefulness as such, 
and which is used for removing the yokes from couplers, is 
shown in Fig. l. The yoke bears against a forked head in the 
outboard housing, and the plunger of the press pushes against 
the body of the coupler, thus shearing the coupler yoke rivets. 


ooo 


Fig. 2—Dies for Forming the Lips on Coupler Yokes 


The method of forming the lips on the end of the coupler yoke 
in a bulldozer is shown in Fig. 2. The yoke, having been bent, 
is anchored to the bed of the bulldozer within the arm, 4. As 
the head of the bulldozer travels forward, the rollers B force 
the arms 4 against the yoke, thus forming the lips. The plunger 
C shears the lips to the proper length. Both operations are per- 
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formed with one stroke of the head. The arms 4 are held in the 
open position by the springs D. 

The machine used for riveting the coupler yoke to the coupler 
It is a pneumatic riveter set into the floor 


is shown in Fig. 3. 


Fig. 3—Pneumatic Riveter for Riveting Yokes to the Couplers 


of the shop as indicated and is operated by a three-way valve, 
shown just above the plunger cylinder. 


PORTABLE OXY-ACETYLENE WELDING AND 
CUTTING OUTFIT 


A truck for handling the oxygen and acetylene tank, and a 
cupboard containing the various tips, burners, wrenches, etc., 
used in oxy-acetylene operations in and about the shops of the 
New York Central Lines at Elkhart, Ind., is shown in the photo- 


Complete Portable Welding and Cutting Outfit 


graph. Everything that is needed for the work is carried with 
the truck, and there are no delays occasioned by operators be- 
ing required to leave their work in search of necessary articles. 
The two tanks are set in the frame work of the truck and 
clamped in position. The handles are made of pipe and extend 
from the front of the tank rest diagonally across the frame of 
the truck. When not in use the hose is coiled around the handles. 


NEW DEVICES 


UNIVERSAL ELLIPTIC SPRING FORMING 
MACHINE 


A Universal elliptic spring forming machine has recently 
been placed on the market by Jos. T. Ryerson & Son, Chicago. 
It is designed for railway spring shop use and will form elliptic 
spring leaves of any size and curvature within the limits of 
ordinary practice without changing dies. 

The body of the machine is a heavy horizontal table sup- 
ported on five legs. On one side of this table is a bank of keys 
which form the concave die against which the spring plates are 
shaped. The keys rest on edge side by side and are held in their 
forward positions by a series of counterweight. levers which 
provide the necessary pressure to bend the hot plates. On an 
extension across the table from the keys is a pressure cylinder, 
a crosshead on the front end of its piston rod acting as the 


PERR 


Plan of the Universal Elliptic Spring Forming Machine 


convex die. On the face of this crosshead are mounted three 
blocks, the center block being stationary and the others adjust- 
able in and out from the center. By the position of these 
blocks the curvature of the spring leaves is controlled. A valve 
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View of the Cylinder Side of the Spring Machine 


for controlling the movement of the piston is placed immedi- 
ately above the cylinder when compressed air is used and at 
€ side of the cylinder when hydraulic pressure is used. 
In Operation the hot leaf to be formed and the cold leaf 
against which it is to fit in the completed spring are placed on 
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edge on the table with the cold leaf against the crosshead. 
Pressure is then applied to the piston until the two leaves are 
forced against the bank of keys, when the hot leaf will be bent 
to the exact curvature of the cold one as a result of the re- 
sistance offered by the counterweighted dies. If camber or 
tuck is desired between the leaves the two adjustable blocks 
on the crosshead are set to spring the cold plate slightly, thus 
causing the radius of curvature of the new leaf to be reduced 
sufficiently to give the desired amount of space at the center 
between the leaves. In many cases leaves come from the fur- 
nace which are not straight edgewise. These may be placed in 


End Elevation of Spring Forming Machine Showing the Counter- 
weight Levers 


a horizontal position in front of the keys and straightened with 
one stroke of the crosshead. 

This machine possesses a number of advantages, including 
simplicity and rapidity of operation as well as the uniformity 
of the work turned out. It does not require a high temperature 
in order to form the leaf and there is little danger of over- 
heating the steel. This machine was developed by J. W. Riley, 
foreman blacksmith at the Sayre, Pa., shops of the Lehigh 
Valley. l 


AUTOMATIC DRIFTING VALVE 


A drifting valve designed for use with superheater locomo- 
tives by means of which live steam is automatically admitted 
to the cylinders in small quantities when the locomotive is 
drifting, has been developed on the Minneapolis, St. Paul & 
Sault Ste. Marie. It has been used with considerable success 
on the Soo line’s large superheater locomotives and patents 
have now been secured. 

As shown in the drawing the valve is designed to replace the 
ordinary steam chest relief valve which it somewhat resembles 
in appearance. It consists of a two-part casing within which 
operates a piston valve with a hollow ring-packed stem. A 
34 in. extra heavy pipe from the steam turret in the cab is con- 
nected to the casing and admits steam to chamber A. A valve 
is provided in the cab to shut off the supply of steam to this 
pipe if desired, but in practice the valve is open when the 
engine leaves the roundhouse and closed when the engine reaches 
the cinder pit. Through ports in the inner well of chamber 4 
steam is admitted to the annular space B surrounding the hol- 
low stem of the piston valve G. So long as there is pressure 
in the cylinder and steam chest the piston valve remains seated 
in the position shown in the drawing. When the throttle is 
closed and the engine is drifting, as soon as a vacuum forms 
atmospheric pressure acting upward against piston valve through 
the ports H in the casing raises the piston V in. which is the 
limit of its travel. This movement places the annular space B 
in communication with ports C through which steam from 
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chamber A passes into chamber D and thence through ports E 

to the hollow stem of the piston. The check valve F is raised 

from its seat and steam passes directly into the steam chest. 
As soon as the engine stops or for any reason a slight pres- 
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Section Y-Y. 


Section Z-Z 
Drifting Valve for Superheater Locomotives 


sure is formed in the cylinder the piston valve is forced down- 
ward to its seat, thus cutting off communication between the 
annular space around the hollow stem and chamber D. This 
valve has been found to greatly assist in the proper lubrication 
of cylinders where superheated steam is used. 


CONDENSER VACUUM PUMP 


The modern power house equipment invariably includes a con- 
denser plant, the efficiency of which depends upon the degree 
of vacuum within the condensing apparatus. For maintaining 
this vacuum and for general service in other lines where a high 
degree of vacuum is desired, the Ingersoll-Rand Company, 11 
Broadway, New York, has recently introduced a complete line 
of steam and power-driven, duplex type vacuum pumps. 

In general the design of these machines follows that of the 


Steam-Driven Duplex Vacuum Pump 


Imperial air compressors manufactured by the same company. 
The intake valves are of the Corliss type, so placed in the 
cylinder head that the clearance is exceptionally low. This is 
a desirable feature in that the air trapped in the clearance 
spaces at discharge pressure will not reach such a volume, upon 
being expanded to intake pressure, as to greatly limit the pres- 
sure reduction which may be obtained. The action of the valve 
is quick and positive and is independent of the cylinder and 
intake pressures; the pressures within and without the cylinder 
are as nearly equal as possible. The intake ports are large and 
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direct, which together with the water jacketing of the valves 
tends to cool the intake gases. 

The discharge valves, which are of the direct lift poppet type, 
are placed in the bottom of the cylinder heads so that any en- 
trained moisture or water is immediately discharged, a feature 
that tends to insure safety in handling moist or even saturated 
vapor. Clearance at the point of discharge has been reduced 
by making the valve partially fill the port in the cylinder head. 
The discharge passages are also water jacketed. Both cylinder 
and heads are completely water jacketed, which is an essential 
feature in the design of vacuum pumps, as the high ratios of 
compression tend to create high discharge pressures unless the 
heat is removed in the cylinder. Tie bolts pass from head to 
head and hold cylinder and heads tightly assembled. 

The running gear, including the main frame with its enclosed 
reciprocating parts, the crank shaft, connecting rod, crosshead, 


Section Through Cylinder of Vacuum Pump 


valve gear and wheel on both belt and steam-driven machines 
are of the same design as used on Imperial air compressors. 
Lubrication is obtained by the bath system, providing automatic 
flood lubrication. By the removal of covers from the casing 
the enclosed parts are readily accessible. The Imperial vacuum 
pump occupies less floor space than machines of similar capa- 
city of the straight line type, due to its duplex construction and 
to the fact that its speed of operation is higher. It is possible, 
should requirements fall temporarily below that for which the 
equipment was originally installed, to remove one connecting 
rod and discontinue the operation of one-half of the machine, 
while the other half operates at its rated speed and hence its 
utmost efficiency, displacing, however, one-half the vapor the 
entire machine is capable of handling. 

The machines are built in capacities from 798 to 7,048 cu. ft. 
per minute both for atmospheric and low pressure (5 lb.) dis- 
charge. -It is claimed that they may be operated practically 
without attention and the maintenance of a vacuum within 
14 in. of the barometric vacuum is guaranteed. 


Iron INpusTRYv 1N BeELcIuM.—Recent reports state that in the 
Liege district of Belgium only 6,800 men are employed in the iron 
industry out of a total of 14,700 in normal times. The Cockerill 
works are employing 5,200 in the blast furnaces, rolling mills and 
forge departments. Two small furnaces are in blast, yielding 
about 100 tons daily. In the Charleroi district the Providence 
works have one furnace in blast with a daily output of 150 tons. 
A revival of the steel industry is said to be only possible if 
Luxemburg ores can be obtained by a reduction of the high 
freight rates. Available raw materials are becoming scarcer and 
the industry may be brought to a total standstill—The Iron Age. 
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HIGH SPEED RADIAL DRILL 


A new design of radial drilling and tapping machine has been 
developed by the Fosdick Machine Tool Company, Cincinnati, 
which is known as the High Speed Manufacturing Radial, and 
is built in two sizes having 2-ft. and 2-ft. 6 in. arms, respect- 
ively. It is especially intended to meet the demand for a high- 
speed, durable machine, capable of handling a great variety of 
work in shops where unskilled labor is employed. 

In general appearance these machines show a marked resem- 
blance to the heavy duty radials built by the same company, and, 
in fact, the oil channel base and table, the double tubular column 
and the speed box are identical in both designs. The material 
used for the various parts has been carefully selected. The 
bushings are of special phosphor bronze, and gears under severe 
duty are of steel forgings, hardened where necessary. Where 
the speed is high or the duty light, cast iron or bronze of extra 
wide face and course pitch, are used. The spindle and princi- 
pal driving shafts are of hammered steel, and the column, spin- 
dle and arm elevating thrusts are taken on ball bearings. The 
column and shafting are all finished by grinding. 

These machines have a range of forty-eight rates of drilling, 
correct for 3/16-in. carbon to 2%4-in. high speed drills in either 
iron or steel, and for boring up to five inches, all with but one 
speed at the pulley. A mental plate on the arm girdle, for high 
speed drilling, corresponds to the indexes on the head and on the 


Higg-Speed Radial Driiling and Tapping Machine 


speed box. Thorough tests have been made at the works with 
high speed drills up to 2/4 in. in diameter in machinery steel 
and in cast iron, showing the pulling power to be fàr in excess 
of what will ever be required. For example, a l-in. high speed 
drill was driven through a very hard cast iron slab two inches 
thick, in 7 4/5 seconds, or at a rate of 15.4 in. per minute; the 
speed being 550 r. p. m., and the feed .028 in. per revolution. 
The 272-in. drill was successfully driven through 174 in. of ma- 
chinery steel at various rates, ranging from 137 r. p. m. with 
007 in. feed, to 49 r. p. m. with a feed of 0.28 in. per revolution. 

The 2-ft. machine will drill to the center of a 48-in. circle at 
the base, which has a working surface of 26 in. by 31 in. The 
2 ft. 6 in. machine drills to the center of a 60-in. circle, and has 
a base working surface of 28 in. by 36 in. Other principal di- 
mensions common to both machines are: base to spindle, 51 
in.; spindle traverse, 12 in.; least diameter of spindle, 1 9/16 in. ; 
spindle bore, Morse Taper No. 4. Tilting, swinging or round 


tables of the builder's standard types can be supplied. The 
net weight of the machines are 2,900 lb. and 3,200 lb., respect- 
ively. 

As on heavy duty radials, the interchangeable drive has been 
adopted. The cone driven machine may be changed to speed 
box drive, or vice versa, or a constant or variable speed motor 
may be added at any time after purchase without the necessity 
of a special base, special speed box or special shafts or gears 
in the machine. 


SMOKEBOX BLOWER FITTING 


The illustration shows a locomotive blower fitting which is 
provided with a flange for direct attachment to the side of 
the smokebox. It is provided with three pipe connections, 


Smokebox Blower Fitting 


the inside connection leading to the blower nozzle, the right. 
angle connection to the blower pipe in the cab, and the other 
to the roundhouse blower connection. A check valve, readily 
accessible through the cap shown in the illustration, automati- 
cally closes the roundhouse blower connection when the engine 
blower is in operation. It raises when the roundhouse blower 
is in operation and allows steam to pass into the smokebox. 
All passages are made for 1% in. pipe. It is manufactured by 
the Barco Brass & Joint Company, Chicago. 


BORING TOOL HOLDERS 


The boring tools illustrated herewith were recently placed on 
the market by the Rigid Tool Holder Company, Baltimore, 
Md. The tools consist mainly of a special lathe boring bar, 
in ten sizes, four types of holders therefor to meet various 
conditions, a special cutting off tool and internal and external 
thread tools. 

The boring bar and two styles of holders are shown in the 
illustrations. The bar is made in diameters ranging from 4 in. 
to 214 in., and is fitted with a special cutter clamp which con- 
forms to the normal exterior surface of the bar. This is held 
in place by means of two screws, the one nearest the end being 
threaded into the body of the bar and acting in tension, while 
the other is threaded into the clamp and acts as a set screw 
against the bar body. It has a leverage of 5% to 1 against the 
cutter, which it securely clamps in position. 

The tool post holder is a simple one-piece holder which has 
an angular opening between the shank and the barrel through 
which the bar passes. This enables the shank to be passed 
through the tool post until its front edge is supported by the 
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tool post wedge. The angle of the barrel also brings the 
cutter on a line directly in front of the wedge. The barrel is 
fitted with a bearing for the bar at each end, the latter being 
rigidly secured by two tool steel set screws. 

The adjustable boring tool is designed for general applica- 
tion and fits practically any lathe from 12-in. swing up. It 
replaces the ordinary tool post, and its broad base and heavy 
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The Rigid Too! Post Holder 


construction is intended to give it exceptional rigidity. The 
swiveling elevating yoke may be clamped in any desired posi- 
tion between elevations varying approximately from 1 7/16 in. 
to 2% in. Large key-ways cut with this tool have parallel 
sides where small cutters are used, because the tool may be 
elevated instead of revolving the work for succeeding cuts. 

A double reversible holder is made which is a single piece of 
steel and very rigid. It is provided with two parallel holes or 
barrels, in either of which the tool may be clamped by set screws. 


"PULL SCREW 
c 
e SCREW 


TOOL STELL 
ELEVATING 
YOWE 


HI-SPEED 
STEEL 


* m 
S 


HINGE BOLT | / | CLAMP BOLT 


M HI-CARBON 
^ OA TOOL STEEL 


Double Reversible Too! Holder 


d 


we 


These holes are so offset from the horizontal center line of the 
piece that by reversing it end for end and vertically a selection 
of four heights is available varying by eighths of an inch. The 
single reversible holder is a special tool, and reverses vertically 
only, giving but two heights of the tool. 


AUTOMATIC NON-RETURN VALVE 


The Golden-Anderson Valve Specialty Company, Pittsburgh, 
Pa., has placed on the market an automatic double-cushioned 
non-return valve for steam boilers. It is placed in the connec- 


tion from each boiler to the main steam line to prevent back 


flow from the steam line when the pressure in the boiler is 
lower than that of the steam line. This automatic feature will 
protect the boiler in case of accident, such as the bursting of a 
tube, and will act as a safety stop to prevent steam from being 
turned into cold boilers. As the pressure in the boiler accu- 
mulates the main valve B will be raised and steam will be per- 
mitted to flow into the header. The chamber F serves as a 
cushioning chamber for the valve in its upward movement, and 
the chambers D and E cushion the valve in closing, these 
chambers being open to the steam pressure and connected 
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through the valve by the passage C. By this construction ham- 
mering or chattering of the valve is eliminated. There is only 
one moving part to the entire valve, and that is the piston, B, 
which, as shown, is substantially guided in the body of the valve. 
The pipe at the left of the valve, extending out from the valve 
body, connects with a globe valve at some convenient position 
for testing the automatic service feature of the piston B. Bv 
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Golden-Anderson Automatic Non-Return Valve 


allowing steam to flow from the chambers E and D through this 
pipe the pressure from the lower cushioning chambers will be 
relieved, and the valve will automatically close. By means of 


the spindle the valve can be maintained in its closed position 
by hand. 


SULLIVAN PISTON AND VALVE STEM 
PACKING 


The process of applying packing to the piston and valve rods 
of locomotives does not present very much difficulty. The pack- 
ing must be of a material that will not melt at the temperature 
of the steam, and will still be soft enough not to injure the rod. 
If this packing is bored out to an exact fit on the rod it will be 
tight. As the engine continues in service, however, the ring will 
become worn. A packing is thus desirable that will permit of 
continued wear until the packing rings are worn out. A packing 
ring that is cut square across the ring is believed to be pre- 
ferable to that which is cut tangentially, as in the latter case the 
short ends are liable to become broken, thus permitting blows. 
Where the square cut ring is used there must be a clearance 
between the segments of each ring, and in order to make the 
packing tight two rings must be used, having the parting of 
their segments staggered. These rings will wear until the ends 
of the segments come in contact, when the ends should be filed 
to give the proper clearance. Another feature that is desirable 
is to have the packing rings maintain a constant bearing on the 
rods so that the ring will wear evenly throughout its bearing 
surface. 

To meet these conditions the Jerome-Edwards Metallic Pack- 
ing Company, Chicago, has placed on the market the improved 
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Sullivan piston and valve stem packing. In the illustration, A 
is the piston rod; B, the swab cup; C, the gland; E, the vibrating 
cup; F, the brass ring; H, a combined spring case and follower; 
I, the spring; J, the cone packing ring with a double bevel; K, 
the second packing ring; and X, the stuffing box. From this 


construction it will be seen that the spring / presses the pack- 
ing ring K against the packing ring J (with the double bevel), 


Construction of Sulllvan Packing 


forcing it onto the rod and at the same time against the vibrating 
cup E, which, being beveled, also forces it against the rod. With 
this construction steam leaks between the rod and the packing 
ring, or between the outside of the packing ring and the inside 
of the vibrating cup, are eliminated; in addition, the double 
bevel on the cone ring, J, tends to keep it central and the wear 
will thus be uniform. 


SAFETY BELT STICK 


A belt shifter, which is not only designed to save time, but 
to provide an absolutely safe means of shifting belts or throw- 
ing them on and off pulleys in motion, has been designed by 


Swivel Roller Belt Shifter 


the Ready Tool Company, Bridgeport, Conn. The device con- 
sists of a piece which is bolted to the regulation pole, to which 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


597 


is secured a swivel fork attachment. There are three rollers 
attached to the swivel plate, two of which are at right angles 
to the pole and are tapered. The third roller is located between 
the base of the other two and has its axis at right angles to 
them. It is intended to reduce the friction at the edge of the 
belt so that there is no possibility of the belt catching or stick- 
ing. The tapered rollers, between which the belt is placed, 
effect a tendency at all times for the belt to slide onto the 
pulley and away from the shifter. This is said to practically 
overcome the possibility of accident. 


WORM WHEEL CUTTING MACHINE 


The accompanying photograph shows a new worm-wheel cut- 
ting or generating machine, which has recently been developed 
by the Newton Machine Tool Works, Inc, Philadelphia, Pa., 
the cutting being done by either fly cutters or a taper hob. The 
cutter or hob has the form of a tap and is set so that the dis- 
tance between its axis and the axis of the wheel is the same 
as that between the worm and wheel, and its angle to the plane 
of wheel is the same as that at which the worm actually runs. 
These measurements remain unchanged during the entire process 
of cutting. 

Contrary to the practice generally followed, by which the 
teeth of the wheel are gradually cut deeper by feeding the cut- 


Tangential Feed Worm Wheel Cutting Machine 


ter radially toward the wheel center, the cutter in this process 
is fed along its axis at a tangent to the circumference of the 
wheel, thus first cutting with the tapered end into the solid 
metal. The teeth of the wheel become gradually deeper as the 
increasing diameter of the cutter is fed into the work, the teeth 
being finished by the full end of the cutter as it passes through 
the work. 

A large worm wheel having an outside diameter of 471 in, 
a face 577 in. wide and 92 teeth, triple lead and 2 diametral pitch, 
was put on this machine in 10 hours. 


Fire destroyed the coach and paint shop, a storeroom and 
several passenger coaches and freight cars of the Texas & Pa- 
cific at Marshall, Texas, on October 1. 


The ocean-going ferry, Henry M. Flagler, carrying freight 
cars between Key West and Havana, is being worked to its 
full capacity, and officers of the Florida East Coast say that the 
facilities will soon be increased by the addition of another boat. 
It is proposed to build a vessel with a capacity of 38 cars. The 
Henry M. Flagler carries 28 cars. 


One of the 50 electric locomotives being delivered by the Gen- 
eral Electric Company to the Chicago, Milwaukee & St. Paul for 
use on the line between Harlowton, Mont, and Avery, Idaho, 
was placed on exhibition this week at the Union Station in 
Chicago. These locomotives are to be put in service sometime in 
November. The locomotives weigh 260 tons each, have 8 pairs 
of driving wheels, are 112 ft. long over all and are designed for 
operation with direct current at 3,000 volts. 


On Saturday, November 6, the Business Men's Association of 
Deposit, N. Y., will celebrate, with a parade and speeches, the 
eightieth anniversary of the Erie. On November 7, 1835, the 
first ground was broken for the Erie Railroad at Deposit, N. Y. 
At the time that this construction work was begun the president 
of the company, James G. King, made the prediction that fully 
200,000 tons of freight would be transported over the railroad 
a year. Last year the Erie handled 42,874,315 tons of freight. 


The Wisconsin conservation commission has received from 
the Chicago, Milwaukee & St. Paul an appeal for protection 
from the colony of beaver which have taken it upon themselves 
to construct a number of dams along Bear Creek in Oneida 
county, causing the water to back up and flood the railroad 
company's right of way in the vicinity of Merrill and Goodnow. 
As the beaver is protected bv law, the railroad could not kill or 
trap the animals, even though their dams are causing wash- 
outs. o 

A press despatch October 3 from Imlay, Nev., reports damage 
by earthquake shocks for a hundred miles along the line of the 
Southern Pacific. Several water tanks toppled from their high 
supports and one at Lovelock crushed the end of a dwelling. 
People fled from their homes in night clothing at many places. 
Slow orders were issued to all trains when the third shock was 
felt at 11 o'clock on the night of the third. At Golconda, Nev., a 
piece of track sank five inches. All the towns named are between 
Sparks and Battle Mountain. 


John P. Dohoney, investigator of accidents, has made his re- 
port to the Pennsylvania Public Service Commission on the ac- 
cident in a tunnel on the Philadelphia & Reading, at Phoenixville, 
Pa., September 28, when nine workmen were killed and nine 
others injured. The work train, on which these men were em- 
ployed, had just entered the tunnel, on the southbound track, and 
had stopped; when a southbound passenger train, running on 
the northbound track, and moving at about ten miles an hour, ran 
into the men, who were walking along the track and, as it appears, 
struck more than one-third of the gang of fifty. The principal 
explanation given is that the conductor of the work train had 
given proper notice or instructions to the foreman and the work- 
men before entering the tunnel; but the state inspector says 
that this notice, if heard at all, was misunderstood, and that a 
written order should have been given to the foreman, explaining 
the proposed movement. The workmen were all foreigners, 
mostly Italian. They had been engaged for two weeks in the 
work of widening the tunnel. 


NEWS DEPARTMENT 


BROWNELL’S AUTOMATIC STOP 


A mechanical-trip automatic train stop, invented by George 
W. Brownell, of St. Albans, Vt., has been tried on a sidetrack 
of the Central Vermont Railway at that place. Mr. Brownell 
places a ramp on the ties between the rails of the track and, 
by means of a sliding tripper, suspended from the locomotive 
frame, causes the lifting of a valve on the engine as the ramp 
is passed, applying the air-brakes. The ramp is moved into or 
out of position by a dog, turned by a shaft connected to the 
visual signal. To prevent trouble from freezing, the ramp is 
supported in a trough, which, in winter, contains salt. The 
air apparatus, on the locomotive, moves a piston in a double 
cylinder, so arranged as to exhaust, at first, only a part of the 
air necessary to make a service application, further reduction, 
as may be demanded, being provided for by suitable adjust- 
ments. 


— 


PANAMA CANAL BLOCKED FOR A MONTH 


The landslide which blocked the Panama Canal at Gold Hill, 
September 20, has been followed by others, and it is announced 
this week that vessels cannot pass through before November l. 

At least 1,000,000 yards of earth must be removed. On Tuesday 
the steamer Finland from New York was waiting, with 300 
passengers aboard, and another vessel of the same line was 
waiting on the Pacific side. Both these vessels have also large 
cargoes of freight. The quantity of freight in vessels waiting 
to pass through the canal is so great that it could not be trans- 
ported over the Panama Railroad in less than a month. Colonel 
Chester Harding, engineer in charge of the canal, has recom- 
mended that tolls already paid by waiting vessels be refunded. 

According to the Canal Record, on October 5, there were 8 
vessels tied up in the canal. Of these 45 were on the Atlantic side 
with an aggregate of approximately 167,000 tons of cargo, and 
38 were on the Pacific side with approximately 189,000 tons oí 
cargo. A number of boats which had intended passing through 
the canal are taking their cargoes around via the Straights of 
Magellan. 


—áÀ 


TEXAS RAILWAYS URGE LAW AGAINST 
TRESPASSING 


The Texas railways are conducting a campaign in the inter- 
est of adequate laws to prohibit trespassing. As a part of this 
campaign the Central Safety First Committee of the Interna- 
tional & Great Northern has issued a bulletin calling attention to 
the large number of trespassers killed on the railways every 
year, and urging school teachers, employers of labor, ministers, 
parents and others to do everything in their power to educate 
those within their sphere of influence regarding the evils of 
trespassing. The circular states that during the last 13 years 
the International & Great Northern has carried on its trains 
nearly 20,000,000 passengers without killing or even maiming a 
single passenger in train accidents, "which proves that the 
International & Great Northern is a very safe road for pas 
sengers;" but that during the same period its trains killed or 
seriously injured over 500 people, while trespassing on its yards 
and along the right of way, "which proves that the I. & G. N, 
like other railwavs, is a very unsafe place to walk upon." 

Vice-president W. A. Webb, of the Missouri, Kansas & Texas, 
has issued a similar circular to all employees of the operating 
department, in which he says that more lives would be saved 
by enforcing laws against trespassing than by providing steel 
cars, installing block signals and abolishing grade crossings. 
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CAR AND LOCOMOTIVE ORDERS IN OCTOBER 


During the month of October orders for locomotives, freight 
cars and passengers cars were reported as follows: 


Locomo- Freight Passenger 
f tives Cars Cars 
Domestic oo. cece cece cc eeucteeeceueesene 280 21,339 16 
Foreign diaeta dese d eta wie dis CON GS Oa eek RU E S 0 Mew eu 
QU NE RETENTO 280 21,339 16 
Among the more important orders for locomotives were the 
following: Pittsburgh & Lake Erie, 10 Mikado type locomotives, 
American Locomotive Company; Central of Georgia, 8 Mikado 


and 4 Pacific type locomotives, Lima Locomotive Corporation ; 
Atchison, Topeka & Santa Fe, 30 Mikado type locomotives, 
Baldwin Locomotive Works; Philadelphia & Reading, 30 Mikado 
type locomotives, Baldwin Locomotive Works; Cincinnati, Indi- 
anapolis & Western, 42 locomotives, Lima Locomotive Corpo- 
ration; Illinois Central, 47 Mikado type locomotives, Lima Loco- 
motive Corporation, and 3 Santa Fe type locomotives, American 
Locomotive Company, and the Pennsylvania Railroad, 75 Mikado 
type locomotives, Baldwin Locomotive Works. 

The largest order for freight cars reported during the month 
was, of course, that placed by the New York Central. As 
nearly as can be ascertained the order has been divided as 
follows: Haskell & Barker Car Company, 2,000 box cars; Pull- 
man Company, 1,000 automobile cars; American Car & Foundry 
Company. 1,500 box cars, and the Standard Steel Car Company, 
4,500 gondola cars, a total of 9,000 cars, these being in addition 
to orders placed in September and previously reported. Among 
other large orders were: Wheeling & Lake Erie, 750 gondola 
cars, Standard Steel Car Company, and 200 automobile cars, 
Western Steel Car & Foundry Company; Illinois Central, 1,000 
refrigerator cars, American Car & Foundry Company; Cen- 
tral of Georgia, 500 freight cars, American Car & Foundry 
Company, and 500 box cars, Pullman Company; Norfolk & 
Western, 1,000 90-ton gondola cars, company shops; Chesa- 
peake & Ohio, 1,000 gondola cars, Standard Steel Car Com- 
pany; Western Maryland, 2,000 hopper cars, Pullman Company, 
and Philadelphia & Reading, 1,000 box cars, American Car & 
Foundry Company; 500 gondola cars, Standard Steel Car Com- 
pany, and 1,000 hopper cars, Pressed Steel Car Company. 

Of the 16 passenger cars noted in the table 14 were ordered 
by the Boston & Maine of the Pullman Company and the La- 
conia Car Company. 


oe eee 


MEETINGS AND CONVENTIONS 

The Central Railway Club.—At the next meeting of the 
Central Railway Club, which will be held in Buffalo on the 
evening of November 12, 1915, arrangements have been made 
for an informal complimentary dinner at Hotel Statler. This 
will be served at six o'clock, and will be followed by the regu- 
lar meeting at eight o'clock. The paper of the evening will 
be on “Rubber: From Raw to Finished Product,” and will be 


illustrated with moving pictures. Ladies are invited to both oc- 
casions, 


Chilled Car Wheel Manufacturers—At the annual meeting of 
the Association of Manufacturers of Chilled Car Wheels, held 
in New York on October 12, officers were re-elected as follows: 
President and treasurer, George W. Lyndon; vice-presidents, E. 
F. Carry and J. A. Kilpatrick; secretary, George F. Griffin; con- 
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sulting engineer, F. K. Vial. The board of directors consists of 
E. F. Carry, J. A. Kilpatrick, W. S. Atwood, Chas. A. Lindstrom, 
F. K. Vial, A. G. Wellington, W. C. Arthurs, J. D. Rhodes, F. 
B. Cooley, A. J. Miller and Wm. F. Cutler. 


June Mechanical Conventions.—A joint meeting of the ex- 
ecutive committees of the Master Car Builders’ Association, the 
American Railway Master Mechanics' Association and the Rail- 
way Supply Manufacturers’ Association will be held at the Hotel 
Statler, Cleveland, Ohio, Monday, November 15, at 10 a. m. 
The object of the meeting will be to decide upon the dates for 
the June conventions, as well as the place of the meetings, and 
also to discuss other details of the joint work of these three 
associations. It is planned also to hold separate meetings of the 
executive committees of each one of the associations after the 
joint meeting. The meeting is being held at Cleveland because 
of the illness of President MacBain, of the Master Car Builders’ 
Association, who expects, however, to be sufficiently recovered by 
November 15 to participate. 


American Society of Mechanical Engineers.—The annual meet- 
ing of the American Society of Mechanical Engineers will be held 
at the Engineering Societies’ Building, 29 West Thirty-ninth 
Street, New York City, on December 8, 9, and 10, 1915. The 
railroad session will be held on the afternoon of Wednesday, 
December 8, and considerable effort has been put forth by the 
sub-committee on railroads to provide a program of general 
interest. Papers will be presented as follows: Operation of 
Parallel and Radial Axles of a Locomotive by a Single Set of 
Cylinders, by Anatole Mallet, and Four-Wheel Trucks for Pas- 
senger Cars, by Roy V. Wright, Managing Editor Railway Age 
Gazette, which is published elsewhere in this issue. It is also 
expected that a paper will be read on the six-wheel truck for 
passenger cars. 


The following list gives names of secretaries, datcs of next or regular 
meetings and places of mecting of mechanical associations; 


Arn BRAKE ASSOCIATION.—F. M. Nellis, 53 State St., Boston, Mass. 

American RarLRoAD MasTER TINNERS, CoprersMITHS AND PIPEFITTER’ 
Assocration.—W. E. Jones, C. & N. W., 3814 Fulton St., Chicago. 

AMERICAN Rartway Master MecuaNICS! AssocraTIon.—J. W. Taylor, Kar- 
pen Building, Chicago. 

American Raitway Toot FoREMEN'S AssociATIoN.—Owen D. Kinsey, Illi- 
nois Central, Chicago. 

AMERICAN Society For Trysting MarrRIALS.—Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN Society OF MECHANICAL ENGINEERS.—Calvin W. Rice, 29 W. 
MAC st., New York. Annual meeting, December 7-10, 1915, 

ew 

Association oF Rattway ELECTRICAL Encinrers.—Joseph A. Andreucetti, 
C. & N. Room 411, C. & N. W. Station, Chicago. 

Can ForREMEN’S ASSOCIATION oF Crircaco.—Aaron Kline, 841 North Fiftieth 
Court, Chicago. Second Monday in month, except July and August, 
Lvtton Building, Chicago. 

CHIEF INTERCHANGE Can INSPECTORS’ AND Car ForeMan’s ÁSSOCIATION.— 
W. R. McMunn, New York Central, scis N. Y. 

INTERNATIONAL RaiLway FUEL ASSOCIATION. —C. G. Hall, 922 McCormick 
Building, Chicago. 

INTERNATIONAL RaiLway GFNERAL ForeMen’s AssociATION.— William Hall, 

1126 W. Broadway, Winona, Minn. 

S RENATA RaiLROAD Master BLacksMITHS’ ASSOCIATION.—A. L. Wood- 
worth, Lima, Ohio. 

Master Bortter Makers’ AssociaTion.—Henry D. Vought, 95 Liberty St., 
New York. 
Master Car BUILDERS’ 

Chicago. 

MASTER Car AND Locomotive PatNTERS' ASSOCIATION or U. S, AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. 

NIAGARA FRONTIFR CAR MrN's AssocIATION.—E. Frankenberger, 623 Bris- 
bane Building, Buffalo, N. Y. Meetings monthly 

REN STOREKEEPERS' AssoCIATION.—J. P. Murphy, Box C, Collinwood, 
JNO. 

TRAvEeLING ENciNEERS' AssociATION.—W. O. Thompson, N. Y. C. R. R. 
East Buffalo, N. Y : 


AssociATION.—J. W. Taylor, Karpen Building, 


RAILROAD CLUB MEETINGS 


cr c C Tp" eg EN RR RR t RR NUR RE ee 


Next 

: Club Meeting Title of Paper Author Secretary Address 
Canadian in! ar Rae Nov. Rubber as Related to the War......... A. D. Thornton.. James Powell...... Lambert, Que. 

EDITI ee Nov. 12 Rubber: From Raw to Finished Product. ................-.. Harry D. Vought. 9s Liberty street, New York. 
New England.. Nov. The Fuel Department—A  Failure?...... L. G. Plant....... Wm. Cade, Jr. 683 Atlantic avenue, Boston, Mass. 
New Tork. aaneen Nov. 19 | The Railroads. and National Defense. Geo. D. Snyder...| Harry D. Vought. 95 Liberty street, New York. 
ittsburgh ,...... Nov. 26 Workingmen's Compensation ........... W. S. Diggs.......| J. B. Anderson. 207 Penn Station, Pittsburgh, Pa. 
ichmond . Nov Bop Election of Ofcers..oocccmerwesaeeew xul xbRAebes Rx VIR Ed F. O. Robinson. C. & O. Ry., Richmond, Va. 

S6 DEM, Nov. 12 | Pleasant Valleys and Rocky Mountains. H. R. LeffBnegwell..| B. W. Frauenthal.| Union Station, St. Louis, Mo. 
LN S'w'rn| Nov. 18 | Locomotive Inspection ................. Frank McManamy.| A. NE Taylor baa éd ure p. Atlanta, Ga. 

sasara PSOE | ehOt Sepia ee tes eecenee ee sa crei sawed Yadabe-dafosac M cR Sa es os aylor. 111 arpen Bldg., Chica ; 

Western Canada.. | aoee | cece cece eee SR ed seeerererereereren ,nuis Kon. : ; Box 1207. Manna Mane 


PERSONALS 


— EE I E 


GENERAL 


C. E. Brooks, acting superintendent of motive power of the 
Grand Trunk Pacific, has been appointed superintendent of mo- 
tive power, with office at Transcona, Man. He will also assume 
the duties of master car builder. 


A. H. EAGER, superintendent of shops of the Canadian North- 
ern at Winnipeg, Man., has been appointed assistant superin- 
tendent of rolling stock with headquarters at Winnipeg. 


CLvpE C. Ermes has been appointed assistant superintendent 
of motive power and rolling equipment of the Philadelphia & 
Reading with headquarters at Reading, Pa. Mr. Elmes began 
railway work in 1903, at 
the Olean, N. Y., shops 
of the Pennsylvania 
Railroad, and after 
learning the machinists' 
trade he attended Pur- 
due University. He sub- 
sequently returned to 
the Pennsylvania Rail- 
road at Olean, as gang 
foreman, and later was 
promoted to roundhouse 
foreman. He then 
served as superintendent 
at Auburn, N. Y., of the 
New York, Auburn & 
Lansing, now the Cen- 
tral New York South- 
ern, leaving that com- 
pany to go to the Kan- 
sas City Southern as 
superintendent of con- 
struction of new shops 
at Shreveport, La, and on the completion of that work was 
transferred to Pittsburgh, Kan. as roundhouse foreman. He 
was subsequently promoted to chief inspector of new locomo- 
tives being built for that road. He was then consecutively 
general foreman at Ennis, Texas, of the Houston & Texas 
Central, acting master mechanic of the general shops of the 
Southern Pacific at Houston and master mechanic of the same 
shops with the duties of master car builder until his appoint- 
ment as assistant division superintendent of the Texas & New 
Orleans. He then went to the Philadelphia & Reading and 
served consecutively as motive power inspector, road foreman 
of engines and as assistant engineer of motive power until 
his recent appointment as assistant superintendent of motive 
power and rolling equipment of the same road, as above noted. 


C. C. 


Elmes 


A. L. GRABURN, mechanical engineer of the Canadian North- 
ern at Toronto, Ont., has been appointed assistant superintendent 


of rolling stock of the Eastern lines, with office at Toronto, 
Ont. 


W. L. Hazzarp has been appointed supervisor of piece work, 
motive power department of the New York Central, with office 
at Grand Central Terminal, New York. 


J. A. MitcHeELt has been appointed general foreman of the 
National Transcontinental, in charge of the motive power de- 
partment at Transcona, Man. 


Irwin A. Semers has been appointed superintendent of motive 
power and rolling equipment of the Philadelphia & Reading, 
with headquarters at Reading, Pa. Mr. Seiders was born on 
October 23, 1864, at Tamaqua, Pa., and was educated in the 
public schools. He began railway work on January 18, 1882, 
as a laborer on the Philadelphia & Reading, and the same year 
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became machinist helper. He later served as station hand and 
then as brakeman until September, 1888, when he was ap- 
pointed locomotive fireman, and two years later became an 
engineman. In April, 1907, he was promoted to road foreman 
of engines, remaining in that position until December, 1914, 
when he was appointed fuel inspector, and now becomes super- 
intendent of motive power and rolling equipment on the same 
road, as above noted. Mr. Seiders' entire railway service has 
been with the Philadelphia & Reading. 


GORDON SPROULE has been appointed acting engineer of tests 
of the Canadian Pacific at Montreal, Que., succeeding E. B. 
Tilt, resigned. 


SAMUEL G. THOMSON, superintendent of motive power and 
roling equipment of the Philadelphia & Reading at Reading, Pa, 
has resigned. 

MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


J. E. Gourp has been appointed master mechanic of the Char- 
lotte Harbor & Northern with office at Arcadia, Fla., succeeding 
W. H. McAmis, resigned to accept service elsewhere. 


R. M. Kincarp, valuation engineer of maintenance of equip- 
ment of the Chicago & Eastern Illinois, has been appointed 
master mechanic of the Illinois and St. Louis divisions, with 
office at Villa Grove, Ill., succeeding F. Studer, resigned. 


W. C. Moore, master mechanic of the Ottawa division of the 
Canadian Northern at Trenton, Ont., has been appointed master 
mechanic of the Toronto district, with headquarters at Trenton, 
Ont. 


CAR DEPARTMENT 


H. W. ANpREw, coach yard foreman of the Canadian North- 
ern at Winnipeg, Man., has been appointed general car foreman 
at that point, succeeding A. McCowan, promoted. 


E. Eey, division car foreman of the Canadian Pacific at 
North Bay, Ont., has been apointed master car builder, eastem 
lines, with office at Montreal, Que., succeeding F. B. Zercher. 


E. HackING, heretofore car foreman of the Grand Trunk Pa- 
cific at Prince George, B. C., has been appointed general car 
foreman, to look after the Grand Trunk Pacific car equipment 
turned out of the Transcona shops, now operated by the Na- 
tional Transcontinental. 


J. L. Hopcson, formerly master car builder, Grand Trunk Pa- 
cific, has been appointed general car foreman, National Trans- 
continental, at Transcona, Man., and has charge of the car de- 
partment at divisional points, Transcona to Fort William inclu- 
sive. 


J. E. Jounston, night coach foreman of the Canadian North- 
ern at Winnipeg, Man., has been appointed coach yard foreman 
at that point, succeeding H. W. Andrew, promoted. 


A. McCowan, general car foreman of the Canadian Northern 
at Winnipeg, Man., has been appointed supervisor of car works 
at the same place. 


C. A. Munro has been appointed car foreman of the Grand 
Trunk Pacific at Prince George, B. C., succeeding E. Hacking, 
promoted. 


Epwarp J. THILL has been appointed supervisor of piece work, 
rolling stock department of the New York Central, with office 
at Grand Central Terminal, New York City. 


SHOP AND ENGINE HOUSE 


H. Darsy has been appointed acting locomotive foreman of the 
Grand Trunk Pacific at Biggar, Sask., succeeding A. McTavish, 
promoted. 


NOovEMDER, 1915 


A. T. HANNAH, formerly assistant foreman of the Canadian 
Northern at Saskatoon, Sask., has been appointed locomotive 
foreman at Humboldt, Sask., succeeding W. B. Steeves, trans- 
ferred to Saskatoon, Sask. 


C. R. HENiNc, roundhouse foreman of the Michigan Central 
at Kensington, Ill, has been appointed general foreman of the 
machine shop at Michigan City, Ind. 


L. B. Jones has been appointed general foreman in charge of 
the mechanical department of the Macon, Dublin & Savannah 
at Macon, Ga. 


Frep A. RauBER has been appointed night roundhouse fore- 
man of the Atchison, Topeka & Santa Fe at Dodge City, Kan. 


A. McTavisu, formerly locomotive foreman of the Grand 
Trunk Pacific at Biggar, Sask., has been appointed locomo- 
tive inspector to look after Grand Trunk Pacific motive power 
equipment turned out of the Transcona shops by the National 
Transcontinental. 


PURCHASING AND STOREKEEPING 


FRANK P. Ducan has been appointed division storekeeper of 
the Illinois Central at Vicksburg, Miss., succeeding Eugene D. 
Meissonnier, resigned. 


C. E. Leparp, heretofore employed in the office of the locomo- 
tive foreman of the Canadian Northern at Regina, Sask., has 
been appointed division storekeeper at that city, succeeding J. 
Butterfield, enlisted for active military service. 


WiLLIAM S. MonmEkHrap has been appointed division store- 
keeper of the Illinois Central at McComb, Miss., succeeding 
Frank P. Dugan. 


W. D. Stewart, heretofore foreman of the erecting shop, 
Intercolonial Railway, Moncton, N. B., has been appointed as- 
sistant to the geenral storekeeper of the Canadian Government 
Railways, with office for the present at Transcona, Man. 


WiLLIAM D. Stokes has been appointed assistant general store- 
keeper of the lllinois Central, with headquarters at Memphis, 
Tenn., succeeding William S. Morehead, transferred. 


NEW SHOPS 


THe Lake Erie & WrsTERN.— This company is constructing 
a concrete machine shop, 40 ft. by 120 ft, at Tipton, Ind., to 
replace the building destroyed by fire some time ago. 


THE ILLiNois CENTRAL.— This company will build a steel struc- 
ture, 176 ft. by 1,200 ft., equipped for repairing wooden cars at 
Nonconnah, Tenn. The contract for the construction work has 
not vet been let, but about one thousand tons of steel have been 
ordered from the American Bridge Company. 


THE INTERNATIONAL & GREAT NORTHERN.—This company has 
purchased 108 acres of land, five miles out of San Antonio, Tex., 
as a site for shops, yards and roundhouses. It is stated that 
approximately $500,000 will be expended. The plans for the 
buildings have been drawn and work will be started soon. O. H. 
Crittenden, chief engineer, Houston, Tex. 


THE SEABOARD AIR LiNrE.— This company has given a con- 
tract to the Christian Construction Company, Durham, N. C., 
to build additional shop facilities at Portsmouth, Va. The 
work will include a machine and erecting shop, blacksmith 
Shop, flue shop, engine carpenter and paint shop, also a sub- 
Station. The work will be pushed to completion, and it is ex- 
pected that it will be finished early in 1916. There is consid- 
erable steel. work involved in the construction of the main 
buildings, and hy-rib walls or similar material will be used in 
the machine and erecting shop. 
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- SUPPLY TRADE NOTES 


Stanley H. Smith has been appointed district sales manager 
of the Pennsylvania and Maryland Steel Companies at Chicago, 
to succeed Robert E. Belknap, transferred to New York City. 
Mr. Smith was born at 
Toronto, Ont, on Au- 
gust 4, 1885. He entered 
the service of the Penn- 
svlvania Steel Company 
in Februarv, 1904, as a 
shop apprentice. After 
spending two and one- 
half years in various 
mills of the companv, 
he served as an outside 
inspector for the frog 
and switch department. 
Later he joined the sales 
force of the company at 
Steelton, Pa, and from 
there was transferred to 
Cleveland, Ohio, where 
lie represented the Penn- 
sylvania and Maryland 
Steel Companies for 
two and one-half years. 
Next he took a position 
in Chicago, where he became first assistant to Robert E. Bel- 
knap, recently transferred to New York. 


S. H. Smith 


The Hilles & Jones Company, Wilmington, Del., has moved 
its Pittsburgh office to larger quarters in the Oliver building, 
Room 235. 


The Edison Storage Battery Company, Orange, N. J., has re- 
moved its Cleveland office to the David Whitney Building, De- 
troit, Mich. 


J. R. McAllister has been elected a director of the Electric 
Storage Battery Company, Philadelphia, Pa., succeeding Ru- 
dolph Ellis, deceased. 


The Sprague Electric Works of the General Electric Company 
has opened a sales office in the Provident Bank building, Cin- 
cinnati, Ohio, in charge of Frank H. Hill as manager. 


W. E. Hardy, who has been in charge of the sales of the 
mechanical rubber goods division of the Diamond Rubber Com- 
pany and the B. F. Goodrich Company, has been appointed sales 
manager of the Boston Belting Company, Boston, Mass. 


Reports are current that the Baldwin Locomotive Works will 
sell to the Midvale Steel & Ordnance Company the buildings and 
land at Eddystone, Pa.. now under lease to the Remington Arms 
Company, which was recently acquired by the Midvale interests. 


The George E. Molleson Company, sales agents for iron and 
steel products and railway supplies and New York representa- 
tives for the Tyler Tube & Pipe Company, Washington, Pa., 
has moved its offices from 50 Church street to 30 Church street, 
New York. 


W. Hoyt Weber & Co, New York, have completed arrange- 
ments with the MacDonald Car Buffer, Limited, of Montreal 
and Pittsburgh, whereby they will represent the latter in the 
eastern part of the United States. The members of the firm 
are W. Hoyt Weber and Horatio S. Schroeder The firm has 
offices in the Vanderbilt Concourse building. 


The New York Air Brake Company has been awarded a 
medal of honor for its exhibit at the Panama-Pacific Interna- 
tional Exposition. By a more recent decision of the superior 
jury of awards, the final official authority, the company has also 
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been awarded a grand prize, the highest award, for its "PS" 
electro-pneumatic equipment. 


The Hydraulic Press Manufacturing Company, Mount Gilead, 
Ohio, has been awarded two prizes by the International Jury 
of Awards at the Panama-Pacific International Exhibition. 
They are the grand prize from the department of agriculture 
for press machines and a gold medal from the department of 
machinery for forcing presses and equipment. 


Robert E. Belknap, district sales manager of the Pennsyl- 
vania Steel Company at Chicago, has been transferred to the 
New York office as district sales manager, succeeding R. W. 
Gillespie, recently appointed general manager of sales. Thomas 
Blagden, Jr., has been appointed assistant sales manager at 
New York, and R. W. Reid, who has been assistant sales man- 
ager in the New York district, has been appointed district sales 
manager at Steelton, Pa. 


Walter H. Evans, of Chicago, has been appointed western 
railroad department manager of the U. S. Metal & Manufac- 
turing Company, New York. Mr. Evans was recently manager 
of the motor gear department of the Edgar Allen American 
Manganese Steel Company, Chicago, and previous to his con- 
nection with this company was connected with several electric 
and steam roads in the capacity of master mechanic and super- 
intendent of motive power. Mr. Evans will make his head- 
quarters in the McCormick Building, Chicago. 


H. A. Varney, general sales manager of the National Boiler 
Washing Company, Chicago, has resigned to become manager 
of the railroad department of the Smith-Totman Company with 
offices in the People's Gas building, Chicago. Mr. Varney was 
born at Spencer, Iowa, on September 9, 1877, and was educated 
at the public schools of his native city and at the Iowa Agri- 
cultural College. He came into the railway supply field in 
1906 as a member of the construction force of the W. L. 
Miller Heating Company. He joined the sales force of the 
National Boiler Washington Company in 1909, and was later pro- 
moted to the position with that company which he now resigns. 


A. E. Ostrander has been appointed mechanical engineer of 
the American Car & Foundry Company, and is succeeded as 
assistant mechanical engineer by H. C. Lunger, who was for- 
merly chief estimator. W. H. Selden, formerly assistant chief 
estimator, succeeds Mr. Lunger. Mr. Ostrander, who succeeds 
John McE. Ames, who recently resigned as mechanical engineer 
to go into other business, began railway service on the New 
York, New Haven & Hartford, serving in several different ca- 
pacities in various departments on that road. Later he was 
employed in the engineering office of Cornelius Vanderbilt. 
leaving there to accept a position with the Standard Steel Car 
Company. He entered the service of the American Car & 
Foundry Company in 1903, and has been with that company 
continuously since that time. 


The Westinghouse Electric & Manufacturing Company an- 
nounces the following awards received at the Panama-Pacific 
Exposition: The grand prize on the 4,000 h.p., 650-volt d.c. 
double unit Pennsylvania electric locomotive mounted on a turn- 
table under the dome of the Transportation Palace; the medal 
of honor on alternating current and direct current industrial 
motor and control apparatus; on precision instruments; on Le 
Blanc condensers; on motor-generator sets for moving picture 
machines and on high voltage oil switches; the gold medal on 
a number of different classes of apparatus, among which are 
steam turbines, alternating and direct current generators, al- 
ternating and direct current railway motors, transformers, recti- 
fiers, starting, lighting and ignition systems, switchboards and 
accessories, and mining locomotives. The Westinghouse Electric 
& Manufacturing Company was also awarded the gold medal 
for the most complete and attractive installation in the Palace 
of Transportation. It also received a number of silver and 
bronze medals. 
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. CATALOGS 


Screw CurriNG Toots.—The Wells Brothers Company, Di- 
vision of the Greenfield Tap & Die Corporation, Greenfield, 
Mass., has recently issued catalog 34 relative to the company’s 
line of screw cutting tools and machinery. The booklet contains 
a large number of new devices and improvements on old ones 
and like its predecessors stands in the front rank as a reference 
book in this line. 


StoraGE BATTERY Cans.— Bulletins No. 30, 31, 32 and 34 issued 
by the Railway Storage Battery Car Co. New York, illustrate 
and describe a number of city and interurban cars equipped with 
storage batteries for supplying the driving power. One of the 
bulletins gives some comparative costs between standard over- 
head construction and the equipment necessary when Edison 
batteries are used. 


SAND-BLAST APPARATUS.— The Mott Sand Blast Manufac- 
turing Company, New York, has issued four folders dealing 
with the following sand-blast apparatus which it manufac- 
tures: the Mott direct-pressure sand-blast machine, hose type; 
the Mott sand-blast tumbling barrel; revolving table and cabi- 
net, type G; the Mott type P. V. S. double sand-blast tumbling 
barrel and Mott sand-blast accessories. 


FLue Toors.—Gustav Wiedeke & Co, Dayton, Ohio, have 
recently issued a 96-page catalog, descriptive of the Ideal flue 
tools, manufactured by the company. The booklet describes 
and illustrates the line of Wiedeke Ideal tube expanders, cut- 
ters and accessories. Each tool mentioned is described, and 
in connection with the description there are given specifications, 
price lists and detailed views of the tool and its parts. 


RAILROAD SPECIALTIES.—The Q & C Company, New York, has 
issued an elaborate catalog, illustrated in colors, describing 
its various products, including the Bonzano joint, the Vaughn 
rail anchor, tie plates and other track appliances, Ajax vestibule 
diaphragms, snow flangers and the Ross-Schofield system of cir- 
culation for locomotive boilers. The various features are illus- 
trated in detail separately and in actual service. 


Locomotive CRANEs.—The Browning Company, Cleveland, 
Ohio, has recently issued two rather unusual folders relative to 
the use of the company’s cranes in railway service. One 1s 
entitled, “How to Be Reasonable About Handling Scrap Iron 
and Other Materials,” and the other bears the name, “Railroad 
Construction With Locomotive Cranes.” Each folder contains 
four illustrations, showing Browning cranes at work. 
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The competition which closes on January 


Don't Miss 
Thi 1, 1916, and which was announced for the 
i first time in our November issue, page 
Competition 554, should prove the largest and best that 


we have yet held. Every wide-awake officer or foreman has met 
with success in trying out some idea or scheme to secure more 
effective and more efficient work from his staff or department. 
Sometimes a very little thing will do much to inspire and en- 
courage the men to greater and more efficient efforts. Cutting 
out lost motion and useless work and making every move count 
has resulted in important gains being made in more economical 
operation or in increased capacity of a shop, engine house, car 
repair yard, drafting room or other unit. We want to bring 
out these things and get the benefit of your experience. For each 
of the best three letters, from a practical standpoint, telling of 
experiences of this sort, prizes of $10 will be awarded. They 
must be received on or before January 1, 1916, and must not 
contain more than 700 words. Other letters which may be se- 
lected for publication will be paid for at our regular rates. 


"How the Old Man Beat Them to It" 
sounds a bit flippant or undignified as the 
in i ; ; : . 

title of an article in a strictly technical 

Railroad Shops publication of the nature of the Railway 
Age Gazette, Mechanical Edition. Be that as it may, the article 
is a most readable one and Mr. Wolcomb, the author, takes 
advantage of the opportunity to drive home the fact that, after 
all, efficient and economical shop management is based strictly on 
the application of simple, sound common sense. If the foremen 
and the men in the ranks can be encouraged to make suggestions, 
and the best of these are followed up with good judgment, 
remarkable savings may often be made at little or no expense 
for additional equipment and facilities. This has been thor- 
oughly demonstrated in other departments of railway work. For 
instance, take the safety first movement; the freight loss and 
damage prevention campaigns, which are bearing such fruitful 
results; or the progress which has been made on a number of 
roads in improving car and trainloading by educational methods 
and co-operation on the part of all of the employees interested. 
The success of all of these movements has depended largely on 
individual effort and the following up of suggestions which have 
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béen advanced by men in all branches of the service. Some of 
the very best suggestions have come from the rank and fie. 
Encourage the men in your shop or department to co-operate in 
this way. 


The Value One statement in Mr. Wolcomb's article 
of on “How the Old Man Beat Them To 
It" may be questioned as to correctness. 
Home-Made Tools 


It is this: "Instead of buying new ma- 
chines now, the foremen and men get their heads together and 
build a machine at much less cost that does the work just as well 
as an expensive tool. You can see for yourself the great num- 
ber of home-made ‘kinks’ around the shops and yard.” In all 
probability the author referred to special tools or kinks for jobs 
which could not be handled to advantage on standard machine 
tools, or which were not numerous enough to justify manufac- 
turers in developing special machines to handle them. It is doubt- 
ful if any railroad shop or repair yard can develop a satisfac- 
tory machine tool at a cost nearly as low as that for which it 
could be purchased from a manufacturer who specializes in the 
building of the same type of tool. On the other hand, savings may 
often be made in the railroad shop by contriving simple tools or 
apparatus which will enable a standard machine to better meet 
the requirements for some special class of work. 


Ten papers were received in the locomotive 


Locomotive , 4 a à 

Haileti ti boiler inspection competition which closed 
omer inspection Sn November 1. The first prize of $35 has 
Competition been awarded to T. T. Ryan, roundhouse 


foreman of the Atchison, Topeka & Santa Fe at La ]unta, Col. 
In general he discusses the qualifications of a successful 1n- 
spector and the facilities and methods which should be placed 
at his disposal. In addition, he emphasizes the vital necessity 
of coaching these men in order that they may develop to the 
fullest extent, and of backing them up and supporting them so 
that there may be no question as to their authority in seeing 
that repairs are fully and properly made. We also publish with 
Mr. Ryan's article the contribution by W. J. Gillespie, boiler 
inspector of the Pittsburgh & Lake Erie at McKee's Rocks, Pa. 
Mr. Gillespie's treatment of the subject is very different from 
that of Mr. Ryan and goes more fully into the actual details of 
making the inspections. A number of splendid suggestions 
are made in the other contributions which were received, the 
best of which will be published in following issues. 


The Car J. H. Harrigan, in an article on "Why 
Inspector It Is Hard to Get Good Car Inspectors," 

printed on another page of this issue, 
Problem 


gives two reasons for the lack of proper 
material from which to develop good inspectors. These are 
low pay and long hours. Those who are at all familiar with 
the requirements of this position can realize the force of these 
reasons; and the first cause—low salary—applies with equal 
force more or less generally to car department foremen. For 
instance, the foreman of an important steel car repair shop 
receives a salary of $75 a month; the foreman of the locomo- 
tive boiler shop, hardly a stone's throw away, receives a monthly 
salary of $150. It may be argued with more or less force that 
the boiler shop foreman is in charge of more important or more 
exact work and requires a wider knowledge and greater expe- 
rience than the steel car repair shop foreman. Grant that this 
is so; but does it require any less effort or executive ability 
to vet results from a group of typical car repair men than from 
trained boilermakers, and are these two salaries at all propor- 
tionate? Here is another case: A car foreman at an import- 
ant point receives $80 a month, which is about the same amount 
as is paid to the car inspectors at that terminal. At least three 
men working on the car repair tracks regularly earn from $100 
to $120 a month on a piecework basis. Will these men give up 
their jobs to be promoted to a salaried position of greater re- 
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sponsibility, necessitating harder work and longer hours, for 
from 20 to 33 per cent less compensation? What are the possi- 
bilities for further advancement which would justify them in 
taking this step? 


We have not had a competition of special 
interest to engine house men for some 
time; but the work at an engine house 
is of such a nature that new problems 
are constantly arising requiring new practices to be developed. 
In periods of heavy traffic, or, indeed, at almost any time, the 
engine terminal is a strategic point in the operation of a divi- 
sion, and the efficiency of the division or of the road is largely 
dependent on it. It is a vitally important task, then, to organ- 
ize the forces and operate the terminal as a whole in such a 
way as to co-operate to the best advantage with the other parts 
of the operating organization. For an engine house, large or 
moderate size, what is the best plan of organization? It is un- 
derstood, of course, that it will depend to a certain extent on 
local conditions of traffic, including the relative number of freight 
and passenger trains, and the class of freight trains. In at- 
tempting to answer this question, therefore, the special condi- 
tions under which the organization has proved successful should 
be outlined roughly. What equipment is necessary, both in the 
engine house and outside, to secure the most effective results? 
What about the labor problem? What special methods oí 
operating a terminal or any one of its important departments 
have proved most successful? How can terminal delays to 
locomotives best be avoided? Are there any methods that can 
be applied to engine houses or their organization, in general, 
to prevent engine failures? These are some of the questions 
which might profitably be considered in connection with a study 
of "The Handling of a Big Engine Terminal," and are only 
intended as suggestions. We will give a prize of $35 for the 
best article on this subject, judged from a practical standpoint, 
which is received on or before February 1, 1916. Other articles 
which may be accepted for publication will be paid for at our 
regular space rates. 


Getting Results 
from a Big 
Engine Terminal 


It is of paramount importance that the 
mechanical department officers keep 
thoroughly in touch with the service per- 
formed by both the cars and locomotives 
under their control. Special men, or general inspectors, as they 
are sometimes called, should be assigned to this work—men who 
have had suthcient technical education and practical training to 
diagnose the troubles that may be found in all types of equipment. 
When a new device is installed it should be the duty of these men 
to see that it is handled properly and to follow it in service to 
determine whether or not it is advisable to use it generally, or 
whether it would serve better on certain classes of equipment only. 
When an epidemic of trouble occurs, such as hot boxes, leaking 
tubes, etc., these special investigators would be in an excellent 
position to ferret out the causes and apply the remedy at the root 
of the trouble. By concentrating the investigation of these prob- 
lems in the hands of one man far better results will be obtained 
than by attempting to judge the merits of any case from the spe- 
cial reports of the various master mechanics. 

When the purchase of new power or cars is considered these 
men should make a study of the conditions in order that the most 
suitable equipment may be procured. An excellent example of 
what might have been accomplished, had this plan been followed, 
is found in the case of a certain large road. A few years ago it 
purchased a large number of fairly heavy superheater Mikado 
locomotives. A study of the conditions after they had been in 
service for some time showed that locomotives of materially 
less power, superheater Consolidations, would have answered the 
purpose fully as well and at less investment cost. The determina- 
tion of the kind and the construction of equipment is left too 
much in the hands of the builders. Not that their advice should 


A Field for the 
Special 
Investigator 
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not be solicited, for they, being specialists, are in a position to 
offer great assistance. Their experience, however, is general and 
is gained from dealing with many roads. They have no oppor- 
tunity to know the special conditions existing on each road. 

Another field for these special investigators is in the determina- 
tion of the tonnage ratings of the power. The mechanical man 
should know what the locomotives are capable of doing. If they 
are not performing their full duty investigations should show the 
reasons. The trouble may be due to the design or it may be due 
to improper maintenance. In both cases the mechanical officers 
will have a complete and concise report from one man and they 
will be in the best position possible to apply the remedy. 


Railway Age Gazette, Mechanical Edition, 


h 
BE Suanee is a bulky and unsatisfactory name for a 
n publication. While it defines the field that 
Name 


is covered, it makes unnecessary labor in 
correspondence and reference and is often confused with the 
weekly edition of the Railway Age Gazette. It was decided 
some time ago to change to a more simple and less confusing 
name; this change will be made in our next number, January, 
1916. The selection of the new name was no easy task. Two 
requirements had to be filled—the name must be short, and it 
must fully define the scope of the publication. Obviously it 
was necessary to include the term Railway or Railroad. The 
shortest term to express in a general way the field covered in 
the design, maintenance, repair and operation of motive power, 
rolling stock and shop equipment seemed to be covered by the 
word Mechanical. The words "Railway Mechanical" being in- 
complete as a title, the selection of a third term became necessary 
and, literally, hundreds of suggestions were made as to this in 
the months during which the change has been under considera- 
tion. The name decided upon was Railway Mechanical Engineer. 

This on first thought may meet with a certain amount of criti- 
cism, since it is similar to the title of an officer whose duties are 
confined within comparatively narrow limits. We prefer, how- 
ever, to consider the term in a broader sense, in that all of the 
operations in the motive power and car department are included 
under the broad head of mechanical engineering. Be assured, 
therefore, that the change in name does not mean the narrowing 
of our efforts. Indeed our plans for the coming year contem- 
plate the publication of a journal which will be bigger, better 
and more interesting than ever before. 

Certain improvements will be made in our January, 1916, 
issue which we believe will add much to the attractiveness and 
value of the paper. Watch for this first issue of the new year. 
The name will be new, but we hope it will occupy an even 
greater place in your affections. And, by the way, our circle of 
friends has enlarged greatly during the past 12 months—an in- 
crease of over 74 per cent in paid subscribers—and we hope 
that it will broaden still more during the coming year. May we 
also invite your attention to the completeness of the annual index 
which accompanies this issue and which covers the June Daily 
issues of the Railway Age Gazette, which are published during 
the June mechanical conventions and are furnished free to all 
of our subscribers. 


An era of prosperity is at hand and will 


Prosperi 

pres be most welcome. The past two years 
an s have been depressing, especially so to the 
Railways railroads, and railway men in general have 


been sorely tried. The very existence of the railroads is de- 
pendent on the prosperity of the country, as the increase in 
the number of roads passing into the hands of receivers during 
the past few years may well indicate and, on the other hand, the 
existence of prosperity is in a large measure dependent on the 
railroads. A boom in business means that the railways will be 
called upon to transport large quantities of freight. Without 
the necessary equipment to handle this freight the continuance 
of prosperity is going to be severely handicapped, and this is one 
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of the most serious problems confronting the railways to-day. 

It is estimated roughlv that all the railways in this country 
require approximately 150,000 new freight cars a year to keep 
their equipment up to standard. In 1914 only 80,264 were 
ordered and so far this year our records show that only 85,000 
have been ordered, which makes a deficit of about 120,000 cars. 
To complicate matters still further, the question of delivery of 
those cars recently ordered and those that will be ordered in 
the near future, is a very serious one. 

It has been stated by a vice-president of one of the largest 
car building companies in the country that, on account of the 
suddenly increased demands for steel products and the large 
amount of unfilled orders reported by the steel companies, more 
than one-third of the steel required for car contracts now placed 
will not be delivered until after July 1, 1916, and that little or 
no equipment ordered after January 1, 1916, can be completed 
before the close of that year. In view of these conditions, the 
railways, during the next year, are liable to be placed in an 
embarrassing position from a shortage of cars. In addition to 
this, the prices for equipment have been increased anywhere 
from 15 to 25 per cent in the last six months. 

That strenuous steps should be taken to prevent the recur- 
rence of such a notorious car shortage as occurred in 1907, and 
which so irritated public opinion, should be readily apparent. 
With the steel market thoroughly congested, there seems but 
one alternative left for the railwavs to follow and that is an 
active and determined effort to place those cars thev already 
have in first-class condition. According to the last reports, 
June, 1914, there were about 8.6 per cent of the freight cars 
in shops undergoing repairs, and, considering the financial strin- 
gency since then, the percentage at the present time cannot be far 
from 10 per cent. By increasing the car shop forces for the 
purpose of putting these cars in service, and following a sys- 
tematic campaign to repair defective equipment, it is believed 
possible to bring the percentage of cars in shops down to 5 or 
even 4 per cent. This would mean that the number of cars 
available for service would be increased some 135,000 or 160,000, 
which would do much toward alleviating a shortage. In view 
of the present relatively high cost of equipment and with a 
possible still further increase, this plan may also prove to be 
a profitable financial expedient. In all events, it should be 
seriously considered, as a recurrence of a serious car shortage 
is sure to tear down much of the constructive work that has 
been done in the past few years in influencing public opinion 
in favor of the railroads. 


NEW BOOKS 


Electric Railway Handbook. By Albert S. Richey, consurting envinecer, and 
professor of electric railway engineering, Worcester Polytechnic Insti- 
tute, Worcester, Mass., assisted by William G. Greenough. Bound in 
leather. 817 pages, 4 in. by 6M in. Illustrated and indexed. Pub- 
lished by the McGraw-Hill Book Company, Inc., 239 West 39th street, 
New York. Price $4.00. 

This is the first edition of a book of pocket size in which the 
aim has been to gct together in compact and usable form a 
large amount of information which the electric railway engi- 
neer frequently requires but often finds only after an extended 
search through mechanical, electrical or civil engineers’ hand- 
books or the files of technical journals. It is divided into eleven 
sections, section one dealing with roadhed and track; section 
two with buildings; section three with train movements; section 
four with railway motors; section five with controlling appa- 
ratus; section six with current collecting devices: section seven 
with trucks; section eight with braking: section nine with roll- 
ing stock; section ten with transmission and distribution, and 
section eleven with signals and communications. The hook is 
printed on thin paper. the typographical work is excellent, and 
illustrations are liberally employed. It is a hook which should 
prove of more than ordinary value in electric rathvay work. 


Swiss RAILWAYS DYNAMOMETER CAR 


Equipment Includes Dynamometer and Ergometer 
Integrators and Integrating Cylinder Indicators 


BY H. A. GAUDY 
Mechanical Engineer, Swiss Federal Railways, Berne, Switzerland 


As a result of the large amount of rolling stock purchased 
in the last few years and the continuing progress made in the 
improvement of the steam locomotive, dynamometer cars have 
come into exetnsive use on the principal European railways, 
thus enabling by the results obtained accurate decisions to be 
made on questions relating to economical train operation. The 
need of reliable measuring instruments for use in conducting 
tests was recognized by the management of the Swiss Federal 
Railways, and accordingly it was decided to secure a suitable 
dynamometer car. 

The designs were prepared in the office of the chief me- 
chanical engineer aíter a thorough study of all the principal 
questions involved in the selection of the type and general ar- 
rangement to be adopted as well as the apparatus and instru- 
ments required. The car proper was built by the Swiss Indus- 
trial Company, Neuhausen, and orders were placed for the equip- 
ment with Amsler Brothers, Schaffhausen, a firm noted through- 
out the world for the manufacture of scientific instruments. 
The car was delivered late in 1914 and embodies a testing lab- 
oratory equipped with the most modern instruments, measuring 
apparatus and auxiliary devices vet applied to a vehicle of this 


first one with a length of 13 ft. 156 in. serves as a working 
office and recreation room. Upholstered leather-covered seats, 
movable armchairs and a spacious extension table make up the 
equipment of this room. A short aisle leads to the back plat- 
form, giving access to a small toolroom with an outfit enabling 
the making of small running repairs, and two lockers for sup- 
plies. Adjoining the tool room is a lavatory and toilet room. 
Owing to the comparatively short main lines of the Swiss rail- 
way system there was no necessity to arrange for living accom- 
modations in the car itself, thus reducing the number of rooms 
required to a minimum and enabling the length of the car to be 
kept within reasonable limits. The car has closed vestibule 
platforms in accordance with the standard through car design, 
and the inside finish is very simple. 

Electricity is used for the lighting, a storage battery and an 
axle-driven dynamo being provided for this purpose. The car 
is heated by steam taken from the locomotive; it was not con- 
sidered necessary to provide an independent heating device. The 
Westinghouse automatic and non-automatic quick action air 
brake acts on the wheels of three axles only, the rear axle of 
the forward truck being left free from brake shoes because the 
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Dynamometer Car for the Swiss Federal Railways 


kind, the design being intended to meet all the requirements of 
road tests of the efficiency of locomotives, the resistance of cars 
or trains of different kinds, and the amount of power required 
for the propulsion of trains on certain lines under different run- 
ning conditions. | 

The car body rests on two four-wheel trucks of the rail- 
way's standard type. The underframe is made entirely of steel 
and is of a very strong design: The longitudinal side sills are 
arranged double in accordance with the extraordinary condi- 
tions to be met with in service. The interior of the car is 
divided into four compartments. The first room at the dynamom- 
eter end is the test room, 21 ft. 4 in. in length, where all the 
measuring apparatus is located. A cupola with an elevated seat 
just back of the front vestibule permits a good view towards 
the signals and the track ahead, as well as over the train behind 
and into the engine cab. A second compartment adjoining the 


paper driving mechanism and other apparatus receive their mo- 
tion from this axle. = 

The car measures 57 feet over all and weighs 82,000 Ib. when 
in full working order. The width has been limited to 9 ft. 2% 
in. instead of the standard 10 ft. This was done in order to 
permit the attachment of mirrors outside of the car, giving a 
view of the road ahead from the observer's station near the 
instrument table. 


DYNAMOMETER 


Although nearly all European dynamometer cars are equipped 
with spring dynamometers, either plate or helical, it was decided 
by the builders to use the hydraulic principle in the Swiss car, 
because of the fact that with increasing capacity spring dyna- 
mometers were growing very cumbersome as well as because of 
the difficulty of examining and recalibrating the springs from time 
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to time. The general principle of the hydraulic dynamometer is 
widely known. The Swiss apparatus, however, embodies some 
noteworthy features. No other means are provided to pack 
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gage all still use the old-fashioned coupler with a hook in the 
center and buffers on the sides. 
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Sections Through the Car Body 


the pistons in the cylinders than simply to grind them in so that 
a perfect fit is assured with the least amount of frictional 
resistance. There are two pistons of chilled cast steel extending 
into two cylinders opening on opposite faces of a single block 
of forged steel. The pressure exerted on the back piston is 
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Front End of Swiss Dynamometer Car 


derived from the pulling effort, while the one in the front re- 
ceives the reaction from the pressure on the buffers. It 
should be kept in mind that the European railways of standard 


through pipe lines to a pair of smaller recording cylinders, ar- 
ranged in tandem with the piston ends extending opposite each 
other and located directly underneath the measuring table. The 


Interior of the Test Room 


pressure there acts upon two differential pistons, permitting by 
means of a distributing valve the use of either one of two areas. 
A carefully calibrated helical spring is located between the two 
pistons; its compression indicates the amount of load resting 
on the small pistons and by knowing the ratios of the areas of 
these to the ones in the dynamometer proper, we thus are able 
to determine the load on the drawbar as well as on the buffers. 


DEcEMsER, 1915 


These differential pistons are so designed that either one-third, 
one-half or the whole piston area is exposed to the oil pressure. 
With this arrangement it is possible, by simply turning the dis- 
tributing valve, to select any one of three scales for measuring 
the pulling and buffing load, thus keeping the diagrams for 
heavy trains within a reasonable space on the chart without 
sacrificing clearness in the diagrams for light trains. There are 
separate recording pens for the push and pull, attached to the 
respective ends of the measuring spring. Since only one of 
them is working at a time the same space is reserved on the 
paper for the ordinates of both. 

In case small leaks should occur in the dynamometer, for 
instance in the pulling side, the two pistons, rigidly connected 
with each other by means of yokes and two longitudinal rods, 
would move away from their central position. It might then 
happen that, after a long period of pulling exertions, the rear 


piston would come in touch with the cylinder end, making 
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The operation of this apparatus is based on the variation in 
the position of the instantaneous axis of rotation of a sphere 
about 4 in. in diameter, resting firmly on two disks, the axes of 
which are perpendicular to each other. One of these disks is 
turning at a constant rate, driven by a small 1/100-hp. direct 
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Details of the. Dynamometer and Recording Mechanism 


further measurements impossible. A means of equalization 
has been provided which brings the pistons back to their original 
positions at the instant the slightest change from a pulling to a 
buffing action takes place. At this instant an intercepting valve 
with two check valves produces a connection through a pipe 
line between the two cylinders, thus equalizing the pressure and 
permitting the pistons to return to their central position. The 
check valves close and the by-pass between the cylinders is cut 
off as soon as the central position is reached. Oil is supplied 
to that chamber which is increasing its volume from a reservoir 
under atmospheric pressure; to properly fill all the pipe lines, 
cylinders and valves with oil before starting the tests, another 
tank is provided which carries about 50 lb. pressure. 

The two buffers at the forward end of the car are connected 
by means of an equalizing lever, the central pivoting point of 
which carries the drawbar with its hook projecting beyond the 
bumper beam. Between this pivoting point and the dynamometer 
a Westinghouse friction draft gear has been inserted, all the 
reactions being transmitted through it to the dynamometer. The 
whole draft rigging is carried on ball bearings in order to pre- 
vent undue friction. If the dynamometer is not in service, 
the draft rigging is locked by means of a heavy pin, connecting 
it directly with the car underframe. 


SPEED INDICATORS 


The Amsler tachometer, already in use on some of the Euro- 
pean dynamometer cars, has been brought to such perfection 
that it indicates the speed almost instantaneously as a function 
of the distance covered, differing in fractions of a second only. 


current electric motor, while the other has a speed proportional 
to that of the train. The angle between the axis of the disc 
rotating at constant speed and the axis of rotation of the 
sphere thus varies with changes in the speed of the train, the 
tangent of this angle being proportional to the speed of the 
train. Two small rollers held in a frame receive their move- 
ment from the sphere. They are so located that they always 


The Dynamometer, Showing the Intercepting Valve and One of the 
Check Valves of the Equalizing Device 


have their path along its equatorial line, following it with changes 
in the position of its axis of rotation. Suitable gearing transmits 
the movement of this frame to a dial, permitting the reading 
of the speed in kilometers per hour, while a recording pen 
marks a curve on the paper. 

Another speed recorder is installed on the measuring table for 
the purpose of indicating the speed as a function of the time. 
The special diagram strip for this purpose moves during stops, 
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registering the minutes and seconds thus consumed. The rec- 
ords on this paper are not traced but punctured and registration 
is made every three seconds giving the average speed of the 
two preceding seconds. This speed recorder works satisfactorily 
and was years ago adopted as standard equipment for all the 
road engines of the Swiss Federal Railways. 


ERGOMETER 


This device is designed to measure the work done in over- 
coming the forces of inertia due to the mass of the train, 
taking no account of the forces due to air resistance and fric- 
tion. Its principal part consists of a pendulum suspended under- 
neath the instrument table, oscillating freely in a plane parallel 
to the center line of the car. If the speed of the train is 
accelerated, the pendulum, by virtue of its inertia, assumes an 
angle of deviation back of its middle position, while with the 
introduction of a retarding effect its position will change in a 
forward direction. "The accelerating and retarding forces are 
thus determined by the value of the angle given by the varying 
swing of the pendulum. On an up or down grade this angle 
is also influenced by the inclination of the track itself, and the 


weight of the train is considered a force due to inertia. 


Let P = force imparting the movement to the train, except frictional 
and air resistance. 
M = mass of the train. 
X = the distance run. . 
g = acceleration due to gravity. 


x = the angle of deviation of the pendulum. 
then we have 
P = M g tan o 
and the work to overcome the force P over the distance X is 
A= Mg f tan o dx 
This value is computed by a mechanical device designed by 


Front View of the Recording Table 


Amsler Brothers, consisting of a sphere resting on a small 
roller, and held in position by two disks. One of the discs 
receives a turning movement proportional to the speed of the 
train, while the other is rotated by the sphere itself, the latter 
changing the axis about which it is revolving in a horizontal 
plane and in proportion to the angle of deviation of the pendulum. 
The disk driven by the sphere transmits its movement to a 
reciprocating bevel gear and thence to a pen on the recording 
paper. The ordinates of the curve drawn represent the amount 
of work 4, while another pen suitably connected records the 
swing of the pendulum, giving ordinates showing the force P. 
A reciprocating or switch-back mechanism keeps the curve 
within the limits of the space reserved on the paper; when the 
ordinates have reached the limit line the pen will return to 
the lower limit, thus forming a zig-zag line. Turning 
points, however, may show anywhere between the limit lines 
if, for instance, a change in the track profile, or the beginning 
of the braking process takes place. 
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done in every cylinder cycle. 


Vor. 89, No. 12 


This whole device has proved to be very satisfactory and useful. 
From the data thus obtained together with that obtained from 
the dynamometer the average resistance per ton of train on a 
horizontal track and for any speed can easily be determined. 
And, furthermore, if we know the indicated horsepower of 
the locomotive we are also able to work out the total resistance 
of engine and tender on the same section of line. Instead of 
calculating with lengthy and doubtful formulas we have a very 
reliable method of measurement. 


INTEGRATING CYLINDER INDICATORS 


To determine the power developed in the cylinders of the 
locomotive, much difficulty arises on account of the relatively 
small number of diagrams which can be taken during a test 
with an ordinary indicator. For a given test run the average 
indicated power could be calculated only approximately. An 
important innovation in the form of an integrating indicator has 
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The Under Side of the Recording Table 


been designed which makes possible the registering of the work 
This device consists of an ordi- 
nary outside spring indicator to the end of the piston rod of 
which is connected a lever rigging. This is attached to a small 
disc which rests upon the top of the paper drum, being held 
in contact with it by a spring. Any increase or decrease of 
steam pressure in the locomotive cylinder results in a corre- 
sponding radial displacement of the disc on the end of the drum, 
the distance from the drum center being proportional to the 
pressure in the cylinder. The oscillation of the drum about its 
axis through the action of the reducing motion induces a rotation 
of the disc, which varies in amount with its distance from the 
drum center. The rotation of the disc is transmitted to a 
counting apparatus. From the difference in readings of the 
counter at the beginning and end of any period of time the 
mean indicated horsepower for that period may be readily com- . 
puted. As it is a difficult task to take readings from the 
counters mounted directly on the indicators an attachment has 
been added to the device permitting the transmission of all the 
values to a receiving apparatus similar to the one on the engine, 
but located in the car, by means of electric contacts. This ar- 
rangement makes possible the determination of the indicated 
horsepower over any distance of the line under any condition 
of weather, time, etc. Beside the receiver there are magnet pens 
which make marks on the recording paper from which the 
horsepower may be computed in the manner outlined above. 
Provisions are made for four indicators of this type, thus per- 
mitting the complete determination of the power on one side 
of four-cylinder balanced compound engines. 


OTHER INSTRUMENTS 


The measurement and recording of the work done at the 
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drawbar in meter-kilograms is done by a device which operates 
on the same principle as that used with the ergometer. The 
pen marks a curve whose ordinates are proportional to A = P dx, 
where P represents the instantaneous drawbar pull and x the 
distance covered by the train. It also includes a switchback 
bevel gear transmission mechanism making the curve in a 
zig-zag form, to keep within space limitations on the paper. 
Three different scales are available, corresponding with those 
provided for the dynamometer record. To determine the total 
work done at the drawbar for a given length of track the num- 
ber of zig-zags in the curve is multiplied by a constant the 
valve of which depends upon the scale being used. For a check 
and to facilitate quickly reading off the values at any time 
a counter is attached to the apparatus. 

The drawbar horsepower is measured by an instrument similar 
in operation to the Amsler speed recorder, consisting of a con- 
stant speed disc from which a sphere is rotated, as well as a 
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A Side View of the Recording Table 


second disc the speed of which is determined by the apparatus 
used in recording the work done on the drawbar. The horse- 
power is recorded in the form of a continuous curve to one of 
three scales, corresponding to the three steps in the load scale. 

Wind resistance is measured by a device based on the 
principle of the Pitot tube. There are two tubes extending 
about 30 in. over the top of the roof near the rear end of the 
car, the upper ends of which are bent at right angles, the open- 
ing of the front one pointing forward and the other backward. 
These tubes are in communication with a receiver underneath 
the instrument table, which consists of two hollow cylinders 
about 8 in. in diameter carried on the ends of an equalizing 
lever. One end of each cylinder is open and two vessels of 
ring section filled with mercury are provided, in which these 
ends are submerged. When the train is in motion air enters 
the forward tube and effects an increase in air pressure in its 
cylinder while in the other one the pressure is decreased. Equi- 
librium is thus destroyed and the equalizing lever inclines 
against the side of less pressure. This movement is transmitted 
by means of a small rod passing through the table and acting 
upon a calibrated indicator spring, to which a recording pen 
is attached. This is a newly developed device and it has yet 
to be tho roughly tried out. However, the indications are that 
it will be possible to determine a proportion between the ordi- 
nates of the recording pen and the component of wind pressure 
directly in front of the moving train. Experience has shown 
that vibration and shocks do not affect the stability of the equaliz- 
ing lever and that any movement of this rigging is caused only 
by the difference of air pressure in the tubes. 

For the close investigation of brake performance Kapteyn 
apparatus has been in extensive use. This has undergone es- 
sential modifications in an arrangement designed by Amsler 
Brothers which is placed on the recording table adjoining the 
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other instruments. The radial and tangential forces resulting 
from the action: of the brake shoes against the wheels are 
measured by means of three hydraulic cylinders interposed in 
the brake rigging. Two of these cylinders form a part of the 
hangers for the front brake shoes of the forward axle of the 
front truck and serve to measure the tangential forces, while the 
third one is placed in the brakerigging at the center of the 
brake beam and indicates the radial force. 

This arrangement can be used for the determination of the 
coefficient of friction between the wheels and brake shoes in 
testing the materials of which the brake shoes are made. Three 
other indicators record the pressures in the brake cylinder, in 
the train pipe and in the auxiliary reservoir during each braking 
period. Provisions are also made for an electric contact on the 
engineer's valve in the engine cab, connected with a special 
recording device, so the length and the time of stop can easily 
be measured. The pens of this recording apparatus can be 
taken off or put into working order at any time desired, so 
they may be out of the way when not required. 

All the apparatus and registering devices are mounted on a 
cast iron recording table firmly secured to the car underframe. All 
the records are made on a continuous chart carried on rolls about 
25% in. in width. The travel of the paper may be regulated to 
20, 100 or 600 mm. for each 1,000 meters (1.26, 6.30 or 37.8 in. 
per mile) and an automatic reversing arrangement causes the 
paper to run in the same direction whether the car is running 


A View of the Recording Apparatus for Electric Traction 


backward or forward. During brake tests the paper travel may 
be at the rates of 1 mm., 5 mm. or 30 mm. per second. 

Magnets control seven electric pens, two of which are mark- 
ing the minutes and each 1.3 or 6 seconds; the third one is the 
distance pen for each kilometer traveled and for marks due 
to passing of stations and other points on the line; the last 
four pens are reserved for recording the values from the in- 
tegrating steam indicators. 

The motion derived from the rear axle of the front truck, 
which serves for all the apparatus needing a movement propor- 
tional to the travel of the car, is transmitted from the axle 
to the main drive underneath the table by means of a spur gear 
and a small pinion connected to a flexible shaft. The amount of 
power transmitted being very small and resistance being re- 
duced to a minimum by ball bearings, the installation of a 
complicated and heavy worm gear device could be dispensed 
with. The pinion is held on the spurwheel by a torsional spring, 
and may be lifted to cut off the transmission gear when no 
tests are being made. 

The wheel tires are of standard tread. The error originating 
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from the non-preventable tire wear can be compensated by re- 
placing the spurwheel mounted on the axle with others having a 
smaller number of teeth. Provisions are made for spare gears 
for each decrease of about 10 mm. in car wheel diameter. 

There are two groups of recording pens, each arranged in 
one line perpendicular to the path of the paper. The measure- 
ments which can be recorded are given below: 


GROUP I. 
Speed in kilometers per hour. 
Inertia force in kilograms per ton; positive and negative. 
Buffing reaction in kilograms. 
Pulling reaction in kilograms. 
Drawbar horsepower. 
Work to overcome forces due to inertia, in meter-kilograms. 
Work on the drawbar in meter-kilograms. 
1.3 or 6 seconds, magnet contacts. 
1 minute contacts. 
Distance marks, kilometers, stations, etc. 
Indicated horsepower, high pressure cylinder, front. 
Indicated horsepower, high pressure cylinder, back. 
Indicated horsepower, low pressure cylinder, front. 
Indicated horsepower, low pressure cylinder, back. 


GROUP II. 

Length of stop, meters. 
1.3 or 6 seconds, magnet contacts. 
Air pressure auxiliary reservior. 
Air pressure, train line. 
Air pressure, brake cylinder. 
Radial force on brake shoe. 
Tangential force on brake shoe. 

Wind pressure. 


There are eight other pens for the different zero lines in the 
first group, making 30 pens in all. 

In order to meet all the requirements for tests with electric 
locomotives a complete set of electric measuring instruments has 
been installed on a board on the back partition of the testing 
room. This apparatus, to suit three-phase and single-phase al- 
ternating current, consists of a voltmeter, an ammeter and two 
wattmeters, recording in straight line ordinates by means of a 
sparking device. The paper in this apparatus is moved at 
the same rate of speed as that on the recording table, thus 
permitting an easy and quick comparison of the data recorded 
on the two sheets. 


FAILURE OF FUSIBLE TIN BOILER PLUGS 


An investigation into the failure and deterioration of fusible 
tin boiler plugs in service has recently been conducted by G. K. 
Burgess, physicist, and P. D. Mercia, assistant physicist, of the 
United States Bureau of Standards. In some cases such plugs 
have failed to melt and so give warning of dangerous boiler 
conditions, and investigation has shown that the tin filling in 
these cases had become oxidized, the tin oxide having a melting 
point above 2,900 deg. F. 

One pronounced and dangerous type of deterioration is the 
oxidation of the tin along the grain boundaries, by which is 
formed a network of oxide throughout the tin. The plugs 
showing deterioration of this type all came from the same 
manufacturer and contained zinc in amounts varying from 0.3 
per cent to 4.0 per cent. It is shown that this type of oxidation 
is due to the presence of the zinc. The latter metal is not soluble 
in the solid state in tin, and when a tin with small amounts of 
zinc is heated as in a boiler to about 340 deg. F. the zinc coalesces 
as a network enveloping the tin crystals or grains. The boiler 
water, particularly if it contains alkali, will attack the zinc, 
eating its way into the alloy along the zinc network, and finally 
form the oxide network described. 

Lead and zinc are found to be the principal impurities in tin 
plug fillings, and since all failed plugs contained these or other 
impurities the conclusion is reached that if these impurities are 
eliminated by strict specifications and inspection, which will 
allow only admittedly superior qualities of tin, the danger of 
failures of these plugs will no longer exist. 
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UNIFLOW CYLINDER FOR LOCOMOTIVES 


A number of uniflow engines have been built in this country 
within the last few years, all of them based on the design de- 
veloped by Prof. Stumpf of Charlottenberg College, Berlin, 
Germany. These engines, although showing a phenomenal in- 
crease in economy over the old four-valve type, have several 
inherent defects that have made American engineers slow to 
adopt them. Among these defects can be mentioned the in- 
creased length of cylinders, the use of the heavy block piston 
and, in the case of a condensing engine, the danger of over 
compression when the engine loses its vacuum. The first two 
faults have entirely prevented the consideration of this type of 
engine for locomotive service. 

With the purpose of removing these defects and producing 
a uniflow engine that would be adaptable to locomotive service, 
the design shown in the sketch was developed by Prof. H. A. 
Stringfellow, Mechanics Institute, Rochester, N. Y., and E. W. 
Templin, assistant chief engineer, Selden Motor Vehicle Com- 
pany. Although this design is primarily intended for locomo- 
tive use, it is suitable for stationary service and any type of 
admission valve may be substituted for that shown. 

The sketch shows a longitudinal and cross section of the 
cylinder. Instead of using the long block piston to open and 
cover the exhaust ports, a blank sleeve is used, the length of 


Proposed Design of Uniflow Cylinder for Locomotives 


this sleeve being equal to one-half the stroke less the width of 
the exhaust port. The outside of this sleeve is provided with 
packing rings to make it steam-tight in the cylinder and reduce 
the sliding surface. The piston travels within the sleeve, both 
traveling in the same direction, and as the speed of the sleeve 
is approximately one-half the speed of the piston, the latter 
never runs outside of the sleeve. The sleeve may be driven from 
an eccentric, or by a rod, from any portion of any standard valve 
gear that will give the desired speed and motion. The sketch 
shows the use of two rods connected by a voke outside the 
cylinder, as the means of transmitting motion to the sleeve. 
As it travels in the same direction as the piston, the steam pres- 
sure acting on what little end area is exposed is almost sufficient 
to drive it, thus relieving the valve gear from any great increase 
in work. 

The exhaust port is placed at the middle of the stroke and 
not at the end as in present engines of the uniflow type. Be- 
cause of this location and the use of the sleeve, this engine will 
show a later point of release than the usual ufüflow engine, a 
release as late as 92 per cent. of the stroke being easily attain- 
able. The cylinder is also. more completely freed of ‘the ex- 
panded steam, thus materially reducing. the amount of clearance 
required. Any point of release from 92 per cent to 100 per cent 
may be obtained by varying the amount of lead the piston is 
given over the sleeve. When the sleeve is set as shown in the 
sketch so that the piston has no lead the engine may be reversed 
without moving the sleeve, but if lead is given to the piston the 
sleeve must be moved back a distance equal to twice this lead in 
reversing. This can be done by attaching the sleeve operating 
rod to a block in a link on the combination lever at the point 
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from which the sleeve is driven, and raising or lowering this 
block, as the case may be, by a suitable connection from the reach 
rod. The amount of release can be changed by simply setting 
the sleeve as a slide valve is set. The most economical point of 
release can only be determined by experiment. 


SOUTHERN STEAM TENDER LOCOMOTIVE 


BY HUGH G. BOUTELL 


About 1863 Archibald Sturrock of the Great Northern Rail- 
way of England brought out a class of six-coupled goods loco- 
motives with what he called a “steam tender.” The tender was 
really a small locomotive with cylinders 12 in. by 17 in., and the 
weight with an average amount of fuel and water was about 37 
tons. Steam was taken from the boiler of the main engine, 
which was larger than usual, and the exhaust, after passing 
through a heater in the tank, escaped to the atmosphere. The 
writer has never seen an accurate report of the performance of 
these engines, but it is understood that they showed great haul- 
ing capacity as compared with the ordinary freight engines in 
use at that time. However, as the tender, like the main engine, 
was inside-connected, it must have been difficult to make run- 
ning repairs, and the working parts must have picked up a great 
deal of dirt from the locomotive and roadbed. 

The Erie triplex locomotive recently built by the Baldwin 
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to lubricate the cylinders, but when a heavy grade is reached it 
may be opened to any desired amount. The exhaust passes to 
the atmosphere through the vertical pipe at the rear of the tank. 

This engine is regarded only as an experiment, but its service 
so far is understood to have been entirely satisfactory and the 
construction of a similar machine, using the running gear of 
small consolidation locomotive, is under consideration. 

The principal dimensions of the engine now in service are 
as follows: 


Main engine Steam tender 


Cylinders: eee D er EYE EF YS 27 in. by 30 in. 19 in. by 24 in. 
Drivers, diameter... ......-sccecreccseveces 63 in. 54 in. 
Weight on drivers................ eese. 215,700 ib. 124,000 Ib. 
Total weight... oec sae dene dese eee 272, 940 Ib. 152,700 1b. 
Steam pressure. ........ cele eee 175 Ib he we eee 
Water capacity of tank................. eere 8,000 gal 


SOUTHERN PACIFIC SIX-VOLT ELECTRIC 
HEADLIGHT EQUIPMENT 


BY A. H. BABCOCK 
Consulting Electrical Engineer, Southern Pacific Company, 
San Francisco 


About a year and a half ago the Pacific System of the Southern 
Pacific Company replaced all its acetylene headlights with in- 
candescent lamps of the automobile headlight type, but of larger 
size. The idea of automobile lighting was carried through- 
out the entire installation, even to the fittings employed in the 


Arrangement of Mikado Type Tank on Running Gear of an Old Mogul 


Locomotive Works may be regarded as a direct development 
from these early English engines, but still more recently the 
Southern Railway has designed an auxiliary tender that em- 
bodies exactly the same ideas as Sturrock's engines of the '60's. 
The arrangement consists of a steam tender applied to a Mikado 
` type freight locomotive. The engines of this class had shown 
themselves to be such free steamers that the management con- 
cluded that two more cylinders could be supplied, at least for 
short periods. There are many conditions which may cause a 
train to stall when there is ample steam to keep it moving. 
Anything that will cause slipping on heavy grades may do so 
when there is not only steam but ample cylinder power as well. 
It is in such situations as this that the steam tender comes into 
play by increasing both the cylinder power and the adhesion. It 
really acts as a helper, but has the advantage of being on hand 
whenever it is needed. 

À general conception of the construction of the machine may 
be obtained from the drawing. The boiler was removed from a 
small Rogers mogul locomotive and the tank of the Mikado 
engine placed on the frames, a few alterations having first been 
made in the tank to enable it to fit over the cylinder saddle. 
Steam is supplied to the tank cylinders through a flexible pipe 
connection by an independent throttle valve in the cab. Under 
normal running conditions this valve is opened merely enough 


cabs and to a portable trouble lamp on a long cord, to take the 
place of the old smoking torch. One of the illustrations shows 
the type of automobile light fittings that in practice has been 
found satisfactory, except that under extreme summer desert 
temperature combined with high boiler temperatures fittings 
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Wiring Diagram for Six-Voit Electric Headlight and Cab Lights 


that are made of moulded rubber, or its equivalent, have soft- 
ened. These are now being replaced with vitrified fittings. 

In placing the lamps, particularly those in the cab, the prin- 
ciple followed has been to direct the necessary amount of light 
upon the spot where it is needed and to cut off all extraneous 
light, with the result that very small lamps give entirely satis- 
factory illumination and the sensitiveness of the engine crew's 
eyes is not diminished unnecessarily. 

There are now 900 of these headlights im service and their 
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performance has been remarkable. The old acetylene or arc 
headlight reflector can be used by simply covering the openings. 
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A new opening should be cut in the vertex of the reflector and 
the incandescent lamp, with its focusing device, inserted from 
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flickering or jumping of the light, as is the ordinary experience 
with the arc headlight; and, furthermore, while the arc lamp 
has a mean spherical candle-power intensity of from 800 to 
900 candles, according to conditions of the lamp and length of 
arc, its beam candle-power, with the same reflector is only 
165,000. 

Certain manufacturers of 32-volt arc headlight outfits are 
using 32-volt incandescent lamps, burned up to 37 volts, in the 
same reflectors in the hope of securing equal illumination by 
forcing the candle-power. On account of the necessity of the 
longer filament in the 32-volt lamp, this hope cannot be realized; 
in fact, tests show that even under these conditions the beam 
candle-power is less than one-half that of the six-volt lamp. 
Furthermore, the steam consumption of the turbo generators 
designed for arc headlight purposes is from 250 to 450 Ib. per 
hour, while that of the most recent six-volt turbo generator for 
cab lighting is less than 50 Ib. of steam per hour, and the cost 
of installation is slightly in favor of the six-volt outfit. 

The portable trouble lamp was hung convenient to the en- 
gineman’s head and by it he read his train orders, until it 
became evident that the portable light was also convenient 
around automobiles, of which our enginemen seem to have 
many. In fact, the practical results indicate that they found 
the trouble lamps more useful in the automobiles than in the 
engine, with the result that the trouble lamp is now being re- 
placed with a fixed lamp over the engineman's head with a 
switch convenient to his head. 

For the reason that these installations were somewhat rushed, 
owing to legal requirements, there was not sufficient time to 
develop a suitable electric generator, and it was necessary to 
use a battery, with stationary charging stations at the locomo- 
tive turning points, where the locomotives leave their exhausted 
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the rear. Lamps for six-volt circuits, especially in the sizes 
used for headlight purposes (108 watts) have filaments very 
strong and heavy, consequently they can be wound into an ex- 
ceedingly small cylinder not more than \% in. in diameter by 14 
in. long. This can be placed very accurately in the focus of the 
reflector, and the result is a concentrated beam of light of very 
great penetration, the beam candle-power measuring approximate- 
ly 1,046,000, while the mean spherical candle-power of the lamp it- 
self is only 140. On the other hand, if a wide beam of less power 
is needed, as for example on crooked track in the mountains, an 
adjustment of the focus brings about this result. There is no 


batteries and take full batteries, just as they take their supplies 
of sand, lubricant and water. 


AMERICAN STEEL TO GREAT BniTAIN.—Great Britain's imports 
of blooms, billets and slabs from the United States in August 
were 44,059 gross tons, against 471 tons in August, 1914. For the 
eight months to Sept. 1, 1915, they were 252,330 tons, compared 
with only 21,357 tons to Sept. 1, 1914. For the 13 months of the 
war, from Aug. 1, 1914, to Sept. 1, 1915, total imports from the 
United States were 261,672 tons, against 24,230 tons for the same 
period a year previous.—The Iron Age. 


THE MIKADO VS. THE CONSOLIDATION 


A Study to Determine the Economical Distri- 
bution of Power from a Net Revenue Standpoint 


BY N. D. BALLANTINE 
Assistant to Chief Operating Officer, Rock Island Lines 


For the purpose of determining the relative merits of the 
Mikado and Consolidation locomotives on certain divisions of 
the Rock Island, a study was made under practical operating 
conditions, which showed, among other things, where a given 
number of locomotives of each type could be used to the best 
advantage from a net operating revenue standpoint. The month 
selected for the study was during a period of heaviest traffic, 
when there was a constant demand for power; the data was 
tabulated subsequent to the performance, and none of the 
division officials knew that such a study was to be made, hence 
the freedom from chances for preferential handling of either 
class of power. The records made currently were tabulated and 
carefully checked against train sheets, train registers, roundhouse 
registers, work sheets and fuel tickets. Every practical means 
was used to secure correct information. There are some ap- 
parent discrepancies with respect to the maintenance features, 
which it is thought were due to the fact that the Mikado loco- 
motives were practically new, there being no question about the 
expense for heavy repairs made during such a limited time not 
being as correct a basis as it would be if a year's figures were 
used. These being the only figures available, they were used, 
and as they are clearly set out, one can accept or ignore that 
portion of the study if desired. 

The study covers the performance in freight service, other than 


show the items in the direction of traffic for slow freights; fast 
freights; combined slow and fast freights; and slow and fast 
freights on the round-trip basis, the latter figures, for the sake 
of brevity, being used in this article. None of the divisions on 
which these locomotives were used have a very large percentage 
of their trafic of a low grade which will admit being held any 
considerable length of time for tonnage, the controlling business 
being made up of merchandise, live stock, packing-house 
products and perishable freight, which fact makes a study of 
this nature all the more necessary. The detail information as 
shown permits a variety of deductions to be drawn directly or 
by combinations, many of which will be apparent on inspection; 
a few of them will be pointed out, however. 

Table A shows the locomotive utilization, and it is interesting 
to note the variation in the mechanical department detention on 
the various divisions. On three divisions it was less for the 
Mikados, and on the other division, where most of the Mikados 
were located, it was considerably more, averaging for all 
divisions 45 minutes more than for the Consolidations. The ter- 
minal delay varied from 3 hrs. 11 min. to 7 hrs. 34 min., depending 
on local conditions; but it is interesting to note that on the 
division where the greatest volume of traffic was moving, the 
terminal delay was the lowest for both classes of engines. The 
time between terminals varied from 7 hrs. 6 min. to 10 hrs. 6 


TABLE A—LOCOMOTIVE UTILIZATION, OR A TIME STUDY SHOWING DAILY AND OTHER AVERAGES 


Division A Division B Division C Division D Averages 

Mik, Cons. Mik Cons. Mik. Cons Mik. Cons. Mik. ons. 

Time under mechanical department (hr. and min.)............. eee eee 9-11 9-18 8-54 9-6 10-39 10.43 9-42 8-15 9-53 9-8 
Time at terminals (hr. and mini). do ohio coe eteek Ke re hee Paw aisle we haa Sees 6-42 5-18 7.22 7-18 3-25 3-11 7-12 7-34 5-37 6-8 
Time between terminals (hr. and min)... coe c4 e bn os Coane Bae CaaS OS 8-7 9-24 7-44 7-36 9-56 10-6 7.6 =8-11 8-30 8-44 
Actually running, hr. and min, ......0-- cerei peons baterai eene rhe 5-5 6-6 5-47 5-46 6-25 6-51 5-30 6-23 5-56 6-25 
Meeting trains, hr: and. “Mitléeda) cen ete EFE wee kes eee RELA ETC 1-31 1-46 1-6 0-55 1-30 1-25 0-58 0-56 1-16 1-9 
Station: work, Bf. and miu... Ft Pew see x SU PROIN EN ie REEL S ONCE 0-21 0-37 0-38 0-34 1-6 0-49 0-23 0-33 0-40 0-38 
Track conditions, hr. and nity cage svc wee gee Samra dA S newest e 0-3 0-1 0-2 — x boe — T 0-1 0-1 xs 
Block mgnals, hr. and Tes o nee2 n ye Pere etae iN Cea Sos V Re 0-1 0-1 pu. S ors 0-6 0-4 — PR 0-3 0-2 
Engine failures, Br. and TD. .uodaciEggA AA esa tise aed SÉxNE e RE ES 0-1 Bats 0-2 0-5 eee eee 0-2 0-3 0-2 0-1 
Car failures; Br. and dmn. coop ente CREE creasa eee es 0-9 0-3 0-5 0-4 0-11 0-4 0-1 0-3 0-7 0-3 
Miscellaneous, hr. and min... eu oos rr y rk9nrar Ra RARI dn 0-56 0-50 0-4 0-12 0-38 0-53 0-12 0-12 0-25 0-26 
Total mes hours ierde aes Guinn c rera im ob cu INIRE EUR D aon 24 24 24 24 24 24 24 24 24 24 
Speed between terminals (m. p. Bi). cece cece cece cette teen irene ae e pea 10.7 11 15.9 18 13.6 14.6 14.5 14.5 14 14.7 
Speed actually running (m. p. he) acces ro seritsit e o hr rh er eee aes 17.1 171 212 23.6 212 21? 187 186 20.2 20 
Delays per 100-train miles, meeting trains (hr. and min) ve x E RICE syed 1-44 1-43 0-53 0-42 1-11 E 0-57 0-79 1-36 0-53 
Delays per 100-train miles, station work (min.)........... eee etre teen eae 24 34 29 25 45 18 27 33 29 
Gross-top-njlles per. days. cho eec Cs ears ERN SUR a esse ee rid D we E RTT a 130800 121669 174109 123997 273780 223980 151373 130193 205600 154600 
Gross ton-miles per hour (actually running)........ 0... cece cece erect ee eee 25700 20077 30010 21452 42644 32698 27522 19739 34730 24081 


local or way freights and work trains, on four divisions for 31 
days of the same month, of 27 Mikado superheater locomotives 
of 57,000-lb. tractive effort, making 71,000 miles, and 59 Consoli- 
dation saturated steam locomotives of 39,000-Ib. tractive effort, 
making 116,275 miles. A total of 262,815,000 gross ton miles 
was handled, of which the Mikados were responsible for 48 
per cent. 

No attempt was made to include or compare the expense of 
maintenance of way and structures, general expenses, super- 
vision, station service, yard service, train supplies, loss and 
damage and a number of other factors in operating expenses, a 
variation of which would not be appreciably affected by the 
class of power handling the traftic. The items included do not 
purport to represent the total actual cost of handling traffic, but 
it is thought they include the essential variable items that can 
.Practically be located and that are of sufficient importance to 
justify their inclusion in a study which does not contemplate a 
degree of refinement in costs to produce figures accurate to the 
fifth or sixth decimal part of a cent. 

In tabulating the data for our own use, it was separated to 
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min. averaging for all Mikados but 14 min. less per day than 
for all Consolidations. The actual running time varied from 
5 hrs. 5 min. to 6 hrs. 51 min, averaging for all Mikados 29 
min. less per day than for the Consolidations. The miles per 
hour between terminals varied from 10.7 to 18, averaging 14 for 
the Mikados, or 0.7 m. p. h. less than the Consclidations. The 
miles per hour when actually running varied from 17.1 to 23.6, 
averaging 20.2 for the Mikados, or 0.2 m. p. h. more than the Con- 
solidations. The delays per 100 miles, meeting trains, varied from 
42 min. for the Consolidations to 1 hr. 44 min. for the Mikados, 
averaging 1 hr. 36 min. for the Mikados, or 43 min. (equal to 
81 per cent) more than for the Consolidations. This fact may 
or may not be due to longer trains, but as the 43 min. increase 
is more than 8 per cent of the total time between terminals for 
the Mikados, its significance should be studied more in detail. 
The average delay per 100 miles doing station work only varied 
4 minutes. 

The gross ton-miles per day varied for the Consolidations 
from 121,669 to 223,980, or 184 per cent, and for the Mikados 
from 130,800 to 273,780, or 210 per cent, while the average for 
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all Consolidations was 154,600 and for the Mikados 205,600, or 
33 per cent more than the Consolidations. It should be recalled 
that the Mikados have 46 per cent higher tractive effort. The 
gross ton-miles per hour when actually running varied for the 
Consolidations from 20,077 to 32,698, or 63 per cent, and for the 
Mikados from 25,700 to 42,644, or 66 per cent, while the average 
for all Consolidations was 24,081, and for the Mikados 34,730, 
or 44 per cent more than the Consolidations. It should be 
particularly noted that for the time the engines were actually 
running the increase in ton-miles handled by the Mikados was 
within 2 per cent of the increase in its tractive effort over the 
Consolidations, but by referring to the first part of this paragraph 
it will be noted that when compared on a daily performance 
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tives, had a condition which enabled it to obtain a higher efficiency 
with the Mikados than on any other division, and this regardless 
of the fact that it also obtained a higher loading efficiency with 
the Consolidation locomotives than on any other division. It 
should be borne in mind that the figures given are for round-trips 
and an analysis of the figures covering only the direction of 
trafic may produce somewhat different results. In reality, it is 
directional figures which are of the most vital moment to the 


study, particularly where the traffic is unbalanced to an appreciable 


degree, high loading efficiency in the direction of traffic being a 
most significant figure to ascertain. 

Table C gives the costs in cents per thousand gross ton-miles 
for the different items considered in this study. Interest at 6 


TABLE B—PHYSICAL DATA 


Division A Division B Divison C Division D - Al Divisions 

Mikados Consals Mikados Consols Mikados Consols Mikados Consols Mikados Consols 
Number of engines 4v $49 9 Rr EE e Ras wee rea Ro es 2 13 4 9 14 15 7 22 27 $9 
Engine days cosses we ox sees phew ae S OESTE ROLL wee ewes p RU 50 75 125 111 250 251 170 47 595 908 
Locomotive miles 122v reb 9 ax o Fuck RS RR ACC OE Q go p RUE 4358 7814 15402 15210 33762 37163 17478 56088 71000 116275 
Locomotive miles per day ................eeeeeeeeeeee nnn nn 87 104 123 137 135 148 103 119 119 128 
Gross ton miles oves eek EE E ER ES eG ACE SO RC RE Ts Qoa 6544.5 9125.2 21763.7 13763.7 68445 56219.2 25633.4 61320.9 122386 140429 
Gross tons per n Milé Space oye road ua Ga Was & Se ek eae oa sa 1500 1170 1413 904.2 2015 1470 1466.6 1093.3 1723 1207 
Loading efficiency (per cent).......... «eee eene 51.3 64.2 76.4 72 62 68 62.2 68.7 67 68.5 
Number of trains ...ccccc ccc ec cece heh th ht 43 80 123 125 216 229 147 476 529 910 
Average distance run (miles) ..........ccccecccccccveccensanses 102 98 125 122 156 162 119 118 134 128 


basis, the ton-miles handled is not within 13 per cent of the in- 
crease in tractive effort. 

Table B indicates by divisions the number of locomotives, 
locomotive days, mileage and average miles per day, gross ton- 
miles and gross tons per train-mile, and loading efficiency. It 
will be noticed from the gross ton-miles produced that there is 
quite a difference in the volume of business handled on the 
various divisions; there was also a difference in the class of the 
traffic. It will be noted that on each division the Mikados made 
from 13 to 17 miles less per day than the Consolidations, the 
percentage for all Mikados during the entire period being 7 
per cent less. It should also be noted that the division upon 
which both classes of locomotives made the highest mileage per 
day was that upon which the length of the average trip was the 


per cent has been figured on the locomotives and cabooses, and 
depreciation at 5 per cent for the locomotives and 6 per cent for 
the cabooses. These figures per thousand gross ton-miles vary 
from 3.1 cents for the Consolidations on Division C, to 6.8 cents 
for the Mikados on Division D; for all Mikados it amounts to 48 
cents, or about 12 per cent of the costs enumerated, while for all 
Consolidations it amounts to 4 cents, or 8.3 per cent of the costs 
enumerated. Special mention is made of this point for the rea- 
son that for certain purposes it is essential to include such items, 
while for others they probably should not be included; for ex- 
ample, if the question is one dependent on the type of new loco- 
motives to be purchased, or the question of additional locomo- 
tives, it manifestly should be included; if, however, it is a ques- 
tion of once having the equipment and of determining the best 


greatest. The distance between terminals generally has a very location for its utilization, interest and depreciation will accrue 
` TABLE C—PRINCIPAL VARIABLE COSTS PER THOUSAND GROSS TON-MILES IN CENTS 

Division A Division. B Division C Division D All Div. 
Inc. or Dec. Inc. or Dec. Inc. or Dec. Inc. or Dec. Inc. or Dec. 
Mik. Con. Amt.Percent Mik. Con. Amt.Percent Mik. Con. Amt.Percent Mik. Con. Ámt. "Percent Mik. Con. Amt. Percent 
Coal. ebbe» Y Vee Si och RACE ed 20.3 22.5 —22 9.8 15.4 20.3 —4.9 24.1 11.4 15.6 —4.2 26.9 13.6 18.0 —4.4 24.5 13.0 17.6 —4.6 261 
Wages, train and engine crew.. 13.5 16.9 —3.4 20.1 13.2 20.9 —7.7 36.5 9.8 12.5 —2.7 21.6 13.4 17.4 —4.0 23.0 11.4 15.8 —4.4 27.8 
Roundhouse charges ........... 4.0 40 ... ... 3.2 3.4 —2 5.9 ie 32... ... 30 27 t3 1.1.1 1. 19 —4 211 
bir ACRES qr 1.5 1.7 —2 118 1.3 1. —2 13.3 9 12 —3 25.0 1.0 14 —4 286 1.0 1.3 —3 231 
Lub. oils and waste............ .3 3 ie = SR dud .2 3 — 1 33.3 8 1.2 —.4 33.3 .3 do aae ee 6 Jo —1 143 
Running repairs ............... 66 2.4 42 143.3 40 2.5 +1.5 60.0 22 21 +.1 48 59 3.5 42.4 686 35 28 +.7 25.0 
Classified repairs ....-........ 2.0 3.6 —1.6 444 2.1 4.7 —2.6 55.3 1.9 4.0—2. 527 26 4.5 —1.9 422 21 4.2 —2.1 50.0 
Int. on locomotives at 6percent 3.3 2.4 +.9 37.5 2.5 2.3 +.2 87 2.0 16 +.4 25.0 3.6 2.5 +1.1 44.0 2.5 2.1 +.4 19.0 
Int. on cabooses at 6 percent... 1 (de ana aoe .1 ak? owed es jl Jo es sek 1 Se ee ee -l y ws 
Depreciation loco. at 5 percent 2.8 2.0 -+.8 400 2.1 1.9 +.2 105 16 13 +.3 23.1 30 2.0 +1.0 500 2.1 1.7 +.4 23.5 
Depr'ction cabooses at 6 per cent l AF, suite. shag 4 de x as E "7 MEL 1 " cr .1 dd. opie. evs 
Totals: ucsiessxek 9580 EE OE 54.7 56.0 —1.3 2.3 44.7 58.3—13.6 23.3 31.0 39.9 —8.9 22.3 46.6 52.7 —6.1 11.6 38.0 48.3—10.3 21.3 


important bearing upon the miles per day locomotives make and 
that it increases with the distance between terminals is to be ex- 
pected, as it decreases the roundhouse handling and yard ter- 
minal delays per 100 miles; hence, the importance of running 
locomotives through terminals or making turn-arounds if the 
power is in condition to permit this being done without unduly 
increasing engine failures. 

The gross tons per train-mile for the Mikados varied from 28 
to 56 per cent more than that handled by the Consolidations ; 
the average for all divisions is 43 per cent, or about 3 per cent 
less than the difference in tractive effort, indicating that, as a 
whole, there was less loading efficiency obtained with Mikados 
than with the Consolidations. 

This is reflected more clearly in the loading efficiency column, 
which shows that Division B, while having but four locomo- 


regardless, and can as well be omitted for purpose of an imme- 
diate comparison. It will be noted the costs for the variables 
listed run from 31 cents for the Mikados on Division C to 547 
cents on Division 4, and for the Consolidations from 39.9 cents 
on Division C to 583 cents on Division B, while for all Mikados 
it was 38 cents as compared with 483 cents for the Con- 
solidations. 

A glance at Table A might cause one to feel that the proper 
place to put the Mikados would be where they would produce the 
most gross ton-miles per day or hour, in which event it would 
point to Division C, as on this division they produced 273,790 
gross ton-miles per day, or 42,644 gross ton-miles per hour when 
actually running. What we are trying to determine, however, 
is whether it is more economical to keep the Mikado on a particu- 
lar division as opposed to another division. Let us compare 
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Divisions B and C. By referring to Table C and Division C it is 
noted the cost per 1,000 gross ton-miles is 89 cents less for the 
Mikados than for Consolidations, and as the Mikados produce 
273,790 gross ton-miles per day, this is equivalent to their saving 
$24.36 per day, while by referring to Division B, it will be noted 
the Mikados save 13.6 cents per 1,000 gross ton-miles, which with 
the 174,109 gross ton-miles they produce per day, makes a saving 
of $23.68, a difference of only 68 cents in favor of Division C. 
As previously referred to, however, the maintenance feature was 
known to be a little uncertain, and inspection indicates the run- 
ning and classified repairs on Division B was 6.1 cents as against 
4.1 cents on Division C, or nearly 50 per cent more. With such a 
wide difference in this item, it would not be unfair to average the 
two, or eliminate the feature; in either of which events, it will 
indicate that the greatest saving can be effected on Division B. 

A knowledge of local conditions is, of course, an advantage in 
making such an analysis, as in this particular instance it is known 
that with the volume of trafic moving on Division B, and the 
necessity for protecting local work, it would not be economical 
to place any more Mikados on that division under present traffic 
conditions. The above analysis indicates, in this specific case, 
economy in operation to use a Mikado locomotive on a division 
where it will not produce within 65 per cent of the ton-miles 
which it produces on another division, a condition which will 
doubtless appeal to many as an anomaly. 

In this connection there might also be pointed out the rela- 
tion existing between handling tonnage with large versus small 
power when the train-mile unit is used. It is frequently con- 
sidered by some that increasing the size of power and being 
able to utilize it as efficiently as the smaller power, thus reducing 
train-miles, will bring about a reduction in expenses equivalent 
to the cost of a train-mile saved ; but that this is a fallacy, can, I 
think, easily be pointed out from the data contained in the above 
tables. For example, the costs on Division 4 per 1,000 gross 
ton-miles for the Mikados were 54.7 cents, the average tons per 
train were 1,500, therefore the cost per train-mile was 82 cents. 
The cost for the Consolidations per 1,000 gross ton-miles was 56 
cents, the average tons per train was 1,170, therefore the cost 
per train-mile was 65.5 cents. Here there was an increase of 330 
tons in tons per train-mile with an increase of 16.5 cents in the 
cost per train-mile. Inasmuch as the Mikado handles 330 tons 
more than the Consolidation it will take 3.55 Mikado trains to 
save one Consolidation train-mile. Inasmuch as each Mikado 
train costs 167 cents more per train-mile than the Consolida- 
tion the product of 1612 x 3.55 equals 58.5 cents, or 7 cents less 
than the cost for a Consolidation train-mile. In other words, 
the real saving per train-mile is 7 cents instead of 651 cents as 
might be roughly estimated. 

When such a narrow margin of saving exists as shown in this 
case, it is worth while investigating the matter very carefully, 
considering another factor, namely, the interest on “additions 
and betterments" which were necessary to especially provide for 
the Mikados' repairs, housing, turning and their safe movement 
over the road. The feature of "additions and betterments" is 
one which should always be taken into account when considering 
change from small to large units; after they have once been made, 
as there is no way to get away from the interest charge thereon, 
it is of course, unnecessary to consider them if the two divisions 
to be compared have the necessary facilities; if, however, one 
division has the facilities and the question arises about transfer- 
ring some of its power to another division which is not provided 
with the facilities, then in order to determine the propriety of 
switching a given amount of power to such division the deter- 
mination should be made upon the new division's economy, in- 
cluding interest on "additions and betterments, versus the 
equipped division's economy, excluding this interest. 

Consideration of the effect upon maintenance of way and 
structures due to the use of the larger locomotives has been pur- 
posely avoided, for the reason that it is still a moot question 
among engineers. The above study should indicate that a variety 
of angles exist from which to approach this subject, as well as 
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the importance of having the detail information such as is set 
forth currently prepared. Unless it is prepared currently, much 
of it is impractical to secure and thus precludes a definite 
knowledge of many vital items. Also, in making any such study 
the actual traffic conditions must be carefully considered. 


LOCOMOTIVE COAL CONSUMPTION* 


BY LAWRENCE W. WALLACE 
Professor of Railway and Industrial Department, Purdue University 


Last spring the department of Railroad and Industrial Man- 
agement of Purdue University conducted certain road tests of 
locomotives to determine the relative efficiency of certain coals 
and methods of firing for the Monon. They were conducted 
through the co-operation of H. C. May, superintendent of motive 
power, and his staff, and the representatives of the Railway 
Mechanical Engineering Department of Purdue University. The 
tests extended over a period of 30 days, through which period 
observations were taken by students specializing in railway me- 
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chanical engineering. They were designed to determine: The 
evaporative efficiency of the boiler of a Mikado and of a Santa 
Fe type locomotive, where screened and unscreened coal was 
used; and the evaporative efficiency of each of the two boilers 
when hand-fired and when stoker-fired, both screened and un- 
screened coal being used. Every precaution was taken to obtain 
accurate and reliable data. The tests were made between 
Lafayette, Ind., and Bloomington, a distance of 100 miles. The 
maximum grade was 2 per cent and the maximum curve 4 deg. 
For a considerable portion of the distance many curves and small 
grades prevailed. The locomotives were in fast freight service. 

Locomotives.—Each of the Mikado and Santa Fe locomotives 
used were of the same respective class. The essential features 
of each are given in Table I. The locomotives were equipped 


TasBLe I.—PRiNciPAL DIMENSIONS OF THE LocoMorivkes TESTED 


. Mikado Santa Fe 
Cylinders: i.c aad ERA e aA 28 in. by 30 in. 28 in. by 30 in. 
Piston valves, diameter............. 14 in. 14 in. 
Valve gear ovs cece ka sl E OCEA EUR rn Walschaert Walschaert 
Grate area Locke osx I nens 54.5 sq. ft 70 sq. ft. 
Heating surface, tubes.............. 3,671 sq. ft 4,485 sq. ft. 
Heating surface, firebox............ 245.5 sq. ft 282 sq. ft. 
Heating surface, total.............. 3,916.5 sq. ft 4,767 sq. ft. 
Tractive effort ................ eee 53,900 1b. 66,700 Ib. 
Weight on drivers........... veia 218,000 Ib. 278,500 Ib. 
Weight on leading truck............ 26,000 Ib. 27,000 Ib. 
Wei E on “‘trailéef ici 210 ea a tees 42,000 lb. 44,500 1b. 
Tota ds of engine............. 286,000 Ib. 350,000 Ib. 
Weight of tender loaded............ 178,000 1b. 180,000 Ib. 


with Schmidt superheaters and were in good repair. 

Coal.—The unscreened coal was the ordinary mine-run coal 
common to Southern Indiana. It contained from 50 to 60 per 
cent of slack. The screened coal was of the same grade as the 


* Abstract of a paper presented at the October meeting of the St. Louis 
Railway Club. 


618 RAILWAY AGE GAZETTE, MECHANICAL EDITION Vor. 89, No. 12 


mine-run, the only difference being that it was put through a 


114-in. mesh screen before being placed upon the tender. It con- 
tained a very small percentage of slack. It is known as No. 4. 
Each coal was hand and stoker-fired on each type of locomotive. 
A Standard stoker was used. 

Results.—The average results obtained from the complete 
series are tabulated in Table II, the values given being the aver- 
age of three round trips in each case. 

A study of the table will disclose that fairly uniform conditions 
of speed and tonnage were maintained for the several tests. On 
a number of trips, however, abnormal waiting on sidings was 
experienced, and it was necessary to double a hill on several 
occasions. But as such irregularities were about as frequent in 
one of the tests as another, the relative results were approxi- 
mately the same, hence the results are trulv indicative of the 
merits of each coal and each method of firing. It should be 
said in behalf of the stoker that as soon as it was applied and 
given a short trial, the locomotive to which it was applied was 
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tested. This meant that the stoker was not fully adjusted in 
all respects. Again, the operator was required to fire a coal 
with which he had no previous experience. Bearing these things 
in mind, the performance of the stoker was very satisfactory. 

Certain of the more important results have been plotted in 
order to make them more comprehensive. In Fig. 1 is plotted 
the pounds of coal fired per square foot of grate area per hour, 
for each of the several test conditions. This indicates the in- 
tensity of the rate of firing, which is a significant factor. It will 
be noted that with the Mikado a greater quantity of coal was 


would indicate, therefore, that if it 1s necessary to crowd a boiler 
to near its limit, there is a greater possibility of doing so by the 
use of a stoker than otherwise, as more mine run coal can be 
continuously supplied to the grate per hour by means of a stoker 
than by hand. The point at which the heavy firing becomes a 
wasteful process depends upon several factors, namely: The 
draft, grate area, amount of heating surface and its condition. 

It is interesting to note that the relative position of the curves 
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for the Mikado locomotive, Fig. 3, are the same as they were 
in Fig. 1. That is, the best results were obtained when screened 
coal was hand fired. Screened coal, hand fired, gave an evapora- 
tion of 8&4 lb. of water from and at 212 deg. per lb. of coal. 
Mine run hand fired gave an evaporation of 7.6 lb., a difference 
of 10 per cent in favor of screened coal; and screened coal, 
stoker fired, gave an evaporation of 7.4 lb. of water per Ib. of 
coal, a difference of 13 per cent in favor of screened coal, hand 
fired, as compared with stoker firing. The mine run, hand fired, 
gave an evaporation of 8.3 lb. of water per lb. of coal on the 
Santa Fe and only 6.9 when stoker fired, or a difference in favor 
of hand firing of 16.8 per cent. 

The results plotted for the Mikado locomotive in Fig. 4 clearly 
indicates that a greater amount of water was evaporated per 
square foot of heating surface per hour when screened coal was 
hand fired than for any other condition of the tests. With 
screened coal, hand fired, an evaporation of 11 per cent greater 
was obtained than with mine run, hand tired, and 21 per cent 
more than with screened coal, stoker fired. There was only a 
difference of 4 per cent in the rate of evaporation when mine 


Tase II.— Average RescvLTS oF Coat Tests, HAND AND STOKER-FIRED 


Steam 


Locomo- Kind of How Total xr nm 
tive type fuel fired ton-miles M H. B.P. Temp. 
I II III IV V VI VII 
Mikado Run of Mine Hand 191,102 18.3 168.7 522 
Mikado Screened Hand 175,491 19.8 170.0 531 
Mikado Screened Stoker 180,123 19.2 168.5 533 
Santa Fe Run of Mine Hand 220,265 18.5 187.5 489 
Santa Fe Run of Mine Stoker 234,382 18.7 176.2 520 


burned per square foot of grate per hour when screened coal 
was hand fired than when mine run was so fired. Also that the 
smallest amount was burned when screened coal was stoker 
fired. With the Santa Fe locomotive a greater quantity of coal 
was burned when mine run coal was stoker fired. 

On the basis of coal consumption per 100 ton-miles, as shown 
in Fig. 2, it is apparent that the amount of coal burned per 100 
ton-miles was approximately the same for each of the three 
conditions indicated for the Mikado locomotive. But for the 
Santa Fe a greater quantity was consumed per 100 ton-miles 
when mine run coal was stoker fired than when hand fired. This 


Total water evaporated, Ib. 


Total coal, 1b. 
~ Per 1b. 
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Con-  Persq.ft. Per 100 Per Ib. of of coal Per sq. Per sq. Per 100 
sumed grate ton- coal fromand ft. H. S. ft. grate ton-mi. 

per hr. mi. at 212 deg. perhr.  perhr. 

VIII IX X 2 XII XIII XIV XV 
26,418 S6 13.6 6.2 7.6 4.7 331.0 81.5 
24,250 60 13.6 6.9 8.4 5.3 393.4 90.0 
24,200 50 13.4 6.2 7.4 4.2 303.0 €2.8 
29,233 46.4 13.6 6.8 8.3 4.5 304.0 89.3 
35.933 52.0 15.6 5.75 6.9 4.1 313.8 90.4 


run coal was stoker fired and when hand fired. 

Another measure of the relative merits of the coals used and 
firing methods employed is shown in Fig. 5, the unit of measure- 
ment being the total pounds of water evaporated per 100 ton- 
miles. Again, with the Mikado locomotive, screened coal, hand 
fired, gave the best results, there being an evaporation of 9.4 per 
cent more with screened coal, hand fired, than mine run, hand 
fired. Approximately the same results were obtained with mine 
run, hand fired, and screened, stoker fired. With the Santa Fe 
better results were obtained with the mine run, stoker fred, 
than hand fired. The amount in favor of stoker was very small. 
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CAR DERAILMENTS, CAUSES AND A REMEDY 


BY H. M. PERRY 


The derailment of cars, especially those of recent steel con- 
struction, is a matter to be seriously considered by both the 
operating and mechanical departments of the railways. The 
demand for greater carrying capacity and the increase in weight 
and speed of trains has forced the besiders to substitute steel 
in place of wood in all classes of car equipment, either in the form 
of steel underframes or of all-steel construction. This produces 
a car frame that is absolutely rigid, so much so that a jack 
placed under one corner of a car will raise the ^vhole end as 
square as though the jack were placed under the middle of the 
end. When such a car enters a curve where the outer rail is 
elevated 4 in. or more, and the approach is comparatively short, 
the weight on the forward end of the car is carried almost 
entirely by the outer forward side bearing, unless the clearance 
between the side bearings is sufficient to overcome the difference 
in the elevation of the rails. This is seldom the case, except 
perhaps on new equipment before the bolsters deflect or the cen- 
ter plates wear down arid reduce the clearance between the bear- 
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ings. When rigid cast iron side bearings are used on these cars 
the friction between them is often greater than the reaction be- 
tween the wheel flange and the rail, and as a result derailment 
occurs. The same condition will be found when such cars are 
leaving a curve; in this case the derailment almost always is 
caused by the leading outer wheel on the rear truck mounting 
the rail. 

Another cause of many derailments is the position of the side 
bearings on the bolsters and excessive clearance between the 
bearings, especially where the car has a high center of gravity. 
Fig. 1- shows a car standing on a level track, the side bearings 
being placed at 60-in. centers with ¥%-in. clearance, and the center 
of gravity of the car being 6 ft. above the rail. Fig. 2 shows 
this Car entering a curve, where the outer rail is elevated only 
2 in, and with the outer side bearings in contact, the load being 
distributed between that point and the center plate. Fig. 3 
shows the car on the curve, but tipped down so that the inner 
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side bearings are in contact, the outer rail being elevated 5 in. 
Now, when the load is suddenly changed from the position shown 
in Fig. 2 to that shown in Fig. 3, it relieves tlie load on the 
outer wheels and sometimes raises them off the rail, the car 
falling over on the inside of the curve. This is particularly 
the case with some refrigerator cars, when the load is hung 
from the roof, although many of the all-steel box cars, as well 
as some of the hopper cars, have met the same fate. 

An illustration of the trouble caused by a high center of 
gravity with the side bearings placed at 60-in. centers and with 
over j3$-in. clearance between them, together with an excessive 
elevation of the outer rail on a curve, may be had in an actual 
case of a refrigerator car loaded with meat hung from the 
roof, and running at a speed of 10 m. p. h. This car rolled over 
on the inside of the curve. The car was unloaded and set back 
on the track only to immediately tip over again. To hold it 
upright it was necessary to use guy lines until it was moved to 
a level track. Of course, this was an exceptional case and 
under abnormal conditions, but serves to show the tendency of 
cars to tip over when these conditions obtain. 

Similar cases occurred on a western road which had 1,000 
refrigerator cars, a very large number of which were derailed 


under every possible condition and on almost every road over 
which they were operated. "These cars had a high center of 
gravity, rigid side bearings, which were placed on 60-in. centers, 
and 3$-in. clearance between the bearings. It seemed to make 
no difference whether these cars were loaded with meat hung 
from the roof or with merchandise; thev simply left the track 
at every opportunity and apparently without any cause whatever. 
Later this same company purchased another lot of 1,000 cars, 
built to the same specifications, but provided with roller side 
bearings placed on 54-in. centers having only about !4-in. clear- 
ance. The road never had a case of derailment with this lot 
of cars, which looks like conclusive evidence that the side bear- 
ings prevented the derailment of these cars. 

Another interesting case was that of a heavy express car 
built new at a railroad shop. This car had a rigid steel under- 
frame and was mounted on the road's standard steel trucks. It 
was 42 ft. long over end sills, with a rather high center of grav- 
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ity, rigid side bearings were placed on 60-in. centers with a 
clearance of $$ in. In order to limber up the car, it was sent 
out empty, and at the first sharp curve the outside leading wheel 
left the rail, the friction on the outer side bearing being greater 
than the reaction of the wheel flange against the rail, the same 
condition as shown in Fig. 2. The car was replaced on the track 
and carefully run over the rest of the line. Believing that the first 
derailment was caused by the car being light, it was then loaded 
to about one-half its capacity and started back home. On leav- 
ing another sharp curve the outer leading wheel on the rear 
truck left the rail evidently for the same reason as in the first 
derailment. The car was then sent to the shops and carefully 
inspected, the trucks trammed and everything found to be in 
perfect condition, but it was decided to increase the clearance 
between the side bearings to overcome the difference in the ele- 
vation of the rails, and they were set with about 14 in. clear- 
ance all around, making a bad matter worse. The car was then 
loaded to its full capacity, and sent out. It took the sharp curves 
without any trouble, but in running down a grade at a good 
rate of speed, over a heavy fill, the car began to rock from side 
to side until the wheels on one side of the car were lifted off 
the rail and the car was badly wrecked. Roller side bearings 
with not over L$-in. clearance were then applied, and the car 
has been in continuous service over the same line for over a 
vear and has never had another derailment. 

It is undoubtedly a fact that under abnormal conditions, such 
as an excessive elevation of the outer rail on a curve, with a 
comparatively short approach, and a rigid car with only a slight 
clearance between the side bearings, that almost the entire load 
on one end of the car, sometimes exceeding 40,000 lb., is trans- 
ferred to the outer leading side bearing, and if these bearings 
are rough cast iron, as are usually applied, the friction between 
them would be at least 50 per cent or something over 20,000 
lb. As these conditions can and often do exist, is it any won- 
der that we occasionally have a so-called mysterious derail- 
ment? In a series of tests made with a pair of unlubricated 
malleable iron side bearings loaded with 4,000 lb. and the power 
applied to a lever 31 in. long, approximately the distance from 
the king bolt to the flange of the wheel on the rail, it required 
a force of 1,200 lb. to produce motion, while with a roller bear- 
ing having a 3-in. roller, under the same condition, only 70 Ib. 
was required to mcve the load, a reduction of 94 per cent in 
power rcquired. At the present time there are over one-quarter 
of a million cars equipped with some of the different designs 
of ant:-friction s'de bearings, many of the large roads having 
from 10,000 to 20.000 cars so equipped, and as about 75 per cent 
of all the cars recently built are similarly equipped, it is rea- 
sonable to assume that the results obtained have not been unsat- 
isfactory. 


ELECTRIC LIGHTING OF PASSENGER CARS* 


BY E. S. M. MACNAB 
Engineer of Electric Car Lighting, Canadian Pacific, Montreal 

There is a strong demand for electric light on passenger cars 
from both standpoints of safety and comfort. The possibility 
of fire in case of wreck is practically nil when electric light is 
used. Taking the question of comfort, the chief advantage is 
the application of berth lights in sleeping cars, together with the 
use of fans in dining and parlor cars, in addition to which may 
be added a cooler light devoid of all odor which comes from 
gas lighting, and the ability to place lights in any position in 
a car where they mav be most convenient. 

The number of clectric-lighted cars in service in Canada and 
on certain roads in United States in 1911 and 1914 is shown in 
the table. It is apparent that there is a strong demand for elec- 
tric lighting in passenger cars, and also that the railways are 
meeting it in a Iberal soirit. 


Pi Barat of a paper read before the Canadian Railway Club on October 
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The electric lighting of passenger cars may be divided into 
three main classes—straight, storage, head end and axle systems. 

The straight storage, while it is the simplest system, requires 
cars being held in terminal yards from six to ten hours for re- 
charging batteries. This system is, therefore, out of the ques- 
tion for transcontinental services, as any road which has not a 
surplus of rolling stock cannot afford to hold its trains in the 
terminal yards for sufficient time to charge the batteries. An- 
other disadvantage is the heavy capital cost of installing the 
necessary battery-charging facilities at all terminals. 

The chief disadvantage of the head end system is the want of 
flexibility, and this is felt where trains have to be remarshaled 
at junctions and cars switched off on branch lines. This leads 
to the necessity of equipping a large proportion of the cars on 
every train with batteries, increasing the capital and mainte- 
nance costs. Another disadvantage is the high steam consump- 
tion of the turbine. 

The axle system, which is the most extensively used, com- 
prises a generator driven by a belt from the axle and a set of 


TABLE SHOWING INCREASE IN ELECTRICALLY LIGHTED Cars, 1911 To 1914. 
Number of cars Number of cars Increase in 


Railway company equipped 1911 equipped 1914 cars equipped 


Canadian Pacific .......... 68 359 291 
Grand Trunk ............ 34 164 130 
Grand Trunk Pacific....... 233 72 72 
Canadian Northern ....... 14 226 212 
Total in Canada........... 116 821 705 
Pennsylvania Lines East... 902 1,924 1,022 
Pennsylvania Lines West... 516 714 198 
N. Y.C. & H. R... 202 1,007 855 
N. Y, H. N. & H......... 350 410 50 
Lehigh Valley ........... 81 384 303 
Great Northern .......... 4&0 650 190 


storage batteries which supply current to the lamps when the 
train is at rest. As this equipment is applied to each car, it fol- 
lows that it is an individual unit and can be transferred to any 
line in any class of service without any adjustment of the ap- 
paratus being necessary. 

Batterics—Ilf a number of electricians who operate electric- 
lighting equipments were asked to name the details which cause 
the most trouble, I am sure 90 per cent would reply, “the bat- 
teries.” To maintain a storage battery in good working condi- 
tion it should, as far as possible, receive about 20 per cent more 
charge than discharge, but continuous overcharging will cause 
the plates to buckle, and alse create an excessive deposit of 
sediment, either of which will result in sort-circuiting the plates, 
causing the cells to lose their charge and become "dead." Over- 
charge will also increase the evaporation of the electrolyte, which, 
if not replaced by adding water, will result in damage. The ill- 
effects of undercharge are also to be noted, as, owing to the 
action of the acid on the plates, in a discharged condition a 
sulphate of lead is formed which will have the effect of reduc- 
ing the capacity of the cell which may be removed by a continous 
slow charge. As the charge in a set of batteries gradually leaks 
out when left standing for a long period, electric-lighted cars 
should not be taken out of service and stored in yards where 
charging facilities are not available. It is the Canadian Pacific's 
practice to charge the batteries on all cars not in service at least 
once a month. 

Another source of trouble is the current leaking to earth 
through the lead-lined tanks, which will take place if the bot- 
toms of the cells are allowed to remain wet. At the point where 
the leakage takes place in the lining an electrolytic action fol- 
lows, which eventually produces a hole in the lining, allowing 
the acid to leak awav; this happening in one cell will probably 
start the rest in the battery box. To prevent this, care should 
be taken to keep the outside of the cells and floor of the battery 
boxes as dry as possible and well insulated from the iron work 
of the cars. Mv reason in calline attention to these troubles is 
to bring out the fact that, as the battery maintenance is the 
heaviest item in the lighting on most railways, considerable sav- 
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ing may be effected by paying attention to the various points 
which tend towards good battery maintenance. 


ORGANIZATION 


The question of organization is the chief factor to be deter- 
mined if efficient results are to be obtained. To illustrate the 
capital expenditure and maintenance costs, take a road having 
400 electric-lighted cars. As each installation will cost, say, 
$1,500, we have a total expenditure of $600,000, of which $800 
per car, or a total of $320,000, is liable to be permanently de- 
stroyed through want of attention. Assuming a total of 400 cars 
at a maintenance cost of $12.00 per car per month, we have a 
maintenance cost of $4,800 per month, or $57,600 per annum. If 
by better handling we save one lamp per car per month, we effect 
a saving of $180 per month, or $2,160 per annum. Again, a con- 
servative estimate will place the life of a battery set at five 
years. Assuming we have twenty-four batteries per equipment 
and that we increase their life by one year; taking the cost of 
the batteries as $630, we have: 


Depreciation at 5 years......... $126 per annum 
Depreciation at 6 years......... 105 per annum 


— 


Saving per car............ s $21 per annum 


Multiply by 400 cars and we have $8,400 per annum saved. 
Again, take the question of belt life. A saving of one belt per 
car per annum will approximate $5 per car per annum, of $2,000 
per annum on 400 cars. 
Summarizing, we have: 


Saving of one lamp per car per month............06. ; 
Extending life of batteries by one year............... 8,400 
Saving one belt per car per annum.,........sssssseso 2,000 


$12,560 per annum 

These figures show what may be saved or lost through proper 
handling or neglect of the equipments, setting aside the discom- 
fort caused to passengers due to light failures. 

There is a considerable difference in the methods of organiz- 
ing this work on the railroads in the United States. In some 
cases the forces are controlled directly by a chief electrician, 
who reports to the master car builder. On some roads the chief 
electrician acts in an advisory capacity to the master car builder, 
the forces being controlled bv the car foreman; on others the 
electrical engineer, through his assistants, directly controls the 
terminal electricians. On one road in the United States the 
electricians are carried on the car foreman's pay roll, and are 
responsible to him as far as matters of discipline are concerned, 
but are responsible to the chief electrician for all technical work. 
As a general rule, the closer the chief electrician or electrical 
engineer is to the inspection forces, the more efficient the or- 
ganization. 

The chief clectrical engineer should supervise the preparation 
of the specifications and wiring diagrams for all new rolling 

. Stock and see that they are lived up to by the car builders. This 
is important, as all equipments, as far as possible, should be in- 
stalled to certain standards; the various conduit runs should be 
inspected to see that new wires may be drawn in at any time 
without tearing down the interior finish of the car. The quality 
of the conduit and wires should also be closely watched, as these 
items will affect the cost of maintenance in later vears. 

The generator suspension should be closely checked with the 
object of providing for sufficient belt clearance; it will well repay 
any railway to give this point due consideration, as it is no idle 
Statement that fully half the light failures and lost belts are due 
to insufficient clearance. 

The type and location of fixtures should also receive attention. 
As far as possible, standard types should be used, involving the 
minimum number of classes of glassware; as a rule, clear, un- 
shaded lamps should not be used, as thev are liable to cause eye 
Strain. It is also advisable to standardize one size of lam», 
which, on a large system, must be carried in the stores at all 
terminals. 

The introduction of 50-watt gas-filled lamps which have re- 
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cently been placed on the market should considerably reduce the 
number oí fixtures and also simplify their construction. 


MAINTENANCE OF EQUIPMENT 


To maintain the equipments in a proper state of efficiency 
periodical inspection and overhaul are necessary, and any 
neglect of either will result in a heavy expenditure for re- 
newals. 

Each equipment should receive a thorough overhaul once a 
year, when the generator should be removed from the car, taken 
apart, cleaned and worn parts renewed, and on being rebuilt 
should be tested on a special test frame. The batteries should 
also be taken to the battery house, where each cell should be 
opened up, the cell box washed out under a spray, all bent plates 
straightened, and damaged separators renewed. The battery 
should then be reconnected in the shop and properly charged, 
when a discharge test should be taken and its capacitv noted. 
After recharging, the specific gravity of the electrolyte should 
be adjusted and the cell and battery boxes painted. The set is 
then fit to be replaced on the car. If the car is fitted with lamp 
and generator regulators they should be reset, the carbons being 
specially examined.  Considerable difference of opinion exists 
as to whether this overhaul should be carried out at the termi- 
nal vards or at the shops of the company. In favor of the 
former system it is claimed that, by changing the equipments 
at the terminals, the overhaul is not dependent on the shopping 
of the cars, which in some cases is not on the twelve months 
basis. Also that more interest is taken in the work by the yard 
staffs than by the shop men. The latter method has the advan- 
tage of concentrating the work and insuring a standard treat- 
ment of each equipment and thercfore lends itself to better or- 
ganization. 

Inspection.—A yard force, under the supervision of a chief 
electrician or foreman, should be located at each terminal where 
trains originate, and each car arriving should be inspected to 
see if the equipment is in good working order before leaving 
on its next trip, and then all necessary running repairs made. 
At each inspection the height of the acid in the batteries should 
be noted, and water added, if necessary. Neglect of this will 
cause sulphating of the plates, decreasing the capacity and life 
of the batteries. 

YARD FACILITIES 


The modern battery room is equipped with a washing table 
on which the elements can be inspected and also a compressed 
air and water spray over which the cell box is cleaned. Benches 
should also be provided to hold at least six sets of batteries 
while they are being charged up prior to being applied to the 
cars. Acid tanks for mixing new electrolyte and for holding 
electrolyte removed from cells while they are being overhauled 
should be provided, together with a press for straightening 
plates, also steam-jacketed tanks for boiling the acid out of con- 
nections, etc. A still should also be installed if Edison batteries 
are used. 

The generator repair room should be fitted with a bench on 
which a generator may be conveniently dismantled and rebuilt. 
A work-bench with a vise is also necessary, together with lock- 
ers and cupboards. 

Battery charging facilities should be provided in the battery 
room and throughout the vard, in order that the batteries on 
any car may be charged without switching the car to any special 
point. 

RECORDS ` 


A set of records should be kept in the electrical engineer's 
office, showing the details of the equipments on each car, to- 
gether with a separate battery record. A statement of failures 
should be prepared each month, showing the number of cases 
of trouble, the type of equipment and batteries with cause of 
trouble. From this an efficiency statement is made up, showing 
the number of failures per thousand car miles, also the number 


of miles per failure. It is thus possible to watch the operation 
of the equipments and make comparisons of them from month 
to month. 


ACCOUNTS 


The determination of the cost of operating the equipments is 
one of the most important items to be followed up, as without 
a proper accounting system it is impossible to trace any of the 
numerous leaks which may occur in the maintenance. Un- 
doubtedly the most satisfactory method of keeping accounts is 
one which gives the cost of labor and material of each car 
per month, from which the cost of the various systems in op- 
eration can be ascertained. But such a system is not always 
possible. 


CONSERVATION OF LIGHT 


All who are connected in any way with the operation of elec- 
tric lighted equipment should assist in saving as much light as 
possible while the cars are in the coach yards, terminals, etc. 
By all means give the passengers all the light they require, but 
save the waste. Probably gas lighting is more or less respon- 
sible for much of the waste which now prevails, as it is possible 
to use the gas in the tanks before a train arrives from the yard 
to receive its passengers, and replenish the tanks in a few min- 
utes, whereas to recharge the batteries of an electric lighted car 
may take eiglit or ten hours. 


NEW M.C.B. EXPERIMENTAL COUPLERS 


The Master Car Builders’ Association has recently issued Cir- 
showing the 


cular No. 7 from the Committee on Couplers, 
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Location of the lockset changed from the guard-arm wall to 
the rear wall. 

Lengthening the vertical guide of the lock. 

Addition of a longitudinal rib on the knuckle side of the head, 
supporting the front face of the head. 

Change in the lock lifter for top operation, making 1t detach- 
able from the lock and entered from the top of the head. 

Changes to the bar, knuckle, lock and kicker to accommodate 
the above and other slight modtfications. 

The principal changes involved in the type D coupler (Fig. 
2), which supersedes type B, are as follows: 

Addition of a pulling rib to the bottom of the knuckle tail. 

Redesign and strengthening of the guard-arm. 

Fulcrum boss and front of the lock changed and a correspond- 
ing change made in the lock chamber in the bar. 

Removal of the unsupported portion of the striking horn on 
the knuckle side. 

Changes to the bar, knuckle, lock and kicker to accommodate 
the above and other slight modifications. 

Fig. 3 shows the comparison of contour lines. The contour 
lines Nos. 5 and 10 were slightly modified in order to use the 
same knuckle in either contour line. This was accomplished 
without decreasing the horizontal angling of the No. 5 contour. 
and gave an increase of half a degree in angling of the No. l0 
contour. 

The dimensions of types A and B couplers may be found in 
the Daily Railway Age Gazette of June 16, 1915, on page 130. 

Regarding the use of these couplers in actual service, the com- 
mittee said, in part, as follows: 

"In order that the members of the association will be in a 
position to select for adoption as a standard either the type C 
or type D coupler and either the No. 5 or No. 10 contour lines, 
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Fig. 1—Type C Experimental Standard M. C. B. Coupler 


general outline of the types C and D experimental couplers. 
The principal changes involved in the type C coupler (Fig. 1), 
which supersedes the type A, are as follows: 


it is essential that each railroad place in service immediately a 
suflicient number of each of the two types of couplers C and D. 
with both the Nos. 5 and 10 contour lines. from which to draw 
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their conclusions. These service trials will be augmented by a 
series of static and dynamic tests, conducted by the committee, 
similar to those made on the types A and B couplers. These 
trials should preferably be made on locomotives, in order to ob- 
tain the most severe service, and need not be delayed for an 
order of new locomotives, as the couplers can be ordered and 
procured with any type shank desired and used to replace 
couplers on present equipment. Freight cars may also be fitted 
with these couplers to a limited extent. Both contours Nos. 5 
and 10 should be tried out without fail on all installations. 
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of laying off the couplers and recording the measurements taken 
in the tests. 


EFFECT OF MOISTURE IN THE AIR BRAKE 
SYSTEM 


Water in the air brake system is likely to cause trouble in 
a number of directions, principal among which are cut valve 
seats, duc to the lubricant having been washed away; inade- 
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Fig. 2—Type D Experimental Standard M. C. B. Coupler 


“The type C coupler is manufactured at present only by the 
American Steel Foundries, and the type D is manufactured at 
present only by The National Malleable Castings Company. The 
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couplers may be ordered direct from these manufacturers or 
through any other of the coupler manufacturers who are mem- 
bers of the joint committee to design the standard M. C. B. 
coupler. The price will be the same." 

The circular also contained illustrations showing the method 


quate air supply at times due to the volume of containers 
having been reduced by the water; and, worst of all, stopped 
up pipes and defective valves resulting from the water collect- 
ing in the pockets and freezing. It is therefore desirable to 
insure that a minimum amount of water enters the system. 

Water vapor is present in the air at all times in varying 
quantities according to the locality, the weather conditions, 
etc. The water vapor itself can do no harm as long as it 
remains a vapor for it is then a gas, similar to air in its 
action so far as air brake processes are concerned.. 

The maximum amount of moisture that pure air can contain 
depends only on its temperature and pressure, and has an 
unvarying value for each condition. The higher the tempera- 
ture of the air the grcater is the amount of moisture that it can 
contain. The higher the pressure of the air the smaller is the 
amount of moisture that it can contain. The rise in temperature 
due to the compression of the air, in all cases found in practice, 
far more than offsets the opposite effect of the rise of pressure 
on the moisture carrying capacity of the air. Obviously there 
are two ways of accomplishing the desired results, namely: 
Maintain throughout the brake system the temperature at which 
the air enters the system; and eliminate the moisture before the 
air is passed to the brake system. 

The elimination of all moisture which can cause trouble 
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can be accomplished if the temperature of the air is reduced 
to that of the atmosphere before it enters the brake system and 
therefore the second of the courses mentioned above is the 
practicable one. Suppose air at atmospheric pressure to contain 
only 25 per cent of the maximum amount of water it can 
carry, it is necessary to raise it to only four atmospheres, or 
45 ]b. gage pressure, to bring it up to 100 per cent saturation. 
As the compression continues above this point all excess water 
vapor will be precipitated unless one thing happens, viz., the 
temperature is raised sufficiently to prevent the saturation point 
being reached. During the actual process of compression this 
is precisely what takes place. The heat generated by compression 
more than offsets the tendency of the increasing pressure to 
precipitate any of the water and the result is that no moisture 
is ever deposited in the compressor while in action. 

When the air reaches the reservoir, however, it gives up its 
heat by radiation but with a relatively small loss of pressure, so 
that as the temperature falls the saturation point is soon reached 
and precipitation takes place. This process of precipitation con- 
tinues until the air in the reservoir is either of the same tempera- 
ture as its surroundings or until some of it is drawn off into the 
system. It may be that air leaves the main reservoir always at 
or about 100 per cent saturation and therefore at the precipitating 
point. But if the temperature drops no further the remaining 
water vapor will continue in the air as such throughout its course 
through the system. 

Expansion, it is true, will take place throughout the system 
during the functioning of the parts and will result in dropping 
the pressure, thus tending to raise the saturation point and 
simultaneously in reducing the temperature, thus tending to lower 
the saturation point. However, with the pressure used in ordi- 
nary air brake work there is no place in the brake system where 
the expansion will be sufficiently great or rapid, that the second 
of these antagonistic features can predominate and result in 
precipitation, provided the system is properly installed. That 
the opposite effect can be produced is quite true. For instance, 
a very considerable drop in pressure at a fast rate could be 
brought about by a restriction at some point in the conduit 
through which the air has to pass. What might happen in such a 
case is that in manipulating the brakes the air would expand 
very rapidly through this restriction and moisture would be de- 
posited on the walls of the conduit. This would become frost and 
further restrict the opening until finally the pipe would be closed. 

The general practice of the day in the compression and trans- 
mission of air does not seem to make adequate provision for dis- 
posing of the water deposited by the air while cooling. In con- 
nection with the compressor, and usually quite near it, a receiver 
or reservoir of considerable capacity is provided, the most im- 
portant function of which is, or is assumed to be, that of collect- 
ing the water that may be precipitated by the compressed air. 
In too many cases this receiver fails of its mission or only 
partially collects the water from the air, because if the com- 
pressor is working constantly and rapidly, as it usually does, the 
air goes through the receiver and out of it and into the system 
before it has time to cool. The air after compression will not 
drop all of its water until it is thoroughly cooled and the cooler 
it gets the greater will be the quantity of water liberated. Cases 
are quite common where a second receiver placed at the farther 
end of a pipe-line has effectually cured the freezing up by 
removing the congealable liquid. To get rid of all trouble from 
water vapor in the air, and the precipitation and possible freezing 
of it, care should be taken that when the air passes a point where 
it is still at full pressure and has reached it lowest temperature, 
such means of drainage shall be provided that none of the liber- 
ated water shall be carried into and along the pipes beyond that 
point. To guard against the air reaching the brake system at a 
temperature above that of the atmosphere and against great and 
rapid expansion until after it has passed the operating mechanism 
are the only things that can be done with compressed air to 
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prevent precipitation and its consequent ill effects. The above 
considerations demonstrate the prime importance of having an 
amount of radiating suríace in the main reservoir and connecting 
pipe of an air brake installation sufficient to cool the compressed 
air to atmospheric temperatures before it is passed into the brake 
system. Also that no restrictions exist in the piping between the 
container and the device through which it is delivered to the air 
brake system or operating apparatus,unless such restrictions be 
placed where the temperature is always above freezing. 

To facilitate the cooling of the air the piping and reservoirs 
should have as free an exposure to the atmosphere as possible 
in order to obtain a good circulation as well as to avoid the 
heat of the locomotive firebox. Ample capacity should be 
provided for in the storage reservoirs to insure air free from 
moisture being delivered to the brake system even though the 
reservoirs are called upon to furnish quantities of air in rapid 
succession to the brake system, as is the case in taking a heavy 
train down a long grade. The reservoir should be provided 
with drain cocks of large capacity and should be easy of access. 
The installations should be so made that the radiating pipe will 
drain into the first reservoirs and that the drain cock is at the 
lowest point of the reservoir. Special care should be exercised 
to eliminate pockets and reheating. With all of this precaution, 
if the reservoirs are not drained regularly, the water will be 
carricd into the brake svstem. 

To facilitate the installation and to obtain the greatest amount 
of cooling area, it has been found that to divide the reservoir 
capacity into two units and have each reservoir of relatively 
small diameter in comparison with its length (proper volume 
considered) gives the best results. In addition to this it is neces- 
sary that a sufficient length of radiating pipe be provided for 
radiating purposes between the compressor and the first reservoir 
and between the two reservoirs. This length of radiating pipe 
will be determined by climatic conditions and will therefore vary 
somewhat, but should never be less than 25 ft. in length in either 
case. The undesirable results enumerated are cumulative and 
influence the entire brake system and its operation, and although 
many more reasons could be given and examples cited, sufficient 
has been said to demonstrate the importance of a proper consid- 
eration of this problem. 


MAKING GOOD CAR INSPECTORS* 


BY C. S. TAYLOR 
General Foreman, Atlantic Coast Line, Wilmington, N. C. 


Good car inspectors, like good roundhouse foremen, are "born 
and not made.” As the demand far exceeds the supply, it has 
brought about quite a problem as to how to overcome the de- 
ficiency. It has been solved on our road to a great extent. 

We hire a boy from 18 to 20 years of age, one from the 
country preferred, and take special note of his physical qualifi- 
cations. We first place him in the car repair vard as a laborer, 
his duties being to handle stock from the material piles and 
storehouse to the cars; we also let him assist car repairers in 
repairing cars, giving him a knowledge of car construction and 
the names and uses of different parts of the car. After he has 
proved himself proficient and a good worker we place him on the 
wrecking force at the first opportunity. All laborers on the 
wreck force are white. This gives him experience that he would 
not get in the shop, and he becomes familiar with failures of 
different parts of the car; if a wreck is caused by poor in- 
spection it impresses on him the importance of close inspection. 
After working a while on the wreck force, we place him as 
can inspector's helper and furnish him with an M. C. B. rule 
book and the loading rules. He is now commencing his real 
education as car inspector. The duties of the car inspector's 
helper are to assist the inspector as much as possible, working 
trains in and out of the yard. More responsibility is placed on 


* Entered in the Car Inspectors’ Competition, which closed October 1, 
1915. For prize article see November issue, page 575. 
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him as he shows a fitness to assume it, until he is competent to 
hold the position of car inspector. 

His ability is not alone rated by observation by the chief car 
inspector, but also on his knowledge of M. C. B., loading and 
safety appliance rules. This latter is arrived at by his answers 
to questions which are sent out each month by the billing clerk 
instructor, and also by the supervisor of car repairs. The 
supervisor of car repairs issues practically all questions on 
safety appliances, and billing clerk instructor issues questions 
on M. C. B. and loading rules. These questions are sent out 
monthly to the car foremen, their clerks, chief car inspectors, 
their clerks, all car inspectors, and all car inspector's helpers. 
The answers are sent in by each individual and corrected and 
returned to him. Besides educating the men as to the different 
rules, it has also created quite a rivalry among them, which 
brings about more or less discussion as to the interpretation of 
the rules, and is one of the greatest educators that we have. 

A good inspector should be thoroughly familiar with all M. 
C. B. loading and safety appliance rules, have a fair education, 
write a legible hand, be sober and industrious, a close observer, 
realizing and appreciating that a small oversight on his part may 
result in a serious accident, causing the loss of thousands of 
dollars; he also should be familiar with the working principles 
of air brakes and know how to locate defects in the equipment 
and make quick repairs. He should, above everything else, have 
good judgment and loyalty. 


DESIGN OF STEEL PASSENGER EQUIPMENT 


BY VICTOR W. ZILEN 
Associate, American Society of Mechanical Engineers 
III 
TRUCKS 


In Fig. 3 is diagrammatically shown a four-wheel truck, which 
may represent any type of the four-wheel truck; we are inter- 
ested in the nature and intensity of external forces, and the 
effect which they may produce in creating internal forces in the 
structure itself. The method of determination of stresses in one 
type of truck may be applicable to any other under the same 
system of loading. 
` The condition of loading of a truck frame, which will probably 
be the maximum, will be that based on the capacity of the axle. 
The load on the truck frame is that which is transferred from 
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the elliptic springs through the spring hangers; it is the total 
vertical pressure plus or minus the load due to the tendency 
of car to tilt when passing sharp curves at high speed. 

It will be remembered that P, and P: are the pressures on the 
Springs on the left and right sides of the truck respectively, as 
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found by formulas (23) and (24) in connection with Fig. 2.* 
H, is the horizontal force at the center of gravity of the weight 
on the springs. Now, in Fig. 3 let 


t = A — vertical load per hanger, left side of truck. 


ts — A — vertical load per hanger. right s:de of truck. 
H: ; 
t= 27 horizontal load per hanger. 


We may then proceed to determine the value of R, and Rs. 
For equilibrium horizontally, we have 


and vertically 
t + ts = Rid Rho wueeeREPLZ. AiE A (31) 


Taking moments about N, we have for rotary equilibrium of 
the truck on the axle 
2Rq + 2t: (qi — q) + Rs1 — ts] = 0, 
which by substitution from equation (30) and transposition, be- 
comes 


Rs = ta — ai EE E E E abe. T D eR S (32) 
From equation (31) we find that 
Ri = ts + t1 — Rs 
and substituting from (32) 
Ri = ti + aa pucri EE E dr dob a a Go ta tide Ae. Bale eck Geees (33) 


Side Frame, Vertical Loading.—Considering only the exter- 
nal forces acting vertically on the side frame it will readily be 
seen that equilibrium is produced when Ri = th. It is thus 


21; qi 
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evident that is an internal force due to the couple 


t; and R, and is delivered vertically to the ends of the side 
frames by the end rails. It is positive, acting downward, on 
the left side, and negative, acting upward on the right side. 
Let this force be 


== mE nee e ect e nese eeeee (34) 
In considering vertical moments in the side frame, let 
x = any distance from A. 
From A to B, or for values of x < b 
| E IE DER EEE (35) 
Similarly, from B to C where x > b and < b +c. 
M, = Zx — Ri (x—b)... ccs eese ccucceccccee (36) 


and from C to C where x > b 4: cand <b+c+d 
M, = Zx + tı (x —b—c) — Ri (x — b). 


But from (33) and (34) we find that 4, = R, — Z. Substi- 
tuting this value for /, in the above and combining 


M, = Z (b+c) — Ric... ccc cece cccescvccucues (37) 


It will be seen that this is the value of My for x = b + c, 
which indicates that there is no change of moment between 
the hangers. The last three equations give vertical bending 
moments in the side frame toward which the car is swaying. 

End Frame, Vertical Moments.—Since the vertical force Z 
at the ends of the side frames is the effect on them of the rigid 
connection to the end rails, it is the result of a bending moment 
in the latter. It was found to be positive at one side of the 
truck, and negative at the other. For any distance from N or 
Mi its value will be 


M,=Z (5—*) Debo Dia VA a Mea die dace pig os (38) 
Substituting for Z its value in (34) 
M, = t:qi (: — T) MERE s eR E ee as eU (39) 


the value of which is a maximum at the fixed ends and zero 
in the middle. 

Side Frame, Horizontal Moments.—So far we have been deal- 
ing with forces acting on the truck frame vertically, now we 
shall investigate the effect of forces acting horizontally. First, 


* See October number, page 515. 
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consider the side frames hinged to the end rails at A A, with 
two concentrated loads f: at a distance c from the reactions R=. 
Then the moment at B is zero, and at C is 

Mio SUIS outs dalsetati o Sega A SD M qui ep d (40) 


which is also the value from C to C. 

Now consider the frames fixed at the ends to the end rails, 
with the same conditions of loading as before. This is the 
case of a beam built in at the ends in which the slope at the 
ends is necessarily zero. For this condition it is necessary that 
the moment at B have a value equal to the mean bending mo- 
ment for the freely supported beam under the same condition 
of loading. Therefore the moment at /?, which is the same 
as that at .4, 1s 

M, = old ++) 
m 
But from Fig. 3 it will be seen that 


, . d+comm--e 
and substituting 


M, = tee ( c WE (41) 
m 
Midway between 4 and B 
AT = 0. 
The moment at C or from C to C is 
Ma = tcc —t2c (: — <), or 
4 m 
CEREREM AR (42) 
ni 


End Rail, Horizontal Moments.—Since the moments in the 
side frame at the corners are the result of the rigid connec- 
tions to the end rails, it is evident that maximum moments of 
the value shown in formula (41) exist in the end rails. These 
act in opposite directions at the ends of each rail, and the 
value at the center is zero. 

In designing the members of a truck frame, the shear and 
torsion should be kept in mind. For instance, the position of 
Ra, with respect to the side frame is at a distant q, hence the 
twisting movement T, at the end of the side frame from 44 to B is 


In this case bending and torsion are more important than 
shear. The bending moments for any point in the members of 
the truck frame may be determined graphically as shown in 
Fig. 3. In this case it is necessary to calculate the maximum 
moments by the use of the formulas given above, lay them out 
to scale and complete the diagram by connecting the points 
thus determined with straight lines. 

Example.—The following numerical example will serve to 
illustrate the use of the formulas: 


Pi = 43,600 Ib. = vertical pressure on elliptic springs on one side 


of truck as determined by formulas (23) and (24). 
W = 31,000 Ib. = vertical pressure on axle. 
Wai = 52,000 lb. = weight on elliptic springs, both sides of truck. 
H = 17,277 lb. as determined by formula (11). 


Wi 


Hi = W = 29,000 Ib. 
|] = 76in. 
ti em 21,800 Ib. 
2 
t = I = 7,250 Ib. 
4 
q = 14.5 in. 
m = 721m. 
c Eum 22 in. 
b = IfRin. 


The vertical moment in the side frame at B is found by 


formula (35) to be 
5 
Bee ah eee 


M., = z & — 2,700 x 18 > 49.70) in. Ib. 
» /6 
and the moment at C and between C and C by formula (37) is 
M, = 2,760 (18 + 22) — (21,800 + 2,760) X 22 = — 430,000 in. Ih. 


The vertical moment in the end rail is found by formula (38) 
to be 


M, = 2,760 X 2s = — 105,000 in. Ib. at N 
— 76 . - 
M, = 2.760 X == = --105,000 in. Ib. at Ni. 


The moments thus obtained are all that are necessary to 
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construct vertical moment diagrams for both end and side 
members of the truck frame. 

The horizontal moments in the side frame at B, by formula 
(41) are found to be 


to 


P 
M, — 7,250 x 22 (: —- =)= 110,800 in. Ib. 


which, with the sign reversed, is also the value at A. It is 
also the maximum horizontal bending moment in the end rail. 
The moment at C 1s found by formula (42) to be 


22 


VJ 


Mp 7,250 = 48,700 in. Tb. 


The resultant moment, due to the horizontal and vertical mo- 
ments at any point in the frame, is 


MS Me a ARAT (44) 


The required section of the frame must be such that it will 
safely withstand this moment; or the maximum fiber stress, 
due to the horizontal moment plus the maximum fiber stress 
due to the vertical moment, must not exceed the allowable 
working stress of the material. 

Motor trucks in high speed interurban electric service are 
subject to the same method of procedure in computing the 
stresses in the frame as the trailer. The only additional mem- 
bers comprising the frame are two cross bearers, which sup- 
port the motor nose. These are supported at the ends on the 
side frame to which the load, due to the weight of a portion 
of the motor, together with that due to the motor torque, is 
transferred. The additional bending moment in the side frame 
is to he added to that already found. Cross bearers having 
a substantial connection with the side frame may be treated 
as beams fixed at the ends. 

Bolster.—The bolster is a beam supported on elliptic springs 
near each end. The weight of the car body is transferred to 
the bolster at the center plate, the car balancing on the center 
plate when no other force but gravity is acting. When the 
equilibrium is disturbed, as when the car is traversing a curve, 
a portion of the load is transferred to one of the side bear 
ings. The distance of the side bearing from the center plate 
does not influence the resistance to turning of the truck about 
the center plate, because the pressure, and hence the frictional 
resistance, varies inversely as this distance. There is an ad- 
vantage in placing the side bearings as far as possible from 
the center plate, however, because of the reduction in oscilla- 
tion of the car body for any given clearance between the body 
and truck side bearings. 

There are two conditions of loading which should be con- 
sidered: (1) The bolster supported on the springs and loaded 
in the middle, and (2) the bolster supported at the center 
plate and side bearing and loaded at the spring near one of 
the supports. 

Referring to Fig. 4, let 


P, and P, = pressure on elliptic springs from formulas (23) and (24). 
| — distance between spring centers. 
hn = distance from center line of bolster to side bearing. 


Case (1).—Under this condition of loading, moments at B 
and D are zero. At C 
l 


M = (Pi + Pilg ee ee eee en ree ere (45) 


Case (2).—When part of the weight of the car is carried 
by the left side bearing, the moments at 4 and C are zero. 
The moment at B 1s 


l | 
M = Pi(5— ar Deest x igi (40) 


When the brakes are applied the retarding force at the rail 
has for its reaction an opposite and equal force at the center 
plate. The pull of the brake rod, one end of which is con- 
nected to the brake levers on the car body, and the other to 
truck, is also against the center plate. The sum of these two 
forces is the horizontal load at the center plate. In some cases, 
however, the brake rod pull is counterbalanced by another rod 
pulling on the truck levers in the opposite direction, this rod 
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having one of its ends connected to the car body. With such 
an arrangement there is no horizontal reaction at the center 
plate due to the pull of the brake rod. The bolster is sup- 
ported horizontally in vertical guides at each end. These provide 
the reactions for the horizontal load at the center plate, and 
we have a simple beam supported at the ends with the load 
in the middle. The fiber stress due to vertical bending plus 
the stress due to horizontal bending must not exceed the 
permissible maximum working stress of the material. 

When passing over sharp curves, switches and frogs one of 
the very noticeable effects is an abrupt sidewise lurching of the 
car. The office of the swing hangers is to allow the bolster 
to move laterally in order to avoid shock. This movement is 
usually limited to less than two inches, and is checked by the 
use of helical springs of proper capacity, but if the hangers 
are sufficiently short no springs are required. 

The correct length of hangers for use with or without springs 


K----------4--------- Center Plafe 


PM HF UI RE SE OA 
| 


-Point of 
Suspension 


may be calculated when the limit of the speed of the train on 
curves is known. In Fig. 4 let 


F = centrifugal force per lb. of train on the curve. 

y = permissible speed of train in miles per hour. 

W = Pi: + P: = weight on the four hangers. 

G = the required length of hangers in inches. 

T = the fed lateral resistance in pounds of the spring when 

solid. 
n =the lateral movement of bolster in inches. 
m = vertical height center to center of the hanger 
in inches = V G? — n?. 
Taking moments about the point of suspension 
"TN " _ Wn 
Wn = (WF — T) m or m = FLT ADDE (47) 


For a body weighing one pound, the centrifugal force will be 
as follows: 


F = .9001165 y? on 10-deg. curves. 
F = .000175 y? on 15-deg. curves. 
F = .000233 jy? on 20-deg. curves. 


Substituting in (47), the length of hanger for any value of 
F and any weight of car is 


—— ———————————ÓÀÓBÀ 


z Woy 
6-2 Ay) lE (48) 
and the resistance required of the springs is 
e NC 
= — v Gen *ecatdc2224-97€9-924*?259»2€ (49) 
Example.—Assume the following conditions: 
y = 35 m.p.h. = the limiting speed of the train on a 15-deg. curve. 
W = 52,000 Ib. = weight on all hangers of the bolster. 
n = 2 in. = lateral movement of bolster each side of center line. 
T= 0 


For a 15-deg. curve at 35 m.p.h, the value of centrifugal force 
per lb. of train weight is 
F = .000175 X 353 = 0.214 


Substituting in (48), the leneth of hanger is found to be 


NN (ncm. ee mv 
Du 52,000 X oomen) + 1 = 9.55 in. 


The correct length of hanger for use without springs is 9.55 in. 
Suppose, however, that because of limitations in design two 
hangers 18 in. are to be used. By formula (49) 

2 


T = 52,000 (0.214 -- — “_.) E 
5 x yig-)- 3,360 1b. 


A spring will be required having a maximum resistance of 3,260 
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lb. to check the lateral swing of the bolster in two inches with- 
out shock. 

Oblique suspension of bolster hangers is a common practice 
one of the good features of which is the tendency to shift the 
center of gravity of car body towards the inside of curves, thus 
adding to the stability of the car on the rails. However, the ad- 
vantage of inclined hangers is somewhat doubtful, as the arrange- 
ment necessitates the use of a spring plank, which is loaded as a 
strut, the horizontal components of the weight on the hangers 
acting at the ends. In some cases, on account of clearances, the 
spring plank must be made heavy enough to bear eccentric load- 
ing, which adds to the weight of the heavy construction and 
results in a few hundred pounds more dead weight, from which 
no adequate advantage is obtained. Owing to the comparatively 
low center of gravity of steel cars, the stability on the rails is 
well on the side of safety and vertical suspension with lateral 
motion springs is more desirable. 

A type of hanger from which more is to be gained than from 
inclined hangers is a vertical hanger with three bearing points 
at the top. These are arranged so that the central point only 
acts until the bolster is near the limit of its swing. The bear- 
ing is then transferred to one of the lateral points, thus suddenly 
increasing the lever arm n (Fig. 4) by the distance from the 
central to the lateral point of suspension. With this arrange- 
ment no lateral springs are required. 


WHY IT IS HARD TO GET GOOD CAR 
INSPECTORS* 


BY J. H. HARRIGAN 
Southern Pacific Company, Sacramento, Cal. 

The demand for competent car inspectors exceeds the supply. 
This is not surprising when the manner in which these men are 
secured is taken into consideration, together with the knowledge 
and qualifications necessary intelligently to perform this work. 

An intelligent young man, beyond the age when he can be- 
come apprenticed to a well-paying trade, out of a job and 
willing to do anything, applies for a position. If he is placed 
on the shop tracks car repairing, he will in time become familiar 
with details entering into car construction from the top of the 
rail to the running board. Further, if he has shown by his 
industry and ability that he is worthy of something better and 
indicates a willingness to qualifv as car inspector, he is placed 
at air brake work and by close application becomes conversant 
with the principles governing air brake operation. He is now 
ready for the train yard, his duties as he passes through the 
various stages of development embracing the proper care of 
journals and journal boxes as relates to oiling, packing and re- 
brassing, repairs of such defective safety appliances as can be 
looked after in train yards, as well as air brake defects and 
other light repair work. After he has served at this work and 
has proved he is of the right stuff, he is promoted to the position 
of car inspector. This period of training should cover from two 
to three vears, if he is to be thoroughly fitted for his work, 
which requires a working knowledge of the following subjects: 


Car construction from top of rail to running board. 

Air brake operation and repairs. 

Safety appliances—standard application— penalty defects. 
. C. B. rules of interchange—delivering line and owners’ responsibil- 
ity—whether defects existing affect interchange. 

Loading rules—recommended safe practice— width and height for clearance. 


A car inspector must be somewhat of an executive, inasmuch 
as he has to arrive quickly at decisions and abide by his judg- 
ment. He cannot be vacillatory. His shop experience enables 
him to decide whether the defect is such as to affect the safety 
of the car movement and whether there will be less delay to re- 
pair it in the train or switch it to the repair tracks. 

A car inspector must be honest and not indulge in sharp prac- 
tice as regards repairs to foreign cars, but live strictly to the 


* Entered in the Car Inspectors’ Competition, which closed October 
1, 1915. For first prize article see November issue, page 575. 


spirit of the M. C. B. rules, necessarily implying that he should 
have a working knowledge of such rules. 

A car inspector should see that his employer obtains to the last 
farthing all the benefits of the labor and material used in making 
repairs to foreign equipment. 

A car inspector must be a safe man; never taking any risks 
that would incur personal injury to himself or co-workers. 

A car inspector must be thorough in his work. When going 
over a train he must not simply be a sight-seer, but assume the 
role of an investigator, examining closely the various details 
that affect the safety of operation. To do this he must bend 
his back and look underneath the car. Any carelessness in his 
inspection will show up in subsequent trouble and delay. 

A car inspector should subscribe to some live periodical touch- 
ing on mechanical matters relating to his branch of the work. 

A car inspector when he shows he is capable of handling men, 
a vacancy occurring, is appointed a gang foreman, and as 
further opportunities present and he can qualify, he will be 
promoted accordingly. Here, as in every other human endeavor, 
promotion is not always rapid, but eventually ability will be recog- 
nized; if not, it has its reward in work faithfully done. 

As to the decided lack of proper material from which to 
develop car inspectors, thorough in every branch of their work, 
I attribute this condition to the following two factors: 

First, rate of pay is not commensurate with that received by 
employees in other branches of the railway service, ability and 
knowledge considered. Cost of living has advanced, but car 
inspectors are receiving practically the same pay as they earned 
10 and 20 years ago. 

Second, long hours of service, being obliged to work the 24 
hours in two shifts. No doubt this condition is the survival of 
early railroad practice, it being assumed that, owing to the few 
trains handled, car inspectors were not employed continuously. 
In a large terminal vard to-day an inspector is on his feet every 
minute, every day in the week. 


EXPANSION JOINT FOR WATER HEATER 


The drawing shows the method employed for heating the 
water for the wash basins in sleeping and parlor cars on 
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Application and Detali Construction of Expansion Joint for Water 
Heater on Canadian Northern Sleeping and Parlor Cars 


the Canadian Northern. The unusual feature of this arrange- 
ment consists in the application of a special expansion joint 
which does away with the trouble previously experienced from 
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leaky joints caused by unequal expansion, which is difficult to 
take care of when a complete screwed joint arrangement is 
used. The construction of the expansion joint is clearly shown 
in the engraving. It consists of a 3 in. by 3 in. by 34 in. tee, 
one end of which is screwed to the 3 in. pipe, while the other 
end contains a reducing bushing and stuffing box through which 
the 1% in. pipe passes, provision being made against leakage 
by the use of a brass pipe gland and packing. This arrange- 
ment was developed under the direction of A. L. Grabum, 
mechanical engineer, Canadian Northern, Toronto, Ont. 


“THE DOCTOR OF CARS"* 


BY G. C. SLARROW 
General Foreman Car Inspectors, Pennsylvania Railroad, Baltimore, Md. 

First of all, who and what is a car inspector? What relation 
has he to one of the greatest industries of the time? Outside 
of the movement of a car, or a train of cars, this man is entirely 
responsible at most times for all cars. He is held responsible 
for ordinary yard inspections covering all parts that are open to 
the very closest inspection, the only excusable defects being 
those hidden from ordinary inspection, commonly termed "con- 
cealed parts.” He must be thoroughly familiar with all lading 
loaded in open cars, and, in a great many cases, discern bulged 
and irregular conditions brought about by the improper loading 
of closed cars. He is called upon to make inspections on the road, 
at stations and piers, or on individual, private and industrial 
sidings; such inspections covering the loading of both open 
and closed cars. The instructions with which a car inspector 
must be familiar are too numerous to mention, the most im- 
portant being United States safety appliances requirements, 
M. C. B. rules of interchange, air brake and train air signal 
rules, book of rules (general), transportation of explosives and 
other dangerous articles, rules of loading, dimension book of 
cars and lading for clearance limits, fire regulations, etc. He 
is also required to pass a rigid examination on sight and hearing. 
as well as on air brakes. He must be familiar with all mis- 
cellaneous instructions issued from time to time pertaining to 
his work. This outlines pretty clearly the most important duties 
of a car inspector. 

The car inspector’s position is something like that of a doctor; 
the man carrying the hammer may be classed as a “doctor of 
cars.” The doctor of medicine finds it essential to get all the 
knowledge he can about the anatomy of a human being before 
he attempts to practice upon them. In a sense it is just as 
essential that a car inspector know the physical weaknesses of 
a car before he attempts to fill the position of car inspector. 
The following method appears to be the best to familiarize 
himself with these weaknesses: 

First of all, wherever possible, place the man in a position 
where he will become familiar with both freight and passenger 
cars. Have him understand that if he desires to hold the 
position of car inspector, he must familiarize himself with all 
the rules of the work, it being understood, of course, that he 
will first be employed as a car cleaner, car oiler, or car repair- 
man. Have the applicant pass the sight and hearing examination 
and air brake examination while employed in the capacity of 
one of these classes and arrange to work him in the place of 
regular men off duty, and, wherever possible, with an older man. 
Have him understand that he can go to the gang leader for any 
information that he desires, and have the gang leader under- 
stand that he is to instruct the man as to his work. This will 
turn out competent car inspectors. It will generally be from 
two to four years before the man gets a regular position; during 
all this time he is fitting himself for it, and it goes without 
saying that when the opportunity presents itself he will be 
thoroughly familiar with the work. So much for the ordinary 
car inspection work. 

Interchange work is a branch of the car inspection department 


bi Entered in the Car Inspectors’ Competition, which closed October 1, 
1915. For first prize article see November issue, page 575. 
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that requires a man with a complete knowledge of the M. C. B. 
rules. A man with a short experience as car inspector cannot 
make good in such a position. Generally speaking, the position 
of interchange inspector pays better, as it carries with it more 
responsibility. There is no doubt but what there are a great 
many car inspectors who do not take any interest whatever in 
the interchange work from the fact that they do not come in 
contact with it, and the interchanging of cars is an added feature 
to the duties of an ordinary car inspector. 

Seniority should not govern the appointment of an interchange 
inspector. It would seem rather that the appointment should 
be based on alertness and aspiration for that class of work. The 
first step in his development should be to familiarize himself 
with all the M. C. B. rules of interchange, etc., while he is 
working as an ordinary car inspector. He should be allowed to 
work in the place of regular men off duty at interchange points 
whenever possible; always at points where there is more than 
one interchange inspector stationed, which will insure the proper 
supervision of his work by an older interchange man. Both 
the gang leader and the older inspector should be instructed to 
watch the man’s work and give him all the information they 
can concerning the duties. When a position is open for the 
man he should be placed at a point with an older man for 
a while until he is thoroughly familiar with interchange work. 

The duties of a car inspector vary according to local conditions. 
In some cases they do nothing but inspect cars; in others they 
make repairs in the yards, where no repairmen are located. 
There are points where no oilers are located and the inspectors 
do all the oiling. 

The chances are very remote for promotion, the only promo- 
tions open to car inspectors, as a general rule, being to positions 
as interchange inspectors and gang leaders. The difference in 
the compensation is slight. From experience I would say that 
about 8 per cent. of the car inspectors are promoted to one or 
the other of these positions during their time of service. 


PROPER HANDLING OF EQUIPMENT* 


BY E. E. BETTS 
Superintendent Transportation, Chicago & North Western 

It is generally admitted that the present practice for handling 
foreign cars by the transportation and mechanical departments 
results in great economic losses to the railroads. Under the 
present practice of using cars regardless of ownership it is of 
common occurrence that their absence from home lines is in- 
definitely prolonged. They run without proper mechanical at- 
tention from one road to another, their condition growing stead- 
ily worse until they become a menace to the safety of trains 
and dangerous to life and limb. They are then taken out of 
service. They may be patched up and sent limping home for 
the owner to rebuild or destroy, or, perhaps, that is done by 
the road having the old worn-out cripple in possession when 
it finally lies down and can go no farther, but in any evert the 
results are the same—the owner pays the bill and is most in- 
jured by the practice of neglect. 

A car absent from the home line, we will say six years (and 
that is not unusual), becomes afflicted with old defects, some of 
them owners’ defects, others users’ defects. The car is finally 
taken out of service, and is then offered in interchange to a 
road which is known in our parlance as the “home route.” The 
home route line rejects the car on account of its condition, and, 
pending a settlement of the question as to who is responsible 
for its condition and should make the repairs, it is held at the 
interchange point until the per diem accruing thereon is fre- 
quently many times greater than the cost of the repairs would 
amount to. 

In other cases, especially in large terminals like Chicago, the 


* Abstract of paper presented at the September meeting of the Western 
Railway Club. As explained by Mr. Betts, this paper was also presented 
to the General Superintendents’ Association of Chicago as a report of a 
special committee, of which Mr. Betts was chairman, appointed to make a 
study of the handling of equipment. 


failure to inspect and properly repair cars, and the attempt to 
pass them from one road to another in defective condition, 
create a heavy terminal expense where belt lines are used as 
intermediate links, and greatly increase the per diem earnings 
of idle and unserviceable cars. 

The failure to keep cars in repair applies to all railroads in 
greater or less degrees. Probably no railroad is free from that 
charge. In some cases it is undoubtedly a studied policy; in 
others it is chargeable to a lack of facilities, indifference and 
carelessness of employees, and various other reasons, but in our 
judgment under any and all circumstances it is a mistaken 
policy, because the interests of railroads are linked together in 
this proposition so that what injuriously affects one injuriously 
affects all. 

One of the fundamental principles of the Master Car Builders' 
rules is that, "Each railway company must give to foreign cars, 
while on its line, the same care as to inspection, oiling, packing, 
adjusting brakes and repairs that it gives to its own cars." This 
virtually makes the attention which a road gives to its own 
cars the standard it should give to foreign cars. 

If this may be taken as a declaration of principles, it is open 
to construction by the individual, and is, therefore, of little or 
no value for the government of such interests as are combined 
in this proposition, and which the Master Car Builders' Asso- 
ciation is supposed to protect and to properly provide for. 

The Master Car Builders’ rules make owners responsible for, 
and therefore chargeable with, the repairs to their cars necessi- 
tated by ordinary wear and tear in fair service, so that defect 
cards will not be required for any defects thus arising, and, if 
we are able to construe this rule properly, it is based on the 
idea that cars afflicted with defects that owners are responsible 
for may be returned to the owners for repair, and here we 
believe is the cause of all our difficulties where the mechanical 
department is involved, because it virtually permits railroads to 
avoid making repairs to cars and permits them to be sent home 
for that purpose. We believe this to be a fatal defect in the 
Master Car Builders' rules. 

Box cars are loaded promiscuously by railroads which have 
no direct connections at Chicago. When they enter the Chicago 
territory, they are pooled, loaded anywhere and everywhere and 
their absence from owners covers long periods. Result—The 
cars lose the channels of "home" (no short-routing being per- 
mitted) except by circuitous routes resulting in excess mileage 
and the handling lines are unwilling to repair them, each rail- 
road basing its justification for the refusal to repair cars upon 
the short period the cars are in its possession. 

In large terminals like Chicago, some one should have ar- 
bitrary power to schedule cars for repairs under Rule 120 and 
check up to see that they are properly made—then the theory 
and practice under M. C. B. rules 1 and 120 become consistent 
and effective, and such box cars which have no direct connection 
with car owners' railroads will be repaired and placed in rev- 
enue service. Until a change is made along these lines, our 
difficulties will continue. 

Another principle fully set forth in the Master Car Builders' 
rules is, that cars offered in interchange must be accepted if 
in safe and serviceable condition, the receiving road to be the 
judge. The owners must receive their own cars, when offered 
home for repairs, at any point on their line, subject to the 
provisions of the rules. This is indefinite. It confers a lati- 
tude upon the receiving line which everybody recognizes as 
being eminently proper, as naturally the right to determine the 
safety and serviceability of cars to suit the receiving line rests 
with itself, and from that decision there can be no appeal. 
It may refuse the car, and there the matter seems to hince. 
There is no standard of principle in such a rule as that, 
and it can onlv result in endless disputes, bad delays, useless 
expense, and just as soon as you appeal from the decision of 
the receiving line you take away the right conferred by the 
rule, and the rule then becomes void and of no effect. 

Illustrations are not wanting to show in the most emphatic 
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manner that the amount of unnecessary mileage incurred by 
railroads in moving cars in an opposite direction from home 
in order to get them home is almost beyond belief. 

If we are to secure proper and unrestricted movement of 
cars, and be able to employ them to their fullest extent, they 
must be kept in repair by the mechanical department. This 
seems to be a simple proposition on paper, and, inasmuch as 
repairs that owners are responsible for can be charged with 
a profit, we believe, to the road making them, the work should 
be done, and we can see no reason why it is not, unless the 
question of facilities, labor, supply of materials and other 
mechanical disabilities make it impossible. Where that is tne 
case the cheapest, best and most rational thing to do before 
the car becomes in a dilapidated condition is to send it home 
direct to the owners and let them repair it, and such a car 
should not be made to travel 2,000 or 3,000 miles in order to 
cover an intervening area of 100 miles or less. 

The judgment of the mechanical department is accepted by 
the transportation department in all cases where the safety and 
serviceability of cars are concerned. At all interchange points 
rigid inspection should be maintained. Cars that are offered 
in interchange under load not in serviceable condition should 
be transferred, and the empty returned to the delivering road, 
but if the transfer of the shipment is impracticable, some ar- 
rangement should be made to send the car through to destina- 
tion, provided that it is safe, and when unloaded at destination, 
if it is wanted for a return load, or a load in another direction, 
the road using the car should make all necessary repairs, or 
should return it to the road it was received from to be con- 
tinued homeward so that the owner may make them. 

Individuals will differ as to what is or is not a serviceable 
condition, and for that reason if it is possible to define it, in 
a general way, at least, it should be done. There should be a 
standard of excellence for a freight car which shall govern 
inspection, and a matter of such vital importance to the rail- 
roads should be regulated by well-defined mechanical rules. 

The remedy for the troubles that afflict the car supply, the 
handling of cars so far as the transportation department is 
concerned, is to be found in the movements of empty cars in 
a homeward direction by the shortest and most direct route, 
the initials of the cars to be the ruling guide, no other marking, 
carding rules, or regulations being necessary. 


RECOM MENDATIONS 


The committee also offered a series of resolutions to be re- 
ferred to the Master Car Builders’ Association and to the special 
committee of 25 mechanical and transportation officers to be 
appointed by the president of the American Railway Association, 
in accordance with action taken ‘at its recent meeting in New 
York. The resolutions urged that the Master Car Builders’ 
Association considered the adoption of a standard of mainte- 
nance for all equipment offerable in interchange, and the elimi- 
nation of an interpretation issued by the Master Car Builders’ 
Association under date of January 1, 1915, in M. C. B. circular 
No. 16, under which, the committee declared, “loaded foreign 
cars may be delivered in bad order to a connection and by it 
hauled to destination, and eventually, regardless of the length 
of time, be returned empty to the delivering line, if in the 
same physical condition, thus defeating the intent of M. C. B. 
rules 1 and 2, which provide for repairs to such cars.” The 
M. C. B. Association was also earnestly requested to take such 
further action as will make obligatory the handling of bad order 
cars strictly in accordance with the present terms of M. C. B. 
rules 1 and 2, and provide for the handling of bad order cars 
under the following principles: 

Cars to be accepted in interchange, either loaded or empty, 
must conform to the standard of maintenance to be agreed upon. 

A loaded car destined to a point within the limits of the ter- 
minal at which it is delivered, or a car which must be trans- 
ferred on account of bad order (not complving with this 
standard of maintenance), must be accepted if safe to run and 
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carded with Bad-Order-Return- When-Empty cards, or bad-order 
transfer cards, to be returned empty to the delivering line. 

A car not conforming to the standard of maintenance to be 
adopted, accepted by a receiving line, must be repaired by the 
unloading line when empty, or returned to its owner. 

Cars belonging to roads with which delivering line has no 
connection must not be transferred by the receiving line in order 
to save per diem or avoid repairs, which may be made under 
load, when such cars are loaded in a homeward direction. 

Another resolution referring to good order foreign cars stated 
that a condition has arisen whereby foreign cars are not han- 
dled in accordance with the present car service rules, that under 
these conditions, during a slump in business, foreign cars are 
back-hauled thousands of miles over the various circuitous 
routes the cars may have traversed under load in order to 
finally reach their home. The American Railway Association 
Committee was urged to consider the revision of the present 
car service rules along the following lines: 

All equipment, except box cars, shall be considered as special 
to the line owning and shall be returned to the owners in 
home route and a penalty applied for any misuse sufficient in 
amount to make the diverting of a car prohibitive. 

Box cars may be loaded in a homeward direction regardless 
of the route via which they were received. 

Foreign box cars belonging to a direct connection must be 
delivered to and received by that connection, regardless of 
whence they came, except cars received in switch service. 

All box cars of individual ownership must be accepted by 
owner at any junction point offered. 

Foreign box cars belonging to a road with which the holding 
road has no connection must be loaded for home or in a 
homeward direction or into home territory, regardless of whence 
they come, with the exception of cars received in switch ser- 
vice. Foreign box cars may be returned to the delivering 
line empty if in a homeward direction, but not otherwise. 

In the event there is absolutely no loading of any kind that 
will take a foreign box car loaded in a homeward direction, then 
provide a means whereby it may be short-routed empty. 

Make a reciprocal arrangement whereby one road will haul 
cars for another emptv and equalize on a mileage basis through 
the medium of some kind of a clearing house. Such an arrange- 
ment will provide that cars hauled empty will always be hauled 
in the right direction, instead of in the opposite direction. 

Discussion.—After reading the paper Mr. Betts called atten 
tion to the expense entailed in shifting the bad-order cars about. 
In the Chicago territory 1,445 bad-order cars were returned to 
the delivering line on account of mechanical defects, at a cost 
of $7 apiece, and 861 cars were offered that were not fit for 
load. In one vear 29,779 loads were transferred in Chicago on 
account of the cars being in bad order and it is believed that most 
of the cars were loaded when in that condition. Records of cer- 
tain bad-order cars show that they made 29 and 30 moves before 
they arrived home. 

J. R. Cavanagh, superintendent car service, C., C., C. & St. L. 
presented a written discussion favoring a general car pool and 
the repairing of the cars in pool shops. He believed that such 
a pool, under the joint jurisdiction and supervision of the Ameri- 
can Railway Association, the Master Car Builders' Association 
and the general traffic associations, would give good results. 

A. E. Manchester, superintendent of motive power, C., M. & 
St. P., believed that too much repair work was being done to 
perpetuate certain classes of cars and that provision should be 
made whereby these cars not be allowed to leave the home linc. 

W. E. Symons called attention to the very small mileage the 
average freight cars make per day, believing that there is much 
to be done by the railroads in having the cars promptly unloaded 
and returned to service. He believed that the roads were not 
prepared to keep the cars in the condition recommended by Mr. 
Betts in his paper. J. J. Hennessey, master car builder, C., M. 
& St. P., agreed with Mr. Symons in this respect, and believed 
that the paper presented by Mr. Betts was too much of an ideal. 


RECLAIMING MATERIAL AT LOCAL SHOPS 


BY E. A. MURRAY 
Master Mechanic, Chesapeake & Ohio, Clifton Forge, Va. 


The salvaging of scrap material has received a great deal of 
attention during the last two or three years, and the saving to 
be effected by repairing or reworking material which reaches 
the scrap yard is now quite generally appreciated. Much that 
has been written on this subject, however, has dealt with recla- 
mation at the central scrap yard. There is much material which 
can be reworked at division points and placed in service without 
being collected at the central scrap yard and this phase of the 
problem has been given especial attention at the Clifton Forge 
shops of the Chesapeake & Ohio. 

Both car and locomotive parts are handled, as well as con- 
siderable track material, and a number of special devices have 
been installed which are almost exclusively used in reclama- 
tion work. Of the car material, some is repaired and again 
placed in service, while other parts are reworked and made use 
of for other purposes. Freight car truck arch bars are gener- 


Device for Straightening Bent Axles 


ally removed because of cracks, and in some instances are re- 
moved in order to be replaced with heavier bars. At this point 
we use a number of switch engines, and find this material suit- 
able for step brackets for the front and rear ends of switch 
engines. The surplus material of this kind is sent to the main 
shop, where it is rerolled into round iron. 

Metal roofing which is removed from cars is used for several 
purposes. It is converted into locomotive tinware, and has been 
found to give more satisfactory service than can be obtained 
from the tin, as it will withstand more rough treatment. It is 
also useful in repairing buildings which would otherwise require 
the use of corrugated iron. In some instances it has been used 
in siding up new buildings, the frames of which may have been 
made from old car sills, thus making it possible to build without 
requesting an appropriation. It has been found that a greater 
number of wooden sills are being removed now than hereto- 
fore, due to the use. of heavy power and long trains with no 
perceptible increase in the strength of the cars. Aside from 
their use in the construction of new buildings, sheds, etc., the 
sills are of use in building platforms and repairing shop floors. 

Practically all the old grab irons on cars fail to meet the 
requirements of the safety appliance standards of the Interstate 
Commerce Commission, and large quantities of them have been 
removed from cars which are unsuitable for further use as grab 
irons. This material is utilized in making rivets for steel car 
repairs, and it has been found that these rivets serve the pur- 
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pose as well as those made from new material. A large saving 
has been effected on this item alone. 

Included in the car material which may be reclaimed and again 
used for its original purpose, may be mentioned couplers, coup- 
ler knuckle pins, cast iron car wheels, bent axles, brake beams, 
brake spreader rods, pressed steel oil boxes and springs, both 
coil and elliptic. Where the coupler is bent in the body or the 
knuckle pin holes are spread through the action of a broken 
knuckle pin, the coupler may be made serviceable again at a 
very small cost. Knuckle pins which have been bent are heated 
to a cherry red in an oil furnace, are examined for cracks or 
other defects and are then straightened and returned to service. 

All cast iron car wheels which have been condemned and re- 
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Holst for Loading Scrap Whecis 


moved because of flat spots, are shipped to the main shop, where 
they are ground at a cost of 45 cents each. One of the illus- 
trations shows a pneumatic hoist used for loading these wheels 
and other scrap wheels. It is located close to the scrap wheel 
storage platform and enables a car to be loaded with wheels 
in a very short time. It consists of two cylinders, each 
60 in. long, made up of five 10-in. brake cylinders placed end to 
end and held in position by six long bolts passing through heads 
of %-in. steel plate at either end. These cylinders are placed 
vertically in a pit and a platform 65 in. long by 37 in. wide 
is supported at the top of the 2-in. piston rods. Guide bars 
of 7g-in. by 3-in. iron are attached to the lower side of the plat- 
form near its ends and extend downward into the pit. The 
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operation of the device will be clearly understood írom the 
illustration. The wheels are run onto the platform when at its 
lower position, in which it is flush with the scrap wheel plat- 
form. When loaded, the air is admitted to the cylinders and 
the platform raised to its upper position, in which it is close to the 
side of the car and flush with the floor. 

Car axles which have been removed on account of being bent 
are taken to the blacksmith shop to be straightened in the ma- 
chine illustrated herewith. This consists of a truck, the frame 
of which is made from two 3-in. by 12-in. channels each 12 
ft. long. These are spaced 1334 in, back to back, and the 
upper flanges form the track for a carriage consisting of a 3-in. 
by 12-in. channel, placed flanges down, to the ends of which 
are secured axles carrying cast iron wheels 5 in. in diameter. 
To the carriage are secured two forged brackets, one of which 
carries a fixed center and the other an adjustable center. The 
axle to be straightened is placed between these centers after being 
heated at the point of the bend. To one end of the truck is 
secured an 8-in. brake cylinder, the piston of which is connected 
to the long arm of a lever pivoted in brackets secured to the 
truck frame. To the short end of the lever is attached a block, 
which may be brought against the axle at any desired point 


Pneumatic Hammer Used in Reclaiming Track Spikes 


by adjusting the position of the carriage. The machine is op- 
erated by compressed air, and is portable. By its use axles are 
straightened without difficulty and at a very small cost. 

The removal of brake beams is usually required because of 
worn brake heads or broken fulcrums, in most instances from the 
former cause. The beams are reclaimed by the application of new 
brake heads or fulcrums, as the case may be. One of the larg- 
est savings in car material is from this source. Another detail 
of the brake rigging which frequently fails is the brake spreader 
rod. These rods are usually made of cast steel, and failures 
occur et the jaws. Considerable saving has been effected by 
using two broken spreaders to make one good one. The spread- 
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ers are cut in two in the middle of the rod and a new spreader 
produced by welding together two good ends, the work being 
done in special dies under the steam hammer. 

All bent pressed steel journal boxes are straightened and re- 
turned to service. Very few of these boxes are damaged beyond 
th possibility of repair, this being one of the best features of 
the pressed steel oil box. 

Old locomotive boiler tubes, and air pipes removed from both 
locomotives and cars, unfit for further service need not be 
scrapped. The tubes form suitable material from which to 
manufacture washers. The tube is first flattened, after which 
the washers are punched out, making two washers with each 
revolution of the punching machine. Split keys may also be 
made in the same manner, and both the washers and keys give 
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Details of Construction of th» Pneumatic Hammer 


service equally as good as similar articles purchased from outside 
manufacturers. 

Old air pipes which have deteriorated until they will no longer 
withstand pressure may be used for sand pipes on locomo- 
tives. The saving on this item is in itself not large; it is, how- 
ever, worthy of attention. 

Locomotive driving wheel tires which have been reduced in 
thickness to such an extent that they are unfit for further use 
in road service may be worn out on engines assigned to yard 
service, where the braking periods are not of too long dura- 
tion and, therefore, do not cause the tires to heat and loosen 
on the center. This practice has been found very economical, as 
a sufficient supply of tires of the proper sizes are secured in 
this manner to practically meet the requirements of locomotives 
in yard service. 

After engine truck and driving axles are removed because 
of worn journals they are placed in a furnace and thoroughly 
annealed. They are then given a close inspection for cracks 
and flaws and turned down for use on engines of lighter capa- 
city, or, in the case of a main driving axle which is larger 
than the others, it may be used under the same class of engine 
for the front, intermediate or back, as the case may be. If 
axles are not suitable for use in this manner, they are sent 
to the smith. shop, where they are converted into different 
classes of locomotive and car forgings. 

A great many air brake hose are cut off where they are 
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chafed near the nipple, and the shorter lengths again fitted up 
to be used for shop purposes, such as making connections be- 
tween the shop air line and the hose of portable tools, transfer 
tables, air hoists, etc. Air hose, which is of no further service 
as such, is used for locomotive sprinkler hose and for making 
water connections to the tender truck journal boxes. 

Many globe valves have been thrown away which we have 
found it possible to put in good repair by renewing the disk, 
stem or packing nut. Often a valve which is apparently worth- 
less may be made as good as new by reaming the seat and 
applying a new disk. This may often be done with the valve 
body in position in the pipe line, thus saving the expense of 
removing it. It will also eliminate the chance of distorting 
the valve body, often done in removing it from the pipes. 

A large saving may be effected in the air brake department. 
Air pump pistons, which have been broken, may be welded and 
governor steam valves, feed valve pistons, etc, may be put 
in serviceable condition at a very small cost. 

Inspirator bodies and lubricator bodies may be reclaimed by 
bushing the connections in the bodies where the threads have 
been stripped. | 

Nuts and bolts are reclaimed by retapping the nuts and 
straightening and rechasing the threads of the bolts. In some 
cases the bolts are cut off to a shorter length and rethreaded. 
Track spikes are picked up over the division and shipped to 
the shop, where they are sorted, the bent ones being straightened 
and worked over to be returned to service. Those which are 
badly deteriorated are scrapped. The pneumatic hammer, shown 
in the illustration, is used in this work, and has proved very 
efficient, as it requires but one person to operate it. It was 
built in the shop at this point at a very small cost. The air 
supply to the cylinder is controlled by a plug cock operated by 
a foot lever, the reversal of the plunger being automatically 
controlled by means of the poppet valves in the cylinder head 
and the exhaust port through the piston rod. 


THE APPRENTICE SCHOOL* 


BY R. J. HETTENBAUGH 
Apprentice Instructor, Big Four Shops, Mt. Carmel, Ill. 


“I am not getting a show,” is a very common expression among 
the apprentice hoys in the shop to-day. In a great many snops 
the ccmpany depends on the machinists to instruct the boy, but 
the macl:inist is not always inclined to tell everything he knows 
and the ccmpany Eas no idea what the boy is learning outside of 
his daily werk. 

This difficulty has been overcome in quite a number of the 
larger shops by employing instructors, whose duty it is to help 
the apprentice over difficulties and teach him how to set up work, 
sharpen tools and get the highest possible efficiency out of the 
machine he may be running. | 

This cannot be considered an extra expense for the boy be- 
comes more valuable to the company early in his course through 
the ke'p of the instructor and school work; otherwise he will 
drift along and can only learn by careful watching, and from a 
year and a half to two years pass before he becomes proficient 
enough to be of any value. 

The greatest step that has ever been taken towards making 
eficient mechanics has been the installation of the apprentice 
school. Every bey is put through a general course in drawing 
and mathematics regardless of the trade he may be learning. 
This prepares him for the school course he is to follow. 

Each boy spends four hours a week in school and is given 
full time accordirg to his rate in the shop. In addition to this 
he is required to work from 25 to 50 problems a month at home. 
These problems all pertain to practical shop work and are a 
he'p in his shen studies. 


"ENGEL MEAM a Se gs C NR 
* Entered in the competition on “How Can I He'p the Apprentice?” 
which closed September 1. 
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The merits of the apprentice system are evident from the 
fact that from 12 to 15 per cent of the boys serving time in 
schools with which I have had experience are now holding 
salaried positions with the company, and from 50 to 75 per cent 
are still in the shops. | 


OIL-BURNING BLACKSMITH FORGE 


BY F. G. LISTER 

Mechanical Engineer, Spokane, Portland & Seattle, Portland, Ore. 

The blacksmith shop at the Vancouver (Washington) shops 
of the Spokane, Portland & Seattle is equipped with oil-burning 
forges which have proved entirely satisfactory, the fuel 
oil even possessing a number of advantages over coal or coke 
for this class of service. The burners are the same as that 
described in connection with an oil-burning sand-dryer on page 
407 of the August issue of the Railway Age Gasette, Mechanical 
Edition. 

A standard size forge is built of fire brick with a combustion - 
chamber and delivery passageway as shown in the illustration. 
The burner is inserted at the mouth of the horizontal passage- 


Make Hood of loose 
Fire Brick fo suit wor. 


Hn 


€— G 


Combustion Chamber 
Biacksmith Forge Using Fuel Oil 


way, the flame striking the wall of the combustion chamber, from 
which it is diverted upward to the work. A hood of fire brick 
to suit the type of work to be handled is laid over the fire, which 
may be made to cover a very small or a very large piece of 
metal, as required. 

Oil as a fuel for use in a forge is especially convenient 
and economical. The fire is always clean and is ready when 
needed, without the unsatisfactory expenditure of time in build- 
ing and keeping it up. About twenty-five per cent more work 
can be turned out than with a coal or coke fire. This is partly 
due to the fact that the oil fire covers a greater heating area 
than either a coal or a coke fire, causing the piece in the fire 
to heat very rapidly, and the heat penetrates at an even tem- 
perature, avoiding any possibility of the outside of the metal 
burning before it is hot at the center. Coal or coke usually 
contains either sulphur or phosphorus, either of which, when 
absorbed by the iron, is detrimental to its quality. Coal burns 
very rapidly and in many cases contains too much non-combus- 
tible matter to give a free-burning, clean fire. These impuri- 
ties do not exist in oil and no labor is required to convey the 
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fuel from storage to the forges or to clean out the cinders and 
ashes. 

A pressure of air at 20 lb. per sq. in. is used against the oil 
to atomize and carry it to the work. The oil may be fed 
to the burner by gravity or by syphoning, the latter method 
being the most satisfactory, as the flow of the oil automatically 
stops should the air be cut off from any cause. 

The work which is being done on these forges ranges from 
the tempering of tools to the welding of locomotive frames. Run- 
ning continuously for a period of eight hours, a forge will 
consume about 18 gallons of oil. 


BAROMETRIC CONDENSER AS AN OPEN 
WATER HEATER 


BY D. P. MORRISON 
Electrical Engineer, Pittsburgh & Lake Erie, Pittsburgh, Pa. 


In modern railway power houses the supplying of hot water 
for roundhouse and similar uses, forms an important part of 
the service of the plant. The heating and circulating system 
usually is made up of the following elements: A hot well of 
ample capacity, a heater through which water from the hot well 
is passed by means of a circulating pump and a pressure pump 
taking its supply from the heater discharge or from the hot well. 
To Atmosphere 
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Barometric Condenser Installed as a Water Heater on the 
Pittsburgh & Lake Erie. 


The heater is generally of the closed type, the water passing 
through the tubes, around the outside of which is steam from the 
power house exhaust main or from the tank into which the loco- 
motives are blown off. 

In one of the plants of the Pittsburgh & Lake Erie there was 
installed a heater with 2,300 sq. ft. of heating surface which 
could be kept in efficient condition only by a large expenditure of 
time and labor, as the tubes scaled rapidly and seriously. In addi- 
tion to this, their life was reduced by pitting to less than three 
years. To get away from these two evils and on account of the 
necessity for immediate retubing, it was decided to abandon this 
heater entirely and in its place to install one of the open type. 


For this purpose there was selected a barometric condenser cone 
with a capacity of 20,000 Ib. of steam per hour at the usual con- 
denser rating. The reasons for this selection were the lower 
first cost, the smaller space occupied and simpler internal con- 
struction, resulting in less interference on account of scale de- 
posits. On account of the nature of the service the absence 
of an oil separator, usually a part of open heaters, was not 
detrimental. 

This heater was installed without materially changing the pip- 
ing or other apparatus. The circulating pump, which is of the 
single stage volute type, motor-driven, draws from the hot well 
and delivers to the regular injection water nozzle of the con- 
denser, the tail water nozzle being connected to the hot well pipe. 
The steam enters the cone at the top through the standard nozzle 
and a pipe is led out to the atmosphere from the vacuum pump 
connection in order to prevent any building up of steam pres- 
sure in the cone in case the back pressure valve should fail to 
open. The circulating pump lifting capacity is slightly in excess 
of the height of the steam inlet connection, and it was necessary 
to provide against the possibility of flooding the exhaust steam 
stack in case the water tray and orifice at the top of the cone 
should become closed with scale. This was accomplished by 
extending the water pipe vertically a short distance beyond the 
injection nozzle connection, the extension terminating in an open 
end just below the connection between the exhaust steam line 
and the top of the heater. 

This equipment has been successful from the outset, and since 
its installation two identical units have been installed for similar 
use in other plants. With the old type of heater, cleaning of 
the tubes every six weeks was imperative. The new equipment 
gave full service for two years before requiring cleaning, which 
took but a few hours. The operating results have been equally 
good, the water temperature being maintained at a high point only 
limited by the amount of steam available. Tests made to de- 
termine the heating capacity show that, given a sufficient amount 
of steam, the heater will supply demands very materially in ex- 
cess of the present requirements. 

In testing the heater, the hot well was filled with cold water 
and after the circulating pump was started the temperature was 
noted at intervals until the temperature of the circulating pump 
discharge had risen to 200 deg. F. The total amount of water 
heated was 21,115 gal, or 176,500 lb. at 63 deg. F. The table 
shows the temperature of the water and the rise in temperature 
as recorded at intervals during the four hours of the test: 


Elapsed time, Water temperature, Rise in temperature, 
minutes eg. F. deg. F 
n 63 0 
60 128 65 
120 172 109 
155 192 129 
240 200 137 


During the entire period a total of 24,180,000 B.t.u. were trans- 
ferred to the water, an average of 6,045,000 B.t.u. an hour. For 
the first two-hour period an average of 9,619,000 B.t.u. an hour 
were transferred. Based on actual tests with the old heater, 
3,000 sq. ft. of heating surface would have been required in a 
closed heater to have reached the performance of the first two 
hours. These figures are roughly checked by comparison with 
the temperature rise in the heater. The water was passed through 
the heater by the circulating pump at the rate of 8,250 lb. per 
minute and the average difference in temperature of the water 
entering and leaving the heater was 25 deg. F., thus indicating a 
heat transfer at the rate of 207,000 B.t.u. per minute. 

It is evident that based on the results in the first and second 
hours, the heater has a capacity much in excess of the require- 
ment. It is believed, however, that with the fluctuating steam 
supply and water demand the large capacity over the average 
requirements is fully justified. 

This tvpe of apparatus will hardly prove successful in the 
absence of a hot well and circulating system, but where these 
are installed, the cost of a heater of this type will be at least 
50 per cent less than that of a standard open heater, and 75 
per cent less than that of a closed heater. 


THE BOILER INSPECTOR AND His JOB 


Prize Article and One Other from Boiler In- 
spection Competition Which Closed November 1 


Ten papers were submitted in the boiler inspection competi- 
tion, the first prize of $35 being awarded to T. T. Ryan. His 
article and one other follow: 


FIRST PRIZE ARTICLE 


BY T. T. RYAN 

Roundhouse Foreman, Atchison, Topeka & Santa Fe, La Junta, Colorado 

Successful locomotive boiler inspection, to meet the federal 
requirements, involves three important factors: 

First, the selection of the inspector. 

Second, criticising, encouraging and supporting him. 

Third, providing him with the necessary paraphernalia prop- 
erly to conduct the work. 

The first thing to consider in the selection of the inspector is 
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his ability as a mechanic. He should be a practical boilermaker 
and a competent judge of mechanical work, as under the widen- 
ing scope of an inspector's duties he must often be a judge of 
work other than that directly pertaining to the construction of 
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a boiler. If he can have technical training as well, so much the 
better, but the former is the more necessary. 

The second thing to consider is his ability diplomatically to 
handle men and situations. One may say that an inspector 
Should not have to be diplomatic in getting the necessary work 
done; and in a sense that is true, but the fact remains that the 
Successful inspectors are those who have the tact to fit the dis- 
agreeable duties of their position in so smoothly that they will 
not cause friction with the various foremen. 
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The inspector must also appreciate the routine and forms of 
office work fully in order to keep a complete and neat record 
of his work, and he should, by all means, be a man who can 
truthfully, fairly and creditably represent the company in case 
legal controversies should involve him as a witness. 

The man selected should therefore be a practical mechanic 
who has an inflexible will that will enable him to insist on a 
given thing being done, who can fully grasp the importance and 
the necessary method of recording and accounting. Combined 
with these qualities he should possess the personal qualities that 
will make him persona grata at the court of approval in the 
minds of earnest fellow workers. 


BACKING H1M UP 


Next we come to the difficult task of criticising, encouraging 
and supporting him. Assuming that he is in a roundhouse, the 
roundhouse foreman should follow closely the results he is at- 
taining and point out how his methods may be improved, how 
his dates of inspection can be arranged to move steadily along 
without requiring overtime or having a group of engines out 


BROKEN, FRACTURED AND DEFECTIVE 


STAYBOLT CARD 


Flues applied 
Hydrostatic test 
Hydrostatic test 


7-28-14 
7-28-14 
9-12-15 


7-28-14 
8- 7-14 
9- 3-14 
10- 35-14 
ll- 4-14 
12-12-14 
l- 6-15 
2-15-15 
5-10-15 
4-11-15 
4-24-15 
6- 5-15 
6-14-15 
8-27-15 


All 

None 
None 
None 
None 
None 

2 

None 
None 
None 
None 
None 
None 
None 


New firebox 
LUG 
In service 


Special 
45 


LUG 
In service 
LUG 
In service 


Record of Staybolt Inspections and Renewals 


of service at one time, thereby crippling the division. He should 
be encouraged to strive to attain more nearly to the ideal of per- 
fection day by day, being satisfied with nothing short of a 
condition 100 per cent perfect. I might add that “A few flow- 
ers for the living that are usually saved for the dead” would 
go a long way to encourage him. 

How do we support this man whom we have chosen for his 
special qualifications? This is the keystone of the arch. I 
want to include under this head the machinery and equipment 
inspector, for under the present scope of Federal law both in- 
spectors go hand in hand. In the past they have been too 
often like the nameless knight who in the words of the poor 
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palmer in the banquet hall at Rotherwood, describing the scenes 
at Acre, "assumed into that honorable company more to fill up 
their number rather than to aid their enterprise." 

Too often there has been an inspector more for the purpose 
of saying that engines had been inspected, rather than seeing 
that the work was done. Too long the respect paid to an in- 
spector's report has been scant indeed, and too often the remark, 
"that is only that fool inspector's report," accompanied the con- 
signment of his work slip to the firebox or the pit; when this 
was done by the foreman one could expect but little from the 
workmen. 

Supporting an inspector consists in investing him with an 
authority that is absolute, and in this way, and this way only, 
will work be done promptly and in a thorough workmanlike 
manner. 

As the foreman is the men are, and if that infernal phrase, 
"That's good enough," falls with favor on the foreman’s ears 
you can be sure the workman will put up a class of work that 
measures to that standard, despite the fact that the very term, 
"It is good enough," implies there is something wrong, and 
known by all concerned to be wrong. It is easier and cheaper 
to maintain locomotives in a high state of perfection than it is 
to maintain a low standard. 

We can best support the inspector in the roundhouse by doing 
the work he finds and doing it when he finds it, and not doing 
it four or five times to get it done right once. 

Generally speaking there is as much time to do a job in a 
roundhouse one day as there is another, and we should impress 
on all the fact that there is in a roundhouse only one way to 
do a job, and that is the right way; there is only one time to do 
a job, and that is now. 


FACILITIES AND METHODS 


I will now outline a plan of inspection which works well with 
a minimum of trouble or attention. The forms shown are hypo- 


STAYBOLT, STEAM GAGE AND SAFETY VALVE BOARD 


Date Year 


cis SOD 


Water Glass 
Engine | Stuyboltse | & wage Cocks | Steam Gage | Safety Valves 


Daily Bulletin of Engines Due for Inspection 


thetical cases arranged to show how to take care of monthly 
staybolt inspections; special staybolt inspections which are made 
by two inspectors if at the end of four months no bolts have 
been found broken; hydrostatic tests; flue records; record of 
lagging, and age of firebox. This information is filed in the 
numerical order of the engines on an ordinary Yawman & Erbe 
file with a sheet for each engine. The monthly staybolt reports 
are made from this file and sent to the mechanical superinten- 
dent, and the general and assistant general boiler inspector. 
All special information is shown on this form and may be as- 
certained at a glance at any time. This record is complete for 
four years, and the time consumed in locating the information 
when wanted has not exceeded five minutes per week. 

A staybolt record is also kept, a card being arranged, as 
shown, to contain a record for two years. At the top is the 
engine number. The first line shows the date the flues were 


applied, the second the date of the previous hydrostatic test and 
the third the date of the last hydrostatic test. The next date 
shows when and where staybolts were applied and the age of 
the firebox. The subsequent dates show dates of inspections, 
how many bolts were removed, whether the engine was in 
service or L U G (laid up in good order), special inspections, 
place of inspection and the number of the monthly staybolt 
diagram. This last number is assigned to the diagram and it is 
filed for ready reference. These cards are filed for the engines 
in numerical order. 

A record is thus maintained by which the exact condition of 
every engine, firebox, flues, staybolts, age of flues and whether 
new or pieced, age and condition of firebox, dates of monthly 
inspections, hydrostatic tests, special inspections and dates lag- 
ging was removed from boiler, is known, as completed in the past 
and due in the future. These are kept in numerical and date 
order and are absolutely correct and up to date, affording the 
inspector a means of checking his inspections as they fall due 


ARCH TUBE RECORD 


Engine 


Form of Page from the Arch Tube Record Book 


and making it possible to keep in touch with the despatcher, and 
provide for inspecting the engines without overtime. During 
one month recently 100 engines were inspected without over- 
time on a division where most of the freight engines arrive at 
the terminal in the evening and depart in the morning. 

As a further aid a board is placed in the roundhouse as out- 
lined and each morning the inspector marks on it the numbers 
of the engines to be inspected, and indicates in the column set 
aside for this purpose whether or not the pops are to be set and 
the gages tested. The workmen assigned to the task of wash- 
ing boilers and attending to gages and pops check this board 
and ask no questions, but get busy at once. 

The arch tube record is kept in a record book ruled and 
headed in accordance with the accompanying outline, one page 
to each engine assigned to the division and arranged in numerical 
order. At the end of a year each page shows the actual record 
of the arch tubes applied during the year, the workman's name 
who applied them, the inspector's name who inspected them, 
when the work was done and the cause for removal. 

There may be better ways to help an inspector, but these 
methods give an eminent degree of satisfaction and entail little 
trouble or expense. 

The secret of success, however, with any method lies in per- 
fecting a system that will automatically take care of the work 
and having the foremen and workmen respect the necessity of 
doing the work which has been reported by an inspector who is 
chosen and assigned to his duties because of his competence and 
common sensc. 


FACILITIES AND METHODS OF WORKING 


BY W. J. GILLESPIE 
Boiler Inspector, Pittsburgh & Lake Erie, McKee's Rocks, Pa. 
The system adopted after careful study, and the facilities that 
are given to the inspectors for carrving on the work of locomo- 
tive boiler inspection, in accordance with the rules and regula- 
tions of the Interstate Commerce Commission, and the methods 


DecemserR, 1915 


employed for keeping of data by the Pittsburgh & Lake Erie 
are specially good, and are roughly as follows: 


THE INSPECTOR'S QUARTERS 


The main shops of this road are at McKee's Rocks, Pa, 
just over the city line from Pittsburgh. A modern 30-stall 
roundhouse is here maintained; at about the center of the 
circle and abutting the roundhouse is the toolroom, 60 ft. by 
30 ft. Here, centrally located so that he can easily reach any 
part of the house, the boiler inspector has been provided with 
quarters. The furnishing consists of a locker large enough 
to hold a change of clothing, overalls, and such tools as are 
necessary in the performance of his duties; a writing desk 
with a drawer to hold his ledger, blank inspection forms, etc.; 
and a bench on which is placed the steam gage tester. Facili- 
ties are also provided for cleaning up and washing. 


ROUNDHOUSE EQUIPMENT 


The roundhouse is equipped with the Raymer blow-off and 
hot water system. On the wall, and between each stall, are six 
valves that control the blow-off, live steam, hot, cold and super- 
heated water, and the high pressure test line. The supply pipe 
from these valves runs back overhead between the stalls and 
is dropped to about 614 feet from the floor at a point that brings 
it easily within reach for connection to the side or front blow- 
off cock in the boiler. A pressure of 100 lb. is maintained on 
steam and water lines. The high pressure test line is worked 
independently by a pump that is used for this purpose; to use 
this line the inspector notifies the power house of the pres- 
sure desired and the pump is regulated accordingly. 

Beside the toolroom window in the roundhouse hangs the 
daily bulletin board, also the daily work slate, the bulletin 
board showing the locomotive, number of train to which it is 
assigned, and time it is due to leave the roundhouse. The 
work slate governs the work of the water-tender, boilerwasher, 
flue-blower, boilermaker, cabman and firelighter. The first 
column shows the locomotive number and a column is also de- 
voted to each of the aforesaid items in the order mentioned. 
As each completes the work that is required of him he marks 
O. K. in the column that is assigned to his work, opposite to 
the number of the locomotive on which the work was done. 


METHODS EMPLOYED FOR KEEPING DATA 


On the 1st of January of each year a bulletin sheet is laid 
off in 13 columns. In the first column all locomotives are 
shown by numbers, and in the order of the numbers. The 12 
remaining columns are each headed with a month of the year. 
When the boiler has been given the regular monthly inspec- 
tion the date is marked opposite the locomotive number and 
in the column assigned to the month in which the work is 
done. Should a hydrostatic test be made at this time, the 
letter H is added to the date of the month. In case the in- 
spection has been made at a divisional point other than McKee's 
Rocks, a message is received giving this information and the 
record is marked on the bulletin in the usual way. Thus we 
are always in touch with the progress of the work and a glance 
at the bulletin is all that is necessary to find the date on which 
any locomotive boiler on the entire system is due for monthly 
inspection or hydrostatic test. 

A bulletin of this kind is kept by the filing clerk in the office 
of the assistant superintendent of motive power, and another 
is hung in the office of the roundhouse foreman. In addition 
on the first of each month all boiler inspectors are furnished 
a list of locomotives that are due to have a hydrostatic test 
made during the current month, giving the dates on which 
they are due for the tests. They are also furnished on the first 
of each year with a list of those locomotives that are due to 
have all flues removed from the boiler: also those that are 
due for a five-year test, or the stripping of the entire boiler 
shell and firebox. The month and date are shown on which 
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it is necessary to have the locomotive removed from service to 
perform this work. These lists are furnished by the filing 
clerk and are attached to a bulletin board which the inspector 
has for this purpose and which hangs beside his desk. He 
thus has all this data beforehand and is saved the time and 
trouble that would otherwise be necessary in hunting it up 
after the locomotive had arrived in the roundhouse. 

At the time that the hydrostatic test is applied—once each 
year—all caps are removed and exterior inspection of flexible 
staybolts is made. As a state law requires this work to be 
done once every 16 months, the delay to the locomotive is 
avoided that would otherwise occur in having it removed from 
service four months later in order to have this work performed. 


OUTLINE OF INSPECTION WORK 


Each morning a clerk in the office of the roundhouse fore- 
man goes over the inspection bulletin sheet and makes out a 
list in duplicate of all locomotives that are due for monthly 
inspection during the next 24 hours. One copy of this list is 
delivered to the foreman in charge at the ashpit, and the other 
is placed alongside the work slate in the roundhouse. When 
a locomotive arrives at the ashpit the foreman, by consulting 
his list, can tell if it be due for boiler inspection, in which 
case he sees that the fire is dumped before it is sent to the 
house. On delivery at the roundhouse the hostler marks the 
number in its place on the work slate, and the floor foreman, 
by consulting the list which is placed alongside of the slate, is 
informed of the fact that the locomotive is due for boiler 
inspection and marks the letters S. T., signifying staybolt test, 
after the number of the locomotive. This for the information 
of the boiler inspector, cab workmen and boiler washers. 

Should the firebox be equipped with a brick arch, the in- 
spector orders all brick removed. In the meantime the water- 
tender has made the connection between the feed pipe and the 
blow-off cock in the boiler; after opening up the latter he also 
opens up the blow-off valve at the wall and all water and 
steam are blown from the boiler to a tank at the power house, 
where the water is delivered to the sewer, and the steam is used 
for heating purposes. When the boiler is emptied the blow-off 
valve is closed and the hot water valve is opened; when the 
boiler is filled it will be under 100-lb. pressure and is ready 
for inspection. 

First, the exterior of boiler and firebox are examined as 
thoroughly as possible; tell-tale holes are inspected, and mud- 
ring corners and the interior of the front end are examined 
for leaks. Next the interior inspection of the firebox is made. 
Staybolts and radials are tested; flues, arch tubes, seams, grates 
and rests examined; and all defects are marked with the in- 
spector's red chalk and a record is made in his note book. 

The boiler is then ready for the boiler washers and cab 
workmen. If the repairs necessary will delay the locomotive 
beyond the time it is marked for departure on the bulletin 
board, the inspector immediately notifies the roundhouse fore- 
man. He also furnishes the boiler shop foreman with a writ- 
ten report of all defects noted, so the necessary men may be 
assigned to make the repairs. 

The work of the inspector does not end in chalk-marking 
defects. He must follow up the repair work and see that it 
is done in a proper manner. If staybolts are renewed he 
should see that there is a full thread in both sheets after the 
holes are tapped out; also examine all staybolts before they 
are applied to be sure that they are properly threaded and not 
ragged and torn; see that they fit properly when applied, that 
they are properly driven and that tell-tale holes are drilled 
to the proper depth. "This applies also to all classes of repairs. 

Should the boiler be due for a hydrostatic test the method 
of procedure is as follows: When water and steam are blown 
out, and it is being refilled, the inspector has the lagging and 
jacket removed from the firebox, has the steam gage removed 
and tested, and the steam pipe connection to the gage removed 
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and blown out, examines the steam cock to it and sees that 
the opening is clear, after which the gage is replaced. When 
the stripping of the firebox has been completed and the in- 
spector has adjusted the clamps to the safety valves and the 
boiler is filled with water, it is ready for testing. The in- 
spector then notifies the power house of the pressure he de- 
sires on the test line—always 25 per cent above the boiler work- 
ing pressure. By opening the valve that controls the test line 
this pressure is recorded on the gage and is maintained until 
the inspection has been completed in the same manner as 
previously described, except that at this time it is good practice to 
have all grates and rests removed from the firebox in order 
that the bottom corners and sheets that are behind them 
may be thoroughly inspected. 

When this part of the inspection is completed and the boiler 
is emptied, the dome cap and throttle box are removed and the 
interior of the boiler is inspected as thoroughly as is possible 
from above the flues; the sling stays or crown bars, cross stays 
and crown bolts are examined, also the front and back braces 
to see that all pins and keys are in place. The latter are also 
struck with the hammer to make sure they are sound and taut. 
The flues are examined for signs of pitting, and the shelf sheets 
and joint seams as far as possible for pitting or grooving. 

‘When the inspector has satisfied himself that the interior 
of the boiler is in good condition he reports accordingly and 
the throttle is ground in and replaced and the dome is closed. 
The caps having been removed from the flexible staybolts, the 
inspector proceeds with the inspection in the following man- 
ner: On the firebox end he strikes each bolt a sharp blow 
with a heavy hand hammer, going over all bolts in the box. 
When this is done he proceeds to the outside of the firebox. 
Here he uses a cape chisel, which is placed against the head 
of the bolt and struck with the hammer for the purpose of 
jarring it. After being struck on the firebox end, if the bolt 
is broken, it will loosen up in the sleeve and on being jarred 
on the outside as described, will turn around, and is easily de- 
tected. When all bolts are thus inspected and replacements are 
made, the caps are replaced, and after cab work is finished the 
boiler is again filled up and the working pressure applied. 
After the inspector has assured himself that evervthing is in 
good condition he so reports and the lagging and jacket are 
applied, the boiler is washed and is ready for firing up. » 

Where hydrostatic tests are made at various points on the 
line which do not have the above-mentioned power-house facili- 
ties, the boiler inspectors are provided with force pumps. These 
are converted from locomotive air pumps, the lower chambers 
of which are removed and replaced with 4-in. cylinders, intake 
and outlet with necessary connections, regulator attachments to 
govern the air pressure in the chambers, and air hose connec- 
tions. These pumps are placed on small trucks and firmly 
braced and are easily moved to any location in the roundhouse 
and placed alongside of the boiler that is to be tested. When 
the boiler is filled with water the blow-off cock is closed and 
the pump is connected thereto. The supply line is connected 
to the pump, and the air hose is connected and air turned on; 
the supply line and blow-off cocks are opened and the pump 
is placed in operation; the regulator is adjusted until the de- 
sired pressure is obtained. This is maintained until the in- 
spection is completed. 

In all cases the boiler-washer reports to the inspector after 
he has finished washing out the boiler; the latter examines the 
boiler to see that the work has been properly done. To aid 
them in making this inspection all boiler inspectors are fur- 
nished with flashlights about 6 in. long, which are easily carried 
in the pocket. By inserting this light in the plug holes on the 
backhead above the crown sheet a clear view may be had be- 
tween stays from back to front of the crown sheet; then by 
placing it in each plug hole along both sides of the crown a 
thorough inspection of the entire surface may be made. Using 
the plug holes on each side of the firedoor the water leg can 
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be examined between staybolts for the entire length of the 
firebox; by using the bottom corner plug holes in this way it 
can be seen whether all scale and deposits have been washed 
from the mudring across the front and back and along both 
sides. The interiors of the arch tubes are examined to see 
that all scale has been removed therefrom. 

At the time that this inspection is made after boiler wash- 
ing, the work of the cab men is also inspected; the gage cock 
and water glass cock spindles are removed and the openings 
examined; the steam gage is removed and tested, and the steam 
pipe to the gage is removed and blown out before the gage is 
replaced. When the boiler is fired and the working steam pres- 
sure is raised, the inspector sees the safety valves set, tries 
water glass cocks, gage cocks and both injectors. 

When satisfied that these are in good working condition he 
fills out the inspection form, and after having it signed by the 
officer in charges, places it in the locomotive cab, after which 
the forms for filing are filled out and taken before the notary 
and sworn to and placed in the hands of the filing clerk. 


IN CONCLUSION 


The annual bulletin sheet renders it impossible for any loco- 
motive to become overdue for boiler inspection without its 
being known. And the monthly and annual lists that are fur- 
nished the boiler inspectors by the filing clerk are ample for 
their needs and leave them the time that would otherwise be 
taken from that part of their work, which is of more vital im- 
portance—the keeping of the locomotive boiler and firebox in 
good serviceable condition. The inspector’s quarters should be 
as centrally located as possible. Provide him with a locker to 
hold his change of clothing; locate it where the clothes which 
he takes off in the evening will have a chance to dry out be- 
fore he puts them on in the morning. Furnish him with a 
writing desk with drawer, and also facilities for washing. 

His inspection forms when filed must be clean and free from 
finger marks. The drawer will keep the blank forms clean, and 
by washing his hands he can avoid the finger marks, but not 
by rubbing them off with a piece of waste. He should be pro- 
vided with a ledger in which to keep a list of the locomotives 
and in which to make note of all repairs that are made to the 
boilers and fireboxes from time to time, also making note of 
their general condition after each inspection. This will enable 
him to reply intelligently when his superior asks for informa- 
tion as to the condition of any locomotive boiler or firebox 
that may come under his jurisdiction. 


TiRE HFATER.—An economical and effective tire heater in use 
on the Great Northern at the Dale street shops, is made from 
Y-in. gas pipe, there being two coils superimposed on each 
other and connected at one end by a return bend welded to both 
coils. The outside coil is used for vaporizing the oil, which 
in this case is kerosene. The second, or inside coil, is perforated 
with 3/64-in. holes spaced 2% in. apart. Small legs about 1 in. 
long are welded to the pipe to properly space it from the wre. 
The oil is forced into the coils from the reservoir tank by air 
pressure, and on starting it is vaporized by the application of a 
gasoline torch to the outside of the pipe. This heater is easy 
to construct, and by the use of kerosene reduces the cost of 
operaticn and provides greater safety. 


Two Goop ScccEsTIoNs.—In a paper presented in the competi- 
tion on "How Can I Help the Apprentice?" which closed Sep- 
tember 1, the following suggestions were made by John Paska. 
Chicago: 

The apprentice should have a day each month to do anything 
pertaining to his trade and the work done on that day should be 
strictly examined and judged. 

His master should give him a chance to see many things which 
pertain to his trade, and, if possible, have him make an excursion 
after a year or half year to some other important shop. 


"How THE OLD MAN BEAT THEM To IT” 


An Experience with an Efficiency Engineer in 
a Railroad Shop Plant, and What Came of It 


BY HARVEY DE WITT WOLCOMB 


“Old Dan” Keefe, the popular superintendent of the locomo- 
tive and car repair shops of the R. S. & P. at Wonderly, was 
"up a tree.” He had been fighting against the installation of a 
shop efficiency system in his shops and had apparently put up 
such good arguments against the so-called “new fangled” idea, 
as he termed it, that the very words “shop efficiency" were 
never spoken in his presence. But this morning he had received, 
in his mail, a personal letter from the vice-president and general 
manager advising that an “efficiency engineer" was on his way 
to Wonderly to make a personal check of the shop conditions, 
with a view of establishing a “shop efficiency” system. 


“UP AGAINST IT" 


Poor Old Dan had to read the letter through twice before he 
could make himself realize that the management had at last 
"called his bluff," and that his days of absolute power were 
past. Now, Dan was one of the few remaining mechanics of 
"the old school" and had fought his way from the ranks up to 
the highest position by hard work. He had been superintendent 
so long that he, like every one else, regarded himself as a perma- 
nent fixture and had begun to think the railroad could not run 
without him. In fact, during his administration the shops had 
made several notable records and these, together with his low 
cost of repairs to equipment, had been one of his best arguments 
against the efficiency system. But now it was all over and “Old 
Dan" could see far enough into the future to realize that one 
of the first moves the new efficiency engineer would make 
would be to secure the appointment of a vounger and more 
modern supcrintendent. 

The very thought of being called a "has been" fairly made 
him sick. How dear everything looked in the office; the chair 
he was sitting in at his desk was given him by the management 
in recognition of a special service he had rendered, and, at 
that time, he had been given to understand his services were 
indispensable; but now it was all over. As he recalled his past 
service, the fighting spirit of his Irish nature tempted him to 
put up a last fight for his position, but then on the other hand, 
his good common sense showed him that he was too old to fight 
against such great odds as the management’s wishes and a 
young efhciency engineer who was just starting out in life, 
anxious to succeed at any cost, so the best thing to do would be 
to take "his medicine" like a man. l 

In his own mind he pictured the new engineer as probably 
being a clerk in some railroad office that had had no real shop 
experience, but had taken up the “mail course" study of ett- 
ciency as a side line and had gotten so swelled up over what he 
thought he could do that he had dazzled the general manager 
into giving "his system" a try out. 


THE EFFICIENCY ENGINEER ARRIVES 


Well, there was no use of crying over "spilled milk," so Dan 
Started out through the shops to have one last loving look at 
the old place. 

As Dan started through the pattern shop he detected the odor 
of cigarette smoke. Now, if there was one thing that made the 
"Old Man" "fly off the handle" it was cigarette smoking; then 
again he was a great "stickler" for shop rules and one of his 
strongest rules prohibited smoking in the pattern shop. Personal 
feelings were forgotten immediately in the hunt for the guilty 
man, and when Dan found that the transgressor was not onc 
of his workmen, but a total stranger, who even had the nerve 
to light a fresh cigarette while looking directly at one of the 
many large signs that prohibited smoking in that department, 
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he was so "wrathy" that for once he could not even "cuss." 

The stranger, a young man about 30 years of age, mistaking 
old Dan's silence for timidity, added fresh fuel to his anger by 
remarking that in all his experience he had never seen such a 
glaring example of shop inefficiency as the location of that 
pattern shop so far away from the foundry. 

Say, was the "Old Man" hot? Does a bull get mad at a red 
flag? Well, I don't know how a bul feels when he sees a 
red flag, but I do know that the “Old Man" had taken a lot of 
pains to locate and build that very pattern shop just where it 
now stood, and it was one of the "soft" spots in his heart; 
and to have a young whip-snapper “sneer” about his good judg- 
ment was such a shock to the “Old Man's nature that his anger 
overcame his mental ability, and from force of habit he blurted 
out, “Well, what's the matter with this shop; speak up, my 
man?" 

Instantly “Old Dan” would gladly have swallowed those words, 
for he didn't want to talk like that; he wanted to fight. But 
the damage was done, and the young man being anxious to 
talk, quickly answered that the pattern shop was too far from 
the foundry, and a great number of steps and valuable time 
were wasted daily from having to walk from shop to shop; 
“and,” continued the young man, “one of the first things I do 
at this old plant will be to move this ‘mess’ over next to the 
foundry, where it belengs, cut out this unnecessary waste and 
put this business on an efficient basis." 


DAN SEES A LIGHT 


Suddenly "Old Dan" seemed to see a great light. Here was 
a new phase of “efficiency” that he had never thought of. Just 
think of the net saving in moving a new $40,000 pattern shop 
so as to save a few steps a day and at the same time provide 
a nice cozy loafing-place for the molders. Then again, just 
think how long it would be before that shop would burn down 
from sparks from the foundry, the same as the old shop did. 
The old blacksmith shop was another shop that would have to 
be moved also, for it was a little to one side of the plant, but 
as it was a large, roomy stone building, well ventilated and 
lighted, they had managed to get along with it in its present 
location. But Dan could see that from the “efficiency” stand- 
point, it caused him to waste a lot of steps in a year. 

Dan's anger was all gone now. He was just the plain “foxy” 
Irishman that had so successfully run the plant for the past 20 
years that the management was going to kick him out now and 
have a young greenhorn step in that didn't think any ^ more 
about moving a $40,000 building than some people would about 
moving a wheelbarrow out of their way. Well, the “Old Man" 
wasn't buried yet, and perhaps he could show them a thing or 
two. 

After a few minutes’ talk with the young man, Dan excused 
himself, saying that he had some mail to look over, and that 
he hoped the young man would stop in at the oflice before he 
left. The first thing "Old Dan" did after he got in his office 
was to give vent to his feelings by having a short war dance 
around his desk. Just think, when he left the oflice he had 
felt that his time had come, and he had gone out into the sho» 
like an old worn-out horse; now he was actually dancing. 


DAN GETS BUSY 


Dan rang the buzzer for his best stenographer and started 
to set the stage for the downfall of "shop efficiency” at the 


Wonderly shops. His instructions to his stenographer were to 
hide in the closet and to take down every’ Word that.the young 


efficiency engineer said. "Be sure and copy correctly the fig- 
ures he gives out," said Dan, "for I think perhaps I can use 
them to good advantage." 

After a long wait, the efficiency engineer was ushered in, and 
while Dan apparently was very busy, he gave the young man 
a good looking over. "Well" said Dan, "what do you think 
of the place, and what are some of the many changes that 
should be made?" 

"You have here a great chance to install my system," replied 
the young man, "for this is one of the worst places I have ever 
visited. Take, for instance, your method of wheeling engines. 
You are still using the old style drop pit, and I propose to 
take out these pits, install an electric crane and cut the cost of 
wheeling engines by half." "Very fine," replied Dan, "and what 
will an electric crane cost?" “About $8,000 complete—that is 
what it cost the X. Y. & Z. people to make their installation," 
replied the efficiency engineer. 

Well, to make a long story short, the young engineer was 
going to move the blacksmith shop, as Dan predicted, at an esti- 
mated cost of about $25,000; move the pattern shop at a cost 
of about $40,000; install an electric tram car track through the 
shop and equip all machines with individual motor drive, which 
would cost in the neighborhood of $120,000. Besides he was 
to have a "supervisor of shop efficiency" and a "supervisor of 
shop routing" who would get salaries of about $3,000 a year 
each. If Dan hadn't got hungry, I believe that young man 
would still be sitting in his office telling about the great things 
he was going to do, but Dan was getting sick of such "fairy- 
tales" and called a halt by going out to lunch. 


"DAN KEEFE, EFFICIENCY EXPERT” 


That afternoon "Old Dan" ordered some business cards 
printed that read like this: “Dan Keefe, Efficiency Expert,” 
for he had thought of a plan whereby he could "put it all 
over" that young engineer, and not only have the pleasure of 
holding on to his job, but also of teaching the vice-president 
and general manager a lesson that would make him realize thev 
couldn't pull any "rough stuff" as long as he was alive and 
kicking. 

After giving the efficiency engineer a couple of days to ren- 
der his report, "Old Dan" made a trip to headquarters to see 
the V.-P. and G. M. Of course, as everyone in the office knew 
him, they told him to "go right in" and see the "boss," but 
Dan insisted on sending in one of his new business cards in 
the regular manner, and of being presented the same as any 
other visitor. Dan’s visit was at an opportune time, for the 
V.-P. and G. M. had just finished checking over the efficiency 
engineer's report, and the great amounts to be saved, as shown 
by this report, had made the "boss" sit up, and wonder how 
the old road had ever existed as long as it had. 

As Dan went into the office, the "boss" did not greet him 
very enthusiastically, for he thought that "Old Dan" had come 
to plead for his job. But Dan quickly changed his opinion 
when he told him that he had quit, and was now in business 
for himself. “You see," said Dan, “times have changed, and 
business must be managed efficiently now to become a pay- 
ing proposition. As superintendent of your plant for a long 
time, I have had a chance to study economy, and my experi- 
ence with the average efficiency engineer is that they plan to 
‘save money at the spigot and waste it at the bung-hole, so 
I am introducing a svstem where you do not have to invest 
large sums, but I will take 10 per cent of the money I save 
for you as my salary. Some of the greatest chances for effi- 
ciency are the small things that we do wrong every day and 
yet go unnoticed." 


REAL VERSUS PAPER SAVINGS 


At first the "boss" got mad, but when Dan offered to show 
two ideas to the other fellow's one, that would result in an 
actual saving for the company, the boss had to “sit up and take 
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notice." "In the first place," said Dan, "your efficiency expert 
will recommend the installation of an electric crane to wheel 
engines. This crane will cost vou about $8,000, and as we wheel 
about 20 engines a month, that investment will net you ap- 
proximately $500 a year, or about 6 per cent on your invest- 
ment. On the other hand, we have a large plant to keep clean, 
and at the present time it is costing your company about $60 
a day to do this. With my system I propose to not only clean 
the entire place, but to keep all scrap picked up as well, by 
dividing the plant up into several districts and having a gang 
assigned to every district, from the figures I have here, the 
approximate cost for this work will be $35 a day, or a net 
saving of $25 per day, which means approximately $7,500 a 
year. 

"Take your present method of getting rid of the scrap wood 
in the car yard. You are burning it after picking it up and 
hauling it about a quarter of a mile. This all costs money, 
and I propose to have some old employees pick up the wood, 
saw it up into commercial lengths and sell it by the load to 
the families that burn wood. From the figures I have here 
this idea will net your company $800 a year after paying the 
wages of your men doing this work. 

Well, it wasn't very long before the “boss” saw that “Old 
Dan" had the goods to deliver, and he realized that where 
his efficiency engineer had reported that it would take an 
investment of over $200,000 to make an "efficiency" saving of 
about $20,000 a year, the "Old Man" was proving that this 
same amount could be saved without making any investment; 
so he told Dan to go back and prove his statements. 


GETTING RESULTS 


The rest of my story will have to go unfinished, for "Old 
Dan" is on the job every day now, and is working out new 
ideas all the time. A short time ago Dan said to me: “The 
older I get, the less I know, for at one time I was working 
my head off and now I am simply playing with the work. Now, 
I take one job at a time and study it from all sides to see how 
easily and cheaply it can be done. I started in with some old 
worn-out employees. Every large plant has some men that 
have worked all their lives for the company, and when they 
get old and worn-out, they cannot be fired, so it is necessary 
I took my old men 
and started some to taking care of scrap paper; others to 
picking up nuts and washers; others to selling scrap wood. 
I had each man keep an account of how much he made for the 
company. The first six months we paid eight of these men 
the sum of $2,346 in wages, and they had picked up and re- 
claimed over $3,000 worth of scrap material. . 

"I organized scrap inspection committees under my supervi- 
sion and had the different foremen inspect each other's gangs 
with the result that the scrap shipped out of here has been re- 
duced by over half. 

"We encouraged the men in the shop to make suggestions 
for economy and offered a cash prize to any man that would 
make a suggestion by which we could save money. What do 
you think! The very first suggestion was by one of our com- 
mon workmen, and he suggested that we use cast iron instead 
of brass for certain parts on the engines and cars. This one 
idea alone is saving our company thousands of dollars. 

"Instead of buying new machines now, the foremen and men 
get their heads together and build a machine at much less cost 
that does the work just as well as an expensive tool You 
can see for yourself the great number of home-made 'kinks' 
around the shops and yard. 

“We take our men and foremen through the storehouse and 
show them how we keep books and what the material they 
are using costs. You don't see any men splitting nuts or 
breaking globe valves now, for they know what a new one costs 
and are anxious to help save money. Spoiled work is fol- 
lowed up closely, for that is one of the most expensive items 
on a railroad. When we find a careless workman that spoils 
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a lot of jobs, he is asked to get out, for we can't afford to 
have him around. 
ECONOMY COMMITTEES 


"Each department has its economy committee, composed of 
the regular workmen in that department, for we find that some 
men feel more free to talk and offer suggestions to their 
brother workmen than to the ‘boss.’ This committee has made 
some valuable suggestions, and as we offer a cash prize to any 
one who gets up a tool, or money-saving idea, we are getting 
the loyal support of every man. 

“Take, for instance, the subject of keeping windows around 
the shop in good shape. It used to cost us an average of 
25 a month to keep new window glass in the frames, but 
the man who did the work got interested in the saving idea 
and showed us that by moving a few machines we could re- 
duce the number of broken window glass. Our average cost 
per month now is under $4, so you see that no matter what 
a man does, there is some chance for him to use his eyes. 

“We had a machinist tell us that he lost about 25 per cent 
of his time waiting for his machine to stop after the power 
was shut off. You see, he was operating a high speed machine, 
and when we checked up his work we found that what he 
said was true, for he was on small work and had to start and 
stop his machine frequently. Another workman designed a sim- 
ple brake by putting a short piece of belting over one of the 
steps on the cone pulley on the machine. 

"One of our old drill press hands recommended that we place 
barrels of soapy water at convenient places in the shop to be 
used for drilling and cutting compound. We gave this job to 
an old employee, and he is more than saving his wages every 
month by keeping the barrels full. We not only save money 
on this material, but as it is so near the work, the men save 
steps and time in getting it. 

"Another workman suggested that we use pieces of wrought 
iron pipe at several places in the plant where we were using 
rubber hose. This meant quite a saving in rubber hose, for 
after we installed the iron pipe we used shorter lengths of 
hose, and that gave us a supply of hose to last over eight 
months. In addition to putting in the iron pipe, that same work- 
man has designed a flexible hose. i 


TRAINING A REAL EFFICIENCY ENGINEER 


“And in conclusion,” continued old Dan, “I know I am getting 
old, so instead of trying to take all the secrets of this plant to 
the grave with me, I am breaking in a bright young fellow to 
handle the place. In checking up the suggestions made by our 
workmen, I located this young man, and I have taken him into 
my office where I can train him to my ideas. The next time 
the vice-president or general manager wants to put in an efh- 
ciency engineer, I will have beaten him to it, for we have such 
a man now employed that I am training to my ideas, and even 
when I am through here, I will still be represented." 


TAKE A REAL INTEREST IN THE APPRENTICE * 


BY A. MacCORKINDALE 
Foreman, Meadows Shops, Pennsylvania Railroad, Jersey City, N. J. 


"How about the apprentices in your shop?" In our shops 
every encouragement is offered to employes having eligible sons 
anxious to learn a trade. Investigation is made concerning the 
general make-up of the candidate and his intentions, not forget- 
ting his educational tendencies. Before he is hired every neces- 
sary point of information is given him regarding the conditions 
under which he will have to work, his wages, etc. 

"Are they given a fair chance?" Yes. And I answer without 
fear of contradiction. We must realize that the apprentice of 
to-day is the artisan of to-morrow. Our apprentices are not 
sent hither and thither with any Tom, Dick or Harry, but are 


“Entered in the competition on “How Can I Help the Apprentice?" 
which closed September I. 
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placed under the care of high-class mechanics, so that they are 
insured the best of practical mechanical examples. 

"Do they receive systematic and adequate training in their 
trades?" They do, and it is not the fault of the Pennsylvania 
Railroad if an apprentice fails to grasp the efficient system of 
which he is a part. He is continually told that if there is any- 
thing he wishes to know regarding the machinery or the work, 
to ask until the correct information is given him. 

"What help or encouragement do you give them? Our master 
mechanic considers it a very important attribute towards being 
a good mechanic that a young man should be clean morally in 
spite of the oft-told tales that the best mechanics are generally 
rummies. It often happens that the high school boy who filed 
his application three years ago has changed his ideas of spend- 
ing his leisure time. He used to march down the shop ready 
to work at the blow of the whistle, giving out a hearty "Good 
morning, sir," whereas now we see him repeatedly rushing from 
the car to the shop and arriving at the office with hardly enough 
breath left to ask for his card, and before he regains his normal 
state remarking to a dozen fellows: “Gee, I am tired," or 
“That car's late every morning.” We frequently make our pres- 
ence felt with that stamp of fellow. 

Personally I never allow a chance to pass where our appren- 
tices may be benefited, whether along mechanical, athletic or 
social lines. I have been successful in enrolling all the eligible 
apprentices in the Pennsylvania educational courses which pro- 
vide free first-class information necessary for promotion. I use 
many lunch hours talking with them on theoretical and practical 
subjects, especially in their particular trades. Our Y. M. C. A. 
holds lunch hour meetings throughout the winter and in the 
absence of a professional speaker at several of these I was 
selected to speak, taking such subjects as "The Value of Study," 
“Technical Knowledge," "Influence of Associates," etc. 

The following is considered an excellent schedule for ma- 
chinist apprentices : 


12 months isole auo XS pa 9s Machine shop 

12. montliá. cack ee e p xe pis Erecting shop 

3 MONS see cso ova vx rue xn D n Drawing room 

2 montis eoo ar Pea Tin sho 

2 months: 66-5640 itea S TIR Re BO Boiler shop 

2 months... c e ex CL Blacksmith shop 

9 months oet eee war bes Roundhouse 

6 -dnonth$. i. iocis ee eur ie Finishing in erecting shop 


DEVICE FOR FORMING SILL STEPS 


BY JOHN TREACY 
Foreman, Smith Shop, Great Northern, St. Paul, Minn. 
A combination die is in use at this point for bending and 
twisting the ends of sill steps cold, which performs both opera- 


Bottom 
Bending 
Dre 


Die Holder 


Relative Positions of the Bending and Twisting Dies 


tions without the changing of dies. From the photograph it 
will be seen that there are two plungers, one to twist the 
ends of the material and the other to form the step. The 
lower twisting die is fitted with a slotted holder at one end 
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which prevents the end of the material from twisting, the 
remainder of the piece being supported on the die for about 
one-third of its width. The twisting plunger in its descent 
comes in contact with about one-half the width of the unsup- 
ported portion of the material. The piece is thus turned between 
the two dies to a right angle with the end in the grooved holder. 
After one end is twisted the material is reversed and the other 
end twisted in the same manner. The sketch is an end view 
of the device, showing the relative positions of the two plungers, 
both of which are attached to the same head. The plunger 


Dies for Twisting and Bending Sill Steps 


which forms the step is in front of the twisting plunger and 
its operation will be readily understood from the illustrations. 

The iron is received in the blacksmith shop from the com- 
pany's own rolling mill at St. Cloud, Minn., where it has been 
cut to length. It is delivered by the stores department and 
piled beside the machine within convenient reach of the opera- 
tor. Each piece is placed in the grooved holder and moved 
along until the end strikes a gage which fixes the length of 
the twisted portion. After the pieces are twisted the steps are 
formed on the same machine, the use of a plunger to twist 
the ends making it unnecessary to change dies between the two 
ooerations. This device has greatly increased the output of sill 
steps and has materially reduced the cost. 


IGNITION TEMPERATURE OF CoAL Dust.—Coal dust ignites at 
temperatures about 750 deg. F., provided there is enough heat 
present to ignite a sufficient quantity for passing along the heat 
of combustion to adjacent particles so as to make the ignition 
continuous.—Power. 
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HOW CAN I HELP THE APPRENTICE?* 


BY J. H. PITARD 
Master Car Painter, Mobile & Ohio, Whistler, Ala. 


Make an intelligent selection of material. Before a boy essays 
to learn a trade, he should have a fairly good common school 
education. This is necessary for the development of the mind 
to the extent that will enable a boy quickly to grasp shop practice 
problems as they arise. A boy’s general appearance and deport- 
ment should also be considered, and his acceptance should be 
decided on only after the foreman has satisfied himself that the 
applicant combines in a satisfactory degree the necessary quali- 
ties of an apprentice. 

The advent of the apprentice into the shop means to him the 
opening up of a new world, and naturally he is more or less 
timid and credulous. At this point his foreman, in the privacy 
of his office, should have a heart to heart talk with him, and in 
a general way outline the work that lies before him and endeavor 
to impress him with the necessity of being studious and attentive 
to his duties; also of being self-reliant, self-respecting and re- 
spectful to his foreman and shop associates. Be his real friend, 
and the boy will be impressed. The foreman should give him 
all the encouragement possible, and care should be taken that, 
under no circumstances, should the boy become “cowed.” With 
a broken spirited boy progress is correspondingly slow. Rather 
encourage him to believe in himself—the stronger the better. 
This is a necessary trait, which when once acquired, will stand 
him in good stead throughout his entire life. 

Nurse him as little as possible. He should be placed on his 
own resources as fast as his attainments will warrant. The 
custom of the mother eagle in pushing her brood over the preci- 
pice as soon as their wings will sustain their weight contains a 
lesson which, in a large measure, is applicable in the case of an 
apprentice. 

Put him through the different stages of the work in proper 
order. He should not be permitted to take up the first part last, 
nor the last part first. He should be required to proceed in the 
same order that obtains in constructive procedure, and should be 
held at each stage of the work until he has mastered it thor- 
oughly, both in principfe and practice. 

Prepare written questions bearing on the most essential points 
of the work as he passes from stage to stage. Require written 
replies, which should be corrected, and the errors explained in 
detail. By this means the depth of his comprehension can be 
gaged, and the proper instructions given on the points most 
needed. 

Relieve him of shop drudgery that has no bearing on his trade, 
but properly belongs to the common laborer or shop sweeper. 

Give him due praise when his work merits it, and administer 
needed reproof in a manner that corrects, but leaves no sting. 

Do not forget that he is still a boy with all the characteristics 
of a boy, for which allowance should be made. The occasional 
demonstrations of a boy’s surplus energy, although not altogether 
consistent with shop discipline, should not meet with reproof too 
severe; such energy should be utilized by directing it into useful 
and proper channels. 

Show a frinedly interest in the boy’s home and private life. 
Get in touch with his parents or guardian, if possible, and co- 
operate with them in every way that is beneficial to the boy's 
upbuilding and welfare. 


LocariNG FLAws IN METAL SuRFACES.—Cracks or flaws in a 
smooth metallic surface are rendered visible by thoroughly moist- 
ening the surface with kerosene and then rubbing and drying it 
with a clean cloth and subsequently rubbing over the surface 
with chalk. The location of flaws will then be revealed by traces 
of the kerosene coming out again from the cracks into the chalk 
surfacing.—P ower. 
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* Entered in the competition on “How Can I He'p the Apprentice?” 
which closed September 1. 


PISTON VALVE WITH AUTOMATIC CUT-OFF 


FOR AIR COMPRESSORS 


The slide steam valve in various forms has been standard 
on air compressor units below the sizes (about 25-in. stroke), 
where the use of the Corliss valve gear becomes commercially 
practicable. But the wider use of high pressure and super- 
heated steam has made the use of the slide valve, even of the 
adjustable cut-off type, obsolete. At high temperatures it is very 


Air Compressor with Piston Valves and Automatic Cut-Off Valves 


unsatisfactory, due to its tendency to warp, with consequent 
leakage, and the difficulty of lubrication is also increased, which 
results in greater wear and greater force required to drive the 
valve. To provide a steam-driven air compressor which will 
operate satisfactorily with high pressures and superheat, as well 
as with moderate pressures, the Ingersoll-Rand Company, New 
York, has developed a balanced piston valve, which has been 


Cross Section Through Cylinders, Valve Chambers and Receiver, 
ingersoli-Rand Piston Vaive Air Compressor 


incorporated in the design of its line of standard Imperial 
duplex air compressors. 

The use of a balanced valve makes it possible to control the 
machine by automatically varying the point of cut-off in the 
steam cylinders. This method of regulation maintains con- 
stant speed for changing steam pressures and at the same time 
varies the speed of operation to the demand for air. Steam is 
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always admitted to the steam cylinder at full boiler pressure 
and without the wire drawing of a governor of the throttling 
type. With the hand-adjusted cut-off valves, usually set at 56 
or 34 stroke, the steam economy is admittedly poor, while with 
an automatic cut-off regulation a considerable saving in actual 
steam consumption is effected. l 

This piston valve is a perfectly balanced valve of the tele- 
scopic type. The cut-off valves are right and left-hand threaded 
to a cut-off valve stem, which enters the valve chamber and 
the valve through the center of the valve stem. Steam ad- 
mission is through the center of the valve, the steam then pass- 
ing through the valve ports to the cylinder and being exhausted 
by the ends of the valve. It should be noted that this con- 
struction exposes the valve chest covers and steam packings 
to exhaust pressure only, thus reducing the liability of leakage. 
The design and uniform distribution of metal in this piston 
vałve are claimed to preclude any possibility of warping and 
to result in a valve so balanced that friction is minimized and 
lubrication facilitated. 

The steam ports are large and unusually direct and special 
effort has been made to reduce the condensation surfaces in 
the cylinders. Exceptionally complete insulation, the separa- 


Longitudinal Section Showing Balanced Piston Valve and Cut-Off 
Valves, Ingersoll-Rand Compressor 


tion of live and exhaust steam passages and the fact that the 
steam chest partially encircles the cylinder, contribute to the 
steam economy. These features are clearly shown in the sec- 
tional illustrations. The cylinder and receiver lagging is cov- 
ered with a sheet iron casing and that of the cylinder heads 
with neatly fitting cast covers. 

The steam receiver is a direct connection between the high 
and low pressure steam chests. The low pressure chest is pro- 
portioned to furnish additional capacity and so located that 
the heat ordinarily lost by radiation is used in heating the 
cylinder and valve. A special expansion joint prevents any 
possibility of cylinder alignment being destroyed. 

The governor is a speed and pressure regulator, which varies 
the cut-off by automatically rotating the cut-off valve stem 


and changing the relative position of the cut-off valves. It is 
essentially a chain-driven rotary oil pump, which acts against 
a weighted plunger. The variation in oil pressure due to the 
changing speed of the compressor, or the varying air pressure 
acting against the plunger, changes the cut-off point in the 
steam cylinders. 

This governor is entirely automatic in operation and is claimed 
to be capable of maintaining exceptionally reliable and close 
regulation. 

Lubrication of both air and steam cylinders and valves is 
provided for by force feed oilers. The compressor of the new 
design, called the Imperial type XPV, are similar to those now 
in service, built by the same company. They include a wholly 
enclosed main frame containing the reciprocating parts, auto- 
matic lubrication by the bath system and completely water- 
jacketed air cylinders. They are built in capacities from 608 
to 3,620 cu. ft. per minute and for discharge air pressures from 
10 to 110 1b. per sq. in. 


MANUAL SLACK ADJUSTER FOR FREIGHT 
CARS 


A manually operated slack adjuster for use on freight equip- 
ment has recently been placed on the market by the H. W. 
Johns-Manville Company, New York. The purpose of the de- 
vice is to make it unnecessary to crawl under each truck in order 
to take up slack due to brake shoe wear, a task both dangerous 
and difficult of performance. The device is located in the 
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of the double yoke fit into grooves in the side of the body, thus 
holding the end of the yoke in position and guiding the relative 
movement of the two parts. The jaw at the open end of the 
body is closed by a block of rectangular section on the end 
of a thrust rod, the upper and lower faces of this block serving 
as a guide for the open end of the double yoke. The thrust 
rod, which is about 9 in. long, extends back on the center line 
of the body, and passes through the cored hole in the throat 
of the double yoke. 

Within the closed part of the yoke are placed 12 thrust blocks, 
each one-half in. thick. The width of the opening between the 
sides of the yoke is increased at the throat to permit the passage 
of the retaining lugs on the ends of these blocks. <A key block 
is inserted in this opening when the device is assembled and is 
locked by the thrust rod, which passes through a hole in the 
block. The thrust blocks have a length of 3 in. between the 
retaining lugs and through the lower end of each is a hole 1% 
in. in diameter. When the blocks are raised until the lugs on 
the lower ends are brought in contact with the yoke these holes 
are in line with the thrust rod, thus permitting the yoke to be 
moved to the position shown by the broken lines in the drawing. 

When slack is to be adjusted, the brakes are set lightly in 
order to show the piston travel. A pinion secured to the body 
meshes with a rack on one side of the yoke. By inserting a 
short bar in the capstan head of the pin which holds the pinion 
in place, the yoke may be moved back, thus shortening the length 
of the cylinder tie rod. As soon as the rod has been shortened 
one-half inch one of the thrust blocks will be released from the 
end of the thrust rod and will drop to its lower position by 
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Manually Operated Slack Adjuster 


cylinder tie rod, where it is easily accessible, and but one ad- 
justment is necessary for both trucks. The adjustment is made 
when the brakes are applied lightly so that correct piston travel 
may be obtained without trial adjustments. 

The location of the device in the brake rigging as well as its 
construction are shown in the drawing. Adjustment is effected 
between the body of the device and a double yoke sliding within 
the body. The body is a malleable iron casting about 18 in. 
long of yoke form, the closed end being provided with a tongue 
which is connected to the end of the tie rod. The double yoke 
consists of two parts, the sides of which are turned at right 
angles to each other. These two parts join at a throat through 
which is cored a hole 1% in. in diameter. Lugs on the inner end 


gravity. The other blocks follow successively for each succeed- 
ing one-half inch adjustment. In the lower position the solid 
portion of the block is opposed to the end of the thrust rod, thus 
preventing the return of the parts to the original position. The 
adjustment is continued till the piston travel has been shortened 
to standard. The total adjustment of 6 in. in the length of the rod 
provided by the device is sufħicient to take care of maximum 
brake shoe wear. 


ScRAP IN A Power House.—A Chicago wrecking company re- 
cently salvaged about 2,000 tons of old iron and steel by the 
tearing down of the power house of the Philadelphia Rapid 
Transit Company.—Power. 
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COMPRESSED AIR GREASE CUPS 


A grease cup depending partially upon the action of com- 
pressed air to automatically feed the grease, has been de- 
veloped by the Hunter Pressed Steel Company, Philadelphia, 
Pa. The device is designed primarily for use in stationary 
practice where it is claimed to require but little attention, ad- 
justment once a week often 
being sufficient. 

The device is manufac- 
tured from pressed steel 
and consists of the ordin- 
ary type of grease cup 
threaded on the inside, into 
which a light pressed steel 
cap is screwed. Within 
the cap is a light coil 
spring and flat disc which 
is pressed down upon the 
top of the grease and sup- 
plements the air pressure as 
well as serving to level the 
grease and distribute the 
pressure when first applying 
the cap. The air entrapped 


within the cap is com- 
pressed as the cap is 
screwed into place and 


sealed within the grease, 
and the action is entirely 
automatic. The disc and 
spring are easily removable from the cap and are reversible, it 
thus being impossible to improperly assemble the device. The 
cup is known as the Airspring Grease Cup and is furnished 
in four sizes for 14 oz., l 0z., 3 oz., or 6 oz. of grease. 


Construction of me Airspring Grease 
up 


CAST STEEL TRUCK SIDE FRAME 


The drawing shows a recently developed cast steel truck side 
frame which has been adopted by the Pennsylvania Railroad. The 
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The distribution of metal has been carefully considered and a 
well balanced structure obtained, effecting a uniformity of 
flexibility under the action of the stresses due to both static and 
dynamic vertical loading. 

Where unbalanced sections are used in the design of cast steel 
truck frames, the unequal strains set up in the metal, in cooling, 
result in a distortion of the casting. This distortion is corrected 
by placing the casting when cool under the straightening press, 
the result being that the metal at certain points is subjected 
to a stress beyond the elastic limit. Certain weak points are, 
therefore, developed in the casting at the outset, their strength 
being very uncertain. Cracks tend to start at these points, which 
result in the ultimate failure of the casting. The symmetrical and 
well balanced design of the Benners side frame is such that the 
castings come out of the sand in perfect shape and the use of 
the straightening press is entirely unnecessary. 

The Benners frame has no outwardly extending flanges, such 
as are found in castings of angular or I-sections, which always 
tend to develop cracks at the edges. The use of re-entrant flanges 
brings the edge of the material nearer the neutral axis of the 
section, a point where the unit stress is considerably reduced. 

After thorough tests of the Benners side frame, it has been 
adopted by the Pennsylvania Railroad and the Pennsylvania Lines 
West, now being in service under several thousand freight cars. 
The patents are controlled by Edward H. Benners, 50 Church 
Street, New York. 


STRENGTH OF AUTOGENOUS JoiNTS.— The strength of the joint 
produced by autogenous welding, it is pointed out in a paper on 
high-temperature flames in metal working, has been a fruitful 
source of discussion in the application of the process, and many 
contentions have been advanced as to the necessity of welds of 
highest tensile strength. It was early found that 100 per cent 
welds, or, in other words, those having a breaking strength 
equivalent to that of the metal itself, could be produced, but the 
sacrifice of elongation and reduction of area materially lessened 
the apparent value of such welds. Present practice is directed 
toward securing a weld of good tensile strength, as compared 
with the strength of the plate, with high ductility, since thereby 
the service conditions are better fulfilled. The growth in under- 
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The Benners Truck Side Frame 


principal feature of the design is the use oí channel sections and 
Channels with re-entrant flanges instead of angle and I-sections. 


standing of such requirements has resulted in the production of 
methods which produce these results.—.4»erican Machinist. 


The shops and roundhouse of the Chicago & Illinois Midland 
at Taylorville, Ill, were destroyed by fire November 4; loss 


$65,000. 


The shops of the Norfolk Southern at Newbern, N. C., were 
destroyed by fire on November 16; loss, $200,000. Two locomo- 
tives were damaged and several freight cars were burnt up. 


James J. Hill, in honor of whom a number of men have 
founded a professorship of transportation in the Graduate School 
of Business Administration, of Harvard University, has given to 
the university $125,000, to be added to the like sum which was 
given by the founders. 


The Nashville, Chattancoga & St. Louis reports that its ex- 
penses for clearing wrecks in the last fiscal year amounted to only 
$6,521, which is equal to 59 cents out of every $1,000 revenue 
received. Taking the records of all the railroads in the southern 
group, it appears that the average cost of clearing wrecks was 
$2.40 to every $1,000 gross revenue. 


The eastern associations of general chairmen of the Brotlier- 
hood of Locomotive Engineers and the Brotherhood of Loco- 
motive Firemen and Enginemen, in a joint session at Cleveland 
on November 17, decided to join the Brotherhood of Railroad 
Trainmen and the Order of Railway Conductors in their cam- 
paign for an 8-hour day and time and a half for overtime. It is 
said that formal action on this movement is to be taken at a 
meeting of the executive committee of the four brotherhoods at 
Chicago on December 15, when the formal ballot for a referen- 
dum vote of all of the members of the organization will be 
prepared. 


General Manager Robert S. Parsons of the Erie Lines West 
has issued to enginemen a circular which, according to the 
Cleveland Leader, includes the following: 

“If you were a passenger seated at a car window, or sleeping 
in a berth, you would not like to have a locomotive whistle 
blown just opposite you, giving you a severe attack of the 
‘jumps.’ 

“If you were a passenger you would not like to have the train 
come to a stop with a jolt rough enough to break the articles 
in your traveling bag and give you a general shaking up. 

“Yet these annoyances occur every day, and many times a 
day, on the Erie Railroad—all because you do not realize the 
situation in which the passengers are placed. There is no rule 
or regulation that can stop these practices. It rests entirely 
upon your good nature and thoughtfulness. Will you strive 
to make an improvement ?" 


The Baltimore & Ohio has issued for its employees a treatise 
on first aid to the injured prepared by Dr. Joseph F. Tearney, 
chief medical examiner of the road. Discussing the effect of 
alcoholic liquors given in connection with sickness or accident, 
Dr. Tearney says: “Whiskey, even in small teaspoonful doses, 
increases the tendency to bleeding. When given in the somewhat 
larger quantity, known as the ordinary ‘drink,’ the first effect of 
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stimulation is followed by a corresponding depression, so that, 
when the surgeon arrives, he will have to lose valuable time in 
combating this depression, in addition to that caused by the 
shock of the accident. If the sympathetic friend with the 
bottle tries to deaden pain with whiskey, he may produce intoxi- 
cation and it is difficult to put a half-drunken man under an 
anaesthetic. It may be asked why the surgeon sometimes gives 
whiskey ; the answer is that he knows how much to use and when 
not to use any. . . . Make it your iron-bound rule to allow the 
patient to have no whiskey or other alcoholic liquors." 


THE EMPIRE STATE EXPRESS 


This famous train of the New York Central, the first regular 
long distance train in America to run at over 50 miles an hour, 
including stops, has begun its twenty-fifth year. It has covered a 
distance of 6,518,600 miles, equal to 14 round trips to the moon, 
and has carried approximately 8,000,000 passengers safely to their 
destinations. The record during these 24 years has been a re- 
markable one. Not one of its passengers has been fatally in- 
jured. One of its enginemen for sixteen years was Dennis J. 
Cassin, who last year was awarded the Harriman bronze medal 
in recognition of his unblemished record of safety. 

When the Empire State Express was first placed in service it 
weighed only 230 tons; now it weighs 780 tons. It was drawn 
by engines of the “870” class, and later by the famous “999,” 
the locomotive that took the prize at the Chicago World's Fair. 
Nowadays that locomotive looks like a toy in comparison with 
the giant Pacific type, and it could hardly start the train, much 
less haul it on its fast schedule. 


CAR AND LOCOMOTIVE ORDERS IN NOVEMBER 


During the month of November, orders for locomotives, 
freight cars and passenger cars were reported as follows: 


Freight Passenger 
Locomotives. Cars. Cars. 
Domestic ..essereeessseesseesesessess 200 13,700 327 
lOFTCHEIEC. d voci wa ce Ros encre Rn che 6 1,000 T 
Total -sitac ong tous a b QEON 206 14,700 . 327 


Among the more important orders for locomotives were the 
following: Elgin, Joliet & Eastern, 18 Mikado and 9 switching 
locomotives, American Locomotive Company; Baltimore & Ohio, 
14 Mallet type locomotives, Baldwin Locomotive Works, and 15 
of the same type, American Locomotive Company; New York, 
New Haven & Hartford, 33 Mikado type locomotives, American 
Locomotive Company, and the Pennsylvania Lines West, 48 
Consolidation locomotives, American Locomotive Company, and 
15 of the same type, Lima Locomotive Corporation. 

The New York Central was reported in last month's issue, 
page 599, as having ordered 9,000 freight cars. During Novem- 
ber additional New York Central orders were reported, aggre- 
gating 3,000 cars. Of these, 2,000 were for the New York Cen- 
tral itself, orders having been reported as follows: Pressed 
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RAILROAD CLUB MEETINGS 


Address 


St. Lambert, Que. 

Harry D. Vought|95 Liberty Street, New York 

'm. Cade, Jr.... [683 Atlantic Avenue, Boston, Mass. 
Harry D. Vought|95 Liberty Street, New York 

J. B. Anderson. . |207 Penn Station, Pittsburgh, Pa. 

. | F. O. Robinson.. |C. & O. Ry., Richmond, Va. 


.. | James Powell... 


woe oe ho os 9 oon s 9 $9 9 n n 


Club Meung Title of Paper 
Canadians ese o ende Dec. 11 Pure lron and [ts Use by Railway Companies... |J. T. Hay 
Central. ci rU RR Dec EP PETERE UR a). an wee ied ons 
New England.......... sss Dec. 14.....| Efficiency in Track Work........... 
New Yorko vba as Re RV Dec. 17..... JAnnual Meeting aooaa aaau aaua aaa 
Pittsburgh... lees. Dec. 21 The Life of the Steel Freight Car..... Y 
Richmond... Rs Dec. 13 Moving Pictures National Tube Company... (C. F. Roland... 
St. Louises eces core ew ES SS Dec. 10 Annual Meeting....... llle eh 
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B. W. Frauenthal|Union Station, St. Louis, Mo. 
A. J. Merrill. ...| Box 1205, Atlanta, Ga. 
Jos. Ww. Taylor. .|1112 Karpen Bldg., Chicago, Ill. 


coms Kon... Box 1707, Winnipee, Man. 
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Steel Car Company, 500 gondola cars; Standard Steel Car Com- 
pany, 500 gondola cars; Haskell & Barker Car Company, 500 
box cars, and the American Car & Foundry Company, 500 box 
cars. The other 1,000 cars were hopper cars ordered from the 
Standard Steel Car Company for the Pittsburgh & Lake Erie. 
Among other important orders were: The Western Maryland, 
1,000 additional hopper cars, Pullman Company; the Western 
Pacific, 1,000 box cars, Pullman Company; the Chesapeake & 
Ohio, 2,000 coal cars, Standard Steel Car Company, and the 
Central of New Jersey, 1,000 hopper cars, Standard Steel Car 
Company, 500 box cars, Standard Steel Car Company, and 750 
box cars, American Car & Foundry Company. 

The largest passenger car order reported during the month 
was that placed by the Interborough Rapid Transit Company 
of New York with the Pullman Company for 234 motor car 
bodies and 77 trailer car bodies for the company's new rapid 
transit lines. The Philadelphia & Reading ordered 20 coaches 
and 10 combination cars from the Harlan & Hollingsworth Cor- 
poration. 


MEETINGS AND CONVENTIONS 


American Society of Mechanical Engineers.—The annual meet- 
ing of the American Society of Mechanical Engineers will 
be held at the Engineering Societies' building, 29 West Thirty- 
ninth street, New York City, on December 8, 9 and 10, 1915. 
The railroad session will be held on Wednesday afternoon, 
December 8. The subcommittee on railroads has endeavored to 
provide a program of unusual interest, and papers will be pre- 
sented dealing with both locomotives and cars. The papers were 
announced in last month's issue. 


June Mechanical Conventions.—The meeting of the executive 
committee of the Master Car Builders’ Association, the American 
Railway Master Mechanics’ Association and the Railway Supply 
Manufacturers’ Association was held in Chicago on November 15. 
It was decided that the next annual convention of the Master 
Car Builders’ and the Master Mechanics’ Associations would be 
held at Atlantic City, staring June 14, the Master Car Builders’ 
convention being held first and the Master Mechanics’ convention 
the following Monday. The city of Chicago would undoubtedly 
have been chosen as the convention meeting place had the Munici- 
pal Pier been ready for occupancy at that time. It is believed 
that in future years the June conventions will be held at that 
place. 


The following list gives names of secretaries, dates of next or regular 
meetings and places of mecting of mechanical associations: 


Atm Brake AssociATION.—F. M. Nellis, 53 State St., Boston, Mass. 

AMERICAN RAILROAD MASTER TINNERS’, COPPERSMITHS’ AND PIPEFITTERS’ 
AssOCIATION.—W. E. Jones, C. & N. W., 3814 Fulton St., Chicago. 

AMERICAN RatLWAY Master MECHANICS! ASSOCIATION.—J. W. Taylor, Kar- 

pen Building, Chicago. 

AMERICAN RatLway Toot FogEMEN's AssociaTioN.—Owen D. Kinsey, Illi- 
nois Central, Chicago. 

AMERICAN SOCIETY FOR TESTING MarrniALs.— Prof. E. Marburg, University 
of Pennsylvania, Philadelphia, Pa. 

AMERICAN SocIETY OF MECHANICAL ENciNEERS.— Calvin W. Rice, 29 W. 
Thirty-ninth St., New York. Annual meeting, December 7-10, 1915, 
New York. 

ASSOCIATION OF RarLway ELECTRICAL ENGINEERS.—Joseph A. Andreucetti, 

i N. W., Room 411, C. & N. W. Station, Chicago. 

Car FoREMEN'S ASSOCIATION OF CHICAGO.— Aaron Kline, 841 North Fiftieth 

Court, Chicago. Second Monday in month, except July and August, 

Lytton Building, Chicago. 

NTERCHANGE Car INSPECTORS’ AND CAR FOREMEN'S ASSOCIATION.— 

W. R. McMunn, New York Central, Albany, N. Y. 

INTERNATIONAL RAILWAY FUEL AssOCIATION.—C. Ġ. Hall, 922 McCormick 
Building, Chicago. 

INTERNATIONAL RAILWAY GENERAL ForEMEN’S AssociATION.— William Hall, 
1126 W. Broadway, Winona, Minn. 

INTERNATIONAL RAILROAD MASTER BLACKSMITHS’ ASSocIATION.—A. L. Wood- 
worth, Lima, Ohio. 

Master Borer Makers’ AssociatTion.—Henry D. Vought, 95 Liberty St., 
New York. 

Master Car BuiLpERS' AssociaTION.—J. W. Taylor, Karpen Building, 
Chicago. 

Master Can AND LOCOMOTIVE PAINTERS’ ASSOCIATION OF U. S. AND CANADA.— 
A. P. Dane, B. & M., Reading, Mass. 

Ntacara Frontier Car MrN's Assoctation.—E. Frankenberger, 623 Bris- 
bane Building, Buffalo, N. Y. Meetings monthly. 

Raltway STOREKEEPERS' AssoctaTion.—J. P. Murphy, Box C, Collinwood, 


CHIEF 


10. 
TraveLING ENGINEERS’ Association.—W. O. Thompson, N. Y. C. R. R., 
East Buffalo, N. Y 
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PERSONALS 


GENERAL 


R. A. BILLINGHAM, master mechanic of the Tennessee Central, 
at Nashville, Tenn., has been appointed mechanical superintendent, 
and the office of master mechanic has been abolished. 


H. W. CATHCART has been appointed assistant fuel and locomo- 
tive inspector of the Philadelphia & Reading at Reading, Pa. 


M. E. HAMILTON, northwest railroad representative of the Gar- 
lock Packing Company, with headquarters at St. Paul, Minn., has 
been appointed general air brake inspector of the St. Louis & San 
Francisco. Mr. Hamilton was formerly general air brake in- 
structor on the Atchison, Topeka & Santa Fe. 


T. E. HEssENBRUCH has been appointed fuel and locomotive in- 
spector of the Philadelphia & Reading at Reading, Pa. 


MASTER MECHANICS AND ROAD FOREMEN OF 
ENGINES 


J. W. BauM, general foreman of the Lake Erie, Franklin & 
Clarion, at Clarion, Pa, has been appointed master mechanic, 
and the position of general foreman has been abolished. 


H. A. ENcGLIsH has been appointed master mechanic of the 
Canadian Northern, Central division, with headquarters at Win- 
nipeg, Man., succeeding G. H. Hedge, promoted. 


E. E. Keyser has been appointed assistant road foreman of 
engines of the third and fourth divisions, Virginian Railway, 
at Princeton, W. Va. 


B. E. Nevins has been appointed road foreman of engines of 
the first and second divisions, Virginian Railway, at Victoria, Va. 


C. J. Quantic has been appointed master mechanic of the 
Canadian Northern, Pacific division, at Port Mann, B. C. 


F. RoNarbpsoN, formerly locomotive foreman of the Canadian 
Pacific at Lambton, Ont., has been appointed district master me- 
chanic at Farnham, Que., succeeding H. Pepler. 


CAR DEPARTMENT 


H. J. Wuite has been appointed supervisor of car work of the | 
Canadian Northern, eastern lines. Mr. White was born in 
Brownington, Vermont, April 1, 1871. He commenced railway 
work in May, 1893, as car 
repairer and joint car 
inspector for the Boston 
& Maine and the Cana- 
dian Pacific at Newport, 
Vermont, which position 
he held till September, 
1894, when he was trans- 
ferred to St. Polycarpe 
Junction as joint car in- 
spector for the Canadian 
Pacific and Canada 
Atlantic (now part of 
the Grand Trunk Rail- 
way system). In May, 
1900, he became car in- 
spector for the Canadian 
Pacific at Parkdale, be- 
ing transferred in No- 
vember of thc same vear 
to Union Yards, Toron- 
to, in the same capacity, 
where he remained un- 
til February, 1903. He was then made leading hand carpenter 
at the Canadian Pacific car shops at Outremont. In September, 
1906, he become car foreman and wrecking foreman of the Ca- 


H. J. White 


nadian Pacific at North Bay, later being transferred to the West 
Toronto shops as general foreman. In November, 1913, he was 
appointed general foreman, car department of the Quebec Grand 
Division of the Canadian Northern, which position was held 
until his recent appointment, as noted above. 


W. E. Grove has been appointed assistant general car inspector 
of the Philadelphia & Reading at Reading, Pa. 


W. H. Periz, formerly charge hand, has been appointed car 
foreman in the shops of the Intercolonial at Halifax, N. S., 
succeeding D. W. Murray, assigned to other duties. 


SHOP AND ENGINE HOUSE 
W. L. Kinsell, chief clerk to David Van Alstyne, assistant to 
the vice-president of the New York, New Haven & Hartford, has 
been appointed assistant shop superintendent at Readville, Mass. 


PURCHASING AND STOREKEEPING 


H. W. Bowen has been appointed assistant storekeeper of the 
Baltimore & Ohio at Locust Point, Baltimore, Md. 


F. B. CarHouN has been appointed division storekeeper of the 
Atchison, Topeka & Santa Fe, at Waynoka, Okla. 


W. D. Francis has been appointed assistant storekeeper of the 
Baltimore & Ohio at Cleveland, Ohio, succeeding C. H. Roth- 
gary, who has been promoted. 


J. Harvey has been appointed storekeeper of the Canadian 
Pacific at Havelock, Ont., succeeding A. Dobson transferred. 


W. M Hinxey has been appointed storekeeper of the Balti- 
more & Ohio at Kuper, W. Va., succeeding F. C. Winter. 


James L. Woods has been appointed purchasing agent of the 
Nashville, Chattanooga & St. Louis with headquarters at Nash- 
ville, Tenn., succeeding A. C. Taylor, assigned to other duties. 
Mr. Woods was born at 
Belfast, Tenn., December 
9, 1875. He was educated 
in the common schools at 
that place and later at- 
tended the Haynes Mc- 
Lean school at Lewis- 


burg, Tenn, and the 
Winchester Normal 
School at Winchester, 


Tenn. In the spring of 
1897 he entered the ser- 
vice of the Nashville, 
Chattanooga & St. Louis 
as a clerk in the general 
passenger department. 
From the early part of 
1898 to October 1 of that 
year he was a clerk in 
the division superintend- 
ent’s office at Tullahoma, 
Tenn. From October, 
1898, to February 12, 
1914, he served in various clerical capacities in the Atlanta freight 
agency at Atlanta, becoming chief clerk. From that position he 
was promoted to the position of assistant purchasing agent. 


J. L. Woods 


C. LAvENDER has been appointed storekeeper of the Canadian 
Pacific at John Street, Toronto, succeeding W. H. Bainbridge 
transferred. 


C. H. RorHGARY, assistant storekeeper of the Baltimore & Ohio 
at Cleveland, Ohio, has been appointed storekeeper at Lorain, 
Ohio, succeeding H. J. Cobb, resigned. 


A. J. SwriNG, chief clerk to the purchasing agent of the Wa- 
bash, has been appointed general storekeeper, with headquarters 
at St. Louis, Mo. This is a newly created office. 
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GEoRGE G. Yeomans has been appointed purchasing agent of the 
New York, New Haven & Hartford, with headquarters at Boston, 
Mass. Mr. Yeomans was born on January 11, 1860, at Trenton, 
N. J., and graduated from Princeton University. He began rail- 
way work in 1882, as rail inspector on the Chicago, Burlington & 
Quincy. From 1884 to 1886, he was a clerk in the purchasing 
department, and then to 1891, was chief clerk of the same depart- 
ment. From 1891 to March, 1898, he was assistant purchasing 
agent, and in March, 1898 was promoted to purchasing agent of 
the same system, remaining in that position until July, 1905. He 
served from July to October, 1905, as assistant to first vice-presi- 
dent of the Wabash Railroad and as assistant to president of the 
Wheeling & Lake Erie, the Wabash Pittsburg Terminal, the 
Pittsburg Terminal Railroad Coal Company and the West Side 
Belt. From October, 1905, to March, 1912, he was assistant to 
president of the same roads. Since then he has made a study 
of methods of purchasing and handling supplies on several roads. 


OBITUARY 


WILLIAM FREDERICK ALLEN, general secretary of the American 
Railway Association and its predecessors, since 1875, and man- 
ager of the Official Railway Guide since 1873, died on November 
9 at his home in South 
Orange, N. J. Mr. Allen 
was one of the most 
widely known men in 
American railroad life. 
He was born October 9, 
1846, at Bordentown, N. 
J., and received his edu- 
cation in the Bordentown 
Model School and the 
Episcopal Academy in 
Philadelphia. He began 
railway service in May, 
1862, as a rodman in an 
engineering corps of the 
Camden & Amboy, be- 
coming in May, 1863, as- 
sistant engineer of the 
same road. From Febru- 
ary, 1868, to 1872, he was 
resident engineer of the 
West Jersey Railroad. In 
1872 he entered the ser- 
vice of the National Railway Publication Company, and shortly 
afterwards was made assistant editor of the Official Railway 
Guide. In June, 1873, he became the editor and manager oí the 
Guide, and has been at the head of it ever since. In April, 18/5, 
he was appointed secretary of the General Time Convention and 
in October, 1877, of the Southern Railway Time Convention. In 
April, 1886, the American Railway Association succeeded these 
organizations and Mr. Allen continued as secretary, holding the 
position of general secretary and treasurer at the time of his 
death. 

In 1910 Mr. Allen was elected vice-president of the National 
Railway Publication Company and since 1914 had been its presi- 
dent. At the time of his death he was also secretary of the Gen- 
eral Managers' Association of New York and the Bureau for the 
Safe Transportation of Explosives. 

In his capacity as secretary of the American Railway Associa- 
tion Mr. Allen has become intimately acquainted with a larger 
number of railway managers than any other man in the country. 
The presidency of the association has been held by different 
men, from different parts of the country, but the secretaryship 
has been a permanent feature, and his administration of the office 
has been an important element in the association's prosperity. 

Outside the railroad world Mr. Allen was known chiefly as 
the "father of standard time" To him was referred for solution, 
in 1881, the problem of working out a standard of time reckoning 


W. F. Allen 
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that would obviate the confusion resulting from the use of the 
fifty-odd standards then prevailing on the railroads in the United 
States. His report was submitted to the Association in 1883. It 
provided for an elastic boundary line between the hour zones, 
instead of a strictly longitudinal division; and in its details fixed 
every point at which the hour change was to be made, and em- 
bodied every practical provision for putting the system into im- 
mediate effect. The report was unanimously endorsed by the 
Association, and Mr. Allen thereupon accomplished the unique 
diplomatic task of securing its adoption by the numerous diverse 
interests whose approval was essential to success. 

The change in the operating time tables of the many different 
railroads was made at noon, eastern time, on Sunday, November 
18, 1883, without delay or disturbance. For this achievement Mr. 
Allen was elected to honorary membership in many American and 
foreign scientific societies, and received the honorary degree of 
master of science from Princeton University. Mr. Allen was a 
delegate of the United States Government to the International 
Meridian Conference in 1884, and to the International Railway 
Congress at Paris in 1900. He was a delegate of the American 
Railway Association to the International Railway Congresses at 
London, 1895; Paris, 1900; Washington, 1905; Berne, 1910. Since 
1910 he has been a member of the Permanent Commission of the 
Congress Association. 

In 1905 he had charge of all the arrangements for the session 
at Washington. For his services in this connection he was 
decorated with the order of Leopold by the Belgium Government. 


James F. DEVoy, assistant superintendent of motive power for 
the Chicago, Milwaukee & St. Paul, at Milwaukee, Wis., died at 
his home in that city on November 5, following an illness of eight 
months. He was born 
in Ithaca, N. Y., on June 
23, 1866, and graduated 
from Cornell University 
in 1888. During his col- 
lege career he won dis- 
tinction not only as a 
football player and crew 
man, but as an honor stu- 
dent in the college of 
mechanical engineering. 
Following his gradua- 
tion he entered the ser- 
vice of the New York 
Central in its mechanical 
department, where he 
remained for seven 
years. He was then em- 
ployed by the American 
Locomotive Company 
both at Dunkirk, N. Y., 
and Schenectady. Fif- 
teen years ago he came 
to Milwaukee as chief draftsman in the mechanical department 
of the Chicago, Milwaukee & St Paul. On September 1, 1902, he 
was promoted to mechanical engineer, and on April 15, 1910, he 
was appointed assistant superintendent of motive power At the 
time of his death he was a member of the executive committee of 
the American Railway Master Mechanics’ Association, a member 
of the committee on design, maintenance and operation of electric 
rolling stock, and also a member of the committee on brake shoes 
and brake beam equipment and the coupler committee of the 
Master Car Builders’ Association. From 1910 to 1911, he was 
president of the Western Railway Club. 


J. F. DeVoy 


R. B. Satmon, master mechanic of the Louisville & Nashville 
at Covington, Ky., died on November 3, at Covington. 

R. S. SrEPHENS, until June 1, 1913, purchasing agent at Hous- 
ton, Texas, for the Galveston, Harrisburg & San Antonio, the 
Houston & Texas Central, and the Texas & New Orleans, died 
at his home in Houston on November 2. 
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SUPPLY TRADE NOTES 


Elmer B. Van Patten has been appointed sales representative 
of the Acme Supply Company, with headquarters at Chicago, Ill. 


J. M. Spangler, formerly with the Railroad Supply Company, 
Chicago, has recently entered the service of the National Car- 
bon Company, Cleveland, Ohio. 


L. T. Burwell, formerly with the M. W. Supply Company, 
Philadelphia, Pa., has become associated with the Q & C Com- 
pany, N. Y. 


Frank R. Peters, formerly with J. Stone & Co., London, Eng- 
land, has joined the electrical staff of the Franklin Railway 
Supply Company, New York. 


R. W. Burnett, for many years general master car builder of 
the Canadian Pacific, has been elected vice-president of the 
National Car Equipment Company, of Chicago, Ill. 


C. B. Little, formerly an electrical engineer in the service of 
the Baltimore & Ohio, has resigned to enter the service of the 
Franklin Railway Supply Company, New York. 


The Toledo Scale Company announces that H. O. Hem, for- 
merly of Kansas City, Mo., has become a member of its engineer- 
ing staff in the capacity of consulting engineer, and has opened an 
office at Toledo, Ohio. 


G. C. Pool, formerly with Guilford S. Wood, Chicago, and 
previous to that with the Acme Supply Company, Chicago, has 
become conn^cted with the Q & C Company, New York. His 
attention will be given particularly to Q & C devices for locomo- 
tives and cars. 


Frederic H. Poor, who since the incorporation in December, 
1909, of the S. K. F. Ball Bearing Company, of New York, has 
been its general manager, has recently severed his connection with 
that organization, and has opened an office of his own at 30 
Church street, New York. 


R. W. Gillispie, New York district sales manager of the 
Pennsylvania Steel Company, has been appointed general man- 
ager of sales, succeeding John C. Jay, Jr., who has resigned 
from his position as vice-president and general manager of 
sales to become chairman of the Maxwell Motor Company. 


The Chicago Railway Signal & Supply Company opened two 
new branch offices, on October 15, one located at 407 Confedera- 
tion building, Winnipeg, Man., and the other at 320 Kearns build- 
ing, Salt Lake City, Utah. W. Reynolds will have charge of the 
company's Canadian interests, and C. H. Jones will act as rep- 
resentative for the western district, having Salt Lake City as its 
center. 


The S. K. F. Ball Bearing Company, of Hartford, Conn., re- 
cently incorporated with a capital of $2,000,000, to take over the 
business of the S. K. F. Ball Bearing Company, of New York, a 
house importing ball bearings made in Sweden, is about to erect 
a factory at Hartford, Conn. The new company has acquired 
the right to manufacture the S. K. F. ball bearings, formerly 
made in Sweden. Its directors are: Frank A. Vanderlip, of the 
National City Bank; B. M. W. Hanson, vice-president of Pratt & 
Whitney; Franklin B. Kirkbride, 7 Wall Street, New York; A. 
Carlander and S. Winguist, directors of the Swedish S. K. F. 
Company, which is a large holder in the new American corpora- 
tion, and B. G. Prytz, who will act as president. 


J. Leonard Replogle, vice-president and general manager of 
sales of the American Vanadium Company since March 1, 1915, 
and prior to that vice-president and general manager of sales of 
the Cambria Steel Company, on November 12, purchased from 
the Pennsylvania company approximately 240,000 shares of stock 
in the Cambria Company at a price of almost $15,000,000. Mr. 
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Replogle's holdings do not give him control of the Cambria Steel 
Company. The latter is capitalized at $50,000,000, of which 
$45,000,000 is outstanding in shares of $50 par value. The Penn- 
sylvania Company (Pennsylvania Lines west of Pittsburgh) a 
short time ago held $22,504,000 of this, or slightly over 51 per 
cent. It later sold $98,000 shares in the open market and recently 
William H. Donner, president of the Pennsylvania and Cambria 
Steel Companies, exercised options for the purchase of 112,000 
shares. It is understood that the syndicate for which Mr. Rep- 
logle is acting controls more than the 240,000 shares acquired 
from the Pennsylvania Company, but it is not believed that they 
have a majority control. Mr. Donner and H. C. Frick had been 
taking action leading to a possible merger of the Pennsylvania 
and Cambria Steel Companies. 


Isaac M. Cate, a large stockholder, has renewed his attack on 
the organization and management of the American Locomotive 
Company by sending first to the directors and now to the other 
stockholders a 58-page printed letter reciting the findings of his 
accountants and other details. Mr. Cate attacked the man- 
agement of the company in February, 1912, directing his efforts 
against Waldo H. Marshall, president, and a number of other 
officers particularly. The board authorized an inquiry of Mr. 
Cate's charges of mismanagement, waste and misconduct, but the 
report of the committee of inquiry did not support Mr. Cate. In 
September, 1914, Sylvanus L. Schoonmaker was elected chair- 
man of the board. This appeased Mr. Cate for a time, but not 
for long. In his present letter Mr. Cate seeks to discount the 
ability of the present management of the company. Concerning 
its war orders, he says: "Those in your company who did not 
make automobiles at a profit or develop the superheater or build 
locomotives in competition with the Baldwins are not the men 
to extract profits from shrapnel shells. The contract for shells 
was taken on April 15, with everything laid out for speedy 
preparations. There have been nearly six months of prepara- 
tion. If the production of shells is subject to such prodigious 
cost as my accountant finds pervades the organization it will not 
be possible to compete with other institutions." 


Harry D. Rohman, who was recently appointed chief electrical 
engineer of the Franklin Railway Supply Company, New York, 
was born in Switzerland in 1883. Upon his graduation as an elec- 
trical engineer from the 
technical schools of Zu- 
rich, he entered the 
works of the Oerlikon 
Electrical . Construction 
Company. There he was 
afforded an opportunity 
of combining a practical 
training with the theory 
of engineering, and in 
1903 qualified as an elec- 
trical engineer, with ex- 
perience in high and 
low tension and A. C. 
and D. C. work, espe- 
cially electrical traction. 
Later he entered the ser- 
vice of J. Stone & Co, 
London, and gradually 
worked up through its 
various departments un- 
til in 1910 he was ap- 
pointed chief of the test- 
ing and experimental departments. In April, 1914, he was ap- 
pointed chief assistant electrical engineer, and held that position 
until October 1, 1915, when he entered the service of the Frank- 
lin Railway Supply Company as noted above. Mr. Rohman 
speaks several languages and has had an extensive experience in 
all European countries, including the Balkan States, in South 
Africa and the Belgian Congo. 


H. D. Rohman 
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CATALOGS 


CONDENSERS.—The Mesta Machine Company, Pittsburgh, Pa, 
has recently issued Bulletin R, dealing with the line of baro- 
metric condensers made by that company. 


Locomotive APPLIANCES.— The Franklin Railway Supply Com- 
pany, New York, has recently issued Bulletin No. 166, describing 
and illustrating the Franklin automatic adjustable driving box 
wedge. 


STORAGE BATTERIES.—Bulletin No. 12, recently issued by the 
General Lead Batteries Company, Newark, N. J., deals with the 
use of the hydrometer syringe made by that company and tells 
how to recharge batteries. 


KEROSENE ToRcHES.— The Hauck Manufacturing Company, 
Brooklyn, N. Y., has recently issued bulletin No. 60, entitled, 
Saving Ways in Busy Shops, dealing with the company's burners 
and furnaces for kerosene and other oil fuel. The booklet con- 
tains a number of illustrations of the various burners and others 
showing the work which may be done by them. 


WATER SoFTENING.—The L. M. Booth Company, New York, 
has recently issued a bulletin relative to the company's type F 
water softeners. The booklet is attractively illustrated. It ex- 
plains the operation of the softeners in detail, showing sectional 
views of the softeners at work. There are also given a num- 
ber of views of typical installations. 


SIMPLEX LETTERING TEMPLETS.—The Keuffel & Esser Company. 
New York, has issued a leaflet describing its transparent dylonite 
templets for lettering engineering and architectural drawings, 
etc. The templet contains two holes with perforations of different 
sizes by means of which the letters of the alphabet and numerals 
may be spaced correctly and outlined. Glass and Payzant pens 
suitable for use with these templets are also described. 


CENTRIFUGAL PuMPs.—Catalog H-2, recently issued by the 
Lea-Courtenay Company, Newark, N. J., describes and illus- 
trates the various types and sizes of Lea-Courtenay centrifugal 
pumps. The booklet, containing 64 pages, is divided into 12 
chapters, dealing respectively with the care taken in the manu- 
facture of this company's product and the characteristics of the 
pump. The booklet is profusely illustrated. 


SaviNG Set-Ups iN RaiLRoAD SHopS—This is the title of a 
booklet which has recently been issued by the Lucas Machine 
Tool Company, Cleveland, Ohio. The booklet relates particularly 
to the Lucas "Precision" boring, drilling and milling machine 
and aims to show wherein that machine is productive of efficiency 
in the railroad shop. The catalog is well illustrated and attrac- 
tively gotten up. i 


SrToRAGE BarTERIES.— The Titan Storage Battery Company, 
Newark, N. J., has issued a very attractive catalog relative to 
the company’s line of storage batteries. The booklet touches 
upon the company itself and its aims, and treats of Titan stor- 
age batteries under the following heads: storage battery parts; 
elementary theory of the storage battery; Titan pasted plates, 
measurements, etc. Colored illustrtaions are given of the bat- 
teries and their parts. 


Iron Pıre.—The A. M. Byers Company has recently issued 
Bulletin No. 26, dealing with the excellencies of Byers genuine 
wrought iron black and galvanized tubing, casing, line pipe and 
drive pipe. The bulletin contains considerable useful informa- 
tion about Byers pipe, such as its resistance to corrosion, fabri- 
cating qualities, welding qualities, specifications for genuine 
wrought iron pipe and details about hand puddling, rolling of 
muck bar, skelp, etc. In the back of the book are complete 
tables showing not only list prices, but dimensions, areas, hydro- 
static tests, etc. There are also given specific cases showing the 
superior rust resistance of Byers in the same service with cheaper 
grades of pipe. 
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chmidt Superhealers 


mean the production of 
increased hauling power, 
the conservation of fuel 
and water, better steaming 
engines and the economic 
: , CAI maintenance of motive power. 
: j itus. These are the factors of 
: primary importance 
apon which depends the 
earning capacity of 
locomotives. 

Designs for your existin 


types of engines submitte 
upon request. 


Ia Locomotive 
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SOChurch St. Peoples Gas Bldġ. 
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LABOR SAVING MACHINE TOOLS 


The Drilling and Boring Machine shown has a steel 
spindle 414” diameter, 55” stroke. The feeds are variable 
from finest drilling to coarse finishing. Power feed op- 
erated by positive clutch. Quick hand traverse. Table 
raised and lowered by power. Greatest height from top 
of table to centre of spindle 30”. Yoke support for 


boring bar. 
CRANES INJECTORS SHAFTING 


SPRINGS 


STEEL TIRED WHEELS 
LOCOMOTIVE AND CAR WHEEL TIRES 


RAILWAY STEEL-SPRING COMPANY 


GENERAL OFFICES: 30 Cnurcn Sr, NEW YORK 
BRANCHES: CHICAGO, DENVER, DETROIT, LOUISVILLE, MEXICO CITY, ST. LOUIS, ST. PAUL, WASHINGTON. 


THE PENN COUPLER 


Our latest development of the M. C. B. Coupler, 


a modification of our popular Pitt and Janney X 
Couplers, with latest improvements. 


Lock-To-The-Lock 
Lock-Set and 
Knuckle-Opener 


Send for blueprints and prices. 


Manufactured only by 


THE McCONWAY & TORLEY CO. 


PITTSBURGH, PA. 
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Authoritative Tests 


Know! Get facts and figures from 
disinterested laboratories. 


We are prepared to determine for 
you, without fear or favor, the actual 
workable efficiency of any product— 
be it Machinery or Metal, Coal or 
Liquids, Paints or Oils; in short, any 
material for Railroad use. 


We maintain thoroughly and scien- 
tifically equipped Testing Laboratories 
in the principal cities of the United 
States and at, practically, all the cen- 
ters of Europe. 


A Micro-Photography Laboratory in 
conjunction. 


Send for Free Descriptive Booklet. 


Robert W. Hunt & Company 


OFFICES 
Chicago: 2209 Insurance Exchange Bldg. Mor treal: 905 McGill Bldg. 
New York: 90 West Street. San Francisco: a5 Kearny St. 
Pittsburg: Monongahela Bank Bldg. Toronto; Traders' Bank Bldg. 
St. Louis: Syndicate Trust Bldg. Mextco City: Cinco de Mayo, 6 B. 
London, E. C.: Norfolk House, Cannon St. Seattle: 309 White Bldg. 
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20" STOCKBRIDGE PATENTED 
TWO-PIECE-CRANK SHAPER 


Where else can you find these shaper features? 
A cross feed that will feed knee in either direction, 
reversing without changing connecting rod or adjust- 
ing feed screw. Base is different, note depth; con- 
caved on the outside and an oil pan cast on the 
inside. No chance for oil to get onto floor. The 
above are only two features in Stockbridge Shaper 
construction different from all others. 


One of our new 20" Circulars gives you full de- 
scription and illustrations of features. Shapers of 
all sizes, both cone and gear box drive. 


STOCKBRIDGE MACHINE COMPANY 


WORCESTER, MASS. U. S. A. 


New York City Office: Niles-Bement-Pond Oo., 111 Broadway. 
Chicago Office: Niles-Bement-Pond Co., 561 McCormick Bldg. 


Your copy 
Is waiting 
Ask for it 


on the coupon 


Thread your Pipe, Bolts | | Hoste 


and Nipples on FACTS 
one machine FREE 
and save 


HE machine that | 
Threads will only do one of 


pipe from these for you 1s an 
1” 195. expense. The machine 
that does all of them is 
the one YOU want. No. 
304-A does all three. 
Railroad  reclamation 
shops are getting very 


PIPE- valuable service from 
THREADING this wide-use machine. 
Its triple service saves the 

MACHINE cost of extra machines, 
No. 304A and its simple operation 


can be entrusted to a boy. 
Read actual figures on the efficiency 
of Oster machines in “Actual Pipe- 
Threading Experiences.” This book- 
let and the Oster catalog (at left) 
free to you by return mail. The Chisholm- 


The Oster Mfg. Co. e d 


5069 Lakeside Ave., <-> 
2101 E. 6lst Street Cleveland, Ohie E Es Mead SU LEO PU CE eM 
CLEVELAND, O. | 


amorc), d VERY man who uses 
icd E hoists in his plant or 
on outsiric work ought 

to read our new illustrated 
booklet, “Hoisting Your Profits.” It’s not a catalog— 


it's a user's booklet, showing how other concerns are 
profiting by using 


@CLONE HOISTS 


alt aba M b Pos Orc snnt ttu d 

ES 

uU Please send me '*Hoist- 
ing Your Profits." 


in interesting ways. Per- 
haps it contains the very 
suggestion that will mean 
a big saving for vou. 

To get it by return 
mail, use the coupon 
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Problems Solutions Results 


Loose Fitting Sash | Universal Satisfied 


66 


Easy Raising “ _ Tw 
Falling — €^ Weather Passengers 


Airtight Windows "AE and 
Dust Proof “ an 
Min. Repairs Sash Railroad 


“Maintenance Cost Fixtures Officials 


Consult the Cut Below and Satisfy Yourself That Our 


Devices Will Meet Your Requirements and Demands 


y BRASS CINDBR DE. 
ch F — 
prevents sticking and 

binding from ordinary 

inaccuracie in ca 


bears against the out- 
side metal stop. 


r 
construction and swell- 
ing due to weather. 


FLEXIBLE WEATH- 


a ONA 3 
meque du eee 


gives ec 
tinuous ring 
compression strip 
formi a weather- 
proof seal against ai 
dust and moistur 
prevent rattl d 
ak. 


BRASS COMPRES 
SION STRIP — Note 
e auge, mak- 


NOTE — Ample play No. 10. Gravity 
permitted here which Wedging Lock and 
prevents sticking and Rack. 
binding from swelling 
due to weather. 


McCORD MFG. COMPANY 


Universal Weather Stripping, Metal Sesh, Sash Locks, Sash Balances, Drawn Metal Mouldings, 
Metal Stampings, Hose Protectors, McKim Gaskets 


Detroit Chicago New York 
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Accumulators, Hydraulic 
Hydraulic Press Mfg. Co. 


Acetylene. 
Conimercinal Acetylene Rallway 
Light & Signal Co. 
Acetylene Service. 
Prest-O-Lite Company, Inc. The. 


Air Brakes. (See Brakes, Air). 
Arch, Locomotive Brick 
American Arch Co. 


Arresters, Lightning. 
General Electric Co. 


Automatic Relieving Lathes. 
Niles-Bement-Pond Co. 


Axles. 


Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Bars, Loco. Cylinder Boring. 
Underwood & Co., H. B. 


Bearing Metal. (See Metal, Bear- 
ing). 


Bearings, Side. 
Stucki Company, A. 


Bells, Locomotive. 
National Tube Co. 


Benders, Hydraulic, (Axle, Bar. 
Angle, Kod, Shaft, Etc.) 


Hydraulic Press Mfg. Co. 


Blow Torches. 


Prest-O-Lite Company, The. 


Inc., 


Blowers. 
General Electric Co. 


Boiler Compounds. 
Dearborn Chemical Co. 


Boller Shop Machinery. 


Landis Machine Co., Ine. 
Niles-Bement-Pond Co. 
Sellers & Co., Ine., Wm. 


Boiler Washers and Testers. 


Nathan Mfg. Co. 


Sellers & Co., Inc.. Wm. 


Boliers, Locomotive. 


Amertcan Locomotive Co. 
Baldwin Locomotive Works, The 


Bolsters, Track and Body. 
Commonwealth Steel Co. 


Bolt Cutters. 


Acme Machinery Co. 
Foote-Burt Co. 

Lardis Machine Co., Inc. 
Niles-Bement-Pond Co. 


Wolt and Nut Machinery 


Landis Machine Co., lnc. 
Niles-Bement-Pood Co. 


Boring Milis, Horizontal. 


Detrick & Harvey Machine Co. 
Niles-Bement-I'ond Co, 


Boring and Turning Milis. 


Bullard Machine Tool Co. 
Detrick & Harvey Machine Co. 
Niles-Bement-Pond Co. 

Sellers & Co., Inc., Wm. 
Underwood & Co., H. B. 


Brake Shoes. 
Hailway Materials Co. 


Brake Wheels. 
National Malleable Castings Co. 


Brakes, Air. 


General Electric Co. 
Westinghouse Air Brake Co. 


Buffers, Friction. 
Gould Coupler Co, 


Bulidozers. 
Canton Foundry & Machine Co. 


Balldozers, Hydraulic. 


Hydraulic Press Mfg. Co. 


Cables. 
Gereral Electric Co. 


Car Axles. (See Axles). 


Carborundum. 
Carborundum Co. 


Car Door Fasteners. 
National Malleatle Castings Co. 


Car Door Fixtures. 
Railway Utility Co. 


Car Flooring. (Bee Floors, Car). 


Car Heaters. (Sce Heaters, Car). 


Car Lighting. (8ee Lighting, Car). 


Car Roofs. (Sve Roofs, Car). 


Cars, Motor. 
General Electric Co. 


Car-Wheel Boring Machines. 
Niles Bement-Pond Co. 


Car Window Fixtures. 
McCord Manufacturing Co. 


Castings, Iron and Steel. 


Commorwealth Steel Co. 

Gould Coupler Co. 

Krupp (I'rosser & Son). 
McConway & Torley Co. 
National Malleable Castings Co. 
Prosser & Son, Thos. 


Castings, Malleable Iron. 
National Malleable Castings Co. 


Center Plates. 
National Malleable Castings Co. 


Centering Machines. 
Niles Bement-Pond Co. 


Chains, Driving. 
Morse Cbain Co. 


Clay, Fire 
Carborundum Co. 


Cocks. 


National Tube Co. 
Watertown Speclalty Co. 


Cocks, Cylinder. 
Watcrtown Specialty Co. 


Compressors, Air. 
General Electric Co. 


Controllers. 
General Electric Co. 


Coanterbores. 
Pratt & Whitney Co. 


Coaplers, Car. 


Gould Coupler Co. 
McConway & Torley Co. 
National Malleable Castings Co. 


Couplings, Union. 
National Tube Co. 


Cranes. 
Niies-Bement-Pond Co. 


Cranes, Portable 
Cunton Foundry & Machine Co. 


Crank Pins. 


Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Crank Pin Turning Machines. 


Niles-Bement-Pond Co. 
Underwood & Co., H. B. 


Crushers and Pulverizers. 


Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Cutter Grinders. 
Nlles-Bement-I'ond Co. 


Cutting(Oxy-Acetylene Process). 
Prest-O-Lite Company, Inc., The. 


Cylinders, Hydrogen and Oxy- 
gen. 
International Oxygen Co, 


Dies. 


Landis Machine Co., Inc. 
Pratt & Whitney Co. 


Draft Gears. 
Commonweaith Steel Co. 


Draft Rigging and Attachments 
Union Draft Gear Co. 


Draw-Bridge Machinery. 
Nichols & Bro., Geo. P. 


Drilling Machines. 


Ainerican Tool Works Co. 
Detrich & Harvey Machine Co. 
Foote-Burt t o. 
Niles-Bement-Pcnd Co. 

Pratt & Whitney Co. 

Sctiers & Cu., Inc., Wm. 


Drilling Machines (Arch Bar.) 


Foote-Burt Co. 
Niles Bement-Pond Co. 


Drilling Machines, Horizontal. 
Foote-Bert Co. 


Drilling Machines, Multiple. 


Raush Machine Tool Co. 
Foote- Burt Co. 
Niles-Bement-Pend Co. 
Pratt & Whitney Co. 


Drilling Machines, Radial. 


Anicrican Tool Works Co. 
Baush Machine Tool Co. 
Niles-Bement-Pond Co. 


Drills. 


Footc-Burt Co. 
Fratt & Whituey Co. 


Driving Wheel Centers. 


Commonwealth Steel Co. 
Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Dynamos and Motora. 
General Electric Co. 


Electric Lighting and Power. 


General Electric Co. 
Westinghouse Electric & Mfg. Co. 


Engineers. 
Hunt & Co., Robert W. 


Engine Frames. (See Frames, En- 
gine). 


Exhaust Fans and Heads. 
General Electric Co. 


Expanders, Flue. 


Krupp (Prosser & Son). 
Pratt & Whitney Co. 
Prosser & Son, Thos. 


Fans, Electric. 
General Electric Co. 
Westinghouse Electric & Mfg. Co. 
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Job:—Finishing complete a cast-iron piston. 

Size:—See drawing below. 

Time :—Including two settings, 144 hour. 

Operations:—Face both ends, removing an average of ! inch of metal. Bore for rod fit. Turn down and finish 
outside of piston, and cut grooves for packing rings. 


For Everyday Heavy Lathe Work in Railroad Shops 


there is nothing that is quite as satisfactory to all concerned as an 


“American” High Duty Lathe 


Massive in design, with an abundance of power, these machines fill the most exacting 
requirements of railroad shop service. 


For nearly five vears the 30-inch lathe shown above has been working on piston heads, 
piston rods, piston spiders, bull rings, ete. During this time there have been practicaily n» 
repairs or delays, and no weaknesses have shown up even under the heaviest cuts. Wherever 
You find an "American," you'll find it doing good work, day in and day out. 


Perhaps there is, or soon will be, need ot an 
"American" High Duty Lathe in vour shops. Now 
1s the time to get busy. 


The 
American Tool Works Co. 


+ 


ja 


Dasma 


Makers of reliable Lathes, Planers, Shapers and Radials 
CINCINNATI, U. S. A. | 
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Hammers, Steam. 
Beaudry & Co., Inc. 


File Cleaners. 
Nicholson File Co. 


Files. 
Nicholson File Co. 


Hammers, Trip. 
Beaudry & Co., Inc. 


Files, Toolmaklog. 
Nicholson File Co. 


Handles, File. 
Nicholson File Co. 


Jacobs-Shupert U. S. Firebox Co, | Headlights. 
Commercial Acetylene 
Light & Signal Co. 


General Electric Co. 


Rallway 
Wittings. 

National Tube Co. 
Heaters, Car. 
Flan (Cast and Malieable , 

Don). Chicago Car Heating Co. 


National Tube Co. 
Hoists, Electric. 


Flanging Machines. Niles-Rement-Pond Co. 


Hilles & Jones Co. 


Hoists, Portable. 


Canton Foundry & Machine Co. 
Chisholm-Moore Mfg. Co. 


Flanging Presses. 
Niles-Bement-Pond Co. 


Flue Cutters. 


H Air B : 
Underwood & Co., H. B. ose, Air Brake 


Westinghouse Air Brake Co. 
(Bee Expanders, 


Hose Protectors. 
McCord Manufacturing Co. 


Fine Expanders. 
Flue). 


Forgings. 
Krupp (Prosser & Son). 
Irosser & Son, Thos. 


Hydraulic Presses and Pumps. 


(See Presses, Hydraulic ; 
Pumps, Hydraulic.) 
Frogs and Crossings. 


Krupp (Prosser & Son). 
Proeser & Son, Thos. 


Hydrogen. 
International Oxygen Co. 


Furnaces. 
Raflway Materials Co. 


Injectors. 


NatLan Mfg. Co. 
Sellers & Co., Inc., Wm. 


Gap Lathes. 


Bridgeford Machine Tool Works. 


Insulating Materials. 
Niles-Bement-Pond Co. 


General Electric Co. 


Gages. 


Pratt & Whitney Co. Journal Boxes and Lids. 


Gould Coupler Co. 
National Malleable Oastings Co. 
Gages, Water. 
Nathan Mfg. Co. Lamps, Flare. 
Prest-O-Lite Company, Inc., The. 
Gaskets. 
McCord Manufacturing Co. Lamps, Gas. 


Commercial Acetylene 
Light & Signal Co. 


Railway 
Geared Head Lathes. 


Nlles-Bement-Pond Co. 
Lamps, Incandescent. 


General Blectrie Co. 


Generating Sets. 
Westinghouse Electric & Mfg. Co. 


Gencral Electric Co. 


Lathes. 


American Tool Works Co. 
Bardons & Oliver. 

Bridgeford Machine Tool Works. 
Rullard Machine Tool Co. 
Níles-Bement-Pond Co. 

Pratt & Whitney Co. 

Sellers & Co., Inc., Wm. 
Warner & Swasey Co. 


Generators, Hydrogen and Oxy- 
gen. 
International Oxygen Co. 


Grinding Machines. 


Modern Tool Co. 
Niles.Bement-Pond Co. T 
Pratt & '"Vhitney Co. 
Lathes, Axel, 
Grinding Wheels Bridgeford Machine Tool Works. 


Carborundum Company. 


Norton Company. Lathes, Brass Workers. 
Niles Bement-Pond Co. 


Hammers, Board and Steam 
Drop. 


Niles Bement-Pond Co. 


Lathes, Driving Wheel. 
Niles-Bement-Pond Oo. 


Hammers, Pneumatic. 
Sellers & Co., Inc., Wm. 


Lathes Engine (Heavy). 
Bridgeford Machine Tool Works. 


Hammers, Power. 
Beaudry & Co., Inc. 


Lathes, Journal Trueing. 
Bridgeford Machine Tool Works. 


e—a ed 


Lathes, Turret. 


Bardons & Oliver. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Sellers & Co., Inc., Wm. 
Warner & Swasey Co. 


Lighting, Car. 


Commercial Acctylene 
Light & Signal Co. 

General Electric Co. 

Gould Coupler Co. 


Railway 


Locomotive Arch Tuabea. 
National Tube Co. 


Locomotives. 


American Locomotive Co. 
Baldwin Locomotive Works, The 


Locomotive Boilers. (See Boilers, 
Locomotive), 


Locomotive Brick Arch. 
(See Aroh, Locomotive Brick). 


Locomotives, Compressed Alr. 
Baldwin Locomotive Works, The 


Locomotives, Electric. 
American Locomotive Co. 
Baldwin Locomotive Works, The 
General Electric Co. 
Westinghouse Electric & Mfg. Co. 


Locomotives, Mine. 


Baldwin Locomotive Works, The 
General Electric Co. 


Lubricants. 
Dixon Crucible Co., Jos. 


Lubricators. 


Detroit Lubricator Co. 
Nathan Mfg. Co. 


Lubricators, Force Feed. 
McCord Mfg. Co. 


Machine Tools. 


Acme Machinery Co. 
American Tool Works Co. 
Bardons & Oliver. 
Baush Machine Tool Co. 
Bridgeford Machine Tool Works. 
Bullard Machine Tool Co, 
Cincinnati Shaper Co. 
Foote-Burt Co. 

Hilles & Jones Co. 
Laudis Machine Co., Inc. 
Niles-Bement-Pond Oo. 
Pratt & Whitney Co. 
Sellers & Co., Inc., Wm. 
Stockbridge Machine Co. 
Underwood & Co., H. B. 
Warner & Swasey Co. 


Machine Tools, Hydraulic. 


Hydraulic Press Mfg. Co. 
Niles-Bement Pond Co. 


Metal Stampings. 
McCord Manufacturing Co. 


Milling Cutters. 
Pratt & Whitney Co. 


Milling Machines. 


Detrick & Harvey Machine Co. 
Niles-Bement-Pond Co. 

Pratt & Whitney Co. 
Underwood & Co., H. B. 


Mining Machinery. 
Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Motors, Electric. 
General Electric Co. 
Westinghouse Electric & Mfg. Co. 


Mouldings, Drawn Metal. 
McCord Manufacturing Co. 


Multiple Drills. 


Niles-Bement-Pond Co. 
Pratt & Whitney Co. 


Nipple Threading Machines. 
Landis Machine Co., Ine, 


Nipples (Wrought). 
National Tube Co. 


Oils. 
Galena-Signal Oil Co. 


O11 Cups. 


Detroit Lubricator Oo. 
Nathan Mfg. Co. 


Oll Stones 
Carborundum Company. 


Oxy-Aocetylene Apparatus. 
International Oxygen Co. 


Oxy-Hydrogen. 
International Oxygen Co. 


Oxygen. 
International Oxygen Oo. 


Packing. 
Jenkins Bros. 


Pedestal Facers. 
Underwood & Co., H. B. 


Pipe. 
National Tube Co. 


Underwood & Co., H. B. 


Pipe Coils. 
National Tube Co. 


Pipe Threading Machinery. 
Oster Mfg. Co. 


Pipe Threading and Cutting-Of 
Machinery. 


Lendis Machine Co., Inc. 
Niles-Bement-Pond Co. 


Piston Rods. 


Krupp (Prosser & Son). 
Prosser & Son. Thos. 


Planers. 
Detrick & Harvey Machine Co. 
Niles-Bement-Pond Co. 
Sellers & Co., Inc., Wm. 


Planers, Valve Seat. 
Underwood & Co. H. B. 


Planing Attachment«, Radias. 
Underwood & Co., H. B. 


Planing Machines. 


American Tool Works Co, 
Niles-Bement-Pond Co. 
Underwood & Co., H. B. 


Platforms, Steel. 
Commonwealth Steel Co. 


Pointing Machines, Bolt. 
Landis Machine Oo., Inc. 
Portable Tools. (See Tools, Port- 

able). 


Presses, Hydraulic (Arbor, Axle, 
Bending, Broaching. Car 
Wheel, Flanging, Forging. 
Forming, Straightening, 
Wheel). 


Hydraulic Press Mfg. Co. 
Niles-Bement Pond Co. 
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Both Wheels Pressed Off The Axle 
Simultaneously 


N.Y. C —- M:H.I3 


Showing machine in operation at the Mott Haven shops of the New York Central Railroad: Pressing off Wheels, 


Niles Patented Double Hydraulic Car- Wheel Press 


FOR SHOPS HANDLING LARGE NUMBERS OF 
WHEELS. HAS PRESSED OFF 30 PAIRS PER HOUR. 


Pressing Off 


Coupling blocks are removed from upper and 
lower tie bars, a small crane, as shown in illustra- 
tion, being provided for handling upper coupling 
block. Wheels are rolled into machine and a 
forcing block placed over each ram. Pressure is 
then applied to main cylinders. As soon as rams 
are in contact with ends of axle, the pressure 
starts each cylinder backward on base plate, pull- 
ing tie bars and resistance posts away from center 
of machine, thus drawing both the wheels off 
their axles simultaneously. To bring the cylinders, 
tie bars and resistance posts back to their initial 


positions, an auxiliary cylinder is located under 
each main cylinder. 
Pressing On 
When pressing on a pair of wheels, the coupling 
blocks are put in place, securely locking the tie 
bars together. The axle is held on an assembling 
jack or by a crane while the wheels are run over 
the journals. A shoe is placed on the face of each 
ram for forcing on the wheels. The axles and 
wheels are then rolled into the machine, the 
pumps started and the wheels forced upon their 
fits simultaneously. 
Write for Progress Reporter No. 25. 


111 Broadway, New York City 


NILES-BEMENT-P ON D CO., 25 Victoria St., London, S. W. 


SALES OFFICES AND AGENCIES: Boston: 93.95 Oliver St. Philadelphia: 21st and Cellowhill Sts. Pittsburgh: Frick Bldg. Cleveland: The 
Niles Tool Works Co., Rockefeller Bldg. Hamilton, O.: The Niles Tool Works Co. Chicago: McCormick Bldg. St. Louis: 516 North Third St. 


Agent for Gulf States: N. C. Walpole, 2015 First Ave., Birmingham, Ala. 
Nevada and Arizona: Harron, Rickard & McCone, San Francisco and Los Angeles. 
The John Bertram & Sons Co., Ltd., Dundas, Montreal, Vancouver, Winnipeg 


Italy: Ing. Ercole Vaghi, Milan. 


Spokane. For Oregon: Portland Machinery Co., Portland. Canada: 


Japan: The F. W. Horne Co., 6 Takiyama-cho, Kyobashi-ku, Tokio. 


Colorado: Hendrie & Bolthoff Mfg. & Supply Co., Denver. For California, 


For Washington and Idaho: Hallidie Mchy. Co., Seattle and 


Germany: F. G. Kretsehmer & Co., 


Frankfurt a/M. France: Gluenzer & Perreaud, 18 Faubourg du Temple, Paris. Austria: E. Krause & Co., Vienna, Prague and Budapest. Holland: 
R. S. Stokvis & Zonen, Ltd., Rotterdam. For Mexico: The Railway Supply Co., S. A. Cinco de Mayo, 6, Mexico City. Russia: S. G. Martin & 
Co., Ltd., Petrograd and Moscow. Brazil: Comptoir Technique Bresilien, P. O. Box 802, Rio de Janeiro. 
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Pumps, Hydraulic (Steam, Belt | Sheet Steel. 


or Motor Diliven’. 
Hydraulic Press Mfz. Co. 


Panches. 


Niles-Bement.Pond Co. 
Sellers & Co., Inc., Wm. 


^ 


Punching and Shearing 
Machines. 


Hilles & Jones Co. 
Niles-Bement-Pond Co. 
Pratt & Letchworth Co, 


Raspes. 
Nicholson File Co. 


ka 


Reamers. 
Pratt & Whitney Co. 


UN 


Reamers, Adjustable. 
Pratt & Whitney Co. 


Regrinding Valves. 
National Tube Co. 


Safe Ends. 
National Tube Co. 


Sash Balances. 
McCord Manufacturing Co. 


Sash Locks. 
McCord Manufacturing Co. 


Sash, Metal. 
McCord Manufacturing Co. 


Screw Machines. 
Warner & Swaso; Co. 


Sensitive Drill J’reasecs. 
Niles-Bement-Pond Co. 


Shapers 


American Tool Works Co. 
Cincinnati Shaper Co, 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Sellers & Co., Ince.. Win. 
Stockbridge Machine Co. 


Shafting. 


Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Shapes, Vertical. 
Pratt & Whitney Co. 


Shears. 
Niles-Bement-Pond Co. 


Shears, Alligator. 


Canton Foundry & Machine Co. 


Simplex Railway Appliance Co. 


Signal Lighting. 


Commercial Acetylene 
Lizht & Signal Co. 


Signal Pipe. 
National Tube Co. 


Slotting Machines. 
Niles-Bement-Pond Co. 


Sockets—Drlll and Reamer. 


Pratt & Whitney Co. 


Springs. 
Railway Steel-Spring Co. 


Staybolts. 


American Flexible Bolt Co. 
Flannery Bolt Co. 


Staybolt and Bolt 
Machines. 


Baush Machine Tool Co. 
Laudis Machine Co., Ine. 


Staybolt Taps. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Stocks and Dies. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Superheaters. 


Locomotive Superheater Co. 


Tanks. 


Krupp (Prosser & Son). 
National "Tube Co. 
Prosser & Son, Thos. 


Taps. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Testing Apparatus, Oxygen. 


International Oxygen Co. 


Tie Plates. 


National Malleable Castings Co. 


Tires (Steel). 


Krupp (Prosser & Son). 
Prosser & Son, Thos. 
Railway Stecl-Spring Co. 


Tire Turning and Boring Mills. 


Niles-Bement-l'ond Co. 


Tools, Portable. 
Underwood & Co., H. B. 


Railway 


Turning 


Tools, Threading. 


Modern Tool Co. 


'Tools for Railway Repair Shops. 


Underwood & Co., H. B. 


Tool Steel. 


Firth-Sterling Steel Co. 
Krupp (Prosser & Son). 
Prosser & Son, Thos. 


Transfer Tables. ri 
Nichola & Bro., Geo. P. 


Traps, Steam. 
National Tube Co. 


Trucks 


Commonwealth Steel Co. 
McConway & Torley Co. 


Trucks, Electric. 


American Locomotive Co. 


Baldwin Locomotive Works, The 


Tubes, Boiler. 


Krupp (I'rosser & Son). 
National Tube Co. 
Prosser & Son, ‘Thos. 


Tubes, Seamless Steel. 
National] Tube Co. 


Turntables, Industrial Shop. 
Canton Foundry & Machine Co. 


Turntable Tractors. 
Nichols & Bro., Geo. P. 


Unions. 
National Tube Co. 


Valves. 
Jenkins Bros. 
National 'Tube Co. 


Valves, Cylinder Stud, 
aud Hydrogen. 
International Oxygen Co. 


Valves, Hydraulic. 


ltvdranlic Pr ss Mfg. Co. 


National Tube Co, 


Valves, Muffler Safety. 
Nathan Mfg. Co. 


Valves, Open Safety. 
Nathan Mfg. Co. 


Oxygen 


Valves— Pop, Safety, Throttle 


and Blow-Off. 


Ashton Valve Co. 
Detroit Lubricator Co. 
Nathan Mfg. Co. 


Ventilators, Car. 
Globe Ventilator Oo. 


Ventilators. 
Globe Ventilator Co. 


Ventliating Fans. 
General Electric Co. 


Washers, Lock. 
National Malleable Castings Co. 


» 
an » 


Water Purifiers. 
Dearborn Chemical Company. 


Weather Strips. 
McCord Manufacturing Company. 


Welding(Oxy-Acetylene Process) 


Commercial Acetylene Railway 


Light & Signal Co. 
l'rest-O-Lite Company, Inc., The 


Welding and Cutting Apparatus’ 
International Oxygen Co. 


Welding Apparatus (Electric 


Arc). 
Westinghouse Electrie & Mfg. Co. 


Weldiug Apparatus (Oxy-Acety- 
lene Process). 


Prest-O-Lite Company, Inc., The. 


Welding Supplie-. 
Prest-O-Lite Company, Inc., The. 


Welding Tools. 
International Oxygen Co. 


Wheels, Car and Locomotive. 


Krupp (Prorser & Son). 
l'rosser & Son, Thos. 
Railway Steel-Spring Co. 


Wheels, Steel Tired. 
Railway Steel-Spring Co. 


Whistles. 


Ashton Valve Co. 
General Electric Co. 
Nathan Mfg. Co. 


Window Fixtures. 
McCord Manufacturing Co. 


Wrecklng Hooks. 
National Malleable Castings Co. 


Wrenches. 


' Coes Wrench Co. 
Shaw Propeller Co. 
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Sawing Reclaimed Car Axles 


Reclaiming car axles and using them for tender truck axles, is one of the economies 
practiced in an eastern railway shop. 


The illustration shows a reforged axle being cut to length on a 36" 


NEWTON COLD METAL SAW 


With a feed of 5;" per minute and a cutting feed of 35 feet per minute, the 6" axle is 
cut off 1n 8 minutes. 


In the eight vears this machine has been in operation, it has not cost a dollar for re- 
pairs—which 15 conclusive evidence of its staunchness, strength and durability. 


Where faster cutting rates are desired, we recommend our Cold Metal Sawing Ma- 
chines that have the gear feed boxes incorporated. 


A short cut towards economy and production is to write for the Newton Catalog 


No. 47. 


Newton Machine Tool Works, Inc. 
Philadelphia,U.S.A. 


Boring Machines Milling Machines 
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Dearborn Service 


is an important safety factor in 
railroad operation. Aside from the 
savings and increased locomotive 
earning capacity that result when 
Dearborn Treatment 1s used to pre- 
vent scale formation, corrosion, 
pitting, and foaming, clean boilers 
remove an element of danger from 
boiler explosions. 

Dearborn Treatment is always 
based on analyses of the waters to 
be treated, the injurious elements in 
the water being determined with 
scientific correctness, and taken 
care of with suitable reagents. 

Send gallon samples for analysis. 


Dearborn Chemical Company 
McCormick Building, 
CHICAGO. 


Requires 60% Less Power 


Power consumed is the important consideration of an Alligator Shear. 
Unnecessary consumption of power means loss figured in dollars and 
cents. The 


CANTON ALLIGATOR SHEARS 


require 60% less power to drive them than others of equal capacity. 
The reason is the Double Gears and Pinions. They produce a perfect 
balance that means accuracy and smoothness in operation. They 
eliminate the possibilities or tortional strain that result in broken or 
twisted crank and counter Shafts. 


Write for the Canton Shear Catalog ''D-17.' It gives you full par- 
ticulars of all styles, sizes and types. 


THE CANTON FOUNDRY & MACHINE CO. 


Canton Ohio 


Also makers of Industria] Turn Tables— 
Portable Floor Cranes and Hoists. 
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Lassiter Stay Bolt Threading 


and Reducing Machine 
Built with 


Four, Six and Eight Spindles 


25 to 35 PER SPINDLE—PER HOUR 
Automatic reduction of center made while 
threading without additional expense. 

Send for pamphlet. 


Baush Machine Tool Company 
Springfield, Mass. 
NEW YORK OFFICE: CHICAGO OFFICE: 
50 Church Street McCormick Building 
Drilling Machinery 
Consisting of Radial Drills, Multiple Drills, 
Special Multiple Drilling Machines. 
Also Lassiter Straight and Taper Bolt Turn- 
ing Machines. Staybolt Drilling Machines. 


VAPOR SYSIEM 


OF 


CAR HEATING 


Direct Steam Heat without any 
pressure on the radfating pipes. 
Pressure retained in train pipe. 
Constierably less drain on the 
locomctive. 


CHICAGO CAR HEATING C0. 


CHICAGO: RAILWAY EXCHANGE BLDG. 
NEW YORE: GRAND CENTRAL TERMINAL BLDG. 
WASHINGTON, D. C.: 829 MUNSEY BLDG. 
MONTREAL, QUE.: 61 DALHOUSIE STREET. 
ATLANTA, GA.: CANDLER BLDG. 
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Plenty of power and rigid- 
ity for railroad work, and at 
the same time is particularly 
adapted to handle short runs 
efficiently. 


puninga mam From 2:2' Solid Bar 
actured rom 
sia weet to lo 32s Bushings 
rate on a Bardons 


& Oliver. In 73 Minutes 


The operator, a man with years of turret lathe experience and acquainted with the 
dozen different machines in one of the largest railroad shops in the country, where 
this one is, says: "I'd Rather Work On It Than Any Other Lathe In the Shops." 


Such expressions are the rule if you interview operators of 


Bardons & Oliver Turret Lathes 


They have good reasons, too, for their opinions. Their machines are powerful and 
rapid producers, extremely strong and rigid, and do not have to be “favored,” but 
“handle” any piece within their capacity without vibration or interruption. 

The 314” machine shown is manufacturing Eccentric Crank Bushings from 21" 
solid steel bar in 714 minutes. Here are the steps in their production if .25 to .30 
Carbon, which we assume is used: 


Chucking, and drilling with 13% drill 4 minutes 


Enlarging hole to 2”.............. 215 
Chamfer inside corner............. WA s 
Cutting Om ioo r eerren A “ 


744 minutes 
Outside formed while hole is being enlarged. 


When this job is completed, it takes very little time to change the tools in the tur- 
ret for the next job—that’s one of the features of Bardons & Oliver machines, 
quick tool changes—and it’s a very valuable feature for railroad work. 


Let us give you more information on how Bardons & Oliver Turret Lathes can 
save money in your shops—if, you'll give them the chance. 


Before you forget—write now. 


BARDONS & OLIVER 


Builders of High Grade Turret Machinery CLEVELAND, O., U. S. A. 
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Regular 26-Inch 
Single Head Cin- 
cinnati Traverse 
Shaper in Railroad 
Service. The Oper- 
ator is setting up a 
job, link clevice, 
onone table, while 
the head is at work 
on a main rod 
brass,on the other 
table. 


Why So Many Railroad Shops Are Using 
Cincinnati Traverse Shapers 


A visit to any of the more efficiently managed shops will usually dis- 
close one or more Cincinnati Traverse Shapers. Why? Because this 
machine tool is particularly efficient on railroad work. 


Having two tables, work can be done on one while the operator is set- 
ting work up on the other. See illustration. This means more work from 
one operator. It is an excellent rush job machine—as there is always the 
extra table, and work already set up on the other table need not be 
disturbed. l 


The two-table feature provides a means of doing large work impossi- 

" ble on a pillar shaper—such as side rods, eccentric rods, frame cross ties, 

car truck equalizers, combination levers, etc. The "Cincinnati Traverse" 
does these at a remarkable saving of time over other machines. 


The Cincinnati Traverse Shaper is an interesting and highly efficient 
machine for your shops. If you are not well acquainted with it send for 
catalogue H. 


The Cincinnati Shaper Co. 


Cincinnati, Ohio 


pud - 
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Makes Quick Work 


Of Flue Sheets, Mud Rings Etc. 
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For drilling Flue Sheets, Side and Barrel Sheets, Mud Rings, etc., there is no machine 
that can equal the 


 Foote-Burt No. 2 Mud Ring and Flue Sheet Drill 


Arranged with four No. 27A Heads. 


On account of the size of the flue sheet shown, only two of the four spindles on the 
machine are used. 

The flue sheet shown is 1⁄4” thick—Operations: 302 holes, 2 1-16" in diameter, time per 
hole 19 seconds; 23 holes, 114” in diameter, time per hole, 18 seconds; 36 holes, 4 15-32" in 
diameter, time per hole, 75 seconds. 


On mud rings (wrought iron), four 13-16" holes are drilled through 5" in 125. minutes 
using four spindles at once. 


This machine gives the operator all he cin ask in speed, rigidity, and convenience in 
handling. The adjustable speed, individual motor drive gives any desired speed—whatever 
one gives best results for the work being done. 

Each spindle is arranged with Independent Power Feed and adjustable stop for auto- 
matically knocking off same, and convenient clutch for stopping and starting. 


Spindle heads are mounted on knee type brackets and have an in and out movement 
from the main crossrail of 18 inches and are also adjustable to different center distances. 


These machines are found in shops where efficiency is demanded. Ask us for list of 
installations, and bulletin giving all the facts. 


The Foote-Burt Company 
Cleveland, Ohio 


Digitized by Google 
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A Journal Every Twelve Minutes 


Compare your production refinishing journals ready for the trucks on the regular axle lathe and the 
output on the 


Bridgeford Journal Trueing Lathe 


which refinishes a journal every twelve minutes—ready for the trucks—BECAUSE, with the Bridge- 
ford Journal Truing Lathe, you eliminate the time-consuming operations of stripping the axle and 
remounting the wheels, with their attendant labor expense. 


The axle complete with the wheels is “chucked” in the lathe. One operator and a hoist can handle 
and turn out 22 to 30 axles a day. 


Put your axle problems up to us. We have some interesting facts for you. 


Bridgeford Machine Tool Works :: Rochester, N. Y. 


Heavy Engine Lathes Heavy Axle Lathes 


Cut Your Repair Costs 


Scores of master mechanics have made substantial savings in their main- 
tenance and repair accounts by installing a 


Westinghouse Electric Arc Welding Equipment 

The only equipments which have behind them eight years of practical ex- 
perience in building, using and selling are Westinghouse. 

These years have proved our original claim that “automatic” devices are 


not required, either for the protection of our apparatus or for the production of 
successful results. 


Standard hand operated circuit breakers and switches give perfect protec- 
tion with a maximum of simplicity. 


The Result 
Maximum Service at Minimum Cost 
Send for Full Information. Booklet 3049-A 
Westinghouse Electric & Manufacturing Co. 


Sales Offices in all large 


East Pittsburgh 
American Cities 


Pennsylvania 


“Say Welding—Think Westinghouse” 


JANUARY, 1915 


| 
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THE "MODERN" 


PLAIN SELF-CONTAINED GRINDING MACHINE 


A HIGH DUTY TOOL FOR . ACCURATE AND 
RAPID PRODUCTION 


A newly designed Self-Contained Grinding Machine that 
has various exclusive features, in connection with superior 
general design, that give it ability to do accurate and efficient 
work. 

These Machines are built in two types with 12" or 16" 
swing, and in four lengths, 2’, 3’, 4’ and 5’, and are of the 
heavy, rigid construction so necessary to the rapid produc- 
tion of finished parts. The capacity of the larger machines 
adapts them particularly to railroad work. 

A notable feature 1s our patented speed-change gear box 
which 1s a compact unit through which are obtained twelve 
work speeds and six table feeds. 

A full description of these Machines appears in this issue. 


MODERN TOOL COMPANY ERIE, PA. 


ms 


12” x 24” PLAIN 
SELF-CONTAINED 
GRINDING MACHINE. 


Absolute central 
control—all levers 
and hand wheels 
concentrated on 
front of Machine— 
quickly and easily 
Work 
speeds and table 


operated. 


feeds entirely inde- 
pendent and cover 
every range within 
the capacity of the 
machine. These are 
derived from our 
patented single-unit 
speed-change mech- 
anism. Automatic 
feed at either or 
both ends of table 
reverse — Auxiliary 
feed for bringing 
the wheel into work 
without traversing 
table — Positive 
stop provided when 
feeding the wheel 
by hand. Head 
Stock entirely belt 
driven. Steady rests 
that are universal 
in all their move- 
ments and have 
positive stops for 
grinding duplicate 
work. Interchange- 
able wheel centers 
— Large diameter 
wide face wheel 
with powerful drive. 
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Increased Outputs. Reduced Shop Costs 


FERGUSON OIL FURNACES 


THE RAILWAY MATERIALS COMPANY 


RAILWAY EXCHANGE, CHICAGO SINGER BLDG., NEW YORK 


Making One Die Head Do the 
Work of Two 


Every user of the Landis Die is demonstrating this fact 
and consequently has an advantage over the other fellow. 

The reason is obviously due to the line contact between 
chaser and work which eliminates most of the friction at the cutting edge and 
makes it possible to operate the die at about double the speed ordinarily recom- 
mended by manufacturers of other dies. 

There are many more features worthy of your consideration which are 

covered by our catalogue. 


Copy on request. 


LANDIS MACHINE CO., Inc., Waynesboro, Pa., U. S. A. 
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Just Any Grinding W heel qu work isgrinding hardened nickel- 


W l d ^ D f | steel pinions. They had to have the 
ouian O ror Right Wheel in the Right Place. — Just any 

This Job grinding wheel wouldn't do. They had 
to have just the Right. Wheel in the Right 
Place. The grinding was done dry, so- 
a clean, free, cool-cutting wheel was 
. necessary. The wheel had to hold its 
shape and last long enough to effect 
an economy. 


THE WHEEL SELECTED FOR 
THE JOB WAS AN ALOXITE 
GRINDING WHEEL 


Carborundum Service is solving grind- 
ing problems in other plants — it can 
in yours. 


THE CARBORUNDUM COMPANY 


NIAGARA FALLS, N. Y. 
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One E Ten Minutes 


[HB E throttle stem stuffing box studs shown above 

are produced at the rate of six studs per hour, 
sixty in an average day's work — another instance 
wherein railroad shop production is being materially 
increased by the use of the 


No. 


2-A Universal Hollow Hexagon 


Turret Lathe 


The 7$-inch round iron bar is 
turned to 34-inch diameter for a dis- 
tance of 5 inches, the end chamfered, 
and the 34-inch thread cut. The piece 
is then cut off, rechucked, tapered, 
and threaded. The shop officials are 
highly pleased with the large output, 
which crowds neither the operator 
nor the machine. 


One reason for the success of these 
machines in so many railroad shops 
is the ease with which they can be 
set up and changed over for short 
runs. 


Investigate these machines now, so 
you'll be ready for prompt action at 
the right time. 


THE WARNER & SWASEY COMPANY 
CLEVELAND, OHIO 


New York Office: Singer Bldg. 
Buffalo Office: lroquois Bldg. 


Boston Office: Oliver Bldg. 
Detroit Office: Ford Bldg. 


Chicago Office and Showrooms: Nos. 618 to 622 West Washington Boulevard 
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ete Oxy-Acetylene 


Welding Plant That Is 
Truly Portable 


The use of Prest-O-Lite Dissolved Acetylene with 
any make of Oxy-Acetylene welding or cutting ap- 
paratus provides large advantages in portability, 
economy, simplicity and highest efficiency. Effects 
important savings of time, labor and material in 
railway operation where sudden breakdowns of ma- 
chinery and equipment are likely to occur at critical 
times. The complete welding plant is rushed to the 
spot and the repair made instantly without delays, 
dismantling or costly replacements. 


We furnish a thoroughly high-grade welding ap- 
paratus for $60, not including Acetylene cylinders, 
which are extra and are furnished under a liberal 
service plan. Truck and special equipment for cut- 
ting operations at extra cost. 


PREST-O-LITE 


Dissolved Acetylene 


(Ready-made carbide gas) 


Prest-O-Lite Acetylene Service furnishes the 
highest grade of Dissolved Acetylene in port- 
able cylinders, used as conveniently as you 
use cylinders of oxygen. Saves the large ini- 
tial outlay and heavy depreciation, trouble and 
inconvenience of making crude Acetylene in 
carbide generators. Beside, Prest-O-Lite Dis- 
solved Acetylene is perfectly dried, cleaned 
and purified—makes better welds and is 
cheaper to use. 


Write for our “Liberal Service Plan"—madc possible by our 
facilities as the world's largest producers. If you use Acctylene 
for ANY PURPOSE, you should have our proposition on Prest- 
O-Lite Acetylene Service. 


The Prest-O-Lite Co., Inc. 
806 SPEEDWAY, INDIANAPOLIS, IND. 
Direct factory branches and charging plants in principal industrial centers 


January, 1915 


We manufacture three (3) distinct types. 


1—Standard 
- 2—Open Side 
3—Convertible 


Also Drilling and Bolt Threading Machinery 
Send for Catalogue. 


Detrick & Harvey Machine Co. 
Baltimore, Md., U. S. A. 


Beaudry ae 
Champion , 
Hammer 


Is the ideal 
general  forging 
hammer, and has 
no equal on light 
and heavy rail- 
road, machine and 
general forging. 


Made with 
rams weigh- 
ing 50 to 500 
lbs. 


It has a longer 
stroke, a more 
powerful blow and 
a greater capacity | 
than any hammer | 


of the same rated = 

capacity or weight a 
of ram. It delivers ey 
a maximum blow 
of more than six 
times the weight of 
its ram. 


We also 
make the 
Beaudry 
Peerless 
Hammer in 
sizes from 
25 to 200 
lbs. 


BEAUDRY & COMPANY, Inc., 141 Milk St., Boston, Mass. 
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Application 

MORSE Silent Chains can very easily be applied 
to almost any power machine without radical change 
in design. 


Service 


On machine tools, compressors, pumps, shafting, 
etc., the service given by MORSE Chains is uni- 
formly good; they are quiet-running at high or low 
speed and free from ordinary transmission troubles. 


Life 

The central illustration above givcs you an idea of 
the excellent condition of a MORSE Chain after 
more than I| years’ daily service (40 H.P. Lathe 
Drive). The average life of our chain drives is now 
about 5 or 6 years, or long enough for the drive to pay 
for itself, by its saving of power, about twice over. 

In this advertisement, the pictures tell our story 
better than words. If you are in the market for a new 
machine, we will be glad to name a builder who will 
give you a MORSE Chain Driven Machine, or, if you 
simply want to rig up an old machine with chain drive, 
we will sell you direct. Why nct let us hear from 
you NOW, when we can offer you special inducements 
in the way of price and delivery? Machine Builders 
can also buy in lots better now than for some time. 


Morse Chain Company 


Vest Pocket Size Publi- Mac nine Tool Dept. 
-59 


cation No. 12 on the 

life of a chain drive Ithaca 
, 

a. o 


is well worth 
having. 


Se nt Free 
on Request. A 
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PORTABLE TOOLS 


Cylinder Boring Bars, Milling Machines, Valve-seat Planers, 
^ Radius Fhe nace Piee, Benders, Circular “Planer ; Tools, etc. 


WRITE FOR CA TALOG. 


H. B. ‘UNDERWOOD & COMPANY 


1029 ! HAMILTON STREET, PHILADELPHIA, PA. 


Single Unit 
1.0.C. 


Because of the absence 


of detrimental impurities in the gases 
made by the - 


os Tee MI 


its use assures the most efficient flame for all cutting and welding purposes. 
The I. O. C. SYSTEM is automatic, safe, simple, and free from upkeep expense. 


We will be pleased to send full particulars with references, and quote on your particular 
needs. 


International Oxygen Company 


Works: NEWARK, N. J. General Sales Offices: 115 Broadway, NEW YORK CITY 
PITTSBURGH, Pa: Park Bldg. PARIS, FRANCE: 40 Rue Laffitte 


Ashton Wheel Pres || ACORN DIE 


Recording Gag es AND HOLDER 


Increases production while 
decreasing costs 


Ideal Adjustment 
All the lands converge equally by turning the cap. 
Perfect Support 
to the cutting lands by the solid steel shell. 
Independent lead 
provided by the float. 
Dies interchangeable 
instantly, without changing adjustment of machine. 


Send for illustrated circular giving 
the details of this interesting tool. 


WILEY & RUSSELL MFG. CO., Div. 


Greenfleld Tap and Die Corporation 
GREENFIELD, MASS. 


Philadelphia Chicago 
28 Warren Bt. 88 N. Bixth St. 18 South Clinton Bt. 


Ashton Wheel Press Recording Gages give 
an accurate record of wheel fits on axles, show- 
ing actual fit from start to finish, insuring per- 
fect mountings. 

Send for special circular which gives full 
details, also catalogue describing our complete 
line of Specialties. 


The Ashton Valve Co. 


BOSTON, MASS. CHICAGO, ILL. 
271 Franklin St. 174 No. Market St. 
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Are You Studying Your Grinding Conditions ? 


Many a manufacturer is awakening to the need of studying the 
grinding conditions which affect the production and cost of 
grinding wheels. 


With the Norton Company always ready to study your conditions, 
there is small excuse for the following frequent causes of high cost 
of operation and low quantity and quality of production: 


Wheel too hard—requiring too much dressing. 


Wheel too hard—causing undue wear on bearing boxes, 
thus producing vibration. 


Wheel too hard—causing loading followed by excessive 
heating and distortion of piece being ground. - 


Improper speed of wheel—causing glazing or loading. 


Insufficient power so that wheel speed, when cutting, 
falls below recommended speed. 


Vibration of machine spindle—producing chatters and 
excessive wheel wear. 


Improper relation of wheel speed to work speed—the 
most common, and the least understood, cause of 
complaint against grinding wheels in cylindrical 
erinding. 


Improper or inadequate truing of wheel 


a common 
cause of poor production and poor finish. | 


Insufficient lubrication—a frequent cause of trouble in 
some classes of grinding. 


Under correct conditions,an Alundum wheel for steel ora Crystolon 
wheel for cast iron and bronze will always show their superiority. 


New York Store —X 0 Chicago Store 
151 Chambers Street ys "24 ON 11 North Jefferson Street 
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Hydraulic Press for Forcing Gar Wheels On and Off 


This press is widely used in railroad shops for forcing wheels 
on and off axles and for various other kinds of forcing work. 

There is a great deal of satisfaction in operating one of our 
hydraulic wheel presses because of the Convenience it affords; and 
also because of the reliability and accuracy of work which it 
performs. 


The accompanying Illustration is merely one of the hydraulic 
tools we manufacture for railrond shops. Send us your inquiry for 
any kind of hydraulic equipment. We are especially equipped to 
handle anything required '"For Your Pressing Needs.” 


The Hydraulic Press Mfg. Co. 
45 Lincoln Ave., Mount Gilead, Ohio 


EASTERN OFFICE: 
Room 1105-S, - - 39-41 Cortlandt Street, New York City 


Shearing Machinery 


ROTARY BEVEL SHEARS 
DOUBLE ANGLE SHEARS 
GUILLOTINE BAR SHEARS 
ALLIGATOR SHEARS 


We also manufacture modern designs 
of: Punches, Plate Straightening Rolls, 
Plate Bending Rolls, Plate Planers, Rail 


Guillotine Plate Shears. Capacity, !4^ to Straighteners, Flanging Clamps. 
13$". No overhung gearing. Automatic " : 
Stop and Hold-down. Established 1854. 


HILLES & JONES COMPANY, Wilmington, Del. sizes. Oam shaft bearings bronze boshed. 


Pittsburgh Office, 201 Oliver Bldg. ine pete itd Deere ene cement 


It Grips and 
Never Slips 


A grip without a 
slip, that’s the Shaw 
Wrench! It can’t let go 
until you do. Besides, the Shaw 
Wrench requires no adjusting. ) 
It's a time- and money-saver. 
Order 


TheShawWrench 


today and then give it a fair trial. *Here's Old Reltable, Bill" 


-— 


lest it on steel rods, round-headed 


bolts, pipes, square and hex-nuts. When the stubborn nut fails to give, when other 
A try means a buy! Made in one wrenches slip, the skilled mechanic calls for 
piece, bevel-jawed, designed to The “Coes” Wrench 
erip and move the most stubborn 
nut. the Shaw Wrench will meas- The railway man knows that no matter how tight the 
ure up to every standard. Takes nut, the Coes Wrench takes hold—all that's needed Is an 
: 7 ‘ adjustment of the semi-steel jaws ane en a pull, 

the place of Stillson, monkey, alli- ise ie bara asc aie ad. 
gator or flat wrenches Use it That's why 80,000 dozen ''Coes'" wrenches are moving 
o a ` ` millions of stubborn nuts every year. And while each 
once and you will agree that the Goss’ nes soli; BUS neon, raaa la SO: MS 
Shaw Wrench grips and never service built into it. Insist on ''Coes'" Wrenches, then 
slips. Sizes and prices furnished you wil know why railway men swear by the ''Coes."" 
on request. 

SHAW PROPELLER CO. 


13! State Street, Boston, Mass. WORCESTER, MASS. 
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Shops of Prominent Railroads 
Driven by G-E Motors 


There are good sound reasons 
why G-E Motor Drive is used 
in the shops of such 
railroads as the:— 


New York Central 

Big Four 

Great Northern 

Florida East Coast 

Seaboard Air Line 

Boston and Albany 

Chicago, Burlington & 
Quincy 

Wabash 

Union Pacific 

Delaware, Lackawanna & 
Western 

Buffalo, Rochester & 
Pittsburg 

Norfolk & Western 

Oregon, Washington 
Railway and Naviga- 


tion Co. 

Chesapeake & Ohio 

Pennsylvania 

Illinois Central 

7% H. P. Induction Motor Meee ech Gitte tet wick hz C. and 8t. L. R. R, CDM g x Louisville & Nashville 

Georgia Southern & Florida. Chicago & Northwestern Southern Pacific Atchison, Topeka & Santa Fe 
Boston & Maine New York, New Haven & Delaware & Hudson Chicago, Rock Island & 
Aurora, Elgin & Chicago Hartford . Pittsburgh & Lake Erie Pacific, etc. 


These reasons include an actual increase in flexibility and output; saving in coal and 
labor for operating plant as well as greater reliability, safety and efficiency. 

The results obtained at one of the shops through the use of Curtis Steam Turbines 
and G-E Motor Drive are representative: 


Coal Saving, 50% 
Labor for power plant saved, 66 2-3% 
Output increased over 50% 


With G-E Motor Drive machines can be arranged entirely independent of power 
considerations with perfectly clear overhead space for crane operation. They are often 
mounted on wheels or clamped to an iron floor near the work—machine moved to work 
instead of work to machine. This electric fan portability is a great convenience and 
time saver. 

Departments as well as machines can be shut down or started up independently and 
the exact power cost of each is known at all times. 

A bulletin describing the equipment of prominent railroad shops will be sent on 
application. 


General Electric Company 


Atlanta, Ga. Columbus, ee eee: sone. E Louis, Mo. 
Baltimore, Md. Dayton, Obio 1 . ‘ew Haven, Conn. Salt Lake City, Utah 
Birmingham, Ala. Denver, Colo. General Office: Schenectady, N.Y. New Orleans, La. San Francisco, Cal. 
Boston, Mass. Des Molnes, Iowa New York, N. Y. Schenectady, N. Y. 
Buffalo, N. Y. Detroit, Mich. ADDRESS NEAREST OFFICE Niagara Falls, N. Y. Scattle, Wash. 
Butte, Mont. (Office of Agent) —  —!c——PÓ— n ——Á sri —— Omaha, Neb. Spokane, Wash. 
Charleston, W. Va. Duluth, Minn. Philadelphia, Pa. Springfield, Muss. 
Charlotte, N. C. Elmira, N. Y. Plttsburg, Pa. Syracuse, N. Y. 
Chattanooga, Tenn. Erie, Pa. Joplin, Mo. Louisville, Ky. Portland, Ore. Toledo, Ohio 
Chicago, IN. Fort Weyne, Ind. Kansas City, Mo. Memphis, 'Tenn Providence, R. I. Washington, D. C. 
Cincinnati, Obio Indianapolis, Ind. Knoxville, Tenn. Milwaukee, Wis. Richmond, Va. Youngstown, Ohlo 
Cleveland, Ohio Jacksonville, Fla. Los Angeles, Cal. Minneapolis. Minn. Rochester, N. Y. 


For Texas, Oklahoma and Arlz na business refer to Southwest General Electric Company (formerly Hobson Mectric Co.), Dallas, El Paso, 
Houston and Oklahoma City. For Canadian business refer to Canadian General Electric Company, Ltd., Toronto, Ont. 
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O our friends, and to those of whom 
we expect to make friends through 
service, we extend our expressions of 
hearty good will and wishes for a Bright 


and Prosperous New Year. 


The Bullard Machine Tool Co. 


Bridgeport, Conn. _ U. S. A. 


| 
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City one Parison of the performance of 10 Consolidation, 10 Mallet and 

betti | 10 Mikado locomotives during the 12 months ending March 31, 
, ' . " "2" " . 

St The Figures Tell the Story ines 1914, with a view of determining which class of engines proved to 
SE inet be the most efficient. These 30 engines were operated over the 
Ad PCR n. db EPN the, Eastern division between Stockton, Ill., and Oelwein, Iowa, under 

n the table given opposite, the ae : ^ 
aver used in each class were of the same dimen- six aS nearly comparable conditions as possible throughout the 12 
per sions, but the Mikado engines were equip- our months. A careful record was kept of the mileage, tons hauled, 
cons ped with superheaters. and | operating expenses and repair expenses, together with the amount 

of coal consumed, these figures being included in the accompany- 
one It will be noted from the table that the lute | io tall j E g me acconipany 
veto Mikado type engines performed a greater lele- € tanie. | 
terio mileage, handled greater gross ton miles, AVERAGE PERFORMANCE OF TEN Locomorives iN Eacu Crass rog 12 Montus 

W operated at lower cost per 100 gross ton non | Enpinc Marcu 31, 1914 
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Another 


Step Toward 


Efficiency 


The New Detroit Flange Lubricator is 
just another step toward efficiency ex- 
pressed in dollars and cents. Its use means 
a direct saving in increased wear for your 
tires. Its installation means no extra work 
for the man in the cab. The 


New Detroit 
Flange Lubricator 


is absolutely automatic. It gives efficient 
flange lubrication just when it is needed; 
the teed is governed entirely by the require- 
ments of the service. 

The New Detroit Flange Lubricator con- 
sists of an oil reservoir and a feed nozzle 
on the flange; between these is the lubri- 
cator body with a ball valve controlling 
the feed of oil from the tanks to the flange. 
The lateral thrust of the engine moves the 
ball "B," against the plunger "P," this 
opens valve. This allows oil to reach the 
flange. 

Its use means another step toward effi- 
ciency. For the inside facts, write for Cat- 
alog FO-84. A request letter will bring a 


copy. 


DETROIT [uBRICATOR COMPANY 
DETROIT, U. S. A. 


Largest manufacturers of lubricating devices in the world. 


Advantages Of Jacobs- 
Shupert Firebox 


FIREBOX FACT NO. 9 


The value of freight engine service 
ranges from $25.00 to $100.00 a day. 
Every day that an engine 1s shopped 
for firebox repairs is a heavy item of 
expense; not only loss from service, 
but maintenance cost. 


Can these losses be stopped? Can 
thev be reduced?  Investigate the 


JACOBS-SHUPERT 
FIREBOX 


There are no stavbolts to break and 
cause delay. The Jacobs-Shupert 
Firebox 1s a series of units, every one 
of which within itself 1s stable and 
self-supporting. If a rupture should 
occur in one section it could not 
extend beyond that section into 
another. 


By reducing the danger of explosions 
and by eliminating staybolts, the 
Jacobs-Shupert Firebox enables a 
locomotive to make more miles per 
annum manufacturing transporta- 
tion by hauling trains. 


Let us send you the facts and fig- 
ures regarding the Jacobs-Shupert 
Firebox. 


The Jacobs-Shupert U. S. 


Firebox Co. 
30 CHURCH STREET, NEW YORK 


WORKS—COATESVILLE, PA. 


January, 1915 
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Total weight of engine, 540,000 pounds; weight on drivers, 480,000 pounds; diameter of drivers, 56 inches; 
boller pressure, 200 pounds; cylinders, 28 and 44 x 32 Inches; maximum tractive power, 115,000 pounds. 


Mallet locomotives designed for Virginian Railway for pusher service on a 
2.07 per cent grade, with 115,000 pounds tractive power working compound, 
have proven themselves capable of handling a tiain of 7,180 tons on a 0.6 
per cent grade, requiring a draw-bar pull of approximately 110,000 pounds. 


3109 indicated horse-power was developed on a 0.2 per cent grade at a 
speed of 217; miles per hour. 


AMERICAN LOCOMOTIVE COMPANY 
30 CHURCH STREET, NEW YORK 


The Value of Good-Will 


Every student who ever left the X University knew Mr. Sellers, the congenial book 
salesman. Wasn't it Mr. Sellers who advised with Freshman and evinced a brotherly 
interest in the future of all seniors? They spoke of Sellers like speaking of a boon com- 
panion. Naturally, Mr. Sellers was never forgotten. 


Some years later Mr. Sellers decided to publish a book. Every salesman who called on 
an old "Grad" said: "I represent Mr. Sellers." The business founded on good-will 
flourished. 


Financial difficulties, however, forced Mr. Sellers to retire from the publishing field. An 
aggressive business associate decided to take over the business. He changed the name 
of the firm. Then began an uphill fight to establish the new company. 


At the end of one year, the brisk, aggressive associate who forgot the value of a name 
engaged Mr. Sellers at $5,000 a year just for the use of his name. 


If you are an advertiser, it will pay you to build up the business of good-will. Consistent 
advertising builds up good-will—the strongest foundation on which to build a business 
organization. 


Railway Age Gazette 
Mechanical Edition 


Members of the Audit Bureau of Circulations 
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ADVANCE 


Progressive railroads stand out prominently 
because they are making headway 
in improvements. They are marching, 
advancing, rising. They are ground-gaining, 
forward-moving institutions, doing better 
work and giving better service to-day than 
they did yesterday. You know the roads. 
They are Security Sectional Arch roads, 


every one of them. 


AMERICAN ARCH COMPANY 


30 CHURCH STREET, NEW YORK 
McCORMICK BUILDING, CHICAGO 


January, 1915 RAILWAY AGE GAZETTE, MECHANICAL EDITION 3l 


MIKADOS EFFECT ECONOMIES 


(0 GIC NT WESTERN 


Consolidation Type Locomotive, Chicago, Great Western Ry. 


CYLINDERS—24 x 30 Inches. WEIGHT, TOTAL ENGINE—216,000 Ibs. 
DRIVING-WHEELS, DIAM.—63 Inches. TRACTIVE FORCE—46,500 ibs. 


The Chicago Great Western Ry. recently conducted a test of several types of freight loco- 
motives, extending over a period of twelve months. This test was made on the Eastern Division, 
where the ruling grades are one per cent. The engines tested included ten of the Consolidation 
type, using saturated steam, and ten of the Mikado type, using superheated steam. These locomo- 
tives were built by The Baldwin Locomotive Works in 1909 and 1912 respectively. The Mikado 
type engines were given the preference in fast freight runs, which accounts largely for the differ- 
ence in mileage as shown in the following table: 


MEER L.S. mt 
Total mileage . . . . . . . . . . . . .« . . 4. s s 20,609.8 33,764.8 
Coal consumed, tons . . . . . . . . . . . . . ee 3124. 5 4746.4 
Gross ton miles . . . . . . . . . . . we . ee . 124, 819,920 62,195,000 
Gross tons per mile . . . Poche EM WS e Wh a 1204.3 1842.0 
Coal per IOO gross ton miles, pounds . $i fa^ BR te de dà. 7b x 24.11 16.22 
Coal per engine mile, pounds . . B e dh us 303.21 281.14. 
Cost of maintenance per 100 gross ton miles (cents) i dem 3 1.102 0.687 


The Mikado type locomotives hauled, on an average, 53 per cent more tonnage per train than 
the Consolidations, but burned 6 l-2 per cent less coal per engine mile. On a gross ton mile basis, 
the Mikados saved 37 per cent in pounds of coal consumed, and 38 per cent in cost of maintenance. 

important savings are being effected on many roads by the use of heavy motive power of 
improved design. 


cHWCAGO ORFAJ WESTERN 


Mikado Type Locomotive, Chicago Great Western Ry. 
G. M. Crownover, Supt. Motive Power. 


CYLINDERS—27 x 30 inches. WEIGHT, TOTAL ENGINE—283,100 Ibs. 
DRIVING-WHEELS, DIAM.—63 Inches. TRACTIVE FORCE—54,600 Ibs. 


THE BALDWIN LOCOMOTIVE WORKS 
PHILADELPHIA, PA., U. S. A. 


Represented by 


F. W. Weston, 50 Church St., New York, N, Y. A. Wm. Hinger, 722 Spalding Building, Portland, Ore. 
C. H. Peterson, 1610 Wright Building, St. Louis, Mo. Charles Riddell, 625 Railway Exchange, Chicago, III. 
George F. Jones, 407 Travelers Building, Richmond, Va. 


Cabie Address: "BALDWIN, PHILADELPHIA.” 
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Drain Pip 


Keep Water Out 
Of The Blower Pipe 


All condensation in the blower pipe is auto- 
matically drained, whether standing or running, 
by the use of the 


Watertown Blower Pipe Drain Fitting 


The fitting is installed at the lowest point in 
the blower pipe, ordinarily at the turn off into 
the smoke box, as shown in the diagram, and 
acts automatically with the opening and closing 
of the blower valve. When the valve is opened 
the ball closes the drain port and all steam passes 
into the smoke box nipple. As soon as the valve 
is closed the ball is unseated and all condensa- 
tion in the blower pipe is carried off through the 
drain pipe. 


The fitting also serves to do away with the 
plug used to close the round house hose connec- 
tion as described in the circular. It has been 
tried out by several of the large roads for long 
periods and has proved efficient under all 
conditions. 

By its use all freezing of the blower pipe and 
soiling of the clothes of bystanders is done away 
with. A postal brings a descriptive circular. 


Manufactured by 


Watertown Specialty Company, 
Watertown, N. Y. 
Distributors 


DIAMOND SPECIALTY & SUPPLY CO, 
Harrison Bldg., Philadelphia, Pa. 
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Oil Troubles Solved 
Oil Costs Reduced 


Our skilled force of mechanical experts and 
chemists is at the service of railroad managers 
for consultation regarding oils. They solve all 


oil problems, both lubricating and signal, and 
will advise which of these oils is best adapted 
for a particular purpose: 


Galena Coach, Engine and Car Oils 
Sibley’s Perfection Valve Oils 
Perfection Signal Oil 
Galena Railway Safety Oil 


When investigation shows that conditions war- 
rant it, we make a guarantee cost per thousand 
miles for from one to five years. 


Write us fully—we will gladly 
answer all your oil questions. 


Galena-Signal Oil Company 
Franklin, Pa. 


Double Boiler 


The position of this valve is on top of the 
boiler. It is provided with a stop valve for each 
check valve, so that either one of the check 
valves, if out of order, may be ‘‘cut out” without 
interfering with the feeding of the boiler. Re- 
movable caps on top of each check permit 
inspection and grinding of valves without discon- 
necting pipes. 

Simple and pleasing design, compact and effi- 
cient. Furnished complete with boiler flange. 


Write for Catalog 


7 NATHAN MANUFACTURI NG CO. 


IOI PARK AVE ee NOE NEP 


Western Office : 1612 Old Colony Building, Chicago 
St. Louis Office: Frisco Building 
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DIXON'S GRAPHITE 
AIR BRAKE LUBRICANTS 


For Brake Cylinders 


Use Dixon's Graphite Air Brake and Triple 
Valve Grease — a heat-proof, cold-proof 
grease-and-graphite mixture that keeps the 
leathers in perfect condition, and gives uni- 
form sensitiveness and quick response to con- 
trol which mean greater safetv and depend- 
ability. 


For Triple Valves 


Use Dixon's Air Brake Graphite—a grade of 
special fineness and uniformity —wherever 
dry graphite is specified. Use Dixon's Graph- 
ite Triple Valve Grease for parts requiring a 
semi-fluid lubricant. In either case, vou get 
results to be had only with the genuine se- 
lected flake graphite as made by Dixon. 


For Piping 


Use Dixon's Graphite Pipe Joint Compound 
and save pipe, fittings and labor. The graph- 
ite lubricates the threads and gives an abso- 
lutely tight joint that never hardens or sets 
and which can easily be opened at any time. 


Send for the text book on maintenance economy, 
"Graphite Products For The Railroad", No. 7 


Made in JERSEY CITY, N. J., by the 


Joseph Dixon Crucible Company 


ESTABLISHED 1827 
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Jenkins Bros. Valves 


Specifying Jenkins Bros. means free- 
dom trom valve troubles. 

Means getting the original renewable 
disc valves fitted with the genuine 
Jenkins Bros. Discs. 

Body, Trimmings and all working 
parts strong, and well proportioned. 


Write for Catalogue 


wes S 


Look for the Trade Mark 
etm m 


COMMERCH7 


reese SPORED| SUNLIGHT 


SET YDENE: 


BOOKLET “H” ON REQUEST 


di (X OULD Y 
COUPLER CO 


OFFICES: - + WORKS: | 
30EAST 42dST..NY.C. AXLE FORGE,DEPEW.N.Y. 


THE ROOKERY,CHICAGO MALLEABLE IRON, DEPEW, N.Y. 
COS DEPEW.N.Y. | CAST STEEL DEPEW, N.Y. i 


MANUFACTURERS OF 


Gould M, C, B. Couplers. 

Gould Vestibules, wide and narrow. 

aen Continuous Platforms and Buffers for wood 
sills. 

Gould Continuous Platforms and Buffers with 
steel underframing, 

Gould Steel Platforms with Friction Buffers, 

Gould Friction Draft Gear for passenger equip- 
ment. 

Gould Trap-Door Rigging. 

Gould Journal Boxes, 

Gould Malleable Iron Draft Beams. 

Gould Twin Type of Draft Gears. 

Gould Tandem Type of Draft Gears. 

Malleable Iron Castings, scientifically annealed. 

Car and Engine Axles, wrought iron or open 
hearth steel. 

Truck Frames, 

Cast-Steel Bolsters, 

Cast-Steel End Sills, 

Steel Castings, 

Gould Friction Draft Gear. 
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For Longest Service 


Valves made of a superior grade of 
new steam metal. (No scrap or yellow 
brass.) 

Complete Valves seldom wear out. 
Repair parts obtainable when neces- 
sary through your dealer at nominal 
cost. Every Valve Guaranteed. 


Jenkins Bros., 80 White St., New York 


Specify name in full—Jenkins Bros. 


Headlights 


S. M. P. writes : 


"Locomotives equipped with your type 
headlights have been in service quite 
a period affording excellent light and 
cost of maintenance most satisfactory." 


Commercial Acetylene Railway 
Light & Signal Co. 


New York 
Chicago Boston 


80 Broadway, 


Atlanta San Francisco Toronto 


Employment Bureau 


Undisplayed advertisements are inserted in this column at two 
cents a word for the first insertion and one cent a word for each 
coneecutive insertion of the same advertisement. Minimum charge 
$1.00. Remittance must accompany each order. 


| AMERICAN Companies seek- 
! ing European representa- 
tion should communicate at once 
with the undersigned (officer in 
the French Army) who has here- 
tofore had large experience and 
acquaintance both in the Rail- 
way and Metal trades, United 
States references can be given. 
J. M. A. Gassmann, 9, Rue Rau- 
din, Paris, France. 


Use This Space 
For Results 


No one knows who you 
are or what you can do 
till you tell them, and 
telling them is what this 
space is for. 


Railway Age Gazette, Mechanical Edition 


CLEVELAND 
Citizens Bldg. 


NEW YORK 
Woolworth Bldg. 


CHICAGO 
Transportation Bldg. 


. amr sd 
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THE F RECOGNIZED STANDARD. 
FOR LOCOMOTIVE FIREBOXES 


SERVICEABILITY PLUS ECONOMY 


The Tate Bolt has fu!!y demonstrated its true functions as a mechanical appli- 
ance to serve the fize box requirements. Flexibility must be maintained— 
the only positive assurance of flexibility is the use of the Tate Flexible 
Staybolt. 

Many of the largest railroad systems have kept accurate service records and 
show remarkable increase in earning power of the locomotives that have 
been equipped with complete installations of the Tate Flexible Staybolt. 


PITTSBURGH, PA., U. S. A. 


GEN'L at laces VANADIUM BUILDING B. E. D. STAFFORD, GEN'L MANAGER 
. ROGERS FLANNERY & COMPANY, Sc.unc Acenrs 
VANADIUM BUILDING, PITTSBURGH, PA. 
GEO. E. HOWARD, EASTERN TERRITORY WILSON, WESTERN TEARITORY 
COMMONWEALTH SUPPLY CO., SOUTHEASTERN TERRITORY 
CHARLES HYLAND, BOILER EXPERT 


Air Brake Education 


No. 6—What the Maintenance Man Should Know 


NEW YORK: City Investing Bldg. 


IR BRAKE Foremen, Repairmen, Test Rack 
Operators, Inspectors and similar employees 
constitute a large and very important class 

with the most definite and direct interest in Air Brake 
Work and Air Brake Education. The Maintenance 
Man, however, is primarily concerned with the struc- 
tural features of air brake devices, the functions in- 
tended, the correct fitting and adjustment of parts, the 
flow of air through ports, passages and chambers, and 
the proper maximum and minimum variations, per- 
missible leakage and wear, and all other conditions 
which determine whether the apparatus is safe and 
efficient for road service or otherwise. 


Therefore, the Maintenance Man must first under- 
stand broadly the proper working of each air brake 
device, be able to determine the cause of any improper 


action, and in general acquire a familiarity with indi- 
vidual functions as well as operation, when combined 
in the brake system as a whole. 


In no sense, however, should the importance of the 
Maintenance Man be underestimated, since through 
him the efficiency of the brake equipment is maintained 
at a practical constant. The utmost skill and judg- 
ment of the Train Man can only partially compensate 
for brake equipment improperly repaired, carelessly 
tested and poorly maintained. 


If the Maintenance Man will appreciate that a 
highly efficient brake system is one of the large factors 
affecting the earning capacity of his road, he will 
readily understand why he should study the Air Brake, 
and the specific phase of Air Brake Education which 
is of first importance to him. 


(This is the sixth of a series of papers covering a practical review of the essential 
elements of Air Brake Education. ) 


Westinghouse Air Brake Company 


Pittsburgh, Pa. 


CHICAGO: Ry. Exchange Bldg. 


ST. LOUIS: Security Bldg. 
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Use KRUPP STEEL the Best for All Purposes 


How good, not how cheap. 100 years of steel making counts some. 


Krupp makes almost anything in steel and machinery, from a battleship 
or 16-inch cannon to a coffee grinding mill. 
If you have a problem, the answer is, no doubt, use better steel, or, 
use a better machine. 
Send us, please, your inquiries and sketches 


Thomas Prosser & Son 17 Gold Street New York 


Ratchet Wheels 


Pawls and Plates 
In high grade Malleable Iron 


for use with 


THE SQUARE BRAKE SHAFT 


Conforming to Interstate Commerce Commission 


RETAINER FOR RATCHET WHEEL 


Requirements 


WRITE FOR CATALOGUE NO. 21 


THE NATIONAL MALLEABLE CASTINGS CO. 


CLEVELAND CHICAGO INDIANAPOLIS TOLEDO 
SHARON, PA. MELROSE PARK, ILL. 


Let Us Solve Your 
Ventilating Problem 


Our experience in manufacturing "Globe" Venti- 
lators and “Globe” Lamp Jacks will be invaluable to 


you in solving your ventilating problem. 


The “GLOBE” LAMP JACK assures a clear steady 
flame. Air cannot enter the jack from the outside, 
due to its scientific construction. Your lamps will 
burn clear and steady no matter how fast your 
trains are running. 


The “GLOBE” VENTILATOR assures frequent 
change of air—a strong outward draught and at the 
same time absolute freedom from storm and cinders. 
Our booklet will be mailed free of charge. Write 
today. 


GLOBE VENTILATOR COMPANY 
TROY, N. Y. 


| BEARINGS | 


Reduce wheel Hanse 
- wear, rail wear an 
train resistance 


A.Stucki Co. 
Oliver Bldg, PitfSbure Pa. 
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June Issue December Issue 


Cardwell Friction Draft Gear 


8— Capacity 


The draft gear is confined to a space 
122" wide between the draft sills, and if 
a shock destroyer is confined within these 
limits, necessarily the amount of work 
which can be done is also limited. With 
the heavy shocks to which a car is sub- 
jected in modern service, it is impossible 
to construct, within these limits, a draft 
gear of sufficient capacity. 


No draft gear confined between draft 
sills, within a space of 123", can accurately 


be called a shock destroyer. 


The capacity of a draft gear depends 
to a certain extent upon its design, and to 
a certain extent upon its size. The largest 
draft gear, other things being equal, will 
do the largest amount of work. This is 
axiomatic and needs no proof. Therefore, 
the larger the draft gear, the larger its 
capacity for receiving and destroying 


shocks. 


Union Draft Gear Company 


McCormick Building 
Chicago 
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Greetings 


May the new year be one of peace and 
prosperity. 


May every manufacturer realize that the 
tide has turned. 


May restored confidence add a new zest to 
business and make each and everyone 
believe in the ultimate supremacy of in- 
dustrial America. 


HATERS AUI IAN IA HART LARA 


We believe that the new era of prosperity, 
that is bound to follow, will convince 
every manufacturer that advertising is a 
vital part of every organization; that it 
raises prestige; builds good-will and brings 
buyer and manufacturer together. In short, 
to reach railway mechanical men, the men 
who are responsible for purchases of rail- 
way mechanical devices and equipment, 
it will require less than the cost of a postage 
stamp. 


The Publisher 


January, 1915 
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E Our New Name 


For some time we have realized that the name, Railway 
Age Gazette, Mechanical Edition, has been confusing ; has 
failed to show that there is a distinction with a difference 
between it and the Railway Age Gazette (weekly). The 
latter, both in text and in advertising, covers the mechan- 
ical, as well as all of the other departments of railroading, 
from the operating point of view. 


To make the distinction between the two publications more 
marked, to make the name more synonymous with the con- 
tents, the Railway Age Gazette, Mechanical Edition, 
beginning January, 1916, will be called the Railway Mech- 
anical Engineer. 


That the RailwayMechanical Engineer is fulfilling its mis- 
sion is attested by its steady growth in circulation and 
numerous unsolicited letters of commendation from railway 
mechanical department officers. 


The growth in circulation of the Railway Mechanical En- 
gineeris shown graphically by the chart on the outside back 
cover page of this issue. 


The Publisher. 


Alphabetical Index of Advertisers, Page 5 Classified Directory of Advertisers, Page 6 
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Wambo 9 C up 


PHILADELPHIA, PA. 


The Sellers Car Wheel Borer automatically chucks, centers, and un- 
chucks wheel. Starting table closes chuck. Reversing table opens 
chuck. HARD LABOR OF CHUCKING AND UNCHUCKING 
ELIMINATED.  Geared feed instantly changeable from roughing to 
finishing. Air or geared hoist stops automatically at top and bottom 
of lift. Handles wheels from either side of machine. 


Labor Saving Machine Tools Cran Injectors Shafting 


You Want Results 


That's why you need a Landis in your shop. 
The Landis die has proven many times that it 
will produce the greatest number of well- 
formed accurate threads at a minimum cost. 


The long life, the permanent throat, the variable rake angle, 
are merely a few features of merit which deserve your consideration. 


May we send you detailed information? 


LANDIS MACHINE COMPANY Waynesboro, Pa. 


— Dont Pound 
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Graham- White 


Self-cleaning Locomotive Sander 


Every railway man knows what a clogged sand pipe means; the delay, 
the annoyance and the worry. Apply the 


Graham-White Perfect Sander 


to your locomotives. Its use means no more clogged sand pipes; for the engineer from the 


cab can clean the pipes. It's all accomplished by two auxiliary air pipes “D” and "E" (see illustration) 
Let us send you a complete description. Several railroads have tested the Graham-White Perfect Sander in 
service. May we tell you what they have to say? 


White American Locomotive Sander Company, Inc. 
Roanoke Virginia 
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We Determine Tensile 


Strength and Chemical Compositions 
with Scientific Accuracy 


No matter what Testing or Laboratory 
problems may confront you, we can solve 
them to your entire satisfaction and 
guarantee you an unbiased analysis and 
report. 

Our organization is entirely that of 
competent and experienced Engineers, 
Chemists and Metallurgists who are per- 
manently employed in our departments 
of Tests, Physical and Chemical Labo- 
ratories. | 

Our Laboratories are thoroughly 
equipped in a most scientific manner, 
located at all the principal cities of the 
United States, and, practically, at all the 
principal points all over the world. 

Descriptive booklets upon request. 


ROBERT W. HUNT & CO. 


Robert W. Hunt, Jno. J. Cone, Jas. C. Hallsted, D. W. McNaugher 


Chicago: ' Montreal: 
2200 Insurance Exchange Bldg. 905 McGill Bldg. 
New York: Francisco: 
9o West Street. 251 Kearney Street. 
Pittsburgh: Toronto: 
Monongahela Bank Bldg. 
St. Louis: 
Syndicate Trust Bldg. 
London, E. C.: 'attile: 
Norfolk House, Cannon St. 322 White Bldg. 


Chemical and Physical Testing 


20-inch Stockbridge Shaper 


With Patented Two-Piece Crank 


NEW FEATURES 


Base—Increased depth and rigidity. 


Cross Feed—Entirely new and different 
from any other feed. One valuable feature is 
that it can be fed in either direction without 
change of connecting rod, or any other working part. 
Direction instantly changed without any change 
of any part of the feeding mechanism. 


Stockbridge Machine Co., Worcester, Mass. 
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NEW METHOD REVERSIBLE. 


EXCEL IN 
SIMPLICITY- 
DURABILITY 


E tar c BU FUR 


LED 


THE 
FULCRUM 
MOVES IN 
REVERSING 


Greatest Efficiency 
In Coach Seats. 


25 YEARS IN CAR SEAT BUILDING 


Here Is 


THE VERY & T AÀ RECLINING 
. BEST m9 EATS! 
| ce SEATS! 
CUTE m N c o8 3 
f zu SA = fx - \ 
e d 1 =- tl WA ; $ r ao. ee - 


3 
us 


SEAT a: ioe 


BACK 
AND 

| SEAT AND BACK 
LEG REST Q] dit CUSHION  INCOM- 
ADJUSTS. PARABLE. 


ALL METAL PARTS ARE 


STEEL OR MALLEABLE IRON 
Black Curled Hair Filling Throughout 


Catalog on Request 
Scarritt-Comstock Furniture Corp. 


Cable Address: **Scarritt-St. Louis '' 
Works and Offices: ST. LOUIS, MO,, U. S. A. 
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Let Winter's Winds Howl and Rage 


If your cars have been fitted with 


UNIVERSAL 
Window Devices 


you may be absolutely certain 
your passengers are riding in 
comfort—well protected against 
drafts. 


The Flexible Side, Top and Bot- 
tom Weather Stripping gives a 
continuous bearing all around the 
sash, forming a seal against drafts 
—air—dust or moisture. 


By "floating" the sash between the 
posts, ample play is permitted and 
there can be no sticking or bind- 
ing of the sash due to the swelling 
from moist and damp weather. 


A Brass Cinder Deflector in addi- 
tion to the Side Rubber and Com- 
pression Strip bears against the 
outside metal stop while a strip of 
lop and Bottom Weather Strip- 
ping is so located that the sash 
holds them to a positive seating, 
these combinations making a posi- 
tively tight and easy operating 
window. ! 


Let us send you Full Details and 
tell of Installations. 


MCCORD MANUFACTURING COMPANY 


UNIVERSAL Weather Stripping 
“Metallic Sash je sir Ae 
u » Drawn Metal Mouldings 
Balances McKim Gaskets 
2587 E. GRAND BLVD. PEOPLES GAS BLDG. 50 CHURCH ST. 


DETROIT CHICAGO NEW YORK 
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Dixon Crucible Co., Joseph.............. 
E 

Electric Storage Battery Co.............. 
F 

Firth-Sterling Steel Co........... lesse 

Flannery Bolt Co.......... eee eee eens 


* Every other month. 
y 


30 


12 


35 
39 


40 


Foote-Burt Co., The................. 16 
Ford Chain Block & Mfg. Co............ 40 
G 
Galena-Signal Oil €o.................... 46 
General Electric Co..... ccc. cece eee 25 
Globe Ventilator Co.................0-. 46 
Goodyear Tire & Rubber Co............. 45 
Gould Coupler Co...................... 43 
Greenfield Tap & Die Corporation........ 42 
H 
Hilles & Jones Co..................... . 38 
Hunt & Co., Robert W.................. 3 
I 
International Oxygen Co................ 22 
Jacobs-Shupert U. S. Firebox Co......... 36 
Jenkins Bros. oboe aO WERE RES 34 
Jessop & Sons, Inc., Wm................ 24 
L 
|! Landis Machine Co., Inc................ 2 
Lincoln Electric €0.................... 20 
Locomotive Superheater Co.............. 27 
Lucas Machine Tool Co................. 17 
Lukens Iron & Steel Co................. 32 
M 
McConway & Torley Co................. 43 
McCord Mfg. Co.. wk chek ca Ree ba Sd REA 4 
McNab & Harlin Mfg. Co............... 35 

| 
| Modern “Tool Co. cesser bene cock — 
pter Brass & Metal Co........... 33 


| 
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Nathan Manufacturing Co............... 
National Malleable Castings Co.......... 
Newton Machine Tool Works, Inc....... 
*Nicholson File Co..................... 


Oster Mig Con e EVERY Ex ELEM 


Pierce Co., Wm. B................. sss 


Pilliod Co. 


€ 9 € €9 9 à » » s» * v à 9 €à * c? » ? * » 9? » * 9 e » »à » 


Pratt & Whitney Co.................... 


Prest-O.Lite Company, Inc, The........ 


R 


Railway Materials Co................... 


Scarritt-Comstock Furniture Corp........ 
Sellers & Co., Inc., William............ 
Stockbridge Machine Co................. 


Stucki Company, A................essn 


Texas Co., 16. Siextatertewer WS pu 


Underwood & Co., H. B................ 


V 


Vanadium-Alloys Steel Co............... 


W 


Warner & Swasey Co.............. eese 


Watertown Specialty Co................. 
Westinghouse Air Brake Co............. 
Westinghouse Elec. & Mfg. Co........... 


White American Locomotive Sander Co... 


Wiley & Russell Mfg. Co................ 


Y 


Yale & Towne Mfg. Co................. 


38 


24 


36 
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Acetylene. 
Commercial Acetylene 
Light & Signal Co. 
Prest-O-Lite Co. 


Railway 


Acetylene Lighting. 
(See Lighting, Acetylene.) 


Acetylene Service. 
Prest-O-Lite Company, Inc., The. 


Air Brakes. 
(See Brakes, Air.) 


Arch, Locomotive Brick. 
American Arch Co. 


Arresters, Lighting. 
General Electric Co. 


Automatie mere Lathes. 
Niles-Bement-Pond Co. 


Babbitt Metal. 
More-Jones Brass & Metal Co. 


Bars, Loco. Cylinder Boring. 
Underwood & Co., H. B. 


Batteries, Electric. 
Electric Storage Battery Co. 


BED Metal. (See Metal, Bear- 
ing. 


Bearings, Journal. 
More-Jones Brass & Metal Co. 


Bearings, Side. 
Stucki Company, A. 


Bending Machines. 
Covington Machine Co.. 


Bending Rolls. . 
Covington Machine Co. 


Blow Torches. 
Prest-O-Lite Company, Inc., The. 


Boller Compounds. . 
Dearborn Chemical Co. 


Boller Shop Mar epee Ae 
Landis Machine Co., Inc. 
Niles-Bement-Pond Co. 
Sellers & Co., Inc., Wm. 


Boiler Washers and Testers. 
Nathan Mfg. Co. 
Sellers & Co., Inc., Wm. 


Boilers. Locomotive. 
American Locomotive Co. 
Baldwin Locomotive Works, The. 


Bolt Cutters. 
Foote-Burt Co. 
Landis Machine Co.. Inc. 
Niles-Bement-Pond Co. 


Bolt and Nut Machinery. 
Ajax Manufacturing Co. 
Landis Machine C»., Inc. 
Niles-Bement-Pond Co. 


D 


Boring and Turning Milis. 
Bullard Machine Tool Co. 
Newton Machine Tool Works. 
Niles-Bement-Pond Co. 

Sellers & Co., Inc., Wm. 
Underwood & Co., H B. 


Boring Mills, Horizontal. 
Lucas Machine Tool Co. 
Newton Machine Tool Works. 
Niles-Bement-Pond Co. 


Brake Shoes. 


Amer. Brake Shoe & Foundry Co. 


Railway Materials Co. 


Brake Wheels. 
National Malleable Castings Co. 


Brakes, Air. 
Westinghouse Air Brake Co. 


Bronze. 
More-Jones Brass & Metal Co. 


Buffers, Friction. 
Gould Coupler Co. 


Bulldozers. 
Ajax Manufacturing Co. 


Canton Foundry & Machine Co. 


Cables. 
General Electric Co. 


Car Axles, 
(See Axles.) 


Carborundum. 
Carborundum Co. 


Car Door Fasteners. 
National Malleable Castings Co. 


Car Door Fixtures. 
Railway Utility Co. 


Car Flooring. 
(See Floors, Car.) 


Car Heaters. 
(See Heaters, Car.) 


Car Lighting. 
(See Lighting, Car.) 


Car Roofs. 
(See Floors, Car.) 


Car Seats. f 
Scarritt-Comstock Furniture Co. 


Cars, Motor. . 
General Electric Co. 


Car-Wheel Boring Machines. 
Niles-Bement-Pond Co. 


Car Window Fixtures. 
McCord Manufacturing Co. 


Castellated Nuts. 
Columbia Nut & Bolt Co., Inc. 


Castings, Iron. 
Covington Machine Co. 


Castings, Iron and Steel. 
Amer. B 
Gould Coupler Co. 
McConway & Torley Co. 
National Malleable Castings Co. 


Castings, Malleable Iron. 
National Malleable Castings Co. 


Center Plates. 
National Malleable Castings Co. 


Centering Machines. 
Niles-Bement-Pond Co. 


Chargers, Storage Battery. 
incola Electric Co. TF 


Clay, Fire. 
Carborundum Co. 


Cold Metal Saws. 
Newton Machine Tool Works. 


Compressors, Air. 
1cago Pneumatic Tool Co. 
General Electric Co. 


Controllers. 
General Electric Co. 


! Counterbores. 


Pratt & Whitney Co. 


Couplers, Car. 
Gould Coupler Co. 
McConway & Torley Co. 
National Malleable Castings Co. 


Cranes. 
Niles-Bement-Pond Co. 


Cranes, Portable. 
Canton Foundry & Machine Co. 


Cranes, Wall and Jib. 
Covington Machine Co. 


Crank Pin Turning Machines. 
Niles-Bement-Pond Co. 
Underwood & Co., H. B. 


Crucibles, Steel. 
Prest-O-Lite Co. 


Cutter Grinders. 
Niles-Bement-Pond Co. 


Cutting (Oxy-Acetylene). 
Prest-O-Lite Company, Inc., The. 


Cylinders, Hydrogen and Oxygen 
International Oxygen Co. 


Dies. 
Landis Machine Co., Inc. 
Pratt & -Whitney Co. 


rake Shoe & Foundry Co. 


Drilling Machines. 
American Tool Works Co. 
Foote-Burt Co. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Sellers & Co., Inc., Wm. 


Drilling Machines (Arch Bar). 
Foote-Burt Co. 
Niles-Bement-Pond Co. 


Drilling Machines, Horizontal. 
Foote-Burt Co. 


Drilling Machines, Multiple. 
Baush Machine Tool Co. 
Foote-Burt Co. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 


Drilling Machines, Radial. 
American Tool Works 
Baush Machine Tool Co. 
Niles-Bement-Pond Co. 


Drills. 
Foote-Burt Co. 
Pratt & Whitney Co. 


Drills, Portable (Electric) 
hicago Pneumatic Tool Co. 


Drills, Portable (Pneumatic). 
Chicago Pneumatic Tool Co. 


Dynamos and Motors. 
General Electric Co. 


Eleetrie Lighting and Power. 
General Electric 


Westinghouse Electric & Mfg. Co. 


Engineers. 
unt & Co., Robert W. 


Eapine Frames. (See Frames, En- 


gine. 


Engines, Crude and Fuel OIl. 
hicago Pneumatic Tool Co. 


Engines, Gas and Gasoline. 
Chicago Pneumatic Tool Co. 


Exhaust Fans and Heads. 
General Electric Co. 


Expanders, Flue. 
hicago Pneumatic Tool Co. 
Pratt & Whitney Co. 


Fans, Electric. 
General Electric Co. 


Westinghouse Electric & Mfg. Co. 


File Cleaner. 
Nicholson File Co. 


Files. 
Nicholson File Co. 


Files, Tool Making. 
Nicholson File Co. 
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ATYPICAL "AMERICAN" R. R. SHOP 


Wherein everything runs smoothly and the work produced is 
| beyond criticism. In this shop "American" Lathes, Shapers 
| and Radial Drills are each doing their individual share toward 
i bringing about the ultimate result which spells suċcess and 
| advancement for the road. 


| THE AMERICAN TOOL WORKS CO. 


CINCINNATI, U. S. A. 
| LATHES — PLANERS SHAPERS — RADIALS | 
L— : — —, 
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Fire Boxes. 
Jacobs-Shupert U. S. Firebox Co. 


Flanging Clamps. 
Covington Machine Co. 


Flanging Machines. 
Hilles & Jones Co. 


Flanging Presses. 
Niles-Bement-Pond Co. 


Fiue Cutters. 
Chicago Pneumatic Tool Co. 
Underwood & Co., H. B. 


Flue Expanders. (See Expanders, 
Flue.) 


Forges. 
Chicago Pneumatic Tool Co. 


Forging Machines. 
Ajax Manufacturing Co. 


Furnaces. 
Railway Materials Co. 


Gap Lathes. 
Bridgeford Machine Tool Works. 
Niles-Bement-Pond Co. 


Gages. 
Pratt & Whitney Co. 
Ashton Valve Co. 

Gages, Pressure and Vacuum. 
Ashton Valve Co. 


Gages, Water. 
Nathan Mfg. Co. 


Gages, Wheel Press Recording. 
Ashton Valve Co. 


Gaskets. 
McCord Manufacturing Co. 


Generating Sets. 
General Electric Co. 


Generators, Electric. 
Lincoln Electric Co. 


Generators, Hydrogen and OXY- 


gen. | 
International Oxygen Co. 


Grinding Machines. 
Niles-Bement-Pond Co. 


Pratt & Whitney Co. 
Grinders, Portable (Electric). 

Chicago Pneumatic Tool Co. 
Grinders, Portable (Pneumatic). 
Chicago Pneumatic Tool Co. 
Grinding Wheels. 

Carborundum Company. 


Hammers, Board and Steam 
Drop. 
Niles-Bement-Pond Co. 


Hammers, Pneumatie. 
Sellers & Co., Inc., Wm. 


Hammers, Power. 
Beaudry & Co., Inc. 


Hammers, Steam. 
Beaudry & Co., Inc. 


Hammers, Trip. $ 
Beaudry & Co., Inc. 


Handles, File. 
Nicholson File Co. 


Headlights. 
Commercial Acetylene 
Light & Signal Co. 
General Electric Co. 


Railway 


Heaters, Car. 
Chicago Car Heating Co. 


Hoists, Chain. 
Canton Fdy. & Mach. Co. 
Ford Chain Block & Mfg. Co. 
Yale & Towne Mfg. Co. 


Hoists, Electrice. 


Chicago Pneumatic Tool Co. 
Niles-Bement-Pond 


Hoists, Pneumatic (Geared). 
Chicago Pneumatic Tool Co. 


Holsts, Portable. 


Canton Foundry & Machine Co. 
Ford Chain, Block & Mfg. Co. 
Yale & Towne Míg. Co. 


Hose, Air, Steam, Ete. 


Chicago Pneumatic Tool Co. 
Goodyear. Tire & Rubber Co. 


Hose, Alr Brake. 


Goodyear Tire & Rubber Co. 
Westinghouse Air Brake Co. 


Hose Protectors. 
McCord Manufacturing Co. 


Hydraulic Presses and Pumps. 


(See Presses, Hydraulic; Pumps, 
Hydraulic.) 


Hydrogen. 
International Oxygen Co. 


Injectors. 


Nathan Mfg. Co. 
Sellers & Co., Inc., Wm. 


Insulating Materials. 
General Electric Co. 


Journal Boxes and Lids. 


Gould Coupler Co. 
National Malleable Castings Co. 


Lamps, Flare. 
Prest-O-Lite Company, Inc., The 


Lamps, Gas. 
Commercial Acetylene 
Light & Signal Co. 
Prest-O-Lite Co. 


Railway 


Lamps, Incandescent. 


General Electric Co. 
Westinghouse Electric & Mfg. Co. 


Lathes. 


American Tool Works Co. 
Bardons & Oliver 

Bridgeford Machine Tool Works. 
Bullard Machine Tool Co. 
Niles-Bement-Pond Co. 

Pratt & Whitney Co. 

Sellers & Co., Inc., Wm. 
Warner & Swasey Co. 


Lathes, Axle. 
Bridgeford Machine Tool Works. 


Lathes, Brass Workers. 
Niles-Bement-Pond Co. 


Lathes. Driving Wheel. 
Niles-Bement-Pond Co. 


Lathes, Engine (Heavy). 
Bridgeford Machine Tool Works. 


Lathes, Geared Head. 


Bridgeford Machine Tool Works. 
Niles-Bement-Pond Co. 


Lathes, Journal Truing. 
Bridgeford Machine Tool Works. 


Lathes, Turret. 
Bardons & Oliver 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Sellers & Co., Inc., Wm. 
Warner & Swasey Co. 


Lighting, Acetylene. 
Prest-O-Lite Co. 


Lighting, Car. 
Commercial — Acteylene 
Light & Signal i 
General Electric Co. 
Gould Coupler Co. 


Railway 


Lock Nuts. 
Columbia Nut & Bolt Co., Inc. 


Locomotives. 


American Locomotive Co. 
Baldwin Locomotive Works, The 


Locomotive Boilers. (See Boilers, 
Locomotive.) 


Locomotive Brick Areh. 
(See Arch, Locomotive Brick.) 


Locomotive Sanders. 
(See Sanders, Locomotive.) 


Locomotives, Compressed Air. 
Baldwin Locomotive Works, The 


Locomotives, Electrie. 
American Locomotive Co. 
Baldwin Locomotive Works, The 
General Electric Co. 
Westinghouse Electric & Mfg. Co. 


Locomotives, Mine. 
Baldwin Locomotive Works, The 
General Electric Co. 


Locomotive Valve Gear. | 
(See Valve Gear, Locomotive.) 


Lubricants. 
Dixon Crucible Co. 


Llubricators. 
Detroit Lubricator Co. 
Nathan Mfg. Co. 


Lubricators. Force Feed. 
McCord Mfg. Co. 


Machine Tools. 

Ajax Manufacturing Co. 
American Tool Works Co. 
Bardons & Oliver 

Baush Machine Tool Co. 
Bridgeford Machine Tool Works. 
Bullard Machine Tool Co. 
Cincinnati Shaper Co. 
Foote-Burt Co. 

Hilles & Jones Co. 

Landis Machine Co., Inc. 

Lucas Machine Tool Co. 

Newton Machine Tool Works. 
Niles-Bement-Pond Co. 

Pratt & Whitney Co. 

Sellers & Co., Inc., Wm. 
Stockbridge Machine Co. 
Underwood & Co., H. B. 
Warner & Swasey Co. 


Machine Tools, Hydraulic. 
Niles-Bement-Pond Co. 


Metal Stampings. 
McCord Manutacturing Co. 


Milling Cutters. 
Pratt & Whitney Co. 


Milling Machines. 
Newton Machine Tool Works. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Underwood & Co., H. B. 


Motors, Electric. 
General Electric. Co. 
Lincoln Electric Co. 
Westinghouse Electric & Mfg. Co. 


Mouldings, Drawn Metal. 
McCord Manufacturing Co. 


Multiple Drills. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 


Nipple Threading Machines. 
Landis Machine Co., Inc. 


Nut Locks. 
Columbia Nut & Bolt Co., Inc. 


Oils. 
Galena-Signal Oil Co. 


Oil Cups. 
Detroit Lubricator Co. 
Nathan Mfg. Co. 


Oil Stones 
Carborundum Company. 


Oxy-Acetylene Apparatus. 
International Oxygen Co. 


Oxy-Hydrogen. 
International Oxygen Co. 


Oxygen. 
International Oxygen Co. 


Packing. 
Jenkins Bros. 


Pedestal Facers. 
Underwood & Co., H. B. 


rue Benders. 
nderwood & Co., H. B. 


Pipe Threading Machinery. 
Ouse Mfg. Co us 


Pipe Threading and Cutting-Off 
Machinery. 
Landis Machine Co. 


Inc. 
Niles-Bement- Pond S 


Planers. 
Newton Machine Tool Works. 
Niles-Bement-Pond Co. 
Sellers & Co, Inc., Wm. 


Planers, Plate. 
Covington Machine Co. 


Pianers, Valve Sent. 
Underwood & Co.. H. B. 


Planing Attachments, Ra 
Underwood & Co., H. mu 


Planing Machines. 
‘American Tool Works Co. 
Niles-Bement-Pond Co. 
Underwood & Co., H. B. 


Plates, Boiler, Firebox, ete. 
Lukens Iron & Steel Co. 


Pneumatic Tools. 


{See Tools, 
Pneumatic.) 


Pointing Machines, Bolt. 
Landis Machine Co., Inc. 


Portable Tools. (See Tools, Port- 
able. 


Presses, Hydraulle (Arbor, Axle, 
Bending, Broaching, Car 


Wheel, Flanging, Forging. 
Forming, Straightening, 
Wheel). 


Niles-Bement-Pond Co. 


Presses, Power, Foreing. 
Lucas Machine Tool Co. 
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The Car Wheel Borer for Repair 
Shops and Car Builders 


48 inch 1915 Design Car Wheel Borer 


Can Use Long Bars 


Machine has ample height from table to underside of 
frame and sufficient bar movement to use the long bars 
shown above. The roughing and finishing tools of these 
bars are so arranged that the roughing tool goes through 
the wheel hub before the hnishing tool enters. 


Hub Facing Attachment 


will be furnished if ordered. The bar feeds from center 
to outside of wheel and can be operated at same time as 
main boring bar is feeding down. Hand-wheels for the 
control of hub facer bar are located on operator’s side 
of machine. 


Equipped for 
Steel and Cast Iron 
Wheels 


HIS machine has 
recently been re- 
designed and placed on 
the market to meet the 
needs of railroad repair 
shops and car builders. 
The control is arranged 
so that the machine is 
easily and conveniently 
operated. There is the 
required weight and 
power and the proper 
range of speeds and 
feeds for steel as well as 
cast iron wheels. 


Wheel Clamped in Chuck by Single 
Motion | 


The chuck has capacity for wheels up to 42 in. in diam- 
eter on tread. Table is fitted with a self-centering, univer- 
sal chuck operated by a single motion of a cam lever that 
gives sufficient movement for firmly gripping the wheel. 
On the table there are three shafts squared to receive a 
wrench for tightening the chuck; one is always sure to 
be within easy reach of operator. 


Drum or Pneumatic Crane 


For handling wheels to and from table, machine is 
equipped with either a drum type crane, as shown above, 
or a pneumatic crane if preferred. Either type is con- 
venient and rapid in operation. Cranes are made with 
a long reach. 


New 4 Page Circular No. 101 Zent crane in operation and various arrangements of drive. 


Niles-Bement-Pond Co. 


111 Broadway, New York City 
25 Victoria St., London, S. W. 


SALES OFFICES AND AGENCIES— Boston: 93-95 Oliver St. Philadelphia: 405 N. 21st St. Pittsburgh: Frick Bidg. Cleveland, O.: The Niles 


Tool Works Co., Rockefeller Bldg. Hamilton, 0.: The Niles Tool Works Co. 


The McCormick Bl 


Cincinnati: 336 W. 4th St. Detroit: Kerr Machinery Bidg. Chicago: 


. St. Louis: 516 North Third St. Birmingham, Aia.; 2015 First Ave. Sam Francisco: 16 to 18 Fremont St. For Colorado, 
Utah, Wyoming and New Mexico: Hendrie & Bolthoff Mfg. & Supply Co., Denver. For Seattle: Hallidle Machinery Co. 
The John Bertram & Sons Co., Ltd., Dundas, Montreal, Winnipeg, Vancouver. Japan: The F. W. Horne Co., 


For Canada: 
6 Takiyama-cho, Kyobashj-ku, 


Tokio. Italy: Ing. Ercole Vaghi, Milan. France: Glaenzer & Perreaud, 18 Faubourg du Temple, Paris. Germany: F. G. Kretschmer & Co., 
Frankfurt, a.M. Austria-Hungary: E. Krause & Co., Vienna, Prague and Budapest. Holland: R. S. Stokvis & Zonen, Ltd., Rotterdam. For 
Mexico: The Railway Supply Co., 8. A. Cinco de Mayo, 6, Mexico City. Russia: S. G. Martin & Co., Ltd., Petrograd and Moscow. Brazil: 


Comptoir Technique Breselien, P. O. Box 802, Rio de Janeiro. 
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Punches. 


Covington Machine Co. 
Niles-Bement-Pond Co. 
Sellers & Co., Inc., Wm. 


Punching and Shearing 
Machines. 


Covington Machine Co. 
Hilles & Jones Co. 
Niles-Bement-Pond Co. 
Pratt & Letchworth Co. 


Rasps. 


Nicholson File Co. 


Reamers. 
Chicago Pneumatic Tool Co. 
Pratt & Whitney Co. 


Reamers, Adjustable. 
Pratt & Whitney Co. 


Regrinding Valves. 


Ajax Manufacturing Co. 
cNab & Harlin. 


Riveting Machines. 
Chicago Pneumatic Tool Co. 


Rolis, Reclaiming. 
Ajax Manufacturing Co. 


Sanders, Locomotive. 
My bite Am. Locomotive 
Q. 


Sander 


Sash Balances. 
McCord Manufacturing Co. 


Sash Locks. 
McCord Manufacturing Co. 


Sash, Metal. 
McCord Manufacturing Co. 


Screw Machines. 
Warner & Swasey Co. 


Sensitive Drill Presses. 
Niles-Bement-Pond Co. 


Shapers. 


American Tool Works Co. 
Cincinnati Shaper Co. 
Niles-Bement-Pond Co. 
Pratt & Whitney Co. 
Sellers & Co., Inc., Wm. 
Stockbridge Machine Co. 


Shapes, Pressed Steel. 
Prest-O-Lite Co. 


Shapes, Vertical. 
Pratt & Whitney Co. 


Shears. 
Covington Machine Co. 
Niles-Bement-Pond Co. 


Shears, Alligator. 


Canton Foundry. & Machine Co. 
Covington Machine Co. 


Signal Lighting, Acetylene. 


Commercial Acetylene Railway 
Light & Signal Co. 
Prest-O-Lite Co. 


Slotting Machines. 


Newton Machine Tool Works. 
Niles-Bement-Pond Co. 


Soekets—Drill and Reamer. 
Pratt & Whitney Co. 


Spacing Tables. 
Covington Machine Co. 


Staybolt and Bolt Turning Ma- 
chines. 


Baush Machine Tool Co. 
Landis Machine Co., Inc. 


Stay bolts. 


American Flexible Bolt Co. 
Flannery Bolt Co. 


Staybolt Taps. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Steel, Locomotive Firebox. 
Lukens Iron & Steel Co. 


Steel, Tool. 
Firth-Sterling Steel Co. 
Jessop & Sons, Inc., Wm. 
anadium-Alloys Steel Co. 


Stocks and Dies. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Storage Batteries. (Sce Batteries, 
Electric.) 


Superheaters. 
Locomotive Superheater Co. 


Tanks. 
Prest-O-Lite Co. 


Taps. 


Pratt & Whitney Co. 
Wiley & Russell Mfg. Co. 


Testing Apparatus, Oxygen. 
International Oxygen Co. 


Tie Plates. 
National 


Malleable Castings Co. 


Tire Turning and Boring Mills. | Valves — Pop, 


Niles-Bement-Pond Co. 


Tool Steel [See Steel, Tool.] 
Firth-Sterling Steel Co. 


Tools, Boilermakers. 
Chicago Pneumatic Tool Co. 


Tools, Pneumatic. 
Chicago Pneumatic Tool Co. 


Tools for Railway Repair Shops. 


Tools, Portable. 
Underwood & Co. H. B. 


Tools, Threading. 
Oster Mfg. Co. 


Trucks. 
McConway & Torley Co. 


Trueks, Eleetric. 


American Locomotive Co. 
Baldwin Locomotive Works, The 


Turntables, Industrial Shop. 
Canton Foundry & Machine Co. 


Upsetting Machines. 
Ajax Manufacturing Co. 


Valve Genr, Locomotive. 
Pilliod Co. 


Valves. 
Jenkins Bros. 


LI 


Valves, Cylinder Stud, 
and Hydrogen. 


International Oxygen Co. 


Oxygen 


Valves, Muffler Safety. 


Ashton Valve Co. 
Nathan Mfg. Co. 


Valves, Open Safety. 


Ashton Valve Co. 
Nathan Mfg. Co. 


Rafety, Throttle 
ft. 


and Blow- 


Ashton Valve Co. 
Detroit Lubricator Co. 
Nathan Mfg. Co. 


Ventilators, Cur. 
Globe Ventilator Co. 


Ventilators. 
Globe Ventilator Co. 


Ventilating Fans. 
General Electric Co. 


Washers, Lock. 


National Malleable Castings Co. 


Water Purifiers. 


Dearborn Chemical Company 


Weather Strips. 
McCord Manufacturing Company 


Welders, Eleetric Are. 
Lincoln Electric Co. 


Welding (Oxy-Acetylene). 


Commercial Railway 
Light & 


„Acetylene 
3 i em o. 
Prest-O-Lite Company, Inc, The 


Welding and Cutting Apparatus 


International Oxygen Co. 
Lincoln Electric Co. 
Prest-O-Lite Co. 


Welding Apparatus (Electric 
Are). 


Westinghouse Electric & Mfg. Co. 


Welding Supplies. 
Prest-O-Lite Company, Inc., The. 


Welding Tools. 
International Oxygen Co. 


Whistles. 
Ashton Valve Co. 


General Electric Co. 
Nathan Mfg. Co. 


Window Fixtures. 
McCord Manufacturing Co. 


Wrecking Hooks. 


National Malleable Castings 


Wrenches. 
Coes Wrench Co. 
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BLUE <= CHIP 


AND OTHER 


Firth - Sterling 
Tool Steels 


HE knowledge, experience and skill 

of Sheffield combined with the best 
Pittsburgh practice have made these 
steels the standards of Quality and Uni- 
formity wherever Tools are used. 


HIRTH- STERLING 
SLEEL COMPANY 


McKEESPORT, PA: 


BOSTON NEW YORK PHILADELPHIA CHICAGO 
CLEVELAND PITTSBURGH DETROIT SAN FRANCISCO 
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Send For This Booklet 


**Some Ill Effects of Boiler Feed Waters 
And Their Causes” 


year, . W. A. Converse, Directing Chemist 
of our Company, delivered a lecture before the Rail. 
way Club of Pittsburgh, Pa., which was received 
with such interest that we have thought it might be 
of value to Motive Power Officials generally, and 
we've had several hundred copies printed, many of 
which have already been distributed in response to 


requests. 
Dearborn Service 


If you are having trouble with bad water supplies 
on your railroad, you will find us ready to give you 
every assistance in the preliminary work for begin- 
ning the use of Dearborn Treatment. May we send 


you the booklet? 
DEARBORN CHEMICAL COMPANY ™<Cermmick, Butiaing 
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Cut Your Reclaiming 
Costs In Two 


Put the Canton Alligator Shears to work at the scrap 
pile. Its powerful jaws will “bite” through iron and 
soft steel up to 4” square—depending on size—at one 
clip. In short 


Canton Alligator Shears 


will cut your reclaiming costs in two. Besides, it costs far 
less to operate than expensive gas flame cutters. 


Every railway man ought to investigate the merits of these 
shears; he ought to investigate his present costs for reclaiming 
scrap. Our Catalog D-17 sent on request. 


CANTON FOUNDRY & MACHINE CO. 


CANTON Manufacturers of OHIO 
Industrial Turntables, Portable 
Floor Cranes and Hoists 


DecemBer, 1915 


Lassiter Staybolt Threading 
and Reducing Machine 


Built with 
Four, Six and Eight Spindles 


45 to 35 PER SPINDLE—PER HOUR 


Automatic reduction of center made while 
threading without additional expense. 
Send for pamphlet. 


Baush Machine Tool Company 
Springfield, Mass. 


NEW YORK OFFICE: CHICAGO OFFICE: 
50 Church Street McCormick Building 


Drilling Machinery 
Consisting of Radial Drills, Multiple Drills, Spe- 
cial Multiple Drilling Machines. 


Also Lassiter Straight and Taper Bolt Turn- 
ing Machines. Staybolt Drilling Machines. 


VAPOR SYSTEM 


OF 


CAR HEATING 


Direct Steam Heat without any 
pressure on the radiating pipes. 
Pressure retained in drain pipe. 
Considerably less drain on the 
locomotive. 


CHICAGO CAR HEATING CO. 


CHICAGO: RAILWAY EXCHANGE BLDG. 
NEW YORK: GRAND CENTRAL TERMINAL BLDG. 
WASHINGTON, D. C.: $22 MUNSEY BLDG. 
MONTREAL, QUE.: 61 DALHOUSIE STREET. 
ATLANTA, GA.: CANDLEP. BLDG. 
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= BARDONS & OLIVER -3 
= © CLEVELARO -— + 
= ONIO, U.S.A. = 
= R 0 Constant Speed Motor, D. C. or A. C. = 
= ARDONS & LIVER Selective speed ; all-geared head ; eight spindle 73 
= speeds, from 33 to 558 R.P.M.; all changes of x 
= : speed and reverse obtained by friction clutches = 
= Direct Connected operated while machine is running. In addi- = 
= : tion to this the back gears can be thrown out, = 
= Motor Driven if desired, when the machine is being used for = 
= "T. 99 any length of time on the higher speeds. = 
E Fox’’ Lathe aiid z 
= Also Furnished with Single Pulley Drive = 
= The increased efficiency 1 in the use instead of Motor, to fill requirements of shops = 
= of direct motor-driven tools 1 Is uni- where electrical current is not available, which = 
= construction permits machine to be run direct = 
= versally acknowledged. They allow from line shaft without the use of counter- = 
= complete and easy operation of shaft. = 
= overhead cranes and maximum — " | = 
ET clea ls : aper asing Attachment adjusts along X 
= flexibility Ht shop arrangement. a T-slot located on front of bed. Adapted for = 
= The B. & O. Motor-Driven Uni- both external and internal threading; right ue 
= versal Turret Lathe shown above, for a and left hand, straight or taper threads can = 
= number of reasons, is the ideal lathe for | be cut with the same leader and follower. = 
5 the railroad shop. It is distinctive for  0llower arm made in two parts with a spring = 
= h df ; d hahh e between that keeps the follower in full con- = 
= the ease an recdom wit which 1t 1$ tact with the leader when cutting taper — 
= operated, and for its wide range and the threads. = 
= speed with which short-run jobs can be :i 
= handled. Send for Folder “R” and Detail Specifications d 
f Bard & Oli : 
E CLEVELAND, OHIO = 
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What Do You Mean By 
“Efficient?” 


When you say `a machine tool is efficient what do you 
mean? Do you mean it 1s easy to operate? 


Centralized Control puts all movements of the Vertical Turret 
Lathe within the operator's reach; he need not step from a two- 
foot circle. Power traverse enables him to operate head and 
slide without any physical strain. 


Do you mean it 1s rapid? 


The fundamental principle of the Vertical Turret Lathe is 
the elimination of wasted time. It not only operates without 
wasted time, but it gets multiplied value out of productive time 
whenever possible by Multi-Cutting. 


Do you mean it enables you to get full value from 
your labor? 


The Vertical Turret Lathe conserves 
the operator's energy. Work done on it 
is done without waste of energy at a rate 
held continuously, rapidly and evenly 
throughout the day. 


The Vertical Turret 
Lathe is up to Your 


Standard of Efficiency 


The true meaning of efficiency is the 
greatest return per dollar invested. It is 
up to this standard that the Vertical Turret 
Lathe measures. 


You buy it because it will save you money 
on your face plate work. 


And the sooner you buy it the more 
money you will save. 


Let us put the facts and figures before 
you. | 


The Bullard Machine Tool Co. 


Bridgeport, Conn., U. S. A. 


AGENTS: Williams & Wiison, Montreal. A. R. Williams Mach. Co.. Toronto, Winnipeg, Vancouver. Fenwick Freres & Co. 
Paris, France. Heinrich Dreyer, Berlin, Germany. Landre & Glinderman, Amsterdam, Holland. Alfred Herbert, Coventry, 
Eng. Axei Ryden, Stockhoim. 


"i 
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This Shaper Can Handle 


Many of Your Slotter Jobs 3 
There are a surprisingly large number of jobs in any railroad shop 
that can be handled on a shaper more quickly and economically SEN 
than on any other kind of machine. This is especially true if the S 
shaper is a xz 
LI E e . Seat 
Cincinnati 32" Railroad and Mfg. Shaper [1 
For instance, on machining inside of driving boxes; the length of stroke E 
in connection with a circular feeding head (hand or power) and the con- (SONS 
cave attachment enables this machine to handle such slotter jobs at a see 
lower cost. ius 
TNNT Dis nd = EN 
The gear ratio with the size of cone pulley makes the “Cincinnati” more pow- ue 
erful than any other shaper of equal stroke. Every part has been designed DE 
consistent with its power—insuring the necessary strength and rigidity ee 
to withstand any stresses. =e 
The several special attachments that can be furnished with the ges 
“Cincinnati” make it a very versatile machine that is highly See 
adapted for handling a very wide range of work. He 
Let us send you our bulletin describing this ideal shaper ser 
for railroad shops. ES 


Cincinnati, Ohio. 


THE CINCINNATI SHAPER COMPANY £ 
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The Foote-Burt Flue Sheet and Mud Ring Drill 


280 2” holes drilled thru 1-2” firebox steel in less than 2 hours—averaging a hole 
about every 25 sec. That’s what the No. 2 Foote-Burt Flue Sheet and Mud Ring 
Drill shown in the picture was doing when the photograph was taken in the Milwau- 
kee Shops of the C. M. & St. P. R. R. The drill shown is arranged with five No. 2 
Heads mounted on auxiliary crossrails; the drilling is being done with five spindles. 
After the work is set up on the table only one operator is required to finish the job. 
The independent feed feature of the machine, its variety of feeds and speeds and the 
ease and facility with which table adjustments are made, have made this drill a gen- 
eral favorite on the class of work for which it is designed. Folder No. 2 gives some 
interesting information. Let us send it to you. 


THREE TYPES OF SPINDLE HEADS can be applied to this machine, adapting it to a large variety of work. The 
heads are arranged with independent geared power feed, provided with adjustable stop. Clutch for stopping and 
starting spindle is controlled by a single lever conveniently located. Spindles are forged of high-carbon steel, with 
ball bearing thrust guaranteed not to crush under the most severe duty. THE CROSS RAIL is heavy and well ribbed 
with wide face and large bearing surface. THE HOUSINGS are of heavy box section, well ribbed and are well bolted 
to base and rail. THE TABLE has large working surface and has planed T-slots. It has an in and out adjustment 
of 36 inches, which is obtained by racks and pinions and crank wrench at each end of machine. MUD-RING CHUCKS 
are furnished, which are equipped with two screws for holding the mud-ring in place. When machine is used on 
flue sheet drilling these chucks are taken off. THE BASE is of continuous box form and thoroughly ribbed, making 
the machine a self-contained unit, not dependent on its foundation for rigidity. It is arranged so a pit can be provided 
to come up to the front edge of same to take care of mud-rings. It is also furnished with bracket slides to support 
Ys olt out under the spindles when drilling flue sheets. EXTRA ATTACHMENTS: Oil pump, piping and tank. 
otor drive. 


CLEVELAND 


The Foote-Burt Company, ““onio 
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Boring, Drilling and Milling Machine 
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Milling Ports of Valve Bushing with a great saving 
of time over former methods and without 
expensive special tools or fixtures 
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qa quick and easy handling of the feeds and quick power movements are 
great factors in the saving of time on a job like this. A large amount of 
work in railroad shops, requiring several kinds of machining operations, which 
usually require to be carried from one machine to another, can be finished on 
the Lucas "Precision" Boring, Drilling and Milling Machine with one setting 
and without the use of jigs, and with greater accuracy, because all the cuts are 
automatically true to each other. 


AINE PPAR CA 


AILWAY MEN using the Lucas "Pre- 
«Savi Set-U — cision Boring, Drilling and Milling 
aving jer-ups = T Machine, claim that it is one of the handiest, 
In Railroad Shops" ^ | most versatile time- and labor-saving tools in 
ies ea. aa : | their shops. Let us tell you some things they 
data co lected. im the shops d have to say about it and give you a production 
tens of the cunt Cori. dle , estimate on some of your difficult jobs. 
ously illustrated with photo- 


graphs showing improved . 
methods and practices being used in efficient 


shops. It should be in the hands of every 
mechanical official, shop superintendent and fore- UC AS ACHINE 0 
man. A copy will be sent upon request. e 


Send For It Today 
CLEVELAND, OHIO 
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Repair” #4 
. Since 1903 | 


“Always In 


HINK over the twelve year record of this machine in the Havelock 

shops of the C. B. & Q. It has been doing every kind of forging 
work from spring hangers to this Gooseneck Socket Wrench and as the 
foreman says: “The Ajax is always in repair. I like the simplicity of the 
operating mechanism." 


AJAX FORGING MACHINES 


Simplicity and strength of construction are the features which the railroad man has 
always appreciated in Ajax Machines. 


The machines require little attention or repairs. Operators spend their time in 
actual productive work and not in tinkering. The range of work is so great that 
an Ajax Machine is seldom idle, yet depreciation is lower than that of any other 
piece of equipment in the shop. 


Ajax engineers are practical forge shop men. 
Their advice is freely at the disposal of rail- 
way shop men. 


The Ajax 


Manufacturing Co. 
CLEVELAND, OHIO 


1369 Hudson Terminal 621 Marquette Bldg. Dies and Headers for making Gooseneck Socket 


New York City Chicago, Ill. Wrench for turning caps on Tate Stay-bolts. 
Made from 1% inch round one operation in upper 


and one in lower groove. Cost about 5 cents. 
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The above view, taken in a 


railroad shop, shows driver brake 
pins being turned out in five minutes 


each—twelve an hour. And this is 
only one of some thirty jobs, in the same shop, 
on which production time has been greatly 
reduced by using the 


Universal Hollow-Hexagon 
Turret Lathe 


This machine, made in two sizes, 
is notable for its high efficiency 


on short runs, producing small quantities 
on an economical manufacturing basis. 
Ask us to show the time that could be 


saved on your everyday work. Send 
blueprints with rough and finished samples. 
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an 7 ^ A a = 


rt Runs 


High Efficiency—Because of the separate feed 
shafts for carriage and turret saddle, each with ten 
individual feeds, you can face or form or undercut with the square 
turret while you bore or turn with the hexagon turret. 


Quick Operation—You can work as many as 
eleven tools with one set-up. There is more than 
enough power to drive the work to the limit, taking the deepest 
cut or highest s your cutting tools will stand. And the power 
rapid traverse runs back the turret saddle at the rate of 35 feet 
a minute. 


Quick Preparation— Tooling is set up and stops 
adjusted so quickly that this machine is economical 
on the short runs that used to be done only on an engine lathe. 


Accurate Duplication—Set the adjustable stops 
as you turn out the first piece, and each succeeding 
piece will be an accurate duplicate within the closest possible limits. 


THE WARNER & SWASEY COMPANY, CLEVELAND 


New York Office: Singer Building 
Boston Office: Oliver Building 


Buffalo Office: Iroquois Building 
Detroit Office: Ford Building 


Chicago Office and Showrooms: 618-622 Washington Boulevard 
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Not Only a Question of Saving 
But How Much Saving 


Railway men no longer doubt the saving made by weld- 
ing in their maintenance and repair departments. It has 
been proven by the experience of too many roads. 


The big question now is, *Are we saving as much as 
we canrp" 


To every railway shop man who asks this question we 
make this statement of fact: 


Lincoln Arc Welders 


will do your welding work at a fraction of the cost by any other 
method. ‘This we are willing to prove in your own shop on your 
own particular welding problems. 


The reasons for this are: First, that the electric arc will give a 

higher temperature than any other practical method of pro- 
\ ducing heat for welding purposes. Second, the Lincoln Arc 
\ Welder will produce the electric arc with less consumption of 
Y | current per unit of work than any other apparatus. 


Welding requires a voltage There are other points 
of from 10 to 50 volts. The about the Lincoln Welder 
Lincoln Welder gives at all that the railway man should 
times the exact voltage re- consider. It is simple to 
quired. Think of the saving operate and hence low in 
compared with a75 volt labor cost. The installation 
constant voltage machine can be started small and 
where resistances must al- varied to absolutely meet the 
ways be used to "cut down" needs of the work in hand. 
that 75 volts and waste 30 It always costs just in pro- 
to 80 per cent. of the portion to the service it 
power. renders. 


We know these are strong statements, but 
were itching to prove ’em. Ask us. 


THE LINCOLN ELECTRIC CO. 


Manufacturers of Electrical Machinery 


CLEVELAND, OHIO. 


Bulletin 
No. 50 
FREE. 
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NEWTO 


(Registered Trade Mark) 


A PRONOUNCED SUCCESS 


One in Stock 
for 


® E A 
immediate W " 
Shipment. ' a a 


" _ 


ee / i 
LOCOMOTIVESLINKEGRINDING MACHINE 
Maximum capacity 100-inch radius on 5-inch face links, Automatic except adjust- 

ment for depth of cut. 
Reciprocating spindle motion is available for use when clearance permits of large di- 
ameter emery wheels, and where lack of clearance interferes, a continuous feed is used, 


and, like the radius milling machine, adjustment for depth of cut and from side to side 
is possible without disturbing the radius control. 


Cold Metal Sawing Machines Cylinder Boring Machines 
Duplex Rod Boring Machines Slotting Machines 
Locomotive Rod Milling Machines Crank Planers 


NEWTON MACHINE TOOL WORKS, Incorporated 
23rd and Vine Streets Philadelphia, U. S. A. 
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Portable * Boring 
Bar for Cylinder 
and General Work 


Rebore Your Cylinders 


In Position 


Save time and money by reboring cylinders without removing 
them from the bed. Don’t break steam joints, bolts, etc., 
when the work can be done at once with our 


Portable Boring Bar 


Made especially for locomotive cylinders. Its length is con- 
venient and arranged for the usual diameters. It will bore 
with one or both cylinder heads off; and in any position; 
so constructed that the piece being bored serves as a support 
for the bar. 


We are prepared to build any size of bars to meet require- 
ments of purchasers. For complete description and table of 
driving speeds, address us. 


H. B. UNDERWOOD & CO. 


1025 HAMILTON STREET PHILADELPHIA, PA. 
The Home of Portable Tools for Railway Repair and Machine Shops 
Established 1870 


Covington 
Alligator Shears 


Are built for hard, rough 
usage — which such a 
tool usually gets. 


Write Us Your Requirements 


Builders of Punches, 
Shears, Bending Rolls, Bending Clamps, 
Plate Planers, Etc. 


Write for Bulletin No. 11 showing our complete line. 


COVINGTON MACHINE COMPANY 


86 Wall St., New York Works: Covington, Va. 


December, 1915 


I. O. C. System installation General Electric Co., Pittsfield, Mass. 
This 1s one of five plants we erected for the General Electric Co. 


Make your own OXYGEN 


with the I. O. C. Generators 


and save 60% 


of what you are paying for gas in cylinders. 


This remarkable economy is being demonstrated daily in 
such representative industrial plants as the following : 
Aluminum Company of America (in two plants). 
Cooper Hewitt Electric Co., Hoboken, N. J. 
Edison Storage Battery Co., Orange, N. J. 
General Electric Co., Cin five plants). 
Lever Bros. Ltd., Toronto, Canada. 
Midvale Steel Co., Ek msg Adi, Pa. 
a E A Steel Foundry Co., Glassport, Pa. 
Swift & Co., Chicago, Ill. 
Taylor-Wharton Iron & Steel Co., Highbridge, N. J. 
U. S. Navy Yard, Brooklyn, N. Y. 
Westinghouse Lamp Co., Bloomfield, N. J. 


We shall be glad to send descriptive pamphlet and figure on 
your Oxygen and Hydrogen requirements. 


International Oxygen Company, reta sel Neo Yank 
Works: Newark, N. J. 


PROCESS 


Oxy-Acetylene 
Welding and Cutting 


is a reduction to the simplest and most efficient form 
of this money saving method that has a real place in 
every railroad shop. 

Necessary equipment is not expensive. We furnish 
thoroughly high-grade apparatus for $60; acetylene ser- 
vice at slight additional cost. Adaptable for oxy- 
acetylene metal cutting by addition of special cutting 
apparatus. 


Backed by Universal 
Permanent Service 


, Every user pf oxy-acetylene apparatus can enjoy added eff. 
ciency, convenience and simplicity by using Prest-O-Lite Acety- 
lene Service. Furnishes the highest grade of Dissolved Acety- 
lene (ready-made carbide gas) in portable cylinders. Used as 
conveniently as cylinders of oxygen. Saves large initial outlay 
and heavy depreciation of making crude acetylene in carbide 
generators. Perfectly dried, cleaned and purified— makes better 
welds and is cheaper to use. 


Send for illustrated literature and full 
details of the Prest-O-Lite Service Plan. 


The Prest-O-Lite Company, Inc. 


The World's Largest Makers 
of Dissolved Acetylene. 


806 Speedway, Indianapolis 
53 Branches and Charging Plants 
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One Railroad Man p 
Writes to Another E hy 


on Westinghouse 
Electric Arc Welding 59 <e 
e — i N 
Equip ment ARC-WerDiNG MoroR-GENERATOR SET. CAN BE SUPPLIED 


FOR OPERATION ON ANY COMMERCIAL POWER CIRCUIT. 


“I am very pleased to state that this equipment has 
given entire satisfaction and absolutely no trouble and that 
we are performing all classes of welding work, including 
that directly overhead and flue welding. In connection 
with the latter class of work we are meeting with particu- 
larly good success . . . . We have four operators 
regularly at work each day and there have been no cases 
where the work of one operator in any way interfered 
with the others.” (Name of road on request.) 


This extract from a letter written by a user of 


Westinghouse Electric 
Arc Welding Equipment 


to a friend considering the installation of a similar equipment (whose 
road has since purchased two outfits) states very positively the success- 
ful operation to be expected with our appara- 
tus. And this is not an unusual case. All our 
users are equally enthusiastic. 


You can get as good results as this road has 
with a Westinghouse arc welding equipment 
in your shop. Twenty-one large railroad sys- 
tems have standardized on this equipment. 
Let us tell you why. 


Send for our booklet “Electric Arc Welding Processes.” 


Westinghouse Electric & Mfg. Co. 


Sales Offices in All 


Large American Cities 


East Pittsburgh, 
Pennsylvania 


Arc WELDING GENERATOR CONTROL . o . 
PANEL AND OPERATOR's PANEL. Say Welding— Think Westinghouse 
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By boring—scraping—chopping away the scale 
from the tubes? Think of the labor and time 
this method takes—and do you actually free the 
tubes entirely from scale? Why not free your tubes from 


scale scientifically—entirely eliminating scale incrustation by 
using the 


Operating by either steam or air it trans- 
mits a continuous stream of sharp, quick 
taps—6,000 taps per minute—against the 
tube wall. This local vibration loosens 
the scale ‘‘ root and all " from the tube wall and the 
exhaust expels it. 


Barrel shape, and its operating principle, insures Arch Tube Cleaner 


the positive removal of scale from the bends. 


Write for our free book, " Scale Removal Made Easy." It is a complete analysis of the scale 
problem. ‘The Cleaning of Locomotive Arch Tubes ” discusses your particular problem. 


Note Our free trial offer and guaranteed result plan will interest 
; MES ed peri tendin d master mechanic and shop 
oreman. sk us about it. 


THE WM. B. PIERCE CO. 


39 No. Division Street, Buffalo, N. Y. uui o oc 


Jessop's Best Carbon Steel and * Ark?" High Speed Steel 


FOR DIES AND HIGH GRADE TOOLS 


Always Uniform p | Most Economical 


i 


Jessop's “Ark” High Speed Steel 


Has Stood the test. Has many imitators but no equal 


Manufactured in Sheffield, England 


TOOL STEEL FORGINGS 


Wm. J essop & Sons, Inc., 91 John Street, New York City 


Boston Warehouse, 163 High Street St. Louis Warehouse, 714 No. 2nd Street Warehouses throughout the U. S. 


BRIDGEFORD AXLE LATHES 
Read What This User Says 


* . - - it has cost us nothing 
for repairs to this date. It is 
a very powerful machine and 
does the work quickly and well 
and we do not know of a better 
tool made for the money in this 
country. -- - " 

(Name on request.) 

Write for our catalog that gives 
you the reasons "WHY." 


BRIDGEFORD MACHINE TOOL WORKS, Rochester, N. Y. 


Heavy Engine Lathes Heavy Axle Lathes 
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Complete Electrical Equipment 
For Crane Operation 


II D —— 
i U 


G-E engineers have studied crane requirements and designed electrical ap- 
paratus to meet known operating conditions. Every requirement for stopping 
or starting and the entire operating cycle is fully met by specially designed 
apparatus. 


Motors 


Interpole motors, capable of standing heavy overloads are manufactured in 
any speed or horse power needed. These motors have split frames and large 
handholes for accessibility and can be disassembled without disturbing back 
gearing. 


Brakes 


G-E crane motors are furnished with automatic solenoid brakes which work 
without jar or shock and make automatic compensation for brake shoe wear. 
Brake shoes made of metallized asbestos compound give a high coefficient of 
friction with but little wear. 


Rheostats and Protective Panels 


The cast iron grid rheostats used for crane equipment are well insulated from 
grounding in two places at each point of grid suspension. Each thin leaf can be 
bent double or twisted through 180 degrees—so ample elasticity is assured to 
withstand all shocks in crane operation. 

Protective devices are furnished in small panel units which can be attached 
in any convenient place. A push knob on master panel opens line in an emer- 
gency and overload protection is afforded at all times. 


Controllers 


Horizontal or vertical handle controllers are furnished which are absolutely 
reliable and very accessible. They are equipped with magnetic blowouts, arc 
chute protecting covers and many refinements which twenty years of controller 
building suggested. 


Your inquiry for complete electrical crane equipment is solicited. 
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This 
trade-mark 
the guarantee of 
excellence on 
Goods Electrical 


ADDRESS 
NEAREST OFFICE 


Atlanta, Ga. 
Baltimore Md. 
Birmingham, Ala. 
Boston, Mass. 
Buffalo, N. Y. 
Butte, Mont. 
Charleston, W. Va. 
Charlotte, N. €. 
Chattanooga, 'Tenn. 
Chicago, Ill. 
Cincinnati, Ohio 
Cleveland, Ohio 
Columbus, Ohio 
Dayton, Ohlo 
Denver, Colo. 

Des Moines, Iowa 
Duluth, Minn. 
Elmira, N. Y. 
Erle, Pa. 

Fort Wayne, Ind. 
Hartford, Conn. 
Indianapolis, Ind. 
Jacksonville, Fla. 
Joplin, Mo. 
Kansas City, Mo. 
Knoxville, Tenn. 
Los Angeles, Cal. 
Loulsville, Ky. 
Memphis, Tenn. 
Milwaukee, Wis. 
Minneapolis, Minn. 
Nashville, Tenn. 
New Haven, Conn. 
New Orleans, La. 
New York, N. Y. 
Niagara Falls, N. Y. 
Omaha, Neb. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Portland, Ore. 
Providence, R. I. 
Richmond, Va. 
Rochester, N. Y. 
St. Louis, Mo. 
Salt Lake City, Utah 
San Francisco, Cal. 
Schenectady, N. Y. 
Seattle, Wash. 
Spokane, Wash. 
Springfield, Mass. 
Syracuse, N. Y. 
Toledo, Ohio 
Washington, D. C. 
Youngstown, Ohio 


for Michigan business refer 
to General Electric Com- 
pany of Michigan, Detroit, 
Mich. 


For Texas, Oklahoma and 
Arizona business refer to 
Southwest General Electric 
Company (formerly Hobson 
Electric Co.), Dallas, El 
Paso, Houston and Okla- 
homa City. 


For Canadian business refer 
to Canadian General Elec- 
tric Company, Ltd., Toronto, 
Ont. 


Motor agencies in all large 
cities and towns. 


General Electric Company 


General Office: Schenectady, N. Y. 
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Just now, when the attention of every user and buyer is 
riveted on the high speed steel situation, we feel that a brief 


statement from the makers of “Red Cut” is appropriate. 


DELIVERY: We are operating twenty-four hours a day, and new ad- 
ditions to our mills and equipment are constantly increasing our present 
large output. To firms in urgent need of High Speed Steel, we suggest 
that a list of the required sizes and quantity be sent us, and we will 
promptly advise delivery possibilities. 


MATERIALS: Realizing that contracts for tungsten ore from foreign 
lands were becoming more and more liable to non-fulfillment, we recently 
acquired additional valuable tungsten ore property in Boulder County, 
Colorado. The purchase of these mines, rich in tungsten, assures us of a 
sufficient quantity of this scarce ore for fulfillment of all orders we will 
accept. 


GRADES: When you see the mark "Red Gut Cobalt or "Red Cut Superior’ 


on a bar of high-speed steel, your mind will automatically connect 
the words with exceptional quality and uniformity. A man is known by 
the company he keeps, and high-speed steel is known by the quality and 
quantity of valuable elements it contains, such as tungsten, vanadium, etc. 
The phenomenal success of the Vanadium-Allovs Steel Company, and the 
enviable position it occupies to-day in the hearts of the trade, was not ob- 
tained by legerdemain, but by strictly adhering to the principle of quality 
and service. 


See that all your tools are made of Red Cut Steels. 


| VANADIUM: -ALLOYS STEEL COMPANY 


PITTSBURGH, PA. 
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Type “A” Superheaters 


Facilitate Handling in 


Shops and Roundhouses 


Type “A” superheaters are designed and constructed to provide accessibility and 
convenience for handling in shops and roundhouses. 


The parts of each superheater are interchangeable as far as they can be made. 
There are only as many shapes of units in each superheater as there. are hori- 
zontal rows of units. All units in each row are interchangeable with each other. 


It is seldom necessary to replace superheater material as engines pass through 
the shop for general overhauling. To prepare dismantled parts for reapplica- 
tion requires only the cleaning of the ball joints. 


Type “A” superheaters require no special machinery for their installation or 
maintenance. They can be installed as existing engines pass through the shop 
for general overhauling without delaying the shop schedule. 


Type "A" superheaters under average conditions pay for themselves and their 
cost of installation within the first six months. 


Locomotive Superheater Co. 


30 Church Street, New York 
Peoples Gas Bldg., Chicago 
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STANDARD BAKER VALVE GCA&8 FOR 
SANTE FE TYPE LOCOMOTIVES 


AMONG THE CARDINAL FEATURES OF THE 
BAKER VALVE GEAR. WE WILL TAKE UP 
SPECIFICALLY ON THIS PAGE, IN SUBSEQUENT 
‘SSUES, THE FOLLOWING POINTS: 


INTERCHANGEABLE FOR ALL TYPES 
OF LOCOMOTIVES. 


w 
LOWER MAINTENANCE COST. 


BETTER STEAM DISTRIBUTION. 


KEEPS VALVES SQUARE. 


Ta > a 2^ 2- T 
The Pilliod Company 
GENERAL SALES OFFICES 


3O CHURCH ST. NEW YORK. 


CHICASO ST. LOUIS MONTREAL 
l WORKS: SWANTON, OHIO 


STANDARD BAKER VALVE GEAR FOR PACIFIC 
TYPE LOCOMOTIVES 
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INCREASED TONNAGE 
2102 vs. 280 TYPE LOCOMOTIVES 


=". MONON- os 


Total Weight of Engine, 341,000 pounds; Weight on Drivers, 275,500 pounds; Diameter of Drivers, 57 inches; Boiler Pressure, 
190 pounds; Cylinders, 28 x 30 inches; Maximum Tractive Power, 66,700 pounds 


2102 type locomotives have replaced Consolidations on 
the Southern division of the Chicago, Indianapolis & Louis- 
ville. The division is 99.3 miles long, with a ruling grade 
of 1.12 per cent 3.58 miles long. The average speed over 
the division is 18.5 miles per hour and the average speed 
on the ruling grade 7 miles per hour. 


The 2102 locomotives are hauling 1375 tons as compared 
with 965 tons formerly hauled by the Consolidations. This 
is an increase of 42.5 per cent in hauling capacity. 


The average number of freight trains daily over this divi- 
sion has been reduced from seven to five. 


s - i t T 
A T. a SR uu Ae xm MOM E Ow v. 


Total Weight of Englne, 207,800 pounds; Weight on Drivers, 184,300 pounds; Diameter of Drivers, 57 inches; Boiler Pressure, 
200 pounds; Cylinders, 22 x 30 inches; Maximum Tractive Power, 43,300 Pounds. 


AMERICAN LOCOMOTIVE COMPANY 
30 CHURCH STREET, NEW YORK 
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SPREAD YOUR WAGES 
OVER MORE TONNAGE 


Increased car loading comes first. 


Increased train loading comes second in reducing cost 
of transportation. 


When you have done the first you are ready for the 
second, if your power is what it ought to be. 


When you increase train loading without affecting 
the cost of locomotive operation and maintenance, 
you have it right. 


This is exactly what the Security Sectional Arch puts 
you in position to do. 


Put one on every engine! 


AMERICAN ARCH COMPANY 


30 CHURCH STREET, NEW YORK 
McCORMICK BUILDING, CHICAGO 
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BALDWIN 


| QUANAH, ACME & PACIFIC 
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Consolidation JS Locomotive, Quanah, Acme & Pacific Ry. 
H. Sommer, First Vice-President. 


CYLINDERS—20 x 26 inches. WATER HEATING SURFACE—1,690 sq. ft. 
DRIVING-WHEELS, DIAM.—52 inches. SUPERHEATING SURFACE—319 sq. ft. 
STEAM PRESSURE—185 Ibs. WEIGHT ON DRIVING-WHEELS—143,100 ibs. 
GRATE AREA—31.4 sq. ft. WEIGHT, TOTAL ENGINE—158,200 Ibs. 


TRACTIVE FORCE—31,500 Ibs. 


. The Consolidation has long been a popular type of locomotive for heavy 
freight traffic. During recent years it has been displaced in main line 
service, to a considerable extent, by heavier power; but it is still proving 
efficient and economical for work which is within its capacity. 


The two locomotives illustrated are recent examples of the Consolidation 
type. Both of tnem use superheated steam. The lighter engine can be used 
on rails weighing 60 pounds per yard, and represents an excellent design for 
general freight service on roads where physical conditions prohibit heavy 
wheel-loads. The locomotive for the Pennsylvania Lines is one of 25, 
which were built to drawings and specifications furnished by the Railway 
Company. These engines are equipped with mechanical stokers, and repre- 
sent the latest development of a series of unusually successful locomotives. 


Consolidation Type Locomotive, Pennsylvania Lines West of Pittsburgh. 
D. F. Crawford, General Superintendent, Motive Power. 


CYLINDERS—26 x 28 inches. WATER HEATING SURFACE—3,016 sq. ft. 
DRIVING-WHEELS, DIAM.—62 inches. SUPERHEATING SURFACE—623 sq. ft. 
STEAM PRESSURE—205 Ibs. WEIGHT ON DRIVING-WHEELS—226,900 Ibs. 
GRATE AREA—55 sq. ft. WEIGHT, TOTAL ENGINE—249,500 Ibs. 


TRACTIVE FORCE—50,100 Ibs. 


THE BALDWIN LOCOMOTIVE WORKS 


PHILADELPHIA, PA., U. S. A. 


Represented by 


F. W. Weston, 50 Church St., New York, N. Y. A. Wm. Hinger, 722 Spalding Building, Portland, Ore. 
C. H. Peterson, 1610 Wright Building, St. Louis, Mo. Charles Riddell, 625 Railway Exchange, Chicago, III. 


George F. Jones, 407 Travelers Building, Richmond, Va. 
Cable Address: "BALDWIN, PHILADELPHIA." 
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SERVICEABILITY PLUS ECONOMY 


The Tate Bolt has fully demonstrated its true functions as a mechanical appli- 
ance to serve the firebox requirements. Flexibility must be maintained— 
the only positive assurance of flexibility is the use of the Tate Flexible 
Staybolt. 

Many of the largest railroad systems have kept accurate service records and 
show remarkable increase in earning power of the locomotives that have 
been equipped with ee installations of the Tate Flexible Staybolt. 
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— Flanney Bott «ine 


PITTSBURGH, PA., U. S. A. 


GEN'L OFFICES, VANADIUM BUILDING B. E. D. STAFFORD, GEN'L MANAGER 
J. ROGERS FLANNERY & COMPANY, Srina Acenrs 
VANADIUM BUILDING, PITTSBURGH, PA 
GEO. €. HOWARD, EASTERN TERRITORY W M WILSON. WESTERN TERRITORY ` 1 
COMMONWEALTH SUPPLY CO SOUTHEASTECAN TERRITORY 4 4 Vtt 


f 
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The Steel For Railroads 


A locomotive firebox steel that is worked in a mill under ever 
changing conditions—under diversified methods, is necessarily a 
variable product. 


In the making of 


Lukens Locomotive Firebox and Boiler Steel 


however, the same high standards of mill practice are in force as were in use over 
a hundred years ago. It is a steel in which quality never varies. 

Every future service condition—stress and strain—are considered in the making of 
LUKENS Steel. 

It must be made right—its structural characteristics—texture, tensile strength— 
elongation—chemical analysis—must be absolutely true to the high Lukens ideal 


of Standards; for Lukens Signifies Quality 


It is this proof of quality that should prompt you to Specify Lukens Steel for Your Locomotives 


LUKENS IRON AND STEEL CO. Coatesville, Pa. 


PHILADELPHIA—Commercial Trust Bldg. CLEVELAND—J. F. Corlett & Co., Rocke- 
NEW YORK—Whitehall Bldg., 17 Battery feller Bldg. 

Place. CHICAGO—4A. M. Castle & Co., 1300 N. 
BOSTON—Board of Trade Bldg., 13! State Branch Street. 

Street. LOS ANGELES—A. M. Castle & Co., Citi- 


zens National Bank Bldg. 


BALTIMORE—Continental Trust Bldg. 
SAN FRANCISCO—A. M. Castl Co.. 
NEW ORLEANS—634 So. Peter Street. Monadnock Bldg. xanh 
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This is No. 6 of a series 
on our products. Keep 
in touch with those 


which follow. You'll 


learn some new and im- 


portant facts about op- 


erating efficiency and 


economy. 


Ell MS 


LT 


— 


ü 


| 


øj 


RAILWAY AGE GAZETTE, MECHANICAL EDITION 


WN BEARINGS 


o—- PATENTED — 


have tensile and compressive strength greatly in excess of 
any other crown bearings, for which reason exceptionally 
long life is insured. Their anti-frictional qualities mean a 
low tendency to heat and a saving in lubrication. 


The patented chill process of casting “ARCTIC” 
CROWN BEARINGS produces a metal of extreme tough- 
ness, strength, smoothness and consistency. It is fine, 
clean, sound and close-grained, uniform throughout—free 
from grit, cavities and blowholes found in most sand-cast 
bearings. The complete assimilation of all material, which 
alone can produce a perfect bearing structure, is possible 
only with this exclusive “ARCTIC” process. 


The quality of MORE-JONES “ARCTIC” CROWN 
BEARINGS is absolutely unvarying—their record for 
long service consistent. 

Forty years of practical foundry experience is be- 
hind the MORE-JONES line of railroad special- 
ties comprising: "Tiger" Bronze Rod Brasses 
and Bushings, Crosshead Gibbs, Hub Liners and 


miscellaneous parts; "Arctic" Bronze M. C. B. 
Journal Bearings. 


Further information and prices 
on application 


MORE-JoNES BRASS & METAL Co. 
St. Louis, Mo. 
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MOLY TIEREN JENKINS BROS. 
- AUTOMATIC EQUALIZING STOP AND CHECK VALVES 


Afford protection against accidents. Safeguard each boiler. 
Prevent costly shutdowns. Automatically equalize the pressure. 


They close instantly should a tube burst or other internal rupture occur, causing 
the pressure in a boiler to suddenly become less than that in the steam main. 
The affected boiler is automatically cut out of service without interfering with 
the operation of the other boilers. 

The valves cannot be opened by hand, but open automatically when pressure in 
a boiler is the same as the pressure of the other boilers. It is impossible to acci- 
dentally turn steam into a boiler which may be out of service. 


Further particulars promptly forwarded on request. Write for LERS 
descriptive folder illustrating a few representative installations. pos 


J New York Boston J EN KINS BROS. Chicago Philadelphia 


The American Staybolt 


dp eb pa db gu ppt e i m 


! Note that ends are solid; slot in body distanced 1$ inch from end of telltale hole. 


American Flexible Bolt Company 


Chicago Pittsburgh New York Montreal and Winnipeg 
McCormick Bldg. Union Bank Bldg. 50 Church Street Taylor & Arnold, Ltd. 
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ORIGINAL COLUMBIA LOCK NUT 


The position of this valve is on top of the boiler. OR I GI N AL COLUMB I A 
It is provided with a stop valve for each check 
valve, so that either one of the check valves, if out LOCK NUTS 
of order, may be “cut out" without interfering 
with the feeding of the boiler. Removable caps on 
you have given them real service tests, then and 


top of each check permit inspection and grinding only then will you understand that Original Co- 
of valves without disconnecting pipes. lumbia Lock Nuts 


Simple and pleasing design, compact and effi- Really Lock 


cient. Furnished complete with boiler flange. 
The Columbia Lock Nut is built in two parts— 


the inside part carries the thread and also a slot 
—the two parts are tapered—the inside of the 
outer nut and the outside of the inner nut are 
tapered to match. 

Let us send samples. Examine them, test them 
and then you will see just what they can do for 
you. Samples cost you nothing. 


COLUMBIA NUT & BOLT CO., Inc. 


Western Office: 1612 Old Colony Building, Chicago Bridgeport Conn. 
St. Louis Office: Frisco Building Branch Office: 165 BROADWAY, NEW YORK, N. Y 


Unless you have tested these lock nuts; unless 


Write for Catalog 
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AA ITALIA CCL 


If you are not a user of MH 
Regrinding valves it will pay 
you to investigate. The MH is 
a high-grade Regrinding valve for 
200 lbs. working pressure, made 
of our special high-grade com- 
mercial bronze, scientifically pro- 
portioned, heaviest where the 
strain is most severe. 


Does 
Increased Tire Mileage 


Interest You? 


If you could increase your tire mileage; 
if you could actually see the saving in 
dollars and cents of efficient flange 
lubrication; if you could have the re- 
ports from Master Mechanics who 
have tried out the 


LI 


Detroit Automatic 


Flange Lubricator 
(Pendulum Type) 


wouldn't it interest you? Wouldn't it 
be worth your time to see how you, too, 
could increase your tire mileage? 
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THE DETROIT AUTOMATIC FLANGE 
LUBRICATOR 1s absolutely automatic. Re- 
quires neither air, steam or manual operation. 
Any lateral movement of the locomotive 
causes the pendulum to swing. This causes 
the pendulum shaft to actuate two plungers 
which force the oil to the flanges. In a word, 
the Detroit Automatic Flange Lubricator is a 
force feed flange oiling system. Its use means 
positive flange lubrication—hence increased 
tire mileage. 


CON 
— 


Write for prices and 
send us a trial order 


Booklet FO-75 will be sent on request. 


McNab & Harlin Mfg. Co. 
Office, 55 John Street, New York City 
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DETROIT [UBRICATOR (OMPANY. 


DETROIT. U.S.A. 
Cassoraw Drrsorr Luarcaron (ommany [ry WALKERVALE, ONTARIO. 


Makers of the Stewart Carburetor 
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Factory, Paterson, N. J. Established 1854 
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Increased Outputs. Reduced Shop Costs 


FERGUSON OIL FURNACES 


THE RAILWAY MATERIALS COMPANY 


RAILWAY EXCHANGE, CHICAGO SINGER BLDG., NEW YORK 
. d I 


“The Light of Day on the Right of Way" ^ Hea d lights 
COMERC] M S. M. P. writes: | 


“Locomotives equipped with your type 
A STORED| SUNLIGHT =x p headlights have been in service quite a 
period affording excellent light and cost 


K of maintenance most satisfact 4 
» = "Y e isfactory. 
r CE A D X TENE Commercial Ácetylene Railway 
Light & Signal Co. 
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Firebox Facts 


Twenty men are comfortably seated about the series of units, each of which is, within itself, 
table within one of the Jacobs-Shupert fireboxes stable and self-supporting, and hence the strength 
now being built for the Reading. This illustration of the whole is independent of the number 
p a good idea of the large size of this firebox. of units or sections from which it is made. 

ut what we want you to particularly note is the The strength and strain-resisting properties of 
strong and sturdy construction which makes pos- the Jacobs-Shupert firebox make for low main- 
sible the building of large fireboxes free from tenance and freedom from break down in serv- 
weak elements. The Jacobs-Shupert firebox is a ice. 


JACOBS-SHUPERT U. S. FIREBOX COMPANY 
New York, 30 Church Street Works, Coatesville, Pa. 
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Has the Right of Way 


on Railroads 
that are studying 


Efficient 


Lubrication 
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TEXACO RAILROAD PRODUCTS 


Lubricants for rolling stock and shops. Fuel oils, Signal oils. 
THE TEXAS COMPANY 
Railroad Department 


NEW|YORK, N.Y. CHICAGO, ILL. HOUSTON, TEXAS. 
Whitehall Building McCormick Building The Texas Company Bldg. 
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R E S U L T S—Do you get this kind ? 


A foundry and machine company in Hamil- “One hundred thousand nipples cut in one 
ton, Ohio, estimate the average daily output of year without one crooked thread” is the report 
their Oster No. 300A pipe-threading machine of a Chicago concern on another 


as 1,600 threads per 10-hour day. T PIPE THREAD- 
A report from a Lansing user of our No. 300A O S E R ING MACHINE 


machine states that he cut and threaded 200 A packing company in Whecling, W. Va., 

pieces of 34-in. black steel pipe, 6 ft. long, with reports that in 30 days their No. 300A machine 

a standard thread on one end and 23-in. has paid for itself. They cut 4,000 feet of 

thread on the other. A power hack saw near ammonia piping work and every thread was y 

the machine was used to cut off the pipe. By tight and perfect. v OSTER 
operating both machines at the same time, he The booklet, **Actual Pipe-Threading 

did this job in 5% hours, or about half the Experiences,” from whichthese testimonials MFG. COMPANY 
time that he had figured it would require. were selected, will be sent to you on request. 2101 East 61st St., Cleveland, Ohio 


Plate Bending AY» 
Rolls | 


Capacity and length to suit the 
requirements „s - 


Pinching type made in seven sizes. 


Pyramid type made in twelve sizes. 
Cut shows heavy capacity Rolls equipped Plate js bent nearer the edge, doing away 


with separate motors for driving and operat- Punches, Shears, Straightening Rolls, RotaryBevel With most of the objectionable fiat on edges 
ing the top roll. Shears, Flanging Clamps and Plate Planers. of plates rolled on the usual pyramid type. 


Hilles & Jones Company, Wilmington, Delaware 
Pittsburgh Office, 235 Oliver Building 


Ashton Wheel Press 


Recording Gages 
y A 


Grips Without lA Slip 


Clamp the hardened steel square Jaws 
around that "frozen" nut. Swing your 
whole weight on the handle—no tear ol 
slipping for the 


COES WRENCH 


GRIPS WITHOUT A SLIP | l - 
The sliding jaw pan no lost motion, EE T oa MM Ashton Wheel Press Recording Gages give 
zive or spread to the jaws, and they never let [i an accurate record of wheel fits on axles, 


give ( spr » the E 


ga U Ur rop deeper I showing actual fit from start to finish, insur- 
made. Mo I ing perfect mountings. 
Have your dealer show you a “Coes.” You a Il Send for special circular which gives full 
ar pa oe ee Saca — | details, also catalogue describing our complete 
COES W REN H COMI ANY line of Specialties. 
Worcester, Mass., U. S. A. 


Agents—J. C. McCarty & Co., 29 Murray St., New York, N.Y - The Ashton Valve Co. 


John H. Graham & Co. 113 Chambers St., New York, N.Y- 
BOSTON, MASS. CHICAGO, ILL. 
271 Franklin St. No. 174 Market St. 
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FORD TRIBLOC 
CHAIN HOIST 


SAFE IN EVERY DETAIL 


The Patented Loop 
Hand-Chain Guide 
protects the work- 
ing parts and means 
safety. Planetary 
gearing means high 
efficiency. Steel 
parts mean long 
service. It has a 
3% to 1 factor of 
safety in its weak- 
est part, and eighty 
per cent of the 
power applied to 
the hand chain is 
effective. 


Chicago Pneumatic Compressors 


Direct Motor Driven, also Steam and Belt Driven 


O-C. E. Compressor 


“Chicago Pneumatic” Compressors are built 
in over 300 sizes and styles for operation by 
steam, belt, short belt with idler, gasoline or 
fuel oil engine, or direct motor drive in capaci- 
ties up to 5,000 cu. ft. of free air per minute. 


Send for Bulletins 


CHICAGO PNEUMATIC TOOL CO. 


1066 Fisher Bldg. 52 Vanderbilt Ave. 
Chicago New York 
Branches Everywhere 


Write for our 
Catalogue. 


FORD CHAIN BLOCK & 


MANUFACTURING CO. 
144 Oxford St., Philadelphia, Pa. 


Some Advantages of the 


E:S-:B 
CONSTANT VOLTAGE AXLE LIGHTING SYSTEM 


FFICIENCY of operation, no unnecessary overcharge, driving power limited to that 
required to light the lamps and keep the battery full. 

CONOM Y of time and material, eliminating all adjustments, reducing inspection to 
its lowest terms, reducing the frequency of filling up battery cells, eliminating parts 
subject to wear or deterioration. 

IMPLICIT Y—no pole changer, no lamp regulator, automatic field control with no 

S moving parts, no dash pots, no levers, no pivots, no vibrating contacts. 
ATISFACTORY SERVICE—no flickering or sudden changes of illumination under 
any conditions. No light failures, since the causes of light failures are eliminated. 

ATTERY LIFE. The E.S. B. constant voltage system eliminates all unnecessary 

B overcharge and gassing producing ideal conditions for maximum battery life. 
New , York Boston | Chicago Rochester P HILAD ELP HIA, P A. Weehing toe: cue papa  itteberan 


ELT LIFE a maximum, because the E. S. B. suspension keeps the belt always prop- 
erly lined up. 
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Who Reads 


Advertisements ? 
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A few years ago the first question shot at 
the publisher was, “WHO READS AD- 
.VERTISEMENTS?" Not so today! 
For the publisher gritted his teeth, 
hitched up his suspenders and went out 
to get the facts and figures. 


He knew and felt that the advertising 
pages of his publication were read, 
considered, and developed new busi- 
ness. 


Today the publisher has in his letter 
file hundreds of letters from railway 
officials, from superintendents of mo- 
tive power to shop foremen, in which 
they say point-blank that they read the 
advertising pages. 


These railway men, busy as they are, 
say that in no other way can they 
keep abreast of the developments in 
the railway industry except by follow- 
ing the editorial and advertising pages. 


Five volumes of subscriber letters to the 
Railway Age Gazette and Railway Age 
Gazette, Mechanical Edition, have been 
of inestimable help to the publisher and 
advertiser. 
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[t Costs But Little to 
Grind Car Wheels 
When You Use 


Carborundum 
Grinding Wheels 


HEY cut so fast, clean, and free 

—hold their shape, and show 
such long life, that it cost one big 
road less than one cent per new car 
wheel, twenty-eight Carborundum 
wheels grinding 54,456 car wheels 
before wearing out. 

For car wheels, general cast iron, 
brass, bronze, and aluminum grind- 
ing— Carborundum. For steel grind- 
ing, for tool-room work—A loxite. 


These wheels are “M M” specifications 
in nearly every big shop in the country. 
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The Carborundum Company 
Works: Niagara Falls, N. Y. 
Reisholz Düsseldorf, Germany Manchester, Eng. 


Stores: New York Chicago Boston Philadelphia 
Cleveland Pittsburgh Milwaukee Cincinnati 
Grand Rapids 
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Application 


The application of the 
Yale Triplex Block is uni- 
versal. For the occasional 
lift or for the heaviest con- 
tinuous service it is the block 
to use. 


=> — a 


In emergencies the great 
strength and reserve capac- 
ity withstands the shocks 
and overloads incident to 
haste or urgent need. 


For the steady grind of 
frequent use—serving a ma- 
chine, perhaps, or part of a 
manufacturing process — 
the steel parts and generous 
proportions yield long life 
and ease of operation. 


a E oil asi — nie ai 
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For every use the Yale 
Triplex Block assures free- 
dom from costly delays and 
the greatest possible safety 
to the load and the operator 
of the block. 


The Yale & Towne 
Manufacturing Co. 


9 East 40th Street New York 


Yale Triplex 
Block lifting) 
steam roller 
out 0] street 
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LIGHTHIAG 
Staybolt Tap 


Service 


The supplying of stay- 

bolt taps — regular and 

special, of every de- 
scription —is a spe- 
cialty of the Wiley 
& Russell organiza- 
tion. 


More than 40 
years of tap mak- 
ing and the most 


Taps, - complete equip- 

2 = ment for all 
Dies, A- the processes, 
Reamers, A are back of 


cc 
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~” 
- 


our state- 


Screw Plates, A- 
z ment that 


Threading 


A- Lightning 
Machines EB Staybolt 
Z 2 Taps are 

& the best 

All of 2 made. 


LIGHT MM, 
and 
GREENRIVER 
Quality. 
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Our new catalog No. 36 
gives the complete list 


Yours for the asking 


Y 


Wiley & Russell | 
Mfg. Co. Division 


Greenfield Tap and Die Corporation 
Greenfield, Mass. 


New York 
28 Warren St. 


Philadelphia 


Chicago Detroi 
38N.6th St. 13S.Clinton Se. 55.57.59 Weyne St. 
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BRAKE 
SHOES E 


AMERICAN BRAKE SHOE & | BS EERE EA nom 
CE Gould Tandem Type of Draft Gears 5. 
POE: Malleable Iron Castings, scientifically an- 


FOUNDRY COMPANY od tices Ann weve wen tr es 


Truck Frames 
Cast-Steel pre E 


te COULD * 
JOUPLER Co 


OFFICES: WORKS: 
.30 )EAST 42d ST.NXC. AXLE FORGE. DEPEW.K.Y. 
THE ROOKERY,CHICAGO MALLEABLE IRON,DEPEW, N Y 
-o DEPEW, N.Y. CAST STEEL DEPEW,N.Y. 


MANUFACTURERS OF 


Gould M. C. B. Couplers. 
Gould Vestibules, wide and narrow. 
Gould Continuous Platforms and Buffers for 
; wood sills. 
Gould Continuous Platforms and Buffers with 
VP ANIMAI steel underframing. 
ES Gould Steel Platforms with Friction Buffers. 
Friction Draft Gear for passenger 
equipment. 
Gould Pe Door Rigging. 


MAHWAH, N. J. E Cast-Steel End Silis, 
sn Steel Castings. 
: , Gould FActioa Draft Gear. 
NEW YORK: CHICAGO: 
30 Church Street 332 So. Michigan Ave. 


Gold Medal Award, Panama-Pacific Exposition 


THE PENN COUPLER 


Our latest development of the M. C. B. Coupler, 
a modification of our popular Pitt and Janney X 
Couplers, with latest improvements. 


Lock-To-The-Lock 
Lock-Set and 


Knuckle-Opener 


Send for blueprints and prices. 


Manufactured only by 


THE McCONWAY & TORLEY CO. 


PITTSBURGH, PA. 
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TIME 


(A Factor in Railroad Traffic Movement) 


Time is the interval between the beginning and 
the end. 


Did you ever undertake to define Time? If so, you 
will know why we give it up. 


But Time as applied to traffic movement admits of 
ready definition. Railroads must conform to Schedule 


with a detailed and continuous adherence to prede- 
termined Time, such as is equaled by no other man- 


made institution, and is surpassed only by the Solar 
System itself. 


And so it is that Time is the essence of railroading. 


Railroad success depends upon the efficiency with 
which all railroad operations are performed within 
established Time intervals. No other organization 
spends so much money to regulate and maintain this 
wonderful spacing and utilization of Time. In no 
other organization is “Lost Time" more serious, both 
in terms of revenue and collateral results. | 


The Air Brake saves life and property—to be sure; 
but by far its greatest money value lies in the amazing 
efficiency which it enables in the use of Time. 


Suggested by the 


Westinghouse Air Brake Co. 


Pittsburgh, Pa. 


NEW YORK CHICAGO ST. LOUIS 
City Investing Bldg. Ry. Exchange Bldg. Security Bldg. 


DeceMBER, 1915 


December, 1915 


Nate VAND VA Wt 
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This is a section of Suber’s 
wrapped cord tape hose without 
the rubber cover. This special 
patented construction does not 
meet the M.C.B. specification 
for stretch—but it does meet the 
demands for long service. Rub- 
ber hose that stretches well will 
not necessarily last well. The 
Suber's Process Hose does not 
have to be elastic to prove its 
quality. It meets every M.C.B. 
requirement for service. 
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Goodyear Air Brake Hose 


Suber's Process 


Stands 3 Times M. C. B. Pressure 
Specification 


Goodyear Air Brake Hose is made by the Suber's Process, a 
patented construction owned by the Goodyear Tire & Rubber Com- 


pany. 
This process makes possible a hose of uniform thickness, while 
eliminating the tendency to twist or contract under pressure. 


The wrapping material in the Suber's Process consists of paral- 
lel strands or cords combined into strips. Each strip contains 288 
strands, each strand separately coated with rubber compound, so 
that all the strands in each strip are bound firmly together. 


The rubber impregnated strips are then wound spirally about 
the tube or lining of the hose, there being two complete layers in 
each direction. The manner in which the strips are applied will 
be clearly understood by referring to the illustration. 


The Goodyear hose of this Suber's construction shows a spe- 
cially high bursting pressure, and the distorting effect of the pres- 
sure is minimized. The elongation per foot per 1,000-lb. pressure 
will average about 1 in. with an expansion of about 1/16 in. in 
diameter. Until a pressure of 1,300 Ibs. has been reached, however, 
little change takes place. 


Where service is more important than first cost, Goodyear Air 
Brake Hose has proven its superiority over any other hose made. 
We will gladly send you on request complete particulars with prices. 


SUBER AIR BRAKE HOSE 


The Goodyear Tire & Rubber Co. 
Akron, Ohio. 
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This shows the Suber's Hose 
complete with rubber cover. 
This cover protects the cord 
tape underneath and prevents 
abrasion or chafing. rdinary 
cuts or bruises, which would 
warrant replacing of other hose, 
do not weaken Suber's Hose. 
It positively will not burst and 
will last three times as long as 
other hose. 


Malleable Iron Brake Wheels 


For Use With 


Square or Round 


Brake Shafts 


Conforming to 
Interstate Commerce Commission Requirements 


Catalogue No. 4154. Outside Diameter 15" 
Catalogue No. 4164. Outside Diameter 16" 


And various other sizes. 


Write for Catalogue No. 21 


THE NATIONAL MALLEABLE CASTINGS COMPANY 


Cleveland, Chicago, Indianapolis, Toledo, 
Sharon, Pa. Melrose Park, Ill. 


Ar ee n PX PBR wh Ed) Cotes CO, eat ee 
pet [ne NIST ? nu > <> ey not : > EYS 
ARE Jess E Y. D^ TE EI VENT 1 i RA ae LT ni Men Tas 
"e HoT REC HES | ph eon OF AES UR a E 

^ D AER CT PER II TS aT Art oe oc mex PRORA UA P UP IHREN. 


BEARINGS 
- Reduce wheel tty 


wear, rail wear an 
train vesistance 


A: Stucki Co. 
Oliver Bidg., Pittsburg Pa. 


x. 


PEN 
id 


RAILWAY AGE GAZETTE, MECHANICAL EDITION DECEMBER, 1915 


A New Headlight Oil 


The government has tested 
Railway Safety Oil "B" and 
found that it had a minimum of 
1800 candle-power with just the 
ordinary headlight. With the 
use of an optical lens, which 
costs no more initially, and less 
to maintain, the minimum of 
candle-power was 2400. 


Its superiority as a headlight 
oil has been conclusively proven 
by exhaustive service tests made 
by a prominent railroad. 


You will be interested in 
knowing all about this oil. 
Our staff of experts is at your 
service. 


Galena-Signal Oil Co. 


Franklin, Pennsylvania WY 


What Repeat 
Orders Prove 


Repeat orders from the leading railroads prove 
conclusively that 


“Globe” Ventilators 


meet every requirement for proper ventilation of 
smoking, sleeping, postal and passenger cars. 


They create a steady outward draught and are 
absolutely storm and cinder proof. Write for 
our booklet filled with the inside facts on why 
"Globe" Ventilators meet the test of actual 
service. 


GLOBE VENTILATOR COMPANY 
TROY, N. Y. 
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He Picks Out Good Files for 
the Plant—Nicholson Files 


There’s a responsibility about selecting files, as there is about 
choosing any equipment. 


The man who selects NICHOLSON FILES for his plant makes 
no mistake. He is putting into the hands of the men the best files 
that can possibly be secured—files which have back of them an 
experience of over 50 years. 


Adopt NICHOLSON FILES for your plant. Give your men 
these dependable files with which to work. You are sure of 
Quality and Service when you order genuine NICHOLSON FILES. 


Send for complete Catalog and copy of “‘File 
Filosophy" — a most interesting booklet. 


NICHOLSON FILE COMPANY 


PROVIDENCE, R. I. 
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11 Months? Growth 


The above diagram shows the growth in the number of 
paid subscribers for the first eleven issues of this year to the 
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Railway Age Gazette 
Mechanical Edition 


The RAILWAY AGE GAZETTE, ME- 
CHANICAL EDITION (to be known, 
after the December issue, as the 
RAILWAY MECHANICAL ENGI- 
NEER), is read by railway Super- 
intendents of - Motive Power, 
Mechanical Engineers, Engineers 
of Tests, Master Car Builders, 
Master Mechanics, Shop Super- 
intendents, Road Foremen of 
Engines, Engine House Foremen, 


and Foremen of all departments 
of locomotive and car repair shops 
and yards. The overlap between 
the subscribers of this paper and 
of the three other Simmons-Board- 
man Publications (RAILWAY AGE 
GAZETTE—weekly, THE SIGNAL 
ENGINEER and RAILWAY ELEC- 
TRICAL ENGINEER) is less than 5 
per cent. 


Since January, 1912, the circulation of the RAILWAY AGE GAZETTE, 
MECHANICAL EDITION, has increased just 66 2/3 per cent. The reason 
is, that it is fulfilling a definite mission and is as essential to its audi- 
ence as are our other publications to their respective audiences. 


The advertising rates are exactly the same as they were in 1912. May 


we quote them? 


SIMMONS-BOARDMAN PUBLISHING CO. 


New York 


Chicago 


Charter Members Audit Bureau of Circulations 
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